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Franck, Peter. 

A lost link in the technique of bookbinding and how I found 
it, by Peter Franck. Gaylordsville, Conn. , Windham, Conn., 
Printed at Hawthorne house, 1941. 

18p,11 Mus 204". 

“Of one hundred aod Gfty copies printed ... this copy is ouwber 5.” 


1 Bookbinding 1 Tithe 
4)-2eza5 
Library of Congress ZorLrs 
——— Cae t 4, oan 


Franck, Philipp, 1860— 
Das schaffende kind. Berlin, O. Stollberg verlag g. m. 
b. h. 1930, 
87, \1)p.  xtver pl (part col.) on 861. BOy™ 


Relates to methods of teaching art in the “{'bungeschulen” of the 
“Staatliche kunstiiche |o Bertio” 


1. Children as artists, 2 Art—Stady and teaching. 8. Berlin. Staat- 
Hebe kunstechule 1 Tithe 


31—S67T8 
Library of Congress NSS2FT 
Copyright A-—Foreign 10088 
Mel, ToT 


Franck, Vrs. Rachel (Latta) 

I married a vagabond ; the story of the family of the writing 
vagabond, by Rachel Latta Franck ; drawings by Charles Child. 
New York, London, D. Appleton-Century company, incorpo- 
rated, 1939. 

S8p.1,%1p ius 21”. 

Map on lolog papers. 

Aa account of ‘revels {a the West Indies, Japan, Chine, Korea, Scan- 
dinavia and France. 


1 PA. ont os travels, 2 Chios—Descr. & trav. 3, Franck family. 
1 Child, Charies, 1902- ites, o Tithe. 
(Pull name: Mre. Rachel Whitebill (Latta) Franck, 
827184 


_ Lanny of Congress G8 FTS 
——— Copy 2 
Copyright A 1261@2 ay, 04 


Franck, Richard, 1624!-1708. 

Northern memoirs, calculated for the meridian of Scotland 
-. Together with choice collections of various —— 
remarkable observations ... Added, the 


CATALOG OF PRINTED CARDS 


es 


we. -_—— 





ungen, von Richard 
Franck. Meidohorg Galvedt in dn Bod eth drucke 


Franck 


Franck, Rudolf, 1484- 
Moderne Sane in innerer medizin und allgemeinprexis; 





rei P. Braus, 1928, 
Ap ze. 





Library of Congress ML410 FR3642 


Franck, Radolf, 1884- 
Die medizin im dienste der familie, von dr. Rudolf Franck 
Die und ihre funktion; die krankheiten und ihre 
behandlung. Leipzig, F. C. W. Vogel, 1928. 
xii, 644p. illus, 204". 


1. Medicine, Popular t Tithe. 
mm 10414 
Library of Congress RCSLFS 
Copyright A—Foreign 1 
2 


Franck, Rudolf, 1884- 


Moderne ernih: pie fir die praxis des arztes, von 
dr. Rudolf Franck ... mit 3 abbildungen. Berlin, F. C. W 
Vogel, 1931. 


1. Diet in disease. 1 Title. 
31-83319 
Library of Congress RM210.F8 
Copyright A Foreign 16442 
a 6133 


Franck, Rudolf, 1884— 

Moderne erndhrungstherapie fiir die praxis des arztes, von 
dr. Rudolf Franck ... 3. vermehrte und verb. aufl.; mit 3 ab- 
bildung Berlin, F.C. W. Vogel, 1938. 





tical angler ... With a narrative of that ... art pone ot 
in England, and perfected in more remote ‘and solitary parts 
of Scotland. By way of dialogue. Writ in the year 1658, but 
not till now made publick, by Richard Franck ... London, 
Printed for the author, sold by H. Mortlock, 1604. 

xxxix, 3044p. 17. 

1. Pishing—Scotiand. 2. Fishing—<t. Brit. 3. Scotiand—Descr. & 
sens 12— 19882 
SH437.F79 


a34b1, 


Library of Congress 


Franck, Richard, 16241-1708. 
Northern memoirs, calculated for the meridian of Scotland ; 


etec., 1821. 
2pl, 0p. 11, wre pl, sp my. 
lariudes reprodectice of original tp. Lemdoa, 1604 


quale, aw -Soetiaes. 2 Fisbing—Ot. Brit. 8. Scotiand—Descr. & 


Linrary of Congress snatree oo 
e2Mdl, 
Franck, Richard, 16241-1708. 


ot't ey rA HE ele 


J. and 
i Fratae, London, ried By we 


pl, 1%» 1°. 


} -- yy G— ff + —¥ Philenthropus. 


Library of Qingress 


vi, 212 p. dlagra 2". 
ae ene evn & an aiums on Usteem 
therapie."—Vorwort sur ersten 


1. Diet to disease. 1 Tithe. 
3018250 
Library of Congress RM219 "8 1988 
Copyright A—Foreign 42480 
12) 613.23 


Franck, Redolf, 1884- 

_ Moderne Sa in innerer medizin und Saeeein 
ein handb ind diiite- 
i der letzten letzten jabre, von dr. % Franck 
aufl, Leipzig, F. C. W. Vogel, 





vip.1l, tp a. 


Cowrents.—t. & Armpeimittelbesprechung.—1l. t. Therapie der inne 
ren krankheiten. 


1. Therapeutics. 2 Materia medica. 3. Medicine — Formulae, re 
ceipts, prescriptions, 1 Title. 


28-1 T008 
RMI21."7 1927 





ranck 3. verm. und Leipsig, F. C. W. 
Vogel, 1998. 
vii p. 21, @84p sy. 
Conrenre — Therapte Ger inzeren - 
ebung 
1 
Se 2 em actin. 38. Medicine Formulae, receipe 
Library of Coagress RMi21.77 1938 
Copyright 4—Poreign 3004 


ein handb hen und didteti- 
schen ee ete der letzten von dr. Rudolf 
Franck .. 5. verm. und verb. aufl. L teil: a oe 
peren kh m. teil: A 
zig, F. C. W. Vogel, 1931. 

tv p. 21, 730». front. (port.) 





2. 


1. Therapeutics. 2 Materia medica. 3. Medicine—Formulae, receipts, 
Dreecriptions 1 Tithe. 


31. 22865 
Library of Congress RMI2ZL.F7 1901 
Copyright A— Foreign 1274 
a 613 


Franck, Rudolf, 1884- 

Moderne therapie in innerer medizin und aligemainpraxs, 
ein handb der hen und dié- 
tetischen behandlungsweisen der letzten jahren, von dr. Rudolf 
Franck 6. verm. und verb. sufi. Berlin, F C. W. Vogel, 
1932. 

wp. 21, 2p my. 

Converts. 4. t Therapie der inneren krankheltes.— 11. t. Artneimit- 
telbesprecbung, 





1. Therapeutics. 2. Materia medica. 3. Medicine Formulae, receipts, 
prescriptions. 1 Title. ay 

Library of Congress 
Copyright A—Foreign 


RMI2LF7 1982 
1145 
a 615 


Franck, Rudolf, 1864- 

i ~ therapie in innerer medizin und allgemeinpraxis ; 

dbuch der hen und didteti- 

pe on behandlungsweisen der letzten jahre, von dr. Rudolf 
Franck 7. verm. und verb. aufl. Berlin, F. C. W. Vogel, 
1934, 

2p 1, 748, yp 209" 

Conrants—t. t. Therapie der inneren krankbelten—m. t Arznel- 
mittelbesprechung 


1 Therapeutics. 2 Materia medica. 3. Medicine—Formulse, receipts, 





prescriptions. 1 Tithe. 
4 804T 
Library of Congress RMI21.F7 1964 
Copyright A—Foreign Te 
2 615 


Franck, Rudolf, 1884- 

Moderne therapie in innerer medizin und allgemeinpraxis; 
ein handbuch der und diateti- 
schen behandlungsweisen der letzten jahre, von dr. Rudolf 

8. verm. und verb. aufl. Berlin, F. C. W. Vogel, 





1936, 
2p.1, 772 p. 209 


1 Therapeutics 2 Materia medica. 3. Medicine—Formulse, receipts, 
prescriptions 1 Title 


36-21295 
Library of Congress RMIZLFT 1986 
Copyright A—Foretgn a2745 
s 615 


Franck, Rudolf, 1884 

Moderne ry oy in innerer medizin und allgemeinpraxis; 
ein und dia- 
tetischen vk a der letzten ‘jahre, von dr. Rudolf 
Franck ... 9. verm. und verb. aufl. Berlin, F. C. W. Vogel, 
1938, 


2pL. 7p wy. 





1 Therapeutics. 2 Materia medica. 8 Medicine—Formulae, receipts, 
Dreecriptions. 


3888194 
Library of Congress RMI2LF7 1988 
Copyright A—Foreigr iso 
3 615 


Franck, Rudolf, 1884- 
ote ee 
tischen behandlungsweisen der letzten von dr. Rudolf 


_jahre, 
Cant .. 10. verm. und verb. auf. Berlin, F.C. W. Vogel, 
1939. 


2p.L,10p 21°. 





1. Therapeutice 2 Materia medica. 8 Medicioe—Formulas receipts, 
prescriptions 1. Tithe. 


OO 80038 
Library of Congress aMi21», 1 
Copyright A—Foreign eit 
a ae 








Franck 


Franck, Rudolf, Is 
Terapéutita moderna; manual de terapéutica médica, a 
y dietética, con aplicacién « la medicina interna 
practica en general, por el doctor Rodolfo Franck. Versiéa 
alemana. Barcelona, 








de la 3. edicién G. Gili, 1929. 

2p. M2p,1t 19 

ConTerTs—1. pte. de las internas — 
2. pte. de los 

1. Therapeutics. 2 Materia medica. 4. Medicine—Formaulae, receipts, 
prescriptions 
30-1018 

Library of Congress RM121 FTS 

Copyright A—Foreign 8086 
a 


Franck, Sebastian, 1499-1542. 

Chronica, tytboeck en gheschiet bibel, van aenbegin der 
werelt / tot den jare m.o.xxxvs, verlengt. Waer in beyde 
Godt ende des werelts loop / handel / sert / woort / werck / 
wort. Van alle 


by ghevoecht den spieghel ende beeltenisse dee 

bodems in vier deelen af ghedeylt / ghenaemt / het Werelt- 

boeck Doo: Sebastianum Franck van Word / voostijts in 
(Continoed on next card) 


a 


32-1 4885, 


Franck, Sebastian, 1499-1542 Chronica, tytboeck en 
gheschiet bibel ... (Card 2) 


duytecher spake noyt ghehoort noch ghelesen. Met een 


register ende inhout deser gheheelder chronijcken op een 
yeghelijck deel... ,Amsterdam, Int jaer Mo.xxxxy. 
7). Sy. 


Ry (alg. owe ina Tot Amsterdam. Voor Comelis Claess. 
have separate foliation: 


“> Gee be of “Chi 
Izusj numb. 1, 21; 1 ot nati nam 31: ev somb. 1, 41; 


ma og aw ew Vere (Geren | Ws ty The 
t-boeck” has separate foliation: cxzxilij sumb. L: tee 
(Continued on next card) 
s 32-14885 
“ 


Franck, Sebastian, 1499-1542 
gheschiet bibel M.D.LAREEY. 


Chronica, tytboeck en 
(Card 3) 


tures: A-Q, R™ ((Ra)"*"™ biank) and special tp. @ VVerett-boeck 
ende jtenisne heelen aerdthodems / ven Sebastinen 

Franck van Word in vier boecken (te weten / in Asta / Aphrienm / 
ende Americam) ghestelt ende af ghedeyit Tot Amater- 


ropem 
dam. Voor — Claess. int Sebrijf-boeck. 1585 
Gotbie 


1. History, Universal—Early works to 1800 2. Church bistory 3 
Geography—15th-16th cent. 4 America— Early accounts to 1600 


3214885, 
D118. Fs 


Library of Congress 


Franck, Sebastian, 1499-1542. 

Chronica / ze¥tbich vnd gesch¥chtbibel von anbegyn biss inn 
diss gegenwertig «.o.xxxs jar. Darifi beide Gottes wnd der 
welt lauff / hendel / art / wort / werck / thin / lassen / 
kriegen / wesen / vnd leben ersehen vii begriffen wirt. Mit 
vil wunderbarlichen ppdectentenwtedigh worten vnd thatté / 
giten vnd bésen regimenté / decreté. 2¢. Von allé rémischen 
keisern / bipsten./ concilien / kertzern ;!, / orden vii secten / 
beide d’'Juden / vii Christen. Von dem vrsprung vnd vrhab 
aller breiich wnd missbreiich der rhémisché kirché / als der 


bilder /heer / messz / ceremonien. x. ... Summa hierifi 
(Continued on next card) 
721300 
(Be), 


Franck, Sebastian, 1499-1542. Chronica / ze¥tbiich wnd 
geechichtbibel ... (Card 2) 

findestu gleich ein begriff / summari / innhalt vii schatz- 

kammer / nit aller / sunder der chronickwirdigsten / ausser- 

lemsnen historien / eingeleibt / vnnd auss vilen von weittem 

digen bichern / gleich als in ein 

. ynd in .iij. chronick 








Beck ... M.o.xxxJ. 
12p. 1, duxvi nemb. 1 514”. 
pe 


1. History, Uriversal— 
Library of Congress 


LIBRARY OF CONGRESS 


Franck, Sebastian, 1499-1542. 

... Warhafftige beschreibunge aller theil der welt / darinn 
nicht allein etliche alte landtschafften / kénigreich / prouint 
zen / insulen / auch firnehme stedt vnd marckte / (so denn 
allen weltbeschreibern bekant sind) mit fleiss beschrieben wer- 
den / sondern auch sehr viel neuwe / so zu vnsern zeiten / 2u 
wasser / durch vil sorgliche vnd vormals vngebrauchte schiffar- 
ten / erfunden seyn | welche i andern / disem nachfolgenden 
buch von schiffarten genafit / auss rechtem grundt der cosmo- 
gryphy vnd geometry erfunden / angezeigt werden Dureh 
§ jan Franck von Wérd / zum ersten an tag geben / jetzt 

(Continued op vext card) 
S21, 


Sasi 


Franck, Sebastian, 1499-1542. Warhafftige beschrei- 

bunge aller theil der welt... (Card 2) 
aber mit sondern fleiss auff ein neuwes vberehen ( vnd in ein 
wolgeformtes handtbuch verfasset. Anno mouxvi (olo 
phon: Getruckt zu Franckfurt am Mayn / bey Martin Lechler / 
in verlegung Sigmund Feirabends vnd Simon Hitters. Anno 
M.D.LXVIT, 

2. ink Say". 

Collation: ¥. 1: 6 p. L, cexiti oumb, 1, (14) p 
numb. 1,11 

Title tn red and black ; title vignette. 

At bead of title Erst thet! dieses weitbuchs von sewen erfundnes 
landtechafften 


v2: 5p 4, 10, Se 


(Continued on next card) 
28126 
321, 


Franck, Sebastian, 1499-1542. Warhafftige beechrei- 
aller theil der welt Anno “.o.uxvn. (Card 3) 

Vol 2 bas spectal t -p. Ander thet! dieses weltbuchs von schifffabrten. 
Warhafftige beschreibunge aller end mancheriey soretettigen whiffar 
ten /auch viler vnbekanten erfundnen landtschaffte: insulen Sole 
vad stedten Durch Virieh Schmidt von Stroubingen / vod 
(This 
das ist, War- 


Getruckt so Franckfurt am Mayo / Anno 1567 

volume was also issued separately, with title: Neuwe welt 
beachreibunge aller schSnen bistorien 

The tet pert of +. 2 contains accounts of Port voyages fo the 

prises the avcounts of Schmidel (1. 1-26) 


~Earty accounts to 


1. Geography. 2. Voyages ond travels. 3. America 
rtuguese. 5. Portugal—Hist 


1900. 4. East Indies—Dise & explor — Po 
Period of discoveries 1385-1 


5— 26126 
G13 PR 


3201 


Library of Congress 


— Copy 2. vol. 2 


Franck, Sebastian, 1499-1542. 

Weltbich: spiegel vii bildtnisz des gantzen erdbodens von 
Sebastiano Franco Wardensi in vier bicher / nemlich in 
Asiam / Aphricam / Europam / vnd Americam / gestelt vnd 
abteilt Auch etwas vé new gefundenen welten vnd In- 
seln / nitt auss Beroso / Joanne de monte villa / S. Brandons 
Histori / vii dergleichen fabeln / sunt auss angenuthnen / 
glaubwirdigen erfarné / weltschreibern / miselig zhhauff 
tragé / vii auss vilen weitleiiffigen bachern in ein handtbich 
eingeleibt vnd verfasst / vormals dergleichen in Teiitsch nie 


(Continued op next card) 
628127 
(2Be1) 
Franck, Sebastian, 1499-1542.  Weltbich ... (Card 2) 


ry Mit einem zi end angehenckten Register alles 
innhalts .. Anno, woxaxuu. Colophon: @ Getruckt 
Tubingen durch Virich Morhart / im tausent fin hundert 
vier vnd dreyssigsten jar, 
6p |, (y-ccuxavi) numb. L, (14 p. 
First edition 


ca 


1. Tite 
& wiz 


1. Geography. 2. America—Early accayots to 1600. 


Gs Fre 
a32fl, 


Library of Congress 
— ——-Copy 2. 304° 


Franck, Sebastian, 1499-1542 or 3. 

Sebastiaen Franck Werelt-spiegel, ofte Beschryvinge 
des gehelen aert-hodems, met sijn vier gedeelten, Europa, 
Asia, Africa, America, &e. Verbetert, vermeerdert, ver- 
py met verscheydene ghed 





ende sommaire aphische beechryvingen achte mag? = 
deel des aerd-cloots in't besonder. r D. Joh. 
lides Holwarda .. jswart, 8. van Hari 


io Lae Be. ii a 
Imperfect ein t taal (0) eoent 
Added t-p., 


1G 2 Voyages and travels. Holwarda, Johannes Pho- 
cylin Wie ast, 0. 7 ’ 


536651 


G13. P83 
4 


Library of Congress 








Pranch, Siegfried. a 

ke ken) von dr.-ing. Sieg n 
ied Franck, mit 183 chbitdengen i teat. Berlin, J. ‘Springs, } 
1931. 


vill, 192 p. incl. flue, tables, diagrs. 249° 


Bibliographical foot motes y 
+ 
tl 
f 

1. Electric measurements 2 lonisation of gases 1 Tithe 1 

32-2218 
Library of Congress TK275. FT 
Copyright A— Foreign Deane 
2 621.37 


Franck, Wilhelm. 

Die landgrafschaften des Heiligen rémischen reichs. Eine 
rechtsgeschichtliche studie nach urkundlichem material, von 
dr. Wilhelm Franck. Braunschweig, F. Wreden, 1873. 

siip. 11. 16 p 229°. 


“Alphabetische 


uebersicht derjenigen werke, aus weichen tm diesem 
buche urkunden speciell citirt sind”: p. 


xi-xill 


1. Administrative and political Sine Holy Roman empire. 
Justice, Administration of—Holy Roman empire. 3. Courts—Holy a 
man empire. 4. Holy Roman p~ Bear 4 & govt. i Tithe. 


364874 
Library of Congress a 


Franck, Wilhelm, 1877- 


Untersuchungen iiber pathogene hefe ... 
wald, Druck von J. Abel, 1 1908. 


Didi p, 1k wy. 
Inaug -diss —Greifswald 
Lebenslauf 


Greifs- 


1. Bacteria, Pathogenic 2 Yeasts. 


Library of Congress QR2#41.F8 


Franck, Wilhelm Jacques, 1e08- 
Somatische kern- en celd og 
suikerriet Amsterdam, J H. on 1911 


iua., vn pl. (6 told » 2. 


Deift 
p ST-41 





x, 14, 4, p. 


Proefschrift 
“Literatuur’ 


1. Crt, 2. Sugar cane. 


Agr li—140T 


U.S Dept. of agr. Library 
for Library of Congress 





en haar 


zaaizaad 
beoordeling, door dr. ir. W. J. Ay Zwolle, W. E. J. 


‘Tjeenk Willink, 1940. 
ipl, Sip 2 
“Literatuvropgave”: p. 267-814. 


1 Seede—Grading and standardisation, 2 Seeds Testing and ex- 


amination, 
Agr 41-415 
U.S. Dept ofagr. Library C1Fe42 
for Library of Congress 12 


Franck de Franckenau, Gecrg 
woe 


Franck von Franckenau, Georg, 1643-1704. 





Franck de Franckenau, Gerhard Ernst, 1676-1/4y. 
Gerhardi Ernesti de Franckenau ... Bibliotheca hispa- 
nica historico-genealogico-heraldica. Lipsia, sumptibus 
M. G. Weidmanni, 1724. 
4p. 1, 412, 2% p. 22% 17. 
Title vi ite; head -pieces 
Richard Ford's copy, with manuscript note referring to the Dissertation 
of Gregorio Mayans prefixed by Francisco Cerda y Rico to LY? edivon 
secunda, 1780) of Franck de Franckenau's Sacra 
arcana, originally published 1703, in which Mayans shows both ne by oom 
theca and the Sacra arcana to have been taken by Franck de F, ry 
from unpublished — of Juan Lucas Cortés, who died 101 
1. Spain—Hist Bibl 2 Spain—Geneal—Bibl. 3. Heraldry— 
u. Title 


Spain - 
Bibl 1. Cortés, Juan Luc as, d 1701 


17-22047 


Library of Congress Z20n6 FR 


Franck de Franckenau, Gerhard Ernst, 1676-1749. 

juriam legumque ortus, 
progressus, varietates et observar cum praecipuls gloss rum 
commentariorumque, quibus illustrantur, sauctoribus, et fon 
Hispani praxi hodierna, publics luci exponit D. Gerardus 
Ernestus de Franckenau Ed. 2, novis accessionibus locuple 
tata a Francisco Cerdano et Rico. Matriti, apud Antomum 
Sancham, 1750. 


avi, 106, 8350p. 184™. 





( Coatinued o8 eert card) 
2) 1ge80 
4ibi 


Franck de Franckenau, Gerhard Ernst, 1676-1749. 
themidis Hispanae arcana 1780. (Card 2) 


“CLV Gregort! Majansti dissertatio, qua Sacra themidis Hispanae ar- 


Sacra 


1. Law Speto —Btbl. 1 Cortés, Juan Laces, 1701 
Siecar, Gregorio, 1400-178). m1 Cerda y 
tv. Tithe: Themidis Hispanae arcana. 


Mayans y 
Rico. Xt 1T8® 1800. 


2-1 
TAA STEPS 


a4ibl, 


Library of Congress 


Franck-Oberaspach, Karl. 


Der meister der Ecclesia und Synagoge am Strass 
burger minster. Beitrage zur geschichte der bildhauer 
kunst des dreizehnten jahrhunderts in Deutsehland, mit 
besonderer beriicksichtigunge ihres verhiltnisses zur 
gleichzeitigen franzésischen kunst, von d’ Karl Franck 
Oberaspach. Mit 12 tafeln und 21 abbildungen im text 
Diisseldorf, L. Schwann, 1903 

ap. TL, 1S p. Mus, xr pl 260" 


(Continued on next card) 
15— 10091 
s23e1) 


Franck-Oberaspach, Karl. 
und Synagoge 
(Card 2) 


Ecclesia 
1903. 


Der meister der 
am Strassburger miinster 


Em breiter durchgefuhrter teil einer im fruhjahr 1898 von der Philo 
sophischen fabultat Strassburg mut dem pre 
rexhneten arbert uber das thema: ‘Geschichte der 
kunst des xiit. jabrhunderts, mit besonderer berucksichtiqung ihres ver- 
a franzosischen kunst’. Sie half rg i= april 1900 den dok- 
tornte! dieser fakultat erwerben; cm teil (bis s. 48) wurde im herbst des 
jahres 1901 gedruckt und als dissertation AX. * Vorwort 

Litteratur-verzeichnis” : p. vinx 


1. Strassburg. Cathedral 2. Sculpture, Motes 3. Seulpture—Ger 
many— Hist. 4. Sculpture—France 
13—-10091 
Library of Congress N BS86.S8F7 
w2iel, 


Franck von Franckenau, Georg, 1643-1704, praeses. 


.. Dispvtatio medica ordinaria de musica Heide!- 
bergw, typis J. C. Walteri ,1672, 
ap bx 1S 
Iss — Heidelberg (Benedictus Herrmannus, respondent ) 
1. Music, Physical effects of 
837410 


Library of Congress ML3920 F8l 


CATALOG OF PRINTED CARDS 


Franck von Pranckenaa, Georg, 1643-1704. 

Flora francica b. e. Lexicon plantarvm hactenvs veve- 
livm ubi earum nomen cum asynonymis latinis, ger- 
manicis& interdum | arabicis, temperamentvm vires ac veve 

& atque p rp it — quibusg ; 


Ai 





auctoribus in usum 
studiosorum. Breviter sed perspicue pro eater a Ge- 
orgio Franco ... Argentorati, eumtibus, J. Stedeli, 1685. 

13 pL, 165,90, 7)». fold. from, 1 

Wi Sot cas we Se Sree ee Ad floraha 
quesinian terre idelbergensis — Chions pala- 
tina --Ad 

1. Medical botany Die 


Library, U.S. Dept of 





thonanes 
Agr 10.32 
Agneulture 452P844F 


Franck von Franckenau, Georg, 1644-1704. 

Flora francica rediviva, oder Krauter-lexicon worin 
nen der vornehmsten kriuter unterschiedliche namen, 
temperamenta, krAffte, nutzen, wirckungen und pre 
rata grindlich beschrieben werden, vormahls von ir. 
G. Franken de Frankenav lateinisch ediret, und nun 
wegen seiner sonderlichen gite ins teutsche dbers. und 


um zwey theile verm. von lie. Christoph Hellwig Leip- 
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nis sub Gallie rege presidiariorum sacrilegio violatam 
anno ini mpct; in publicum datar per D. A. Des- 
trompes, candidi ordinia in monasterio S. Nicolai reli- 
giosum canonicum sub ductore idissimo, ac sanctis- 
simo patre Norberto ... Brugis, excudebat Nicolaus 
Breygelius, mocuix. Brugis, rursus typis Vandecasteele- 
Werbrouck mandatum, 1859. 
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(\Prancke, Richard, 1W09- 1") 
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Poem in hexameters, followed by poem im distichs, ° r obtdo 

nis urbis Furnana per Hispanum factae MOCIIL auctore coders” p » 

39; notes on the author and on Destrompes, in French: p. 40. 


Furor bellicus adversus 





1. Furnes, Belgium Hot. 2 Netherlands— Hist — of integentenm, 
1556- 1048-— Source: 1 Destrompes, Adolphe, eis 1eee u. Tithe. 
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Fraacke, Wilheim sa eres 1803-1873. 


Civilistische sbhandlungen, von dr. Wilhelm Francke 
Géttingen, Vandenhoeck und Ruprecht, 1896. 
zp.11, mp 199 


1. Real porese (Somes tow) 2 Debtor and creditor (Romans law) 
3. Servitodes (Roman le L Tithe. 
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Francke, Wilhelm Franz Gottfried, 1802-1873. 


Exegetisch-dogmatischer commentar iiber den pandectentitel 
De hereditatis petitione, von dr. W. Francke Gottingen, 
Dietrich, 1864. 


20. 21° 
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1. Inberitance amd succession — Kt 
Home 


jome. (i Succession and descent 
» & Roman law 1. Tithe. u. Title: De bereditatis petitions 
jl 24m03 
Library of Congress a 
Francke, Wilhelm Franz Gottéried, 1808-1878. 
Das recht der notherb h Eine 





civilistische abhandlung von dr. Wilhelm Francke ... Géttin 
gen, Dieterich, 1831. 


x, 4p 2. 


“Literator”: p. 6-11 


1. Inberitance and succession. ;1. Succession and descent, 2. Roman 
law 1. Tithe. 
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Pranckel, David Hirchel 
see 


Frankel, David ben Naphtali Hirsch, 1704 (ca.)-1762. 
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Francken, C J Wijnaendte 
see 
Wijnaendts Francken, C J. 

















Francken, Peter Antonij. 
De kracht van verstek vonnissen bij echtscheiding ... door 
Peter Antonij Francken Leiden, P. J. Mulder, 1892 
tpl aep Be 
Proefachrift— Leyden 
“Btellingen”: p Oy-48. 
1. Divaree- 2 Judgmen! 1. Title 
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Francken, Pieter Antonie 
wes 


Francken, Peter Antony. 


Francken, Theodor, 1849- 

Uber gestehungskosten im buchdruckgewerbe (mit 
einschluss des buchhandels und der papiermacherei). 
Von dr. rer. pol. Theodor Francken. 


(in Verein fir socialpolitik, Berlin. Schriften. 142. bd pw ~~ 
Wider preisbildung Mischen und Leipsig, 1912. 23™ : Preie- 
Citaung thr gewerbliche erseugnises, 1. tp. 1-108 incl. tables, atten, Gags.) 


Pub. also as the author's inaugural dissertation, Freiburg i B., 1912 
“Literaturnachweis": p. 4-5. 


1 Book industries and trade—Germany. 2 Prices—Germany 
13-1373 Revised 
HBS V4 142 bd, abt a, 1 
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Franckenau, Georg Franck von 
see 


Franck von Franckenau, Georg, 1643-1704. 
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Franckenau, Gerardus Ernestus de 
see 


Franck de Franckenau, Gerhard Ernest, 
1676-1749. 


Franckenberg, Abraham von, 1593-1652. 
Raphael, oder Artzt-engel. Adffgesezet von Abraham a 
Franckenberg. gh silesto A® 1639. 1729 ee 
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Franckenberg, A’ Raphael, oder 
Artzt-engel 


or 213 
1 icine, Magic, mystic. and epagiric 2 Mysticiem Wolfeo 
bOrtel = Hereeg August bibliothes Mes. (Cod. gueiferbytan Danced. 
no 140)  Schoeider, Heinrich, 148- im, Tithe ty. Tithe 
Ariat engel 
31-1711 
Library of Congress nee? FT 615s 


Franckenberg, Jo&o von. 

Historia do Brazil, escripta para meninos, por Jodo von 
Franckenberg. e additada pelo Dr. Francisco de Paula Lacerda 
d'Almeida; obra approvada pelo Conselho de instrucgio do 
estado do Rio Grande do Sul e adoptada nas aulas publicas do 
mesmo estado. 3. ed. Porto Alegre, R. J. Machado, 1891 

4p. 184" 


1. Brastl— Hist 1. Lacerda de Almeida, Francisco de Paula 
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Franckenius, Johan 
see 


Franck, Johan, 1590-1661. 


Franckenstein, Chretien Godefroi 
see 


Frankenstein, Christian Gottfried. 


|Pranckenstein, Christian Gottfried, 


Histoire des intrigues galantes de la reine Christine 
de Suéde et de sa cour, pendant son séjour & Rome. Am- 


sterdam, J. Henri, 1697. 
2p 1, MD p front (port) 24° 
Quoyque je 
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Franckensteia, Sir George, 1878- 
Diplomat of destiny, by Sir George Franckenstein, Austrian 
minister to the court of St. James. New York, Alliance book 
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London edition (Cassell and company itd) bes title Facts and fee. 
tures of my life 
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t 

a Albert fretherr voo 
Some anygtnolig on 
© 81586 

Library of Congres DBSOFTAS 1900 
-— —— Copy 2 
Copyright s RA DBR 


ype cet ouvrage ge frenssle, celuy qui me I's 


Francklia 


Franckenstein, Sir George, 1875— 

Facts and features of my life, by Sir George Franckenstein 

Austrian minister to the court of St. James, 1920-1938; with 
28 half-tone illustrations. London ,ete., Cassell and company 
ltd. (1939, 

5,342 p. front, ports. 24" 

“First published, 1989." 


1. Austria—For rel—20th cent. 2 Europe —-Politica— 191¢- 


1 Tithe 
Name ongunally Georg Albert freshery von und tu Fraockensteta, 
#4764 Reviaed 
Library of Congress DBOOFTAS 1989 
Copyright A ad int. 25760 rod WS 2436 


ranckfurter, Philipp 


Frankfurter, Philipp, 14th cent. 


Franckfurter mlehrte ze. tung 
see 


Franckfurtische gelehrte zeitungen. 


Franckhs militér-wirterbiicher | fiir wehrmach: und wehr- 
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Franckh'sche wlaghentinng | —" 
+. degre 16. 

Vol. 1 has added tp. tn English, ¥. 2 to Fretch, v. 3 in Italian 


Contests —1. Engl deutach voo L. von Car- 
stenn 2. Franzimiech deutech. deutech-frausisisch, voo Bruno Glod 
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1. Military art and ect 1 Bruno, 
ed. m. Carstenn, vou, 18TT- 
AC 3-78 
New York. Public library 
for Library of Congress 2 
Francklin, H. 


Utility fowls; houses and appliances, feeding and man- 
agement, selection, improvement, and osname ts 


ing and rearing, by H. Francklin ... ed. by H 
Ward London, Dawbarn & & Ward, limited, ‘1908 
Tp l. M6p ius 195 1m 
1. Poultry t Ward, H. Snowden, ed 
Agr 68 
Library, U.S. Dept of Agreulture OFM 
(\Prancklin, Thomas, 1721-1784. 
The contract: a comedy. Of two acts. As it was 


formed at the Theatre Royal, in the Hay-market. 
don, Printed for the author, by J. Millidee 
T. Davies ,ete., 1776. 

Jp l..@ep 27 
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1 Destouches, Philippe Néricaul, 1680-1754 wu. Tithe 
Mot, 
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:Pranchlin, Thomas, i721-178. 


A dissertation on entient tragedy. London, 1760, 
a? CF Cm mm ‘The Lesser Hippies of Plato Loedou 
1 Tragedy. 1 Tithe 
D> Te 
Library of Congress Ba) HB By 
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Francklin, Thomas, 1721-1784. 
The Earl of Warwick; at 
lin. As performed at the , Drury Lane 
With remarks by Mrs. Inchbald. London, "Longman, Hurst, 
Rees, Orme, and Brown ,n. d., 
38 p. trout. 16°. (tecthald, Mre. Elizabeth. The British theatre 
London, 1808. +. 19 wo 
Adapted from the tragedy of La Harpe 


ly, in five acts; by Dr. Frank- 


1. Warwick, Richard ae cor! of. 1428-1471-—Dreme. 1 La 
Harpe. Jean Francois de, 1908. Title 


srni7 
Library of Congress PRI2G14 vol. 19 
2, 
(Prancklin, Thomas, 1721-1784. 

The Earl of Warwick, me hy it is perform’d at the 
Theatre Royal in Drury-Lane. The 2d ed. London, T. Davies 
yete., 1766 

Ze Liha pep m 

Dramatic pempbiets. + 
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Adapted from the ae. otla y= 


1 Warwick Richard Neville, ear! of 1428-1471—Drame tle 
Harpe, Jean Francois de, 173-1808. om. Title. 


Library of Comaress PRI241.D1 vol Zi, no.4 
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drrancklin, Thomas, 1721-1784. 


The Earl of Warwick, a tragedy, x it is perform’d at 
the Theatre Royal in Drury-Lane. e Sded. London, 
T. Davies etc.) 1766. 


2Za.%7Ahp Am. 
t F_ Collection of i, 1 
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Adapted from the 
1 Yeratshs Bichaed Mexia, ext of, 1008-2071 Drama =. La Harpe, 
Jean Francow de, 17-1803. oo. Ti 
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Francklin, Thomas, 1721-1784. 

The Earl of Warwick A tragedy, by Dr. Franklin. 
Adapted for theatrical representation .. London, J. Bell, 
17%. 


lpi, 7-6 p from 1. 


al (Bell, J. British theatre. ¥. 19, 
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1 Warwick, Richard Neville, earl of, 1428-1471—Drame tla 
Harpe, Jean Franqois de, 17-188 oo. Tithe 
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Library of Congress 
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Prancklin, Thomas, 1721-1784. 

The Earl of Warwick. A tragedy. By Dr. Thomas 
Franklin. rooney gree, Sam, from copies used in the thea- 
tres, by Thomas Di London, Printed at the Chis- 
wick press for Sherwood, Neely, and Jones, 1818. 


wo ius 124°. (Ditdin, T. J Leadon theatre London, 1815 
sie v 40 G&) 
‘Tithe vignette 
“From a play om the same subject by M de La Harpe” —Prelim note. 
w Richard Neville. earl of, 1428-1471—Drama. tle 
Hare Jean Frangione de, 179-1803. a. Tithe 
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Prancklin, Thomas, 1721-1784. 
The Earl of Warwick; a tragedy, in five acts. By Dr. 
Thomas Franklin. 


(in The Lantos stage. London 1624-27, 229%. + 3 oe HRP t 
illus) 


Ci ttle 
Adepned from the tragedy of La Hespe. 


‘arwick, Richard Neville, car! of, 1428-1471—Drama. tle 
ales’ 4) Francois de, 1739-1803. Le comte de Warwick. u. Title. 
18-10109 
Library of Congress 
—— -- — Copy 2 
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In The London stage. (24 set) v. 3 
R1243 17 24 set. sok. 3 


Prancklia, Thomas, 1721-1784. 
Matilde: « tragedy. 


. T. Cadell, 1775. 
4oiwp mye. 


Pmy oS Collection of playa ¥. 7, 
a Eipratise of Voniree Améile oo Le duc de Petz 


t Voltaire, Francois Marie Arouet de, Améiie ov Le duc de Fotis 
mn Tithe 
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Francklin, Thomas, 1721-1784. 
A sermon preached before the honourable Trustees for estab- 
lishing the colony of Georgia in America, and the A v7 


As it is performed at the Theatre- 
Royal in Drury-Lane. By the author of the Earl of Warwick. 
London 


Francklin, William, 1763-1839. 


Observations made on « tour from Bengal to Persia, 
in the years 1786-7. With a short account of the re 


mains of the celebrated palace of Perse epolix. By William 
Franklin 

(Jn Petham, Cavendish, bw The id The present 
eniverse Leadon, 1806-08. 274°" bg n, 4 oT Sis ae 


1. India—Deser. & trav. 2. Persia—Deser. & trav 
ca 8-144 Unrev'd 
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Francklin, William, 1763-1839. 
Observations made on a tour from Bengal to Persia, in the 
years 1786-7. With » short account of the remains of the 





coouted guise of Bvs — and other ing events. 

By William Francklin . 

(1m Pinkerton, John. ed. A arel cuilestion of che bent ond mast 
London, 1806-14. 274 « 21%. 
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Library of Congress 
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Francklin, William, 1763-1839. 
, Baserches on the tenets and doctrines of the Jeynes and 





of the late Rev. Dr. Bray; at their anniversary meeting, March 
16, 1749-50. in the nn | chureh of St. estminster. 
By Thomas Francklin ... Pub. at the desire of the trustees and 
associates. London, Printed for R. Francklin, 1750. 
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Dector Thomas Bray for founding clerical KR ~y- and Sagutinn on aoe 
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Francklin, William, 1763-1839. 


The history of the reign of Shah- Aulum, the } present 
emperor 0 the of 
the court of Delhi, and he neighbourin, states, during a 
period of thirty-six yesres come th geogra 
teal and pes mayer observations on several of the 
Geass cites of taun. With an a ix... By 
lin ... London, Printed for the author, 
Cooper and Graham; and sold by RB. Faulder :etc.) 1 
xa, ty, 254. front (fold map) 27 x 22™. 


1. Shah ‘Alam, emperor of Hindustan, 1728-1806 2 Delhi, India 
(City)—Deser. 3. Mogul empire 
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Francklin, William, 1763-1839. 


Inquiry concerning the site of ancient Palibothra, con- 
jectured to lie within the limits of the modern district of 
haugulpoor, according to researches made on the spot 
nm 1811 and 1812. By William Francklin ... London 





a 
Black & co., 1815-17. 
2. plates ‘(partly fold ) maps (onstly Oe fold) 3” 
Title of pt. m: Inquiry concerns ste of jent Palibothra 
Part iu containing 2 journal kept r= Wy a survey of the river Chsatun, 
— L. het of the Greeks, from the 
¢ Bhagullc to its sources im the vicinity of ur, in- 
‘ivan aay account he present state the Jenghterey ~ ets 
London, Black Pacbury and Aller 
1. Patalputra, Ind 
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Francklin, William, 1763-1439, comp. : 
Military memoirs of Mr. George Thomas; who, by extraordi- 
nary talents and enterprize, row from an obscure mtuation to 
ho cash of 0 guna, in Go exci of Ge mative prom 
& aden ¢ Se Through the work are ii 

. and 1 accounts of several of the states, 
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d to be the B of ancient India. 
In which is introduced « discussion on the worship of the 
serpent in various countries of the world. By Lieut. Col. Wil- 
liam Francklin ... London, Printed for the author, and sold 
by J. Rodwell, 1827. 


vi, 2), 218, ) p>, 1 plates, 29=. 


1. India Religion, 2 Buddha and Boddhiem 3 Jainiam 4. Serpent- 
worship. 1 Tithe. 


83-27672 


Library of Congress BL2OOLFT aS 


Franclieu, Agiaé Pasquier, comtesse de, 1762-1858. 
... Mémoires de la chanoinesse de Franclieu, publiés par 
Jean Marchand. Paris, Firmin-Didot et c* ,1930, 


3p lL. pss, M8 p. front. plates, 197. (Histoires de 
‘ r ports, 194 
1 Marchand, Jean, ed. 
SL S082 
Library of Congress DCISTS.FTAG 
Copyright A Foreign 10016 
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Charles Paul Alexandre Pasquier. marquis de 

1810-1877. 

Les libres-échangistes ne sont pas des économistes—I égisla- 
tion des céréales—Par m. le marquis de Franclieu. Paris, 
E. Dentu ,etc., 1868, 

2p 1, 3p. dk we. 


1. France—Commercial policy, 2 Free trade and protection—Pro- 
tection 
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Library of Congress HP2005 Fez 
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Franclieu, Jacques Laurent Pierre Charles Pasquier, mer 
quis de, 1680-1746, 
q+: du marquis de Franclieu en | pub. pour 
la Société de Gascogne, par Louis de Germon. 
Paris, H. Champion; etc., etc., 1896. 


=5¥, 222 p. front. (port.) 2". (Heif-title; Archives bistoriques de 
la Gascogne. 2. oér.—fase. 1) 


1. France--Hist—Loule xv, 1715-1774 2 Spain—Hist—Philip ¥, 
1700-1746 1 Germon, Louis de, 1888- =— od. 
1 82006 
Library of Congress DOSI1LOMAS ser. 2, vol.i 














Franco, Affonso Arinos de Mello 
see 


Mello Franco, Affonso Arinos de. 


Franco, Afranio de Mello- 
ace 
Mello-Franco, Afranio de, 1870- 


Losnary or Cononras Rerexance 
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Franco, Agustin A. 

Alegato de defensa que ante un consejo de guerra 
del ejército de los Emadee Unidos del Norte, pronunc’ 
SPSS. CS Cane nn Gaia 


de — 


sizp 21". 


& Reve Marthe, 5 Siteom, Srescine U.S Army. Courts 


martial. Esteves 


«2-883 
Brief cataloging 
Library of Congress UBSS6 Es 
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Franco, Agustin Mencos 
see 
Mencos Franco, Agustin, d. 1902. 


Franco, Alberte, 

... Flor de cabaileria, romancero. 2. ed., cou un retrato del 
autor por La-Hitte. Buenos Aires ,Talleres gréficos de A. 
Baiocco y cia, 1937. 

1% p. 2h gg ln 

“Bete 2* edicién . res.” 

Impriat on cover: My Agty 


. Tithe 
37 SwSA3 
Library of Congress PQTTOLFOTFS 1087 
a oss 
Franco, Alberto. 
.. Kermesse. Buenos Aires, Talleres de hijos de J. Tra- 


gant, 1930. 
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constituyes edicion original. 
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no. 125." 
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France, Alberte, 1908 


a tafiedor. ,Buencs Aires, Ediciones Buenos Aires 
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Franco, Alonso 
see 


France y Ortega, Alonso. 


Franco, Alvaro. 

... Dicionério inglés-portugués, peagha 2 od 
Porto Aelgre ;', ,ete., Livraria do globo, los, Bertaso & 
cia., 1939. 

671, 3886p. 11 19". (On cover: Dictondrics Globo) 

1. English language Stetienesten—Sestageme 2 Portuguese lao- 
guage = Victionaries English 

41-11288 

Library of Congres PcessS. FT 1980 
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Franco, Alvaro. 
.. Diciondrio inglés-portugués, portugués-inglée 3. ed. 
Pérto Alegre, Livraria do globo ,1940, 


671,308 p11 19°. (On cover: Diciondrics Globo) 


1 one Je - mS ~ [eetiiaaeeees 2 Portuguese lan 
guage — Dictionaries— Eng! 
41—T108 
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Franco, Antonio, 1662-1732. 

Imagem da virtude em o noviciado da Companhia de Jesu 
na corte de Lisboa, em que se contem a fundacam da caza, & 
os religiosos de virtude, que em Lisboa forad novicos Pello 
p. Antonio Franco... Coimbra, No Real collegio das artes da 
Companhia de Jesu, ™.voc.xvm. 

8p 1, O78, tp SOY. 


“Catalogo de alguns eecritores da nossa Companhia, que fored sovt 
gos em Lisboa”: p 983-076. 


1, Jesuits tn Portagal =. Tithe. 


Librery of Congress BX3742 ALFT2 77) s0pea@ 


Franco, Antonio, |(62-1752 

Imagem da virtude em o noviciado da Companhia de Jesus 
no Real collegio de Jesus de Coimbra, em Portugal, na qual 
se contem as vidas, & sanctas mortes de muitos homens de 
grande virtude, que naquella sancta caza se cnaram Pello 
p. Antonio Franco Evora, Na Officina de Universidade, 
1719. 

2+ 30° 

Voi Ste Supetae Coimbra, No Real collegto das artes da Companhia 
de Jewus, 
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que compuserad”: + 2 p 010-427. 


1. Jesuits in Portugal 2 Colmbra Collegio devarten «| TIA 
6 273 
Librery of Congress BAST aires 
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Franco, Astonto, 1662-1732. 

Imagem de virtude em o noviciado de Companhia de Jesus 
Real collegio do Espirito Santo de Evora do reyno de Por- 
desta santa casa, vide 


pl, Mite) p my. 


Errore tp pagination go 385-388 sod 383 304 omitted 
“Catalogo so qval se referem os religiosos compoaitores de livros, 
que nesta com fored soviqns” p 851-882 
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Almeida Franco, Arthar @’. 
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Library of Congress 2, 


Franco, Ary Azevedo 
see 


Azevedo Franco, Ary. 


Franco, Caio de Mello 
see 


Mello Franco, Caio de. 


Franco, Candido Augusto Pereire 
see 


Pereira Franco, Candido Augusto, d. 1884. 


Franco, Chagas 
see 


Chages Franco, 
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Franco, Cotter 
see 


Cotter Franco, . 





Franco, Emilio. 

Si hablaran los perros!... Drama en tres actos, laureado 
con el primer premio en el concurso dramatico, abierto por la 
Unién nacional de empleados de Medellin-Colombia-en octubre 
de 1933 Medellin, Imprenta oficial 1934, 

148, 1) p. DL tnel. port. 17 


i Tithe. 
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Franco, Fausto. 

La sevola architettonica di Vicenza; palazzi minori dal 
sec. xv al xvutt, testo e rilievi di Fausto Franco. Roma, La 
Libreria dello stato, 1934 
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alasance 4 Architecture, Baroque 1 Tit 


3 Architecture, Ren- 


ac#sea 
Columbia univ. Library 
for Library of Congress ra 


Franco, Fetipe. 
Geografia de Puebla, compendio ... 
cional, 1941. 


245, 2) p> Mies (incl maps) 2 


México, El Na- 
(| Biblioteca dei maestro) 


edocactén pébiica. los godferncs locales y ef Necionai redacciéa 
de textos de historia y geografia de los estados y territorias 
de ia Repabdiica “ 
“Bibliografia” : p. 242, 
1 Puebla. Metico ( State) —Deser & trav 
42 16818 
Library of Congress riser 
a m7. 
Franco, Francisco 
sce 
Franco Behamonde, Francisco, 1692- 
Franco, Francisco de Mello 
eee 
Mello Franco, Francisco de, 1757-1623. 
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Frenco, Francisco Pachén 
see 


Pach6n Franco, Francisco. 


Développ 
Rousseau et c*, 1925. 
o> 2 
Thése—Univ. de Parts. 





en Turquie. Paris, 


1. Turkey—Constitutiona!l history. 


82-16343 


Library of Congress INOT1S.1925.F7 


Franco, Giacomo, fl. 1600 
Habiti delle donne venetiane intagliate in rame nuoua- 


mente da Giacomo Franco. ,Venetia, 1610. Venezia, F. 
Ongania, 1877, 
1p. l, @ oumb. |. front (port) 18 pl. 4 


Fan ~ Aintiatee della stampa originale esistente al Museo Correr 
di Ve sione di soll 100 esemplart. Ferd. Ongania edit 

oe 

Descriptive text in Latin end Italian, printed on one side of leaf only. 

Ex libris Clarence H. Clark 


1. Costume-—Italy 1 Onganta, Ferdinando, 1842-1911, ed. 


10-4410 


Library of Congress GOTOT2.VSFT 


(a20d1, 


Franco, Giovanni Giuseppe. 


. Simon Peter and Simon ws a jogend of the earl 
days of Christianity | in a John J 
ranco,«. J. P P.F i rh 1871. 


vii p, LL, 11-239 p. = 





(“Messenger series,” no. 2) 


Library of Congress PZ3. Fees 


Franco, Giovanni Giuseppe. 

Tigranes: a tale of the days of Julian the Apostate. 
Abridged | from ithe Italian of Father John Joseph Franco, 
«3. Ph PFC ham & son, 1874. 

Ap. 1 





(“ttmmangee exstan’ no. 6) 


1 Juliaous, Apostata, emptror of Rome, 331-363 Fiction 1 Tithe. 
6 43153 
Libra.s of Congress PZ3 PMsT 
aztel, 


Franco, Guillermo Forero 


Forero Franco, Guillerao. 


Franco, Ignacio del Brio 
see 


Brio Franco, Ignacio del. 


Franco, Isaac, 1868-1930. 
Internal combustion locomotives and motor coaches, by Prof. 
I. Franco ... and P. Labryn The Hague, M. Nijhoff, 1931. 
2400p. 1. Ulan, diagre 245". 
“Bibliography”: p. 236-248 


1. Diese! locomotives 2. Kallroad motor-cars. 1. Labrya, P., joint 
suthor, «. Tithe 
: 82-2129 
Library of Congress ‘TI610.F7 
a 621 488 


Franco, Jorge Garcia Gémez 
see 


Garcifa G6mez Franco, Jorge. 


Franco, José Antonio Encinas 
see 


Encinas, José Antonio, 1888- 


Franco, José Luciano. 
Pushkin, el poeta mulato; conferencia leide en le 
eeaién pablica ia por la “Sociedad de estudios afrocu- 


banos” en homenaje a la memoria de Pushkin con motivo 

centenario de su muerte, el 12 de febrero de 1987, en ol 

Atenas. La Habana, Molina y compaiiia, 1988. 
Mp1 2 


‘At hend of title: José L. Franco. 
“Vernce de Pushkin” : p. 48,64. 
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1 Pushklo, Aleksandr Serg@evich, 1700-1887 
Library of Congress PO8850.78FT 
12) oma. 017 


Franco, José R det. 
La América espafiola; geografia fisica, econdmica, politica, 
y resefia histérica de las naciones hispano americanas, por José 


R. del Franco 1. ed. Buenos Aires, Imp. M. Rodriguez 
Giles, 1926. 

vill, 234 p21 fold map 21 
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fe iatorle 7 yy tt recatde. © Buenos Aires i ato 
1. Spanish Americe—Deecr & trav. 2 Spanish America—Bcon 
condit — T Spanish America Politics 4 Spanish America— 
ast ‘37 -134667 
Library of Congress ries rTs 
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Franco, José KR del 
; geografia fisica, b politica, 

resefia histérice de las hispano americanas, por José 

del Franco 2. ed. Buenos Aires, Imp. M. Rodrigues 
Gile, 1926. 

vill, 254 p21 fold map. 21° 

1 Spented - & trey. 2 Spanish America — Econ. 
condit 191% 8. Rpnaleb Ay 4 Spenied 
Hist 

o6 19671 

Library of Congress F008 FT32 
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Franco, José R del. 
Belgrano, el pabellén argentino y la Orden de Carlos m, 
pln tee te = Ae del doctor Nememo 
1. ed. Cérdoba (R. Argentina) Estab. tipo- 
Seaprdee La Elzeviriana, 1920. 


6, vil, (11,180 p. Scol. pl, port. 19” 


. Argentine Republic—HistWar of eS erg 2 
~~} Manvel, 1770-1820. 3. Flage—Argentine 


Library of Congress F2s665 Fa 


2 


Franco, José R del. 
La ensefianza de la historia y la solidaridad hispano-ameri- 
cana; éxito de una iniciativa en el m Congreso de historia y 
hispano americanas celebrado en Sevilla en mayo de 
1921, por José R. del Franco Cordoba, Est. grafico A. Bif- 
fignand:, 1924. 
1p 1,122 p port. 1 


1 Spanish America— Relations (general) with Spain. 
lations os ee with Spanish America 1 
geografia inoamericanas. 24, Seville, 1921. es 8 


‘Congreso ‘historia 7 


Franco, José R de 
Nociones de geografia ¢ historia de América; América espa- 
fiola, América portuguesa, América ingless, América fran- 
ceaa, posesiones europeas en América, por José R. del Franco 
w. Madrid, V. Suérez ,1926, 


S76 p11 fold. map. 20". 
“Obra coo ons voto de aplaaso 4d ei ‘Congreso \aternactonal 
pA y geografia de América’ em Boence Aires «i afc 
1. America. 2 Spanish Amerie L Tithe. 
‘31-18688 
Library of Congress EigrT2 (m7) ov 
Franco, Jalio de Lima 
ne 
Lima France, Julio de, 1846-1801. 
TI-s0807 
Library of Congress 
Franco, Luigi di. 
Trattato della propriet’ industriale. Milano, Societa 
editrice libraria, 1983. 
av, Sl p. 2. 
“Patratto dal ly trattate pa. yd a — amaiaietrativo ite. 
Nano, « cura di V. E Orlando. jume vi, parte 
1. Patent laws and legisiation—Itely, 2 Copyright—Italy, 8. Se 


right -Desiens. ¢ Trede-merks—Italy, 5 Business a 
Marks of origin. 7. Competition, Unfair—tItaly. 1 Title. 
9s 19880 
Library of Congress a 8 
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Franco, Luis Leopoldo, 1498- 

América inicial; arco-parébolas y otras curvas. Buenos 
Aires, Biblioteca argentina de buenas ediciones literarias 
19811, 


2p. 1, 7-204 p. 2L iy Babel, Didlictece argentina de buenas 
ediciones Wterarias. ser. a, vol. Lax, 


At bead of tithe: Lals Franco. 

Contests  Agtobiografia) América tnictal La palabra creadora — 
El primer y @itimo tema Arco.Pardbolas —Méscaras —[)itirambo 
hecho elegia. 

1 Tithe. 


‘82 18067 


Library of Congress PQTTOLFTAS 


Franco, Luis L 1898- ; 
Coplas de pueblo (1920-1926) Buenos Aires, M. Gleizer, 
1927. 
lll p. 21 pele. 
Alternate pages biank 


1 Tithe. 
= T2738 


Library of Congress PQTTT FTOS 
Franco, Luis Leopoldo, 1893- 


El genera! Paz y los dos caudillajes. Buenos Aires, Libre 
rias Anaconda ,19361, 


Spl, @ 2p. 1. iy" 


At head of title Luts Franco. 
“Obras consultadas” : p. :243,-244 


1. Argentine republic-—Hist.1817-1860. 2 Pas, José Marfa, 1701- 
14 1. Title. 
38-86811 
Library of Congress P2s6 P33 
2, we 
Franco, Luis Leopoldo, 1898 


Les hijos del Liastay. Buenos Aires, Biblioteca argen- 
tina de buenas ediciones literarias, 1926. 

1 A p28 18y*. Babel, bidiioteca argentina de buenss edi- 
clones literarias. ser. 4, vol. xxxIm) 


At bead of title: Luis L. Franco. 
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Franco, Luis Leopoldo, 1898- 


Libro del vivir ... 
Babel, 1923. nial 


Sal, 200 hod k Be Gtk tem gate & tm 
Poems 


Bnenos Aires, Editorial 


1. Tithe. 
suze 
Library of Congress PO77W.F7LS 1903 
a 
Franco, Luis Leopoldo, 1896- 
Nocturnes. Buenos Aires, Babel ,19821, 
2p. 21 a. 
At bead of title: Lais Franco. 
Poema 
1 Tithe. 
Sed 
Library of Congress PQTTe! FTNS 
a ame 


Franco, Luis Leopoldo, 1398- 
Nuevo mundo. Buenos Aires, M. Gleizer, 1927. 
Wip.2. my 
Alternate pages blank. 
Poems 


L Title. 


Library of Congress PQTIOT FINS 


France, Luis Leopoldo, 1595 
Suma, 1927-1937; ilustraciones de Demetrio Urruchia. 
Buenos Aires, Argentina, Ediciones Persso, 1988. 
245 p., 51. incl. plates, 204. (Coleceiée “Américn”) 
At head of title: Luts Franco. 
Porm. 


1. Tithe 
41-2378 
Library of Congress PQTTOT.FTSS 
2, a6 
Franco, Luis Leopoldo, 1898- 
Los trabajos y los dias (georgicas) 2. ed. Buenos 


Aires, Bibliotecs es argentina de buenas ediciones literarias, 1929. 
3 p. 1, ©4115, @ p. 187". (Babel, Didlicteca argentina de buenas 
ediciones literarias. ser. a, vol. Lrhy 


At bead of title: Lats Franco. 


L Tite. 
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Franco, Luis Leopolde, 1898— 
Walt Whitman, el cue Gotente op 3 ene te 
visto. Buencs Aires, Argentina, Ediciones Perseo, 1940. 
Sp 1, 11-118, ® p 18". Coleccién Hombres + ideas, 
At bead of title: Lais 


Franco. 
Portrait See ae eo cone. 
“P. Audivert”: ® p at 


1. Whitman, Walt, 1619 1882. 
ane 
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Franco, Manoel Antonio Monteiro de 
Campos Coelho da Coste 
see 


Monteiro de C 
Franco, Manue 


@ Coelho da Coste 
Antonio. 


Franco, Meria Lecerda de 
see 


Lacerda de Moure. Maria. 








Franco, Matteo, 1447-1494. 


lippo de Rossi. ,Luceat, 1759. 
vill, 183 p. 21=. 
Title vignette. 


1. Pulel, Luigi, 1432-1484. of Reasl, Filippo de, marchese, @ 1758, ed. 


Library of Congress PQ FST 1758 
(38), 
Franco, Melchior Carneiro de Mendoga 


see 


Carneiro de Mendoga Franco, Melchior, d. 1875. 
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Franco, Modesto Chavez 
see 


Chavez Franco, Modesto. 


Franco, Niccold, 1515-1570. 


Dialogi piacevoli di M. Nicolo Franco, con la tavola di 
tvtto qvello, che ne l’opera si contiene ...  Vinegia, 


Appresso G. Giolito de Ferrari, 1545. 
8p.1, 43 numb. 1.1L 18. 


Printer’s mark on t.-p, and on verso of last leaf. 
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Franco, Niccold, 1515-1570. 


Le pistole vvigari di M. Nicolo Franco. Venetijs, apad 


Antonium Gardane, 1542. 
267 numb. 1,11 164”. 
Title vignette (printer's mark) 
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(Franco, Pedro B ’ 


... Amado Nervo; acotaciones a su vide y 8 su obra. Buenos 
Aires, Establecimiento grifico “Oceana”, 

Sp. L, (13-268, 2 p. Mus. (fecsim.) 2 port. 19°. 

Author's paeud., Jorge Celso Tindaro, at head of title. 


1. Nervo, Amado, 1870-1919. = t. Tithe 


Librery of Congress 


Sonetti di Matteo Franco e di Luigi Pulci assieme con le 
Confessione : stanze in lode della beca, ed altre rime del mede- 
simo Pulci, nuovamente date alla luce con le sua vera lezione 
da un manoscritto originale di Carlo Dati dal marchese Fi- 


POQM23.FSEDS 1645 
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Franco, Pedro B od 

. Cancionero del érbol. Buenos Aires, 1929. 
én t chemt Gen ; all 
‘At bead of ie Pedro B Freaco Cesfreo Rodrigues 


Verse and 
de histéricos” =p. |205, 208. 
“Bibiicgrafia” : p 


1, Trees tm literature. Uterature (Selections Extracts, 
oe.) ry 7 A «4 nu. Tithe 


Library of Congress PQsrTary 
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1025 copies printed. No. 42 of 1000 “sobre ploma” 

‘Kate Vy ye phi yyy 1 or 
funera! civico « is memoria del doctor Carlos N. Vergara realizado 
@ 10 de mayo de 1929, em el teatro ‘Idea!’ de Buenos Aires, bajo of 

eptidades y de! magisterio de 
todo e! pals (eo 

ss, ’ de Carlos N. Vergara”: 1 leaf at end. 

N., 1 
1. Vergere, Carlos iT 1. 
Library of Congress LAST. Var 
12) wae! 
Franco, Pedro B. 

.. Loe juncos pensadores ... Buenos Aires ,L. J. Rosso, 
1928. 

Bp.il iy. 

At bead of title: Celso Tindaro (Pedro B. Franco) 

1 Title. 
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Library of Congress PQTTOT F768 
Franco, Pedro B. 


La vide espiritua! de Amado Nervo, por Pedro B. Franco. 
Buenos Aires, 1919 
Mp.1h mr 
Portrait om cover 
“Con! o } _ 
fica, en Buenos Aires, « 24 dine del mes de septiombre del afc 1919. 


1. Nervo, Amado, 1870-1019. 1 Tithe. 
‘38-10078 
Library of Congress PQT20T NSZ57 
12) a616 


Franco, Persio C. 

«... Algunas ideas. Santiago de los Caballeros, Repablica do- 
minicana, 1926. 

Bp my 
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1 Journalism Dominican republic 1. Title. 
83-1171 
Library of Congress PN«960.D2F7 OTe. 1288 
Franco, Resén 
see 


Franco Bahamwonde, Ramén, 1896- 


Franco, Ramén N. 


Dorado nébula <faz de amor> Monologo original y en 
verso de Ramén N. Franco. México, a ty ar ® 
hijos, sucesores, 1907. 


Rp wr 
Port. on cover 


Library of Congress 


Franco, Ramén N. 


Lam de almos. Idilio en dialogo, original y 
verso de Ramon N. Franco. Mexico, Taltoces ta del del i Pam 
F. Bustillos, 1908, 


Sp. 19™. 
Port on cover 


Library of Congress 


Franco, Ramén N. 

Pictéricas pragine de Ramon N. Franco (on Ateneo 
wegen) ed. de sdlo 1000 ejemplared ... Mexico, 

~ L, vip. LL, 17-2929. port By. 

832283 

Library of Congress 

Franco, Renato. 
Beira-mar (contos) Aveiro, Tip. Silva, 1914. 
182 p. 11 port. 19. 


Contents.—Mau encontro.—Grito d’alms —Os ramos do Natal —-Rita 
veiha—A botedéla da martinha © folar da Péscoa.—Na romaria.— 
Destinos © anel de brithantes —O dote velbinhos. 


1. Tithe. 
82-2576! 
Library of Congress PQee FTN 6AB } 
Franco, Renato. 


Cavando « ruina, novella. in. p. B. Torres; ,Familicéo, 
Portugal, Tipografia Minerva de G. Pinto de Sousa & irmio, 


1913. 
mp -. 
1 Title. 
§381637 
Library of Congress PqQeas1 FICS 08 


Franco, Secondo, 1817-1893. 

Los errores del igetectantiome ¢ eS = 
eatélico, por el R. P. Segundo F’ ; Brut 
Maria Alvarez ... con licensia oat sclosibatiea” 

Estab. tip. de A. Avrial, 1895. 


2B p> 17%. (Lettered om cower: Biblioteca del Apostolado de le 
prensa. ¢ virr) 


1. Alvares, José Maria, tr, ys. Tithe. 
16-15608 
Library of Congress 
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Franco, T Hern&ndez 
see 


Hern&ndez Franco, T 


Franco, Umberto de, 1906- 


E un umorists Panzini! Catania, S. A. B. E. C., 8. «. 
Balistrieri ,1987, 


12,2. 2. 


1 Pansiol, Alfredo, 1963-1988. 


© 1982) 
Liprary of Congress PQsss ABs 
2) enol 
Franco, Virgilio A de Mello 
see 
Mello Franco, Virgilio a de. 
Reference card 
Franco, Virgilio Martins de Mello 
see 
Mello Franco, Virgilio Martins de. 
81M 
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Franco Arantes, Hemeterio Luis 
see 


aArentes, liemeterio,. 


Franco Baamonde, Raméa. 
nm las Madrid, Compafifa ibero-americana 
de a. — +I f a.) 1929, 
4p. 1, dlp2M pp. 1b 2 fold. maps. 
At head of title: Comandante Frunco. 
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1. Aeroneutice Flights. 1 Title. 


81-1982) 
Library of Congress 
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Franco Baamonde, Raméa. 

De Palos al Plata, por el comandante de aviacién R. France 
y oh capietn do ertitterte J. Ruiz de Alds. Madrid, Espass- 
Calpe, 1926. 


ipl. 6-2 p. 11 plates, fold maps 10)*. 


1 Aeronaatics - Flights 


1. Bais de Alda y Miguelets, Julio, 1808- 
jotet author. a. Title. 


32-1142 
library of Congress TLT2LFTAa3 (9104) e208 
Franco Baamonde, Raméa, |896- 
Madrid bajo las bombas. Madrid, Zevs, edad. andnima 
editorial ,1981, 


xv, 25, a) p. 2 1. 
At bead of tithe: Comandante Franco. 


1 Spain--Hist Alfonso xm, 1886-1931. iL Tithe. 
tad 
Library of Congress DPI FT 
2 6 08 
Bahamonde, Francisco, 1892— 
Habla el Caudillo. ,Bilbao? Editora nacional, 19391, 


2p uw. 
Short selections from the author's speeches and writings (1986-80) 


1. Spato—-Pol. & govt. — 1981-1080. 1. Tithe 
41-2004 
Brief cataloging 
DP24 FTAGT 
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Library of Congress 


Franco Bahamonde, Francisco, |592- 

Mensaje todos los espafioles pronunciado por el Caudillo, 
en Madrid, la noche del 31 de diciembre de 1939 (aio de le 
victoria) Madrid, Nueva imprenta Radio, s a. 1940, 


Sp 82 


42-15812 


i 4 08 


Mensaje del Caudillo a los fiol Ty iad 
fer so ol jofo del extade, lo nacho dal 8 de diciembre de 
1939, afio de la victoria. ,Madrid, Sivcdagve (a0) 100h 
pl, T-80p,1. aye. 





1 Spain—-Pol. & govt —1989- . Tite 
41-2582 
Library of Congress DPr0.rT 
2 
Franco Bahamoride, Francisce, | 892- 


Palabras de Franco .. 
Sp.1, 0-41, typ. 2am. 


Bilbao, Editora nacional, 1957, 


— - 169. 
1 Spate—Poil. & gort.— 1981. a-wen 


Library of Congress Dr=e.re 
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Franco Bahamonde, 1892— 

Palabras del Caudillo, 19 abril 1987-19 abril 1988. 
Ediciones Fe, 1988. 

Spl eep.2. a 
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(Franco Bahamonde, Francisco, 1892- 
Palabras del Caudillo, 19 abril 1987-31 diciembre 1938. 
Red. Barcelona, Ediciones FE, 1939. 


Spl.O8I9p,1L 219". 


“Editado por la Delegacioo naciona! de Falange espafiola trediciona- 
liste y de las JONS.” 


Franco Barreto, Joao 
see 


Barreto, Joa@o Franco, 1600-1674? 


Franco d’Arteval, pseud. 


Elras, Francisco. 
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Franco de Almeids, Tito. 

O Brazil ¢ a Inglaterra; ou, O trafico de Africanos, 
pelo conselheiro Tito Franco de A 
uma carta do consel 


32, 456 p. 
Cowrmrre —livee |. Até 18%3—Lpdependenaa do Brasil. 
No more peblisbed? 


om 
Library of Congrem, ao. 

Franco de Almeida, Tito, 1829-1899. 
O couselheiro Francisco José Furtado; bi phia e 


estudo de historia politica contemporanea, 
lhciro Tito Franco de Almeida. Rio de Janeiro, E. & HL 
Laemmert, 1 


vi, MI pil 


: 


from. (port) 22. 


1. Furtado, Francisco José, 18- 
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Franco de Almeida, Tito, 1429-1599. 

A grande politica. Balango do imperio no reinado actual ; 
liberaes ¢ conservadores. Estudo politico-financeiro por Tito 
Franco d Almeida Kio de Janeiro, Imperial instituto ar- 
tistico, 1877 


ip |.+. 1p -ports 2 


1 Finane Brazi)—Hiet 


41 Ss, 
Library of Congress HJ%0 FT 
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(Franco de Almeida, Tito, 1829-1899. 

Revista commercial n. 7891 entre partes o Banco com- 
mercial do Rie de Janeiro e José Barbosa Maciel. 
Memorandum ao meritissimo Tribunal do commercio da 
Bahia. Rio de Janeiro, Typographia Perseveranga, 
1871. 

ipl. S205 p,1L 2. 

Siened Conseitheiro T Franco de Almeida 


Bankruptcy— Brazil ' 


1 Banco commercial do Rio de Janeiro, Rio de 
Janeiro. «1. Barbosa Maciel, José. mi. Title 
28-7133 
Library of Congress 
Frenco de ‘ssis Andrade, snselno 
gee 
*ndrrde, ‘nselmo ie, 1 -1924, 


Franco de Carvalho, Paulino. 

Geologia do municipio de Curityba. por Paulino Franco 
de Carvalho. Rio de Janeiro, Directoria de estatistica da 
produccio, Seegio de publicidade ,19371, 

ip lL, 37 p. 1 1 tet Bann fold map 2". (Brazil, Service 
geologico ¢ miperalogico ‘im op. 82) 


At bead of tithe: Ministerio de agrivultura. Departamento nacional de 
jocco mineral 


1. Geology — Brazii—Curityba t Tithe: Corttybe, Geologia do munt 


cipio de 
6333-08 
U.S Geol survey Library (4110) B ao. 82 
— Copy 2 
for Library of Congress (QE235.42 no. 82) 
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Franco de Carvalho, Paulino. 


O Devoniano do Parana e geografia e suas relacdes com 
8 geologia, por Paulino Franco de Carvalho. Rio de Janeiro, 
1941. 


30 p. incl iMus (ioctl map) profile. pilates, fold. profile, fold. tab. 


23" «| Brazil). Departamento nacional da producto mineral Divisio 
de geclogia © mii logia. Boletim a 100) 

At head we a: re da agricuitura Departamento sactonal 
da producto Diviaho de geologia ¢ mineralogia, Anibe! Alves 
Bastos y hy 

1 Geology, Stratigraphic—Devonian 2. Geology—RBrazt)—Parané 
(State) 3 Physica! geography—Brazi!—Parand (State) 

oseain 
U. 8 Geol survey. Library 
for Library of Congress QEZSA2 no. 100 
3 (MR1) S51. 740081 


Franco de Carvalho, Paulino, 

... Reconhecimento geologico na serie Assunguy, por Paulino 
Franco de Carvalho e Estevam Alves Pinto. Rio de Janeiro, 
Papelaria Mendes, 1937. 


20 p. incl ian. tables map, fold diagr. 27° 
geclogice ¢ mimeralogico Moletim e 71) 


At bead of tithe: Ministerio da agriculture 


(Brazil! Service 


‘ology 2 Geology, sek Cambrian 1 
Pr, Pinte, Esterem., . Tie! 
Reronberimento 


joiot suthor je: Ansunguy, 
a serte 


G8 me 


U.S Geol surveys Library 


(410) B po 71 
for Livrary of Congress t 
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Franco de Carvalho, Paulino. 


Reconhecimento geolégico no estado de Santa Catarina, 
por Paulino Franco de Carvalho e Estevam Alves Pinto. Rio 
de Janeiro, Diretoria de estatisticea da produgio, Secgio de 
publicidade, 1938 

2p tl. Wp, 1 inet tadies 
(Brazil, Servico geologice 
At head of title 


plates, mape (1 fold) diagre 2”. 

»@ mineralogico. Boletim o 92) 

oy da agriculture Supestamente nactonal 
© geoldgico e mineralogt 


“Bibliegrafa is a1 
Geology ‘anil ome Catharina (State) 1 Alves Pinto, 
museum joiot cae u 
oso 
U.S Geol. survey. Library (410) B a0. 82 
for Library of Congress (QE235.42 20. 92} 
25 (558.1) 


Franco de Carvalho, Paulino. 

Reconhecimento geologico no estado do Rio Grande do 
Sul, por Paulino Franco de Carvalho. Rio de Janeiro, Di- 
retoria de estatistica da produgéo (Secgéo de publicidade) 
1932. 


2p. 11 thes, fold. map, eae soot 


27977 (Brazil. Servigo 
pat 2A mineralégico Boletim 
At bead of title — da  _—— 
“Bibliografia” : leaf after 
1. Geology— Brazil—Rio Grande do Sul (Province) 1, Title 
oss 
Library, v. L.  Gonteapent Survey (410)B 20.66 


Library Py ‘ + (QE235.42 no. 66) 
3 


Franco de Carvatho, Paulino, 

Recursos mineraes do estado do Rio Grande do Sul. por 
Paulino Franco de Carvalho. Rio de Janeiro, Papelaria 
Mendes, 1937. 


38 p iol tables fold map 


fold 27? = (trav 
Minerulogie HKoletim @ 72) 


Servicn geologico 


At bead 





of tith | Ministerio da agricultura 


1 Mines and mineral resources [Brazil Kio Grande do Sut 
1 Title 
GS-65 
U 8 Geol eurvey library (400) 1 no 72 
~ Copy 
for Li brary Be ongress {QEZE.A2 no 72] 


3 


Franco de Castro, Alfredo Carlos, 1840- 


As noites portuguezas, por Alfredo Carlos Franco de 
Castro. Lisboa ,etc., Livraria central ,1865, 


5p i. jr’ p 1°. 
Contests. Alvaro de Meneses. —A louce —Fernando; ou, Memories 
sacrificto 


de um corsarto 0 0 jogo. 
1. Title 
3536204 
Library of Congress PQS? FTMNG RR 


Franco de Sa, Antonio Joaquim, 1836-1856. 

Poesias de Antonio Joaquim Franco de Sa: com uma no 
ticle —— do poeta por seu irmio Filippe Franco de 
Sé. S. Luiz do Maranhéo (Imp. por B. de Mattos, 
i 


avip. 11, 196p.6. 1 


tL Franco de Sa, Filippe, 1841- 


Liprary of Congress 


Franco Monteiro, Graciano. 


Collecgito de jornaes portuguezes (um exemplar de cada) 
comecada em 1883, por Graciano Franco Monteiro. Coimbra, 
Typ. de M. C. da Silva, 1887. 


ST p 1747 


1. Portugnese periodicals— Bid! 1 Title. 
31-4118 
Library of Congress TD4 POPS 
(93901, 016.0640 





Franco Monteiro, Jodo Pereira 
eee 
Pereira Franco Monteiro, Jodo. 


8T-17457 


Library of Congress a 
Franco Pinto Castello Branco, Joao 
Ferreira 
see 


Franco, Jodo, 1655-1929, 


Franco Quijano, J F. 
. Los fantasmas ... Preludio y glosas de don Martin Ru- 
jano, rn. m. Caracas, Cooperativa de artes grificas, 1936. 


116, 2) p11. Meus. (music) 24" 


Conrents. —Los fantasmas de Aristételes—Los molinos de viento — 
Tatermetzo neo-tomista —Las aceitunas de Lope de Rueda — E) trineo de 
Paroy —E) arco-iris de Plutarco.—La crus del sur —Ascensién a la estra 
toesfera —Indices, fuentes y bibliografia —Erratas 


1. Title 


Library of Congress PQs FPeTrS 


2) 8646 
Frenco-Romero, Juan Simeén Vidarte 
see 


Viderte Frenco-Romero, Juan Simeén. 


Franco Romero, Lucas de Torre y 
see 


Torre y Franco Romero, Lucas de, 1878- 


Franco Soares Caiuby, Amando 


Caiuby, Amando, 1886— 


ae 
shoul! cote that X, AA FY 





Franco Sobrinho, Manoel de Oliveira 


Oliveira Franco Sobrinho, Manoel de. 


Lamaanr or Cononess Rerenence 


Users of depository ahould references 
(Congress secondary entries Fh fy RA FY 
X 42-583 


Franco Sedi, Caries. 
El problema de las prisiones en la Repiblica. México 
(Imp. M. Leén Sanches, « c. L, 1041. 
3p.1, 5-40 IT¢*. (Cundernes “Criminaiia”) 


1. Prisons Mexico. 





41-1888 
Library of Congress AveSsI2F7 
2, Sa6.972 
Franco Sodi, Carlos. 
EF] procedimiento penal mexicano, por Car 
Soli Probe, le la V 
sico, Talleres griticos de la penitenciaria del D 
3 sxe, Mp 20y* 
At head of tithe Universidad pactenal de Mésico 
1 Criminal procedure — Mexice Mextew (ity Universidad 
nactowal. 1. Tithe 
w-WELL 
Library of Congress 
Copy 2 
Franco Sodi, Carlos. 


F.1 procecimiento penal mexicano, por Carlos Franco Sodi 





Prol ranciseo Gonzilez de la Vega 2. ed. aum 
Méxic tia lines. v fa, 1939 
2p belly wiv, 487, 2p 217 
1. Criminal procedure — Mexico 1. Title 
40 18000 
Library of Congress 2, 


Franco V , Constancio, 1842- 
Nociones de ner 
rias, por Constancio 


Impr. de M. Rivas, 1883. 
iv, 41D p 2 


ara el uso de las escuelas prima- 
2. ed., corr. y aum. Bogota, 


1. Ethics 


Library of Congress 1143 F7 
Franco Velasques, Diego 
Por el capitan, y sargento mayor Don Francisco Anto 
nio de Medina Picaze ... tesorero proprietario de la real 
casa de moneda de Mexico: sobre, Que se declare el vaso 
de la facultad de remover a su beneplacito los inferiores 
= gece de su nominacion, y son & su riesgo. m. p., 
1 —T) 
sii a 





ranco wv clasque 
A-L. i gia. m twos, | leaf (errata) on 
14 irregularly numbered §2 





at 
Pages numbered with pen 
1. Mexico — Pol & govt. 2 iG Mexico. 3. Spam — Colones — 
jexreo 

«94589 Unrew'd 


Library of Congress yao? PR 


CATALOG OF PRINTED CARDS 


Franco y Lépez, Gabriel, ed. 
Biblioteca de economle ... 


see 


Bibliotece de economfa, derecho y t*cnica, 


Franco y Lépez, Luis Ignacio, aren de Mora, 1517-1806 











Instituciones de derecho civil aragonés. Por don Luis 
ry wy Lopez y don Felipe Guillen y Carabante Lara 

wan, Lope. de M. Peiro, 1841 

4p ip 2 

“¢ et Carsbantes, Pelpe bb ISS joint autt “u Aragon 
Laws statutes, ete 

26 

Library of Congren +01 
Franco y Lopez, Luis Ignacio, baron de Mora, 117-1896. 

Memoria sobre las instituciones que deben eoutinuar 
subsistentes del derecho civil aragones y reformas v adi 
clones que en ell s conveniente estableeer, eserita eon 
arregioea lo cdispueste en el real decreto de 2 de febrero 


de 1880 por el exemo. Sefior Don Luis France y Lopez, ba 


ren de Mora Zaragoza, Impr. del Hospicio provineial, 
1886 
A cx 2p HN 
In « a pty «7 
Com eu m next card 





Franco y Lopez, Luis Ignacio, have M 
Memoria 1886. (Card 2) 
Adicion 4 la Memona que sobre las imetitu 


ciones civiles de Aragén presenté al geohierne de S. M. en 
1880, con arreglo a lo dispueste en el real deeret 
febrero del propio aie D. Luis Franco y Lay 
de Mora: vy reformas y adiciones que en use 
zacion concedida por ja real orden de 16 dk 









la autor- 
octubre de 
1889 propone al proyecto presentado con la misma Memo- 








ria para ser apen primero del Codigo eivil espanol 
hy Impr del jHospie io provincial, 1893 





u Title 


18 9923.4 


Franco y Ortega, Alonso, /. 1616 

Segunda parte cle la Historia de la provincia de santiago 
de Mexico, Orden de predicacderes en la Nueva Espada por el 
padre fr. Alonso Franco Aifio de 1645 en Mexico Me- 
xico, Lmpr. del Museo nacronal. 1900, 

ipl. 3p say 

Title ip red and black 

Publiceda 








nta del Supreme gobierno 4 solicitud del rp 
fr ———— Martines. 


mn of Fr Cpa Davila Paditla’s 
lege de Mézie complet 
Ho the Gret time 


Historia .. de la 
end pow published 








(Continned on erst card) 
1-173 
3me1, 


Franco y Ortega, Alonso, /. 1616 Segunda parte de le 
Historia de ta provincia de Santiago de Mexico 1mm) 
(Card 2) 

Petites! by J. M. de Agreta » Sanchez 


1. Demioterns in Metico 2 Meticn—¢ 





urch bistors =. Segpene ot 
colon: 





od i 
abp. of Santo Domingo, 1Miz ae fisrerte de® 


Library of Congress 
- Cops 2 


ria at 
pe ttet, 


17 


Franco 


Franco-American board of commerce and industry 








Classification des listes nos. 16 & 26 de demandes de 
produits fran spa Am: rican heard 
of commeres < . $ tion of lists 1 
16 te 2% of received by the 
Fr Ntiet ndustrv. New 
York, 1921 

or-tinte, 90 oe 
' ' — ' 
F 
Link 
‘ mere HF « F 
Copvate A 8 
Franco-.merican comiittee 
set 
Comité franco-américain. 
che Franco-americen eercl? 
see 
The Franco-american weekly. 

Franco-American guide; avnuaire de renseignement= pour 

tes Fram ust Mneriqne; anual of information for Ament 

cans France, directory of the French population of New 

Vo sed the U noed States 

New York city, Franco: Amertean guide company ete 


Mus, fold maps, 20° 

ne 2, tide dew Bt 
yriean guide 

Cheon Roel 


vs Coe et New York 





Franc 








Editer ea 
1 New York (City) keer —tinidebooks 2.0 8S -Deser At 
Guideborks 3 — Ieecr A trav -dinide-becks 4 Freach in New 








York (City! wach in the U8 1 Rueff, Clément, edn, Tithe 
Guide des Etats ve my set New York 
21 nl 
Library of Congress Em Fe 
Copyright 4ic24b), 
Franco- American historical society 
nee 
Société hi e ‘ 
Line vey or Concrrss Rererenect 
Deere of depeas ors I imeves of 
Coagress seeder) oo ° ~~ 
Nal ae 


Franco-americen gusical society 
see 


Pro-musica. 








June 1936- New Haven, 


1936- 
+ 26". quarterly 
Published for the Friends of the Franco-American review, Inc, by 


the Tale university preas. 


Contributions in English and French. 


1 Uo S—Relations (general) with France. 2 France — Relations 


(general) with US 1 Tithe Revue franco-américaine. 
3S 13TH 
Library of Congress B14 Freres 
(3043, 27 Tee 
Franco American tra:ic v1 
Aug. 1926- 
;Paris, American chamber of commerce in France ,1926- 


’ itis, col. plates, diagrs. 27-32" 
» nate the Keview of the 


mootbiy 
American chamber of commerce in 


= varies: Aug 1026-Dec 1034, Foreign trade (cover-title, Sept.-Dee. 


u. France \merican foreign (rede) 
vance Ameriena trade 
Eaitor ¥ 1926 3M. Erwie 
1. France—-Comm—t. 5. 2. U. 8 Comm France. 1 American 


chamber of commerce in France. 


2% 12867 Revised 


Library of Congress HFIS.FG 


(F382, 


The Franco-American treaty of commerce. Meeting 
held at the Cirque des Champs-Elysées Ist Dessmben 
1878 ... Tr. by Francis Palmer. Paris, Printed by 
T. Symonds, 1879. 

Bp 217 


Lu 


S—Comm—France. 2 France—Comm—U. S 1. Palmer, 
Francis, tr 
10-1a31 
Library of Congress HF1732 FOFs 
m2Sely 


The Pranco-American treaty of commerce. Reports and 
resolutions adopted in the United Stetes and h France. 
Paris Office of the French committee, 1879 


4p 2° 


1 S—Comm—France 2 France—Comm—U. S. 
6 1788 
rary of Comaress HFI752 F8 
~ Copy 2 altel, 


The Pranco-American treaty of commerce. Reports 
and resolutions adopted in the United States and France. 
Paris, Printed by T. Symonds, 1879. 

mo 21”. 

PR signed Auguste Desmoulins, secretary of the Franco-Amer- 

Comnrnmnttee 

me esolutioms, ete. adopted by various chambers of commerce and boards 

of trade after speeches by Léon Chottess: 


1 U S—Comm—Prance 2. France—Comm—U. S 3. Reciprocity. 
1 Chotteau, Léon, 1838- 


Library of Congress MP 1732 PSPaz 


sZSel) 


The Pranco-American weekly 
Paria, 19 
+ te a7 
Formerty the Franco American eagle 


| Earopean war, 1914-1918 — Period 2. France — Relations (gencral) 
with CST C'S Melonoms (wemeral) with Prance, _— 
a 4-3 Unrev'd 
Lileary of Conaress 11 F7 


LIBRARY OF CONGRESS 


Franco-American year book gontaining opthentio, 
up-to-date residential, and p 
rectories of Americans in France and other parts or 
Europe; American clubs, 
Americans with fo titles ; French ‘firms with 
branches in the United States; Franco- American trade 
& commerce ; and a Who's who section of Americans 
on the continent. L’Annuaire de la société américaine 
contenant la liste de tous les Américains domiciliés en 








France... \v. 1);- 1921- 
Paris, E. Cantor, 1921- 
illus. 
EAntor “\ai- Edward Cantor 
1 Americans in France. 2. Paris—Direct. 1. Cantor, Eé- 
ard, 18a 
Library of Congress geveaey 21-4901 
Franco. Belgique tours company, ltd 
Super service automobile tours, series # ... New 


York ae rete. Franco-Belgique tours company, ltd. 


v. ius, fold map. 2. 
On cover: Europe by motor. 


ym . Europe—Descr & trav —Guide-books 2 Automobiles—Road guides. 


ca 25-851 Unrev'd 
Library of Congress 


Copyright A 827400 


D910.F6 


Franco-British conference on collective security, Bouffémont, 
France, 1935. 
French and British attitudes towards the obli of 





Franco-Gallia. Sittiathes come Sy Gaachiate 
literstar. Hrsg. von dr. Adolf Kreesner 
jan. 1886-n0r, 1 1897. 


sprache und 
1-14. jahrg.; 
Wolfenbittel, J. Zwissler, 1884-97. 
4+. io & 21¢-29". monthly. 

Supersedes Gallia (July 1883-Dec. 1883) 

No more published 


«~~ hey ye Are oe -™ « 
518827 Kevined 
Library of Congress Z2175.A1G2 
red2, 


Qocienstion end + pecting 

Moroceo. (Signed at Paris, October 3, 1904.) Ex- 

change of notes between Great Britain and France, 
ber 6, 1904. Franco-German declaration 

ing Morocco. (Signed at Berlin, February 8, 1 

Franco-German and of notes - 

specting Moroceo. (Signed at Berlin, November 4, 

1911.) London, Pub. by H. M. Stationery off., print- 

ed by eae and cone 1911, 

ip lt, Wpit . Brit 








Foreign office Morocco no. 4, 
rhament. rh srbi’ C4 10 
1. Morocco—For rel 2 France—For. rel—Moroceo. 3 | 
Moroceo. 4 Gt Brit — For. rel —Morocco. §. - 
jorocco 


12-1692 
DT37.F8 


Fr Louis Benjamin, 1773-1849. 








collective security in the light of the Italo- Abyssinian dispute, 
Bouffémont, December es, 1935. Geneva, Switzerland, 


‘At head of title A af 


On cover report published by International etadent service 
Geneva, 1906. 
The communications are in English or Freach. 
Mimeographed 
1 Security, International— 2 France — For. rel. — Gt 
Brit. 3. Gt. Brit —For, ret.—France. 1. International student serv- 
fee 
37-228 
Library of Congress 7X1081 1085 FT 
a MIé6 


Franco-British conference on 
collective security, fs 
France, 1935 
«++ A report published by Inter- 
national student service ... 


see its 


+++ French and British attitudes 
towards the obligations of 
collective security ... 1935. 


"ranco-British exhibition, 1908 
see 


London. Franco-British exhibition, 1908, 





A pratique. Usage et composition de la connais- 
sance des temps. Ouvrage destiné aux astronomes, aux marins 


et aux ingénieurs; par L.-B. Francoeur... 2 éd. Paria, 
lier ; ete., ete. 1840. 
=v, G28 p tables, diagre on 4 pl 20". 
1. Astropomy, Spherical and practical. 
oT 
Library of Congress QBS 
641, 


Francoeur, Louis Benjamin, 1773-1849. 

A complete course of pure mathematics. yt, Stee 
coeur. Tr. from the French by R. Blakelock ... Cambridge, 
W. P. Grant; ,ete., ete., 1829-80. 

2¥. fold pl my 


1. Mathematics, 1 Biakelock, Ralph, 1608-1602, tr. 


Library of Congress QasT Fes 
aSTb1-, 


Francoeur, Louis Benjamin, 1773-1849. 
Cours complet de mathématiques pures, par L. B. Francoeur 
-» 4&éd.... Paris, Bachelier, 1837. 


2+. fold pl 214". 
1. Mathematics. 
s—20781 
Library of Congress QasT rez 
oi, 


Francoeur, Louis Benjamin, 1773-1849. 

Curso completo de matematicas puras, escrito en fran- 
ces por L. B. Francwur ... Tr. de la 2. ed., rev. y aum. 
considerablemente por Andres Antonio de Go’ 
Santiage de Chile, —* de la Opinion, por RB. Rengifo, 

1833-55. 


Sv. fold tab, diagrs. on 8 fold. 
Voi Jee Stee Si es tal cation 


a Ip, r,t oreet cammitene gos Sranaeer ~<§ 
book Belin no t- 

<Comvents.— tiie “Acumécicn. 1833. lib. m. Aljedra. 1833. lib. mm 
jleometria lib. wv. Jeometria analitica y secciones conicas. 1835 — 
2 om Njebra as emperor. Parts vi. Chleulo diferencial. 
tae Sine Mule ONCE Gorbes, Andres Antonio de, 1792- 
1882, tr 








FEF 


pur 





"aR 


F Louis Benjamin, 1773-1849. 
Dessin linéaire et arpentage, pour toutes les écoles primaires, 
quel que soit le mode d'instruction qu'on y suit per L. 


Francoeur 5. éd. Paris, L. Colas ,ete., 1841. 





Spb. {tv 208 p. diagrs on mt fold pl. 21° ond atlas of 16 
double pl. 39°. 


1. Draw ing—lostruction. 2. Topographical drawing 








11-1715 
Library of Congress NoHo. rs 
4001 
Fi Louis Benjamin, 1773-1849. 
Flémens de statique. par L.-B. Francoeur Ouvrage de 


stiné aux candidats de |'Ecole impériale polytechnique et aux 
éléves des lveées Paris. J. Klostermann, fils; ,ete., etc, 
1810. 


av, /1), 166 p. diagrs. on 3 fold. pl. 19°. 


1 Statics. 
+1420 
Library of Congress Qas2i Fs 
132e1, 
F Louis Benjamin, 1773-1549. 





Elémens de technologie, ou Description des procédlés des 
arts et de l'économie domestique, pour préparer, faconner et 
finir de les objets & Tusage de homme Par L. B. Francoeur 

Paris, L. Colas, 1833. 


2p. t, vill, 42, 2, py Tpl 2". 


1. Technology. 2 Industrial arts. 


Sm 
Library of Congress Tu Fe 
a3Tb1-, 
F Louis B 1773-1849. 





, 

Géodésic, ou Traité de la figure de la terre et de ses 
parties; comprenant la topographic, l'arpentage, le ni- 
vellement, la géomorphie terrestre et astronomique, la 
construction des cartes, la navigation. Legons données A 
la Faculté des sciences de Paris, par L. B. Francoeur ... 
2. éd. Paris, Bachelier, 1840. 


1p 1, xiv, 472 p. 10 fold. pl, tables. 209" 


1. Geodesy. 2. Nautical astronomy 


Ss. wees 
Library of Congress QBM1 FR2 
2341, 
Fra Louis Benjamin, 1773-1849. 





Géodésie; ou, Traité de la figure de la terre et de ses parties ; 
comprenant la topographie, l'arpentage, le nivellement, la geo- 
morphie terrestre et astronomique, la construction des cartes, le 
navigation; par L.-B. Francoeur ... 7. éd. tée de notes 
sur Is mesure des bases, par m. le L’.Colonel Hossard ... et de 
deux notes, l'une sur la méthode et les instruments d’observa- 
tion employés dans les grandes operations géodésiques ; Vau- 
tre sur la fonction géodésique et astronomique de Espagne 
avec l'Algérie; par m. le Colonel Perrier... Paris, Gauthier- 
Villars, successeur de Mallet-Bachelier, 1886. 


av, 46 fitws., x1 fold. pl, diagrs. 22)*. 
L Geodeny. 2 Nautical astronomy 1 Hossard, I 
1. Perrier, Francois, 1833- 158, 
U. 8. Geol. survey. Library ost 
for Library of Congress equa ) 
" 


Francoeur, Louis, Benjamin, 1773-1849. 

La goniométrie, ou |'Art de tracer sur le papier des 
angles dont la graduation est connue, et d'évaluer le nom- 
bre de degrés d'un angle déja trace, accompagné d'une 
table des cordes pour le rayon 10000; par L.-B. Fran- 
ceur ... Paris, Impr. de Huzard-Courcier, 1820. 

7, ih p. diagrs on I pl 23" 





1. Angle 2 Trigonometry—Tables, ete 


Library of Congress QASS Faz 


CATALOG OF PRINTED CARDS 


Franceur, Louis Benjamin, 1773-1849. 
An introduction to linear drawing. Translated from the 
rench of M. Francoeur, and adapted two the use of publick 
schools in the United States. By William B. Fowle Bos. 
ton, Cummings, Hilliard, and company, 1825. 


vi, ), 64 p fold. pl, diagra 17y™. 


1. Drewing— instruction 2 Geometrical drawing 1 Fowles, Wu 
am Beotiey, 1705 1865. 
+ alee 
Library of Congress O80 FSS 


asToL, 


Franceur, Louis Benjamin, 1774-1549 

An introduction to linear drawing: translated from the 
French of M. Francerur: with alterations andl ahlitions to 
adapt it to the we of schools in the United State. To which 
is added. the element. of linear perspective: and questions on 





the whole. By William I. Fowle Heston, Hilliard, Gray 
& Wilkins. 1828. 
vi 2M pe 2 fold, ph. dingrs 18" 


ing -Unstrnetion 2 Geometriont draw tne 1 Fowles Wa 


Dora 
liom Rentlew, 179 18 


‘hae 
Liteary of Conzres« NOW PSS 


F , Louis Benj 1773-1849 

An introduction to linear drawing; tr. from the French 
of M. Franewur; with alterations and additions to adapt 
it to the use of schools in the United States. To which are 
added, the elements of linear perspective; and questions 
on the whole. By William B. Fowle 3d ed. Boston, 
Hilliard, Gray, Little, and Wilkins, 1830. 


* 
vi, (2), 86 p, 11. illus, mt fold. pl, diagrs. 184°. 





1. Drawing paptrenton 2. Geometrical drawing. 1. Fowle, Willam 
i 


Bentley, 1795- 
16-12610 
Library of Congress NC620 F8S2 1830 
F Louis Benj 1773-1849. 





~ Uranographie; ou, Traité él’mentaire d'astronomie, & usage 
des personnes peu versées dans les mathématiques, des géogra- 
phes, des marins, des ingénieurs, ete., accompagné de plani- 
~phéres; par LoD. Francoeur 4. OL, ren, et considérable 
ment augm. Pars, Kachelier, Is28 
xv1, 575, 1) p incl, tables, 8 fold pl 21> 
QM43 Faz 
—— Uranographie; ou, Traité élémentaire d'astronomie, & 
Tusage des personnes peu verses dans les mathématiques: 


accompagné de planispheres Par LK, Francoeur 4. od 
Paris, Kachelier, 1957 
stv, (2), 592 p. inet tables, &fold pl 21> 
1 Astrenomy 1 Tithe. 
4 ses 
Library of Congress QH4a Px 
on, 


Franceur, Louis Joseph, 1738-1804. 

Diapason général de tous les instrumens & vent avec des 
observations sur chacun d’eux au quel on a joint un projet 
nouveau pour simplifier Ia maniere actuelle de copier. Dédié & 
M. de La Borde Par M. Francoeur neveu ... Paris, Des 
Lauriers ca. 1782¢, 

2p... 82p. Mes. (music) 33°. 

ughout. 

First published 1772. ef. Choron’s to the edition of 1813. 

Items to publisher's “Catalogue” im thie copy indicate thet it is « 

foo with additions by Choron, and omitting the “projet nou- 
in 1813 under tithe: Traité général dee voix et des 
instruments d'orchestre. 

Imperfect : pages 57-60 wanting. 


1. Instrumentation and orchestration. 1. Tithe. 
201s 
Library of Congress MTT0.F78 





Franceur, Louis Joseph, 1738-1804. 

Traité général des voix et des instruments d'orchestre, 
principalement des instruments a vent, a 1'w des com- 
positeurs; par L. J. Francwur ... Nouv. éd. Rev. et 
augm. des instruments modernes. Par M’. A. Choron ... 
Paris, Aux adresses ordinaires de musique (1813, 

vp fold pl M™ 
ay sen Pare 1792, sssued ander tithe: Diapason général de tous les 
a vent 





1 and orch 1, Choron, Alexandre Enenne, 





12. 33 


Library of Coneress ” aie FS 
1 


Francois 


Francois 1, ing of Prone. 149-1 
Lettres de Frangei« rt en faveur de son armurier Benedict 
(lesze ot de son orfévre Benvenuto Cellini (29 juillet 1542) 


(le Archives de Vart francais Paris, 1862. Diy? 2 sér. tu 2 
5-s) 


Signed: A de M die Anotule de Moariche 





1. Cle-se, Benedict. 1. 1542 2. Cellini, Menvenute, 1500-1571 
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Prangois, of Paris, fl. 1588. 

. Journal de Francois, bourgeois de Paris, 23 décem 
bre 1588-30 avril 1589, par Eugéne Sauinier. Paris, 
E. Leroux, 1913. 


3p. 1, 104, 2,9. 259". (Bibliothéque d'histoire de Paris ...) 





1. Paris—Hist 3 France—Hist—Henry 1m, 1574-1589, 1. Sauluier 
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Eugene, 1886- 
11552 


Library of Congress DC120 F? 


Frangois, pseud. 


Historiettes choisies pour une mére et ses enfants. 
Par Francois. Avec huit images. Dresde, C. C. Mein- 
hold & fils (1868 


iv, 19 p col front, 7 col. pl 20 
Cover dated 1868 


$27 305 
Library of Congress 


Francois, A. W.. pernd 
~e 


Wittert, Adrien, baron. 1823-1908 


11-26738 Revised 


Library of Congres «32a, 


Francois, Albert 

-» Budget du Ministére des finances pour lexercice 1992 
Discours de monsieur le snateur Albert Frangois (séances des 
—_ février 1932) Bruxelles, Imprimerie du Moniteur belge, 


covertitie, 38 p. By". 
At bead of title: Sénat de Belgique 


1. Beigium— Econ. condit —1918- 


2 Fine Debts, 
Public Beigtum 1 Belgium — 


Keigiom 3 
Corps Iégisiatif. Sénet. um. Title 


Lidrery of Congress HCuS FT 


a (336.608) 330 o4e0 


Francois, Albert. 
Michel Bakounine et la philosophie de l'anarchie, par 
Albert Francois... Bruxelles, H. Lamertin. 1q00. 


Mp imel. por, 24" 
© Baurrait de la‘ Rewue de I Universit de Rrawetles tomes 1 1a — 
Mai et join." 


Sulyect entree Rekonin. Mekhao! Aleksandrovich. [std 1876, 


Lilrary of Congres ren 
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Francois, Alexia. 
La grammaire du purisme et |'Académie frangsise au xvi" 








sidcle; introduction & l'étude des « £ 
d'suteurs clawiques ... par Alexis Frangois Paris, Société 
nouvelle de librairie et d'édition, 1905. 
2p Zi. 
Thése—Univ de Parte. 
“Bibliographie des principaux ouvrages cité oo consultés” © p. (t1;-z¥ 
ues ourrages mmaticaux dédiés on présentés a | Académie 
grangetes aa dix-hottieme — a bree 
“Notes dao 
teurs classiques rédigé ao ‘is cuntnene sitcle” > p. 240)-287. 


1. Académie frangeise, Paris. 2 French language—Hist. 3. French 
Grammar 


7-13068 
PC2OST FT 


a3tfi, 


Library of Congress 


Francois, Alexia, 1577 

Les origines cutee de la phrase moderne; étude sur la 
prose cadencée dans la littérature francaise au dix-huiuéme 
siécle. Paris, Les Presses universitaires de France, 1929. 

3p 1.6 2p 2 

Ribliographical foot notes. 

Conrents.—1. La question do sombre poétique et du sombre ore. 
toire.—11. La question du “vers blanc”. —1. La question de la pveastin - 
1V. La question du double rythme. 

1. French language—Kthythm. 2. French prose Vteratare— 18th cen- 
tury History ead critictem. t Title. 

A32-22351 


Title from Stanford Univ. Printed by L. C 


Francois, Anatole. 


Catalogue des livres de M. Francois Dont la vente 


aura lieu le iM Janvier jusqu'au 12 février 1867 
Paris, \. Aubry, 1867 
Mp wee 
2467 entries 
13-5176 
Library of Congress 2997 RDS 
Francois, Anne Marie. 


Contes fantastiques des plus beaux pays du monde; 
ilustrations de Farnetti. ,Paris, Hachette 1936, 
190,11 Olas 237" (BiblicthAque des écoles ot des families) 
Converts. — Letiah — La sirtne de Capri —La ligunde @s gouffre 


Maodit 
. Tithe. 
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Library of Congress Pray 
Copyright A—Foreign sazTs 
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Francois, B ed 


... Condamnés par eux-mémes. Paris, Editions Nilsson 
19181, 


2p 1. 6p.1! we 


Om cover implacable réquisitoire 


ei on oes ee Germany. 2 National characteristics, 
19-8387 
Library of Congress D515 F73 
Pranceis, Chartes. 
Droit romain: De la régle dolus pro possessione est dans 
Yaction en revendication. Droit francaise: De |e violation 
du secret de« lettres, de lear perte; sanction civile—sanction 


j#nale X ney, Typographie G. Crépin-Leblond, 1891. 
@pitw we 
Teter Perel drott 60 Neney 
Se a Md int aroep, D. itr of 24 group 


1. Romen lew 2 Postal service—Prance—Laws and reguiations. 
(2 Postal laws ond reguietions—Presce, & Title: Doles —_ 
nae oe Tithe. Kevendtestion, Action en. m Tithe: 
secret Ges lettres. 

81 08D 
Linrary of Congress a 


LIBRARY OF CONGRESS 


la continuation du “Perceval” par 
la violette” par Gerbert de Mon- 
philosophie et lettres; Paris, E. 


Chartes. 
Ftude sur le style de 
Gerbert et du “Boman de 
treuil. Liége, Faculté 
Droz, 1982. 


de 
Spl, S125 pth Bee. (Bi eaeitene o te Perdis & pil 
sopite et intres 62 Université de Lidge fox. 30 


“Bibliographie” > p. Tr® 


1. Gerbert de Montreull, 18th cent. Le roman de la vinlette. 
Chrestien de Troyes, 12th Poreeval te Oallots "Perceval (Ro. 
mances, etc) 

‘4 18806 

Library of Congress PQ168.GSZ5 1982 
om Copy 2. re “1.19 
Francois, Charles. 


La représentation des intéréts dans les corps élus, 
par Charles Francois. Paris, A. Rousseau; ete. ete, 
1899 


43 p +" (Annales de l'Université de Lyon Nouv. sér. 11. 
Droit, lettres, fase... 


“Bibliographie” - p oan 





1. Political science. 2 Rep i and rep 
F-11399 
Library of Congress J F10S9 F8F8 
—— —— Copy 2 alSel) 


erangois, wurt von 
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fPangoies, wurt von. 


Edmond. 
Plantes de Madagascar, par Edmond Frangois ... Tana- 
narive, Impr. moderne de Rise, Pitot de la Beaujardiére, 
1937 


2p. 1. 4 p. 1 Ls Eemm pl (part col) Wy" (Memoires de 
VAcadémie maigache fase. xxtv) 
1 Botany Madagascar (1. Madagascar Botany, 
Agr 619 


U. 8. Dept. of agr. Library 400.51 FR 
for Library of Congress (DT@.M21A4 no. 24) 
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Francois, Georges Alphonse Florent Octave, 1874- 


. L’Afrique Occidentale Francaise, par Georges Fran- 
gois .. Paris, E. Larose, 1907. 


2 it, 0B p incl. plates, diagr fold, mi 2s" (Gouv it 
general de Afviane Ocerdentale Frangaise Notices pub par le Gouverne- 
ment genéral a Voccasion de l' Exposition coloniale de Marseille) 


1. Africa, French West 2. France—Colonies—Africa, West. 
12-15778 


Library of Congress DTS27 Fe7 


Francois, Georges Alphonse Florent Octave, 1874- 
L’Afrique ~~ francaise et ses id 


Georges Alphonse Florent Octave, 1874— 
Le budget local des colonies Paris, L. Royer, 1900. 


2pL. Mp. 1h fold tod Bye 
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1 France Colontes—Finance 


Library of Congress 
fel 


Francois, Georges Alphonse Florent Octave, 1874- 

Le guide des carriéres coloniales, par Georges Fran- 
cois Memento complet des carriéres oneeinee ee 
coloniales, conditions d’ad a’ 
séjours, congés, passages, retraites, etc. Paris, My La- 
rose, 1908. 
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1 France—Colomes— Administration. 


9-398 Additions 


Library of Congress jviae2 Fs 


Francois, Georges Alphonse Florent Octave, 1874- 


Notre colonie du Dahomey, sa formation—son bey +4 
penient—son avenir, par G. Francois ace de Lu- 
cien Hubert Paris, F. Larose, 1906. 


2p |, vii, 284. incl illus, ports, tables. 254° 


“Bibliographne” : p. tiy-ii. 


1. France—Colonies—Dahomey. 2 Dahomey—Descr. & trav 
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Library of Congress DTS41 Fs 


Frangois, Gustave. 
Les banques d’émission, par G. Frangois. 
Giard et E. Briére, 1896. = - 
29.1, ii, d-202 p. 19°. 
“Bibliographie” : p. :19%-200. 


Paris, V. 


1. Banks and banking =. Title. 


Library of Congress HG18S6.P8 


Francois, Hermann Kari Brvno von, 1856- 
Marneschlacht und T: b betracht 

deutschen kriegsfiihrung der ersten sechs kri la 

von Hermann v. Francois ... mit zahlreichen beotenchie 

zen im text und 14 kartenanlagen. Berlin, A. Scher ,1920, 
296 p. illus, fold. maps (in pocket) 22)™. 





1 Mary, Gest of tn, 1914. 2 , 1914-1918 —Campaigns— 
Western. 3. European war, 914 191d Computene Bao 
Library of Congress DS31.FS - 
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pre- hi he studie von Hi Frangois ... mit 22 tafel- 
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1. Africa, French West—Commercial products. 2. \France—Colonies— 
Africa, West, 


Agr D292 
Library, U.S. Dept. of Agriculture 270F84) 
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1. Napoléon 1 emperor of the French, 1769-1821 
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Francois, J. 

Le probléme de la haute tutelle et |'institution égyptienne 
des Méglis hasbys Paris, Librairie du Recueil Sirey 
(société anonyme) 1988. 


ap 
“Baxtrait du Bulietio de la Société francaise de légisiation compare” 


1 Guardian and ward Egypt & Tithe 


37 1s240 
Ladrary of Congress 2 


Jean. 
L/affaire Rébm-Hitler. Grand récit inédit, par 
Frangois. 
(in Les Gavres bres. Paris, 1955. 18°. +. 209, p. 5)-142) 


Jean 


1. Hitler, Adolf, 1889- 2 Roébm, Ernst, 1887-1004 1. Tithe 
ACS 14 
Northwestern univ. Library 
for Library of Congress ([PQII41.04 vol 208) 
o (840 8) 


\Frangois, Jean, 1722-1791 

Bibliothéque générale des écrivains de Ordre de Saint 
Benoit, patriarche des moines d‘Occident: contenant une no- 
tice exacte des ouvrages de tout genre, composés par les reli- 
gieux des diverses branches, filiations, réformes & congrége- 
tions de cet ordre, sous quelque dénomination qu’elles soient 
connues, avec les dates du temps of ces ouvrages ont paru; 
& les éclaire pour en faire connoitre les 
auteurs: par un religieux bénédictin de la Congrégation de 
St. Vannes, membre de plusieurs académies Bouillon, So- 
ciété typographique, 1777-75. 

ay Bye. 
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Francois, Jean, 1722-179!) Bibliothéque générale des 
éerivains de lOrdre de Saint Benoit 1777-78. (Card 2) 
17748, Jeo 


ws and corrections in Esprit 4 journaus, Oct 
St. Le 
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A Juvenal —t 2. Tone nee-Rym t. 3. Sabbathier— 

Régie de Salot Bepott erste Sti. P Benedicti Supplément 

Hot beque D 4. Supplément, DZ Append rages 
Systema inetituende Soctetatis literarie Geom Bene 

euthere DL. Otiverto Legipoat “empidene. 1754, Corpus 
academicum aime Soctetatis Iterariea Germano Benedictine, tn suas 


clases a KP 1). Oliverio Legipont distribatum. Anno 1757 Statute 
Congreeationts Sanctorum Vitont & Hydulphi, de studiis, edita anno 
1708 Reguim prelectorum et acholaram Congregations Sancti Maurt 
Synopsis ceremonialis monastict, Tulll-Leacoram, anne 1405, edit 
Aaceticon, sive De origine ret monasticw tractatus Additions Joucla— 
Yves Nomenclature générale des écrivains 


1 Benedictines Bio bi. 2 Monesticiem and religious 
orders 1 Leetpont, Ol- ver, 1608-1758. 1 Title 
Library of Congress 77840 BSFS 3-19237 Revised 


(r30f2, 


Francois, Jean, 1722-1791. 

Dictionnaire roman, walon, celtique et tudesque, pour servir 
& Vintelligence des anciennes loix & contrats, des chartes, 
rescripts, titres, actes, diplomes & autres monuments, tant 
ecclésiastiques que civils & historiques, écrits en langue ro- 
mance ou langue frangoise ancienne. Par un religieux Béné- 


dictin de la Congrégation de S. Vannes Bouillon, Impr 
de la Société typographique, 1777 
aH, 3644p 2221" 
1 French language—Old Freach— Dictionaries 1. Title. 
11-3075 Revised 
Library of Congress PC2s8e FS 
13002, 


srangois, vean Louis, .-ce= 
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Frangois, Louis, 165.- 


CATALOG OF PRINTED CARDS 


Francois, Jean Pierre Adrien, 1889- 
Duikboot en volkenrecht, door mr. dr. J. P. A. Frangois. 
‘s Gravenhage, M. Nijhoff, 1919 


Sp l.3%p Be. 


Litterataur opgave”: p. 365,375, 
1. Sebmarine warfare. 2. War. Maritime (loternational re ® 2 Eo 
ropean wer ile 1918 Neve! operations Submarine 
20-4065 rev 
Library of Congress IXS244 SSFT 
- Copy 2 rie? 
Franceta, Jean Pierre Adrien, 1580- 


Handboek van het volkenrecht, door mr. J. P. A. Francois 
Zwolle, W. E. J. Tieenk Willink, "1981-38. 


2+. @. (Publick ep priveatreebt. 19-18) 


1. Internations! lew end relations 2. International law and rele- 
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Library of Congress 3Xae86.Der7 
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Francois, Jean Pierre Adrien, 1889- 
Nederlands sandee! in de ontwikkeling van het volken 
de 
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cued 0 tear oe On. 2. P. A. Franco me 
M. Nijhoff, 1990. 
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1 Toternationa! law and relations—Hist. 2. Netherlands For rel 
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42-29088 


Library of Congress IX1S4. A2SFT 


Frangots, Jean Pierre Adrien, 1489- 
4 probleme des moore par J.-P.-A, Frangois 


(in Hague. Academy of international law. Recueil des cours, 1955, 
mt. Paria, 19396. 24)°*. ¥. oor :283,-376. port.) 


Notice blographique. Princtpaies publications” 
e148. 
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“Hibitographie” : p. STB; 


1 Citizenship. (1. Stateleasnese, 2 Nationaliam and, nationality 


A368 908 


Carnegie endow tnt. peace. 
‘congress 


Library 
for Library of ( {(JX74.H3 vol 58) 
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Francois, Jean Pierre Adrien, 1889- 
Ragles générales du droit de la paix, par J. P. A. Francois 


at of international law. Recueil des 1938, 
eng ee or rrricd ¥. @ p. 1-204. pert.) vn 
“Notice Principaics mp 





1. Internationa! law and relations. 


Anam 
Carnegie endow int peace Libra: JRL ASAM ~ol 
for Library of Congress (JX74.H3 vol 8) 
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Francois, Kurt von, 1853- 

Deutsch-Stidwest-Afrika. Geschichte der kolonisation 
bis zum ausbruch des krieges mit Witbooi, April 1893, 
von (. van Frangois Berlin, D. Reimer, 1899. 


6p. 1, 223, typ. maps (partly fold) 2™. 
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Library of Congress DT703.Fa2 


Francois 


Frangols, Kurt von, 185 3~ 


. Staat oder geselischaft in unseren kolonien? Refe 
rat erstattet fur die 11. ea des “ Bundes 
der deutschen bodenreformer.”” Von Curt von Francois 

(2. und 3. tausend, Berlin, J. Harrwitz nachfolger 
gel, 
6p 2E* (Sonele sreitiragen 





Hrag. von Adolf Demaschke hft. x) 
al 
Library of Coogrem, no. 
Frangois, L. 
Destruction des parasites, par L. Frangois ... et H. Rous 
set Paris, H. Desforges, 191% 
wu ew lp bh ad (Nouvelle collection de recucile de recettes ra. 
tonnelles) 
Index bibliographique” p 307, 308. 
1 Parasites 1 Rousset, Hear), joint ruther 
12 2ARS 
Library of Congress shan FT 
atid) 
Francois, L. 


Guerre de 1870-1571; les correspondances par ballon monté 
du siége de Paris, par L. Frangois. Amiens, Imprimerie 
Yvert & Tellier, 1925, 


2p.1, Mp, 11, 119 p. 11 tel. Mus. (incl. tacstme.) 
1 leat following p. tt 


fold. tab. 23@. 
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1. Air mall service France. 2 Balloon ascensions. 3. Parts—Siege, 


aes 1871 1 Title: Les correspoodances par ballon monté du sli*ee de 
‘erie 
3317008 
Library of Congress HBAONO AGT AN ee 
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Francois, Louis. 

La détermination de la provenance des semences. Second 
mémoire. Nouvelles recherches de géographie botanique— 
1926. maps 

Ann. sci. agron année 43 i. ©. 44, p. 45-70. Paris, 1927. 

1 mémoire ix probably his Les aemences des plantes cultivées et leur 
Gorematen Ann. sci agron, année 32. p. 30-55, année 33, p. 207- 


Later mémotre is his La provenance des semences, Ann sci aaron. 


année 5. p. 46-55 
“Bibliographie” : p. 70. 
1. Seeds. 
Agr 28 1564 
Library, U. 8 Dept. of Aagricultore 14A078 année 44 
Qe) 12) 
Francois, Louis. 
Ditférents types de graines du genre Plantago. illus., map. 
Ann. agron. ns. année 3, p 91-112 Paris, 1933. 
“Bidliograpbie”: p. 111-112 
1. Plantago. 2 Seeds. (1,2. Plantago—Seed, 
act 33.500 


Library, U. 8. Dept. of Agriculture 14AnT5A anoée3 
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Francois, Louis. 
Diswmination des plantes adventices. 


Ann. agron. #8 année 8, p. 699-706. Parts, 1938. 

“Bibiographie” : p. 708. 

1 (Dissemination of plants, 

: = Agr 712 

U.S Dept. of agr. Library MAaTSA années 

for Library of Congrens (S5.46T 6.6, 00.8) 
ze 2, 
Francois, Louis. 


Fleménts caractéristiques des semences méridionales de tréfle 
et de luzerne. 


Ann. eci. agron. sanée 41, p. 272-282 Paris, 1934 


cl, 2 Alfalfa—Seed, 3. Clover eed, 
age 21085 
M4AaTS année 4) 


1. Alfalfa. 2. Seeds. 


Library, U. 8. Dept. of Agriculture 
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Francois, Louis. 
Limites géographiques des régions méridionales frangaises ; 
tréfles et luzernes du midi de la France. 


illus., maps. 
Ann. agron. a 6. année 1, p 195-222. Peris, 1931 
“Ouvrages consultes”: p. 222. 
1. Alfalfa. 2. Clover. 3. Seeds—Origin, 
Agr 33-214 
Library, U. 8. Dept. of Agriculture 14A075A sunée 1 
7 2, 
Francois, Louis. 


La provenance des semences. Derniéres recherches de géo- 
graphie botanique, juillet-aodt 1927. map. 

Ana. sci. agron. année 45, p. 46-55. 

Earlier mémotres are probably his Les semences des plantes cultt- 
vées et leur détermination, Ano sci agron., aS a 
33, p. 207-295; and tw de la dee eemences. 
Ano. sci. agrom., année 48 4. ©. 44) p. 46-70. 


Paris, 1928. 
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Agr 21965 
Library, U. 8. Dept. of Agriculture 14A07TS année 45 
2e) 2 
Francois, Louts. 
Provenance des semences. Fiudes de géographie botanique. 
mapa, 
Ans. oc. agron. année 46, p. 719-732." Parte, 1929. 
1. Seeds. 
Agr 30-1122 


(85.467 no. 46) 
Library, U. 8. Dept. of Aaricultore 144075 année 46 
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Francote, Louta. 
Quelques procédés spéciaux relatifs aux analyses de semences. 
illus. 


Aue. agron. a.s. année 7, p. 257-280. Parts, 1987. 
“Biblicgraphie sommaire”: p 260. 
1, Seeds. ;1, Seed testing, 
age 
bat Library 1448754 aneéeT 
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Recherches de géographie b que sur le genre Cusowta. 
illus 

Ane. ect. agren, sande 47, p 57-46. Parts, 1998. 

1. Dedder, (1. Cuscuta, Agr 20-1198 

(86.467 20. 47) 

Library, U. 8. Dept. of Agriculture 144075 année 47 
aXe) a 
Francois, Louis. 


Les semences des plantes adventices dans les céréales. illus. 
176-1 
Ann eci agron année 45, p 543-567; année 46, p. . 


1, Weeds. 2. Seeds. (1, 2. Weed seed, 
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Library, U. 8. Dept. of Agriculture 14An75 anode 45-46 
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Francois, Louis. 

Les semences dés plantes cultivées et leur détermina- 
tion. illus. 

nn. scl agron. année 52 (sér, 4, aunée 4) p. 30-55; a Oe 

année 5) p. 207-295. Paris, 1 Sri 


Also published in book form. 


1. Seeds 
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2c) 8 (12301, 
Frangois, Louis. 


Les semences des plantes cultivées et lear détermi- 
nation. Par M. Louis Francois ... Préface par M. Gas- 
ton Bonnier ... Paris, Librairie agricole de la maison 
rustique, 1919. 

viii, 131 pilus. 19° 
la direction de Henry Sagnier 


Reprinted from Annales de la science Pree am ee 4 
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1. Seeds. 
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Library, U. S. Dept. of Agriculture 61F84 


Francois, Louisa. 
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rie—pratique—comptabilité, oy Louis Frangois ... 6. éd., 
mise & jour et consi: modifiée, avec la collaboration 
de N. Henry ... Paris, Dunod; Lidge, G. Thone, 1929. 

2p. 1., crlly-vill, 350 p. inet. forma, fold. tad. 20° 
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Library of Congress HG3a21.FTT 


Francois, Louis. 
Trois questions de ygéographie botanique, concernant la pro- 
venance, pour la France, des tréfles et des luzernes. maps. 


Aan. ogres, =. «., année 1, p. 618-638. Parts, 1931. 
“Bibliograpbie”: p. 833-683. 
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Frangois, Luise von, 1817-1893. 1 


The last von Reckenburg, by Louise von Francois. Tr. 
by J. M. Percival :psewd., ... First American from the ! 
third German edition. Boston, Cupples and Hurd, 1887. 


1p L. wrin, 21, 0p 197. 1 





1. Safford, Mary Joanna, 4. 1916, tr. 1. Title 
Well name: Marie Laise von Francoin 
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Rev. Abbot Butler, 0. 6. 8. I 


1. Love (Theology) 2. God— Worship and love 8 Meditations 
1. Sisters of the visitation, Harrowon-the-Hitl a. Title. 
A @ 1020 
Catholic univ of America. Library 
for Library of Congress 2 











Maxims and counsels of St. Francis de Sales 
for every day of the year. Tr. from the French 
by Miss > ‘oo New York [etc.) Benziger 
brothers, 1 

1 p. ay 13™ 

1. Maxims. I. McMahon, Ella, tr. 

12 -28050 

Library of Congress PN6302.F7 
Copyright 18%: 20610 


Francois de Sales, Saint, bp. of Geneva, 1567-1622. 

Meditations for retreats. Taken from the writings of St. 
Francis de Sales. by St. Jane Frances Frémiot de 
Chantal. From the French by a Visitandine Cs Baltimore. 
New York, Cincinnati ,etc., Benziger brothers, 1900. 


1. Medita’ 2 Retreatea 1 Chantal, Jeanne Francoise (Frémiot) 
de Rabutin, pay - 1572-1641, od. ni. Viaitandine of Baltt- 
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Library of Congress 


Francois de Sales, Saint, bp. of Geneva, 1567-1622. 

New Year greetings. By St. Francis de Sales, translated 
from the French by Miss Margaret A. Colton. New York, 
Cincinnati ,ete., Benziger brothers, 1883. 


op 124° 
1. Meditations 1. Colton, Margaret A. tr. m. Title. 
32 10601 
Library of Congress B20 FTES 18830 
Copyright 1882. 20875 242 


Frangois de Sales, Saint, bp. of Geneva, 1567-1622. 
Les plus belles pages de saint Francois de Sales. Paris, 
F. Flammarion ,1931, 
savill p, 11, 31,283, 2) p19 
At head of title: Mooseigneur Jalieo. 
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«Edition @ Annecy.”—leaf following p xxvill. 


1 Julien, Eugéne Louis Ernest, 1556-1900. 1. Title. 


BX800 FSS 
Copyright) A—Foreten RS 
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Library of Congress 


Prangois de Sales, Saint, bp. of Geneva, 1567-1622. 


Le prétre 4. 1’école de 8S. Frangois de Sales. Vie inté- 


rieure. Préeédé d'une lettre de 8. E. le cardinal —— 
Annecy (Haute-Savoie) 1* M tére de la 
rete., ete., 1924, 
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spirituel 
‘On y trouve une partie du texte du Directoire ... avec des commentaires 


et des exemples tirés des ceuvres et de la vie du saint.”—Avant-propos. 
28-5784 


1 Title 
Library of Congress BX1912 F6 
Copyright A—Foreign 25388 
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ris, Chez Claude Barbin. m.po.xcvm. 
11 p. 1, 196, &) p. 169". 


Comptied Francois de CoPtiogon, bishop of Quimper. 
ceeiiehotaers Kh’ Toleet’, with bie manvecript note inserted 


1. Piety. B Gct—Werntp end tore. 1 Coftiogon, Francois de, 
bp., 1681-1708, comp. 1. 
31-84708 


Library of Congress BX2170 FeRé 42 


Frangois de Sales, Saint, bp. of Geneva, 1567-162 


LIBRARY OF CONGRESS 


4p i, 1-2 p 209" 


t Sener of tp etait, Raesewen Ge Gee. a. Butler, Edward 
Cuthbert, 1868-1984. 
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Francois de Sales, Saint, bp. of Geneva, 1567-1622. 

The secret of sanctity, according to St. Francis de Sales and 
Father Crasset,s.3. Translated from the French by Ella Me- 
Mahon. New York, Cincinnati ,ete., Benziger brothers, 1993. 
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1 Spiritual life—Catbolic authors. 1. Oremet, Jean, 1618 1682. 
Ella, tr. on Tithe 
4107S 
Library of Congress BX2170 FTES 18 
Copyright ise2; S2102 4 (208) 22 


Francois de Sales, Saint, bp. of Geneva, 1567-1622. 
A selection from the spiritual letters of S. Francis de Sales 
Translated by H. L. Sidney Lear London, New York 
yete., Longmans, Green, and co., 1907. 
vill, 2468p. 1" 
Letters 194, 138, 142, and 158 have heen omitted io this editive 


1. Lear, Mra. Henrietta Louisa (Farrer) tr 
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Washingtoe, DC Pubic brary 
for Library of Congress Aidt, 


Francois de Sales, Saint, bp. of Geneva, 1567-1622. 

Selections from the letters of S. Francis de Sales. Trans- 
lated from the French by Mrs. C. W. Bagot. Revised by « 
priest of the English church. 4th ed. London, J. Masters; 
New York, Pott and Amery, 1871. 
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1. Bagot, Mrs. Charles Walter, tr 
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Library of Congress BX2170.FSL5 1871 
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(Francois de Sales, Saint, bp. of Geneva, 1567-1622. 
The spiritual conferences, translated from the Annecy text of 


1895 under the supervision of Abbot Gasquet and the late Canon 
Mackey, 0.6.8. London, Burns & Oates, limited; New York, 
Cincinnati ,etc., ou Rensione brothers, 1906. 
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Cardinal Wiseman for an edition of the 
D. Fxxv-ixvil. 
1. Spirttual life—Catholic authors. 1. Sisters of the visitation, 
row.on-the Hill, Eng. tr. wu. *Mackey, Renedict, 1846-1008, ed. 
Aidan, cardinal, 1846-1929, ed. rv. Wiseman, N' 
Patrick Stephen, cardi Seni 
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Library of Congress BX2170.F8V74 


Francois de Sales, Saint, bp. of Geneva, 1567-1622. 
Theotimus; oder, Die liebe Gottes, vom hi. Franz von Sales, 
fir gliubige jeden standes. Bearb. von J. Brucker ... Ein- 
siedeln, New York ete, K. & N. Benziger, 1880. 

480 p. front. tiius, 2 pt. 13°. 

Ao abridgment and transiation of the author's Traité de l'amour de 


Worship and love. 1 Peed Jakob, 


1. Meditations. 2. God 
18271-1880, ed. and tr. « Title. mt. Title: Die liebe Got! 
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Francois de Sales, Saint, bp. of Geneva, 1567-1622. 

... Traité de l'amour de Dieu, par saint Frangois de Sales 
Paris, Maison de la bonne presse 1925-26, 

2v. Dam. (Les chefe-d'cuvre de la penste catholique) 

“Le texte ... d'aprée l'édition d’Annecy (1804).”—Avis de I'éditeur. 


1. Love (Theology) 2 God — Worship and love 8. Spiritual life — 
Catholic authors. . Tite 
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Francois de Sales, Saint, bp. of Geneva, 1567-1622. 
Traité de l'amour de Dieu, par Saint Francois de Sales 
Nouvelle édition revue et annotée par l'abbé Jules Bonhomme 
Paris, J. Gabalda et c*, 1934 
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“Cette revue eur les 


plus anciennes et notamment sur 
cate de Diesen Want (eon 1647)"—¥. 1, p vii* 
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Francois de Sales, Saint, bp. of Geneva, 1567-1022. 
A treatise on the love of God. By Saint Francis of Sales. 
A new ed. Dublin and London, J. Duffy, 1860. 
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Francois de Sales, Saint, bp. of Geneva, 1567-1622. 

Weg zu Gott; gesammelte texte Gber das religidse leben 
mit einer einfihrung von Otto Karrer, s. 3. Minchen, Verlag 
“Ars sacra”; ,ete., etc., 1923, 

1460p. front., plates, ports, double facsim. 144°. 
At head of title: Franz von Sales. 
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Francois de Vendéme, duc de Beaufort 
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Beasfort, Frangcis de Vendéme, duc de, 1616-1669. 


Francois Desprez, Syivain. 
Dipti Raison et foi. Vérité et réalité. Par le pro- 
anne A Frangois-Desprez. Bruxelles, Wellens-Pay, 1988 
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Francois-Fournier, 1866- 


Fournier, Frangois, 1866- 


Francois-Franck, Charles Albert, 1849-1921. 
Cours du College de France, legon d'ouverture, 3 mai 1905. 

y, membre de |'Institut et de |'Académie 

de médecine, protemwur wu Collige de France de 1800 § 1004, 

par m. Ch.-A. Frangois-Franck ... Paria, O. Doin, 1905. 
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1. Marey, Etienne Jules, 1830-1904. 2 Graphic methods. 8. Chrono 
photography 1 Tithe. 
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Francoie-Marsal, Frédéric, 1874- 

... Lee dettes interalliées. Paris, La Renaissance du livre 

(1927, 
2p. 1, 176 p, 21. incl. tables, 22y~. 
At head of title: F. Frangoie Marsal. 
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Albert. 
.. Le jury civil en France. Paris, A. Rousseau, 1914. 
2p. 2 pik a. 
“Index bibliographique” : p. :228;-227. 
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Francois-Poncet, André, 1887- 
Discours francais. Paris, B. Grasset ,“1980, 
Spl. O87, dip. 2h 1. 


Librery of Congress 
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La France et le probléme des réparations ; epenerinns 
au congrée annuel du Parti républicain 
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=m ise 


Library of Congress DO468 FT4 
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Frangois-Poncet, André. 
. La France et les huit heures. Paris, Société d'études 
et di ques; M. Riviére, 1922. 
2 p. 1. 256 p. 1 we. (Bibliotheque de la Societe d'études et dm- 





At head of title: André Frangois-Poncet et Emile Mireaux. 


1. Eight-hour movement. 2. Hours of labor—France 


Emile, joint author. 1. Title am 
L2-% 
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Grasset, 1925. 
1S p,2L 19m. 
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Jean. 
.. La jeunesse de J.-P. Brissot ; préface de André Bellessort. 


Paris, B. Grasset ,“1932, 
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“Sources (Buvres de Brissot. Bibliograpbie géméraie,”: p. (31-837. 


1, Brissot Ge Warville, Jacques Pierre, 1754-1708. 1. Title. 
82 22050 
Library of Congress DC146 BASFS 
Copyright 4—Foreign 17408 
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Frangoie-Primo, Jean. 


. La vie privée de Louie XVIII, d'aprée les 


témoignages du temps et des documente inédite, 
115, hyp. 1. par Jean Frangois-Primo. Paris, Biitions Montaigne 
On cover: 2. mille. [1938] 
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Frangois-Primo, Jean 


++» la vie privée de Louis XVIII, 
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1. Louie XVIII, king of France, 1755-184. 
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New York. Public library 
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4 Siam, 1685-1689; extrait du Cabinet 
historique 


Paris, Bureau du Cabinet historique, 1862. 
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Library of Congress NDSS3.B7F7 
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soldat, racontée par un compatriote ... Berne, F. Wyss, 
1916. 
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1. Conrad von Hétzrendorf, Prams. egal, Oe 1852-1925. 2 Austria—History, 
Military Translation of Unser Conrad 


2s 12902 
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1 Pompon, Frengots, 1858- ac 





Francois LIBRARY OF CONGRESS 





Francolini, Bruno. 
Francois, présenté par Auguste Valensin, s. 2., avec 6 gra- Djibuti. Rome, Societa italiana arti grafiche ,19401, 
vures hors texte. Paris, Plon ,1939, cover-title, 5p 24" 

6p. 1, viz, 278 p21 front. pl, port. facsima 20" English trausiation, by Muriel Currey. of. p. 15. 
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mation Correspondance eotre Francois et “le pére”.—Le journal in- 
time — Les billets du viatique. 
+See « 30 22264 1. Jibutt. 1 Currey, Murtel Looes, tr. 
Library of Congress BX4706.FT33A4 1980 AQ 2mm 
Copyright A—Foreign am ; . l 
2) e224 for Library of Congress 2 
Francolini, Francesco. 
Francoise, pscud. — " , 
. . Olivicolturs Torino ,etc., Unione tipografico-editrice 
ad torinese, 1923. 
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“Bibliograftia 227,228 
Two colored plates, each accompanied by guard sheet with descriptive 
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1. Olive. 
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Library of Congress 2, (ar 


Francolini, Pierre de. 
Les régies municipales. Paris, P. Bossuet, 1928 
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Francolm, Isaac Asher, 1788-1849 
Die Juden und die kreuzfahrer in England unter Richard 
Léwenherz, von Eugen Rispart (dr. Frankolm.) Leipzig, 
: C. E. Kollmann, 1861. 
191, 1) p 18y™ (L'tole mutuelle; cours complet d'éducation 
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Francolin, Gustave. 
Chimie, par Gustave Francolin 
la Bibliothéque nationale, 1879 


Paris, Librairie de 
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1. Chemistry —_ 
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© 68-181 Unsere Library of Congress DS8185.E5F7 


Library of Congress AGI. (082.1) 540 01, 


Francolm, Isaac Asher, 1788-1549 


Das rationale judenthum. Von dr. I. A. Francolm 
Breslau, In commission bei M. Friedlander, 1840 


Francolin, Gustave. 
Physique, par Gustave Francolin Paris, Librairie 
de la Bibliothéque nationale, 1878 
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Africa bianca; panorami fra Mediterraneo ¢ Sahara. 
Firenze, Vallecchi ,1932, 
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Hibtegraphical foot notes 


Frangon, Julien. 
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Francon, Julien. 
The mind of the bees, by Julien Frangon. Translated by H. 
Eltringham, r. 2.6. London, Methuen & co. itd. 1939, 


1,145, p. 2 tis 2 
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for Library of Congress (QL F } 
2, 66 Tue 
Francon, Marcel. 


Notes sur l'esthétique de la femme au xvt* siécle, par Marcel 
Francon. Cambridge, Harvard university press, 1939 
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Printed in France. 
Bibliographical foot sotes. 
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Library of Congress PQ1S Wer? 
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Francon, Marcel, ed 

Pobmes de transition (xv*-xvi* sibcles), rondeaux du ms. 402 
de Lille  publiés par, Marcel Frangon Préface de m. Henry 
Guy. Cambridge, Mass. Harvard university press; Paris, 
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denus 1. Lite. Bibiiothéque municipale, Mas. (402) 1. Title. 


Library of Congress PQ1S23. RIFT 


3 841 20822 


Franconi, Gabriel Tristan 
Un Tel de l’Armée frangaise. Paris, Payot & o*, 
1918. 
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1. European war, 1914 1 Title 
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Franconi, Victor, 1811-1897. 
Le cavalier et lécuyer. Paris, Calmann Lévy, 1891 
2p. 1, v1, 321 p. front. (port.) 184°. 
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Francos, Salvador Garcfa 
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Garc{a Francos, Calvador. 


Francos Rodriguez, José, 1862 
El afio de la derrota, 1898. Madrid ,ete., Compaiiia 
ibero-americansa de publicaciones (s. a.) ,19301, 
2p. Trp. 184 
A volume of bis series: Memorias de un gncetiliero 
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Francos Rodrigues, José, 1862- 

... Contar vejeces, de las jas de un gacetillero (1893- 
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Francos Rodriguez, José, 1862- 
Cuando el rey era nifio; de las memorias de un gacetillero, 
1890-1892. Madrid, Impr. de J. Morales, 1895. 
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Imprint date on cover: 1925. 
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“En este tomo se reimprimen las crénicas que, transcritas de las 
Momevian a0 en gueedliiene, publiqué en le Esfera ”-—Renglooes 
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1. Title. 
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Francos Rodrigues, José, 1562- 
Huellas espafiolas, impresiones de un viaje por América. 
Madrid, Editorial-América ,19211, 
Spl, 3606p. 11 1 
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with observations on history and politics 
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Madrid, Tip. de la “Rev. de arch., bibl. y museos”, 1918. 
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Crucis, apud Antonium Villarroel & Torres, 1740-44. 
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Vignette (portrait of Ferdinand vi) at bead of dedicatory epistie. 

1. Orden militar de Santiago. 2. bah gt —— ge 5. Orden de 
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London, United editorial, itd. 
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Library of Congress DP2e FT 
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Francotte, Ch. 
Appareil ee | la préperation et le triage du plankton. 
Par Ch. Francotte Monaco ,1912, 
covertitie, Bp. illus 25". (Bulletin de Institut ecéasographique. 
po 222) 
1. Plaaktes. 
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Francotte, Charies, 1851-1916. 
Notice concernant |'enseignement de la chimie & |'Athénée 
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Francotte, Charies, 1851-1916. 

Le troisidme ceil des vertébrés. Conférence, accompagnées 
de projections lumineuses, faite & la seance publique de la Classe 
des sciences, le 17 décembre 1912. B: jes, Hayes, imp 
1913. 
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Francotte, Henri, 1856-1918. 


L’administration financiére des cités grecques, par Henri 
Francotte 


‘in Académie royale dee eciences, des lettres et des beaux-arte de 
Brussels estres memoires 
in-8*. Bruxelles, 1903-04. _ t. Lamu Lettres et sciences 
morales et politiques. no. 6, 59 p. 
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Also published separately 
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1 Meaictpa! faaoce-4ireece 2. Floance—Atheas 
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iiacta Ustvy. Library 
for Library of Congress ([43242.B822 vol @) 
re (Om21) 
Francotte, Henri, is 11> 
Liantilosis en droit athenien, par Henri Francette 


sin Academie royale des sciences, des lettres et des beaus-arts de 
Belgique. Brussels. Mémoires couromnes et autres memoires 
lection in-8. Brunelles, 1894-95. 21y*. t. tt Lettres. no. 5 op) 
Vrémenté & lu Clasme dew lettres dans la séunce du 5 mars 1804." 
Nise published aeparatety 
Principaut travaus consultés” p. 3,4, bibliographical foot notes 
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for Liktary of Congress {AS26202 vol. 51, me. 5) 
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Prancotte, Henri, 15:1 

Ihe la condition des Strangers dans le» ite EEOC es 5 
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dants, par ened Praneotte Laney 
ete, 1908. 
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Mémoires couronnte et eetres 
Braxclies, 1800. Si}. & Xxx Lettres. uo. 3 295 p) 
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Lex finances des cités greeques, par Henri Francette Pa 
ris, H. Champion, 1909 
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Francotte, Henri, 1856- 
Formation des villes, des états, des confédérations et 
des ligues dans la Gréce ancienne, par Henri Francotte 
aris, E. Bouillon, 1901 
sp a. 
Extrait dee Bulletins de | haatiepie royale de Belgique (Clarse des let- 
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Library of Congres, aa 


Prancotte, Henri, 1856- 
.. L’industrie dans la Gréce ancienne, par Henri 
Francotte. Bruxelles, Société belge de librairie, 1900-01. 


2v 23° (Litge_ Université Bibliothéque de la Faculté de philoso- 
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Library of Congress 


Francotte, Henri, 15 
Mélanges de droit public gree, par Henri Franeotte 
— H. Vaillant-Carmanne; vete., ete 10. 
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11-4256 
Library of Congress 


Prancotte, Henri, 146-1918. 

Liorganisation de la cité athénienne et la réforme de Clis- 

par Henri Francotte 
Sie Aangiute capate dep estonsen, Gap lettres ot Gup henun-cete dp 
Mémoires coaronnés et autres mémoires Col- 
_ ia Bruxelles, 1892-1893. 21). sy vn Lettres. no. 9 
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“Présenté & la Clnane dex lettres le 10 octobre 1802." 

Aleo publishe) separately. 
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Francotte, Henri, 1856— 

La polis Rreccue. Recherches sur la formation et l’organi- 
sation des cités, des ligues et «les confédérations dans Ia Gréce 
ancienne, par Henri Francotte Paderborn, F. Schéningh, 
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Francotte, Xavier, 1854 

L'anthropologie criminelle, par le dr. Xavier Francotte ... 
Avec figures intercalées dans le texte. Paris, J. B. Bailliére 
et fils, 1891 


vil, ®- 308% pes 10" (Half-titic: Bibliotheque scientifique con 
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Francotte, Xavier, 1854 

. De quelques points de morale sexuelle dans ses re- 
lations avec la médecine ; rapport présenté a la Section de 
médecine de la Société scientifique de Bruxelles, séance 
du 10 avril 1907, par le D’ Xavier Francotte ... avee un 
résumé de la discussion qui a@ suivi la lecture de ce rap- 
vort. Louvain, Secrétariat de la Société scientifique ( 
phirion) 1907 

op Annales de la Société scientifique de Bruxelles. 3. année, 
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Francovich, Géza de. 
L‘origine e la diffusione del crocifisso gotico doloroso. 


Kunstgeschichtliches der Hertsiana. Leip- 
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Princeton vuole. Library 
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Francoz, Paul. 

Liexpérience des zones franches de la Haute-Savoie et 
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Paris, Librairie du Recueil Sirey (société anonyme) 1935. 
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Francoz, Paul. 

Le nouveau régime des zones franches de la Haute-Savoie 
et du pays deGex. Paris, Librairie du Recueil Sirey (société 
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derecho. México, D. F., 1988. 
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Principios de derecho aéreo, por el lic. Antonio Francoz 
Rigalt. México, D. A. P. P., 1939. 
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ranca y Trujillo... San Luis Potosi, México Talleres grificos 
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Département 


iT) Ye gy 
et sous Ia Gimctioa) ae cod 


du travail de ia province 
Cover title, 19 Inepection du travail et des édifices publics, 
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Library of Congress CS817.F7 
Francqveville, Bernard de. 
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Frandsen, Arden. 

An eye- movement study of objective examination ques- 
tions; from the Psychological laboratory of the University 
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Frandsen, Arne Viggo, 1? comp 


Haandhogsfortegnelse; vejledning ved keb og benyttelse 
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havn. Danske bibhotekers forretningsafdeling, 1930. 

4p i. 1p Ww (Penmerks bidlicteksforenings Skrifter u) 
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foige bvorl danske og noreke samberende romaner og fortellinger skal 
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Frandsen, Julius Herman, 1577 
The manufacture of ice creams and ices, by J. H. Frandsen 
and E. A. Markham New York, Orange Judd company ; 
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xiv, 315 p. illus (inet. forma tables) 20° 
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a, ! ¥y Sy Bureau of standards 
Ti it. of, 1931. 234°". 
iagrs) 





Runwing tithe Cryescopic constant of camphor 

1. Cryoscopy 2 Calorimeters and calorimetry 3. Camphor 
1. Tithe 

31-2sisv 
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Nature and causes of infectious diseases, by Peter 
P. Frandsen The prevention of infectious diseases, 
by Dr. Winfred B. Mack Reno, Nev., University of 
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iy : 44 Uni ersit evada bulletin. vol. vi, mo. 1 
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C. Cilnivs Maecenas. Eine historische untersuchung tiber 
dessen leben und wirken. Von d. P. S. Frandsen ... Altona, 
Bei J. F. Hammerich, 1843. 
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ford county.”"—2d leaf. 


1 Marriage licenses 
Woodford co., UL 1. Title. 





Woodford co. I 2. Registers of births, ete.— 
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house, 1937 
Tp 1 
1. Title. 
37-2080 
Library of Congress Pz Feeenr 
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Franeau, Jean, sieur de Lestocquoy, fl. 1616. 

Iardin d’hyver ov Cabinet des Flevrs Contenant en xxvt 
Les plus rares et signalez Fleurons des plus fleurissans 
Illustré d'excellentes figures representantes su 
naturel les plus belles fleurs des jardins domestiques. Par 
Tean Franesy licentié es droits S’ de Lestooquoy. A Dovay, 
De l’imprimerie de Pierre Borremans, & S. Pierre & 8. Pavi. 

An 1616. Aute grace & privilege. 
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Literatur”: p. 205,-840, 


1. Bones—Diseases, 2. Childreo—Diseases 3. Bones—Diseases—- 
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glede trgovackog ugovora sa Italijom. Upravijeno na Minis. 
tarstvd za industriju i obrt u Beogradu. Sastavio dr. Oto 
Franges Zagreb, Stamparija Jugoslavenski kompas d. d., 
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Das reorganisierte Zag a 
Par—von Ivo T. Franié .. yt + 
parije, 1936. 
Sp plete, plane i". 
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Laman or Concarss Rerexuwce 
yu --E a Re Ry Fy hh py BA EY 
x 42-8167 
ay 
Frank, A. 


Aeiech 4 h 





Praktisches Jehrbuch der mod: f 
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Ueber den werth und die verwendbarkeit des Thomas- 
schlackenmehls fur den ackerbau. 
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1 Ralirvede—Trais speed. 
Labrary, U. 6. Patent 


Frenk, Albert Gornherd. 
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Library, U. 8. Dept. of Agriculture 4785 
a88d1, 
Prank, Albert, 1839 
rs imate Anleitung fir den praktischen 


der Halleschen sei- 


tung, 1896. 5 
or. 
1 7 egnaite gathetegp. 1 Sorecsr, 


Agr 7-440-$ 


CATALOG OF PRINTED CARDS 


Frank, Albert Bernhard, 1839- 
Pflanzenschutz. ‘sakes ‘fir den praktischen 
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Frank 


Prask, Albert Beruhasd, 1630-1900, ond Ertgur, Fried 
her di a 
PS. Lees ented Rehaint 
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1. Nitrification. 2 Nitrogen assimilation. 3. Plant nutrition. 


Library, U.S. Dept. of Agnculture ices 
s 2(e) 

Frank, Alexander. 

The ont ppd foe, Alexander Frank ... 
English ed., 1940. wresterd, Sydney, Printed by J. Down 
(1940, 


Sp itu 2°. 
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Delage. Paris, Neuchatel, V. Attinger, 1928. 
2p.1, 7-2 p. 1b tee 1" 


& Delage, Joseph, tr. m Tithe. a 
Library of Congress PT2011. R2sTSS 
Copyright A-—Foreign ay 
2 


Frank, Bruno, 1887- 

Lost heritage; etn ty Cyrus Brooks. New York, 
The Viking press, 193 
xi, Tp. 1k 21", 


1 Brooks, Cyrus Harry, 1800- tr. m Title. Trensietion of 
37 -28800 
Library of Congress Pw FeMeslo 
— Copy 8 
Copyright A 100080 6 #33 91 
Frank, Bruno, 1887- 


Der magier, novelle. Berlin, E. Rowohit, 1929. 
2, i) p 20. 


1 Tithe. 90-14898 
Library of Congress PT2611.R23M3 1929 
Copyright A—Foreign 457 
2 
Frank, Bruno. 


A man called Cervantes, by Bruno Frank ... translated by 


H. T. Lowe-Porter. London ,ete,, Cassell and company, ltd. 
(1984, 
vill pp, 11, 91, d)p 1". 


1, Cervantes in fiction, drama, poetry, etc 1 Lowe, Mra Beles 

‘Tracy (Porter) 1876- (r. a. Title Treasietion of Corventes. 
35-4726 

Library of Congress ‘PES Feces Men 3 

Copyright Aad int. 19018 5) 


CATALOG OF PRINTED CARDS 


Cervantes ,by, Bruno Frank; translated by 
H. T. Lowe-Porter. New York, The Viking press, 1935. 
vill, 801 p. 214". 


. poetry, ete. 1 Lowe, Mra. Helen 
Tronsletion of Corvantes. 
s S208 


Cervantes io fiction. drama. 
ons (Porter) 1876- tr. f. Title. 


PZ3 FS4OB Man 
r42q2 3.91 


Library of Congress 


Frank, Bruno, 1887- 


Nina; komédie in drei akten, von Bruno Frank. Mincheo- 


Berlin, Drei masken verlag a. g. “1931, 


1%, dp. tk 1. 


. Tithe. 


Library of Congress PT261L. RNS 1981 


S21 
Copyright D pub. 13362 2) 3291 


Frank, Bruno, 1887- 
The Persians are coming, translated from the German by 
H. T. Lowe Porter. New York, A. A. Knopf, 1929. 
4p. 1, 31398, yp 219 
“Original tite: Politisehe novelle. 


1. Lowe-Porter, H. T., tr. a. Title. 

Library of Congress PZ3 FS4G8Pe 
—~- —— Copy 2. 
Copyright a 5542 Beat 


Bruno, 1887- 
Politische novelle. Berlin, E. Rowohlt, 1928. 
179, 1,9, 2" 
“1-12, tausend.” 


. me 228 


Library of Congress PT2611.R28P6 1928 


Copyright A Foreign 30151 
(Soe, 
Frank, Bruno, 1887- 
.. Der reisepass; roman. Amsterdam, Querido verlag, 
n. v., 1987. 
33 p. 205". 
—_ 3783045, 
Library of Congress PT2611.R23R4 1987 
Copyright A—Foreign 36000 
a 933.91 
Prank, Bruno, 1887- 


.. Die sehatten der dinge, gedichte. Minchen, A. Lan- 


gen (1912, 
Spl. Wp. 9" M1 


1. Tithe 


Library of Congress 


anes Copyright A—Foreian S795 


37 


Frank 


Frank, Bruno, 1887- 
Dic schwestern und der fremde ; se! hauspiel in zwei auf- 


zugen und einem vorspiel, von B F 
Munchen, G. Miller, 1919. — oan 


124, 1, p. 194". (On cover: Theater der ecgenwart) 


1. Title. 

Library of Congress Prmu.R2ss 19 | 
Copyright Daze 2 

Frank, Bruno, 1887- 


Storm in « teacup, an Anglo-Scottish version by James 
Bridie ,peeud., of Sturm im wasserglas, by Bruno Frank. 
London, Constable & co. itd. 1936, 


op 18 


1 Mavor, Osborne Henry, 1886- a Tithe 
87-18816 
Library of Congress PT2611.R2ST6 1986 
Copyright D pub 42876 3 arn 


Frank, Bruno, 1887- 

Storm in a teacup: an Anglo-Scottish version by James Bri 
die ;peeud., of “Sturm im wasserglas” by Bruno Frank. Lon- 
don, 8. French, limited 1937 


55 p. incl. diagr. plates. 21g". (Om cover: Freoch’s acting edition. 
no. 54) 


1 Mavor. Osborne Henry, 1884- uu. Title 
SS 14806 
LAbrary of Congress PT2611 K23ST6 1987 
Copyright D pub. 55115 fed 832 01 


Frank, Bruno, 1887- 
Strophen im krieg; etin flugblatt Munchen, A. Lan 
ger 1915, 


ip Me 


1 Furopean war, 1914 1918—Poetry 1. Tithe 
21—10061 


Library of Congres PT2611.R238S7T 1915 


Swo 1, 
Frank, Bruno, 1887- 
Sturm im wasserglas, komédie in drei akten von Bruno 
Miinchen, Drei masken verlag ,1930, 


187, 1) 184 1g. 


1. Tithe. 
at-1s02 
Library of Congress PTI R2STS 19900 
Copyright D pub. T840 2 S201 


Frank, Bruno, 1887- 
Tage des kénigs. Berlin, E. Rowohlt, 1925. 


14, ap tes 2. 
“Ti.-28. eufage.” 


i Tithe. 
Livrery of Congress PT3011.R2STS 1985 
Copyright A-Foreign seers 








Freak 


Prank, Bruno, 1687- e 
~» Coed Games nial oh ete ae, 4 
Lowe Porter, por Leura Jorquera. Santiago de Chile, Edi- 
ciones Ercilla, 1987. 

Spl @-272 2p 1M = ( Hei/-sitle: Coleccién Grandes obras) 


Ses See ee stssse 


1 Cervantes in fiction, Grama. poetry. etc. 


1. *Jorquere, Laura, tr. 
= Tithe 


Library of Ooagress 


Frank, Bruno, 1887- 

Tranch, Go love censy of © teveasite dp, Bren, Pesah, 
translated from the German by Eden & Cedar Paul. New 
York, A. A. Knopf, 1928. 

Spl. 8-27. ,— 21”. 


heey — 1 > > ~ 
221787 
Library of Congress PZB PSueTY 
ano Gag 8 
Copyright A 1008887 80¢1, 


Prank, Bruno, 1887- 


Die treue magd; komédie in drei akten, von Bruno 
Frank Berlin ete.) Drei masken-verlag “1922 


17,29 ma 


1. Title. 
22-21833 
Library of Congress PT26i1 R2IT7 1922 
Copyright D @10 2 
Frank, Brano, 1887- 


Jon y H- thousand; « play in three acts by Bruno Frank, 
the German 


by Wilham A. Drake. New 
Tan AA. Kaopt, 1998 
Sp sep. 1k mH (The theatre of today, ed. by G. J. Ne- 
thas) 


1. Drake, William A. tr. a. Tithe 


70588 
Library of Congres PT2611.R23Z83 1028 
un» a Gagy S 
Copyright D xe #061, 


Praak, Bruno, 1887- 

Young Madame Conti; » melodrama, adapted from the Ger- 
man of truvo Frank by Hubert Grifith and Bea W. Lev. 
London, 8. French, limited ,"1988, 

© p plates 214%. (On cover: Fremeb’s acting edition. no. 1068) 


& Gri@th, Hubert Freeting. Ines 1. Levy, Bens Woif, 1900- 
m Tie 


me ou 
Library of Congress Prasii mésve2 
Coprright D pub e081 a 


Prank, Brune, :887- 


.. ZwOifteusend, schaaspiel in drei akten. Berlin, E. Ro 
wohbls ,"1987, 


ide me. 


Lipeary of | cngress PTseii ames 1687 
Guyright D Oli a 





LIBRARY OF CONGRESS 


—~ in beitrag cur erkldrung 
Babylonische beach ; ein mur 
See Baa Frank... Leipzig, J. C. Hin- 
Fichs, 1908. 


LTA ius, 1 pl -". (On cover: Leipsiger eemitistische 
evedies. cu 


7 AC 88-8081 Revised 
vette Library ef Osagrems (PJB002.L4 vol. 8, a0. 8) 

(rale2, 
Fraak, Cari, 1881- 


Bilder und symbole isch-easyrischer gotter, von Kari 
Frank ... Nebst einem bei uber die tow 
Nazimaruttad-kudurru, von H. Zi it echt abbildun- 
gen. Leipzig, J. C. Hinrichs, 1906. 

[piso tue 2 (On cover: Letpsiger semitistische studies, 
a 


1 *Zimmern, Heio- 
AC 53-4588 Revised 
(PJ9002.14 vol. 2, a0. 2) 

(rele2, 


ak Sree tee. 2 Symbolism 


Yaleunty. Library 
for Library of Congress 


arg Cari, 1881- 


nar tnitrag ty hae eer ven Cart Pronk. Wine. 
bei F. A 1928. 


hy 





Te bo 


ep mi dient Ge Ge tants too tememene, we, 
vos der Deutechen morgenifindischen geeeilechaft. xvi. bd, or. 3, 





1. Hittite language—Texts 2 Inscriptions, Hieroglyphic. 


ACM 8640 
‘Title from Univ. of Chi- PIS.D46 vol. 16 
Library of Congress {Ps5.08 bd. 16, ar. 3) 
2) 
Frank, Cart, 1881- 
Zur flerung der altel: bh thrift Von dr. Cari 





Frank ... Becta, Vevag der Kong shame der 
haf bei Georg Reimer, 1912, 








-. By 
chronicle, “1915. 
pie aie 4p. m™. $100 
Food adulteration - 
Py i duhert Fo. see a New York (City) 
of Congress TXSSLF7 wis 1S 8996 
Copyright rw tm 


Frank, Charles Leo, 1887- 

Stenographer and typist; a manual to sid candidates for 
-——- or typewriting positions in the civil service of 
New York city, New York state, the state of New Jersey, and 
the United States government, by Charles L. Frank... New 
York city, The Civil service chronicle ,“1915, 

3p. |, @pB15 p imel, faceime 167°. $1.00 





« ~y New York (State) —Examina’ 5. Civil serviee— 
ew Jerey—Examina 
1516085, 
Library of Congress JKIT.STFT 
—_— Copy 2 
Copyright A epee e321, 


Frank, Charles Leo, 1887- 

350 questions and answers for probation officer, chief 
probation officer, parole officer and parole agent in the 
services of the city ont state of New York, the state of 
New Jersey, the city of Chicago, and Kansas City, cover- 
ing duties, inferior courts act, definitions, answers to 
previous examination questions, and report writing. 
ame state and city laws 7-4! ~ <1 forms in 

probation ‘officers, ete A rank . 
New ‘ork, Civil service “aseeleie "1913. 

cover-tile, 68 p 

1. Probation m—tiew York (State) 2 Civil service—New York 
(State) —Examinations 1. Tithe. 


_awr of Congress 
—— Copy 2 
Copyright A Mell 


Prank, Charles Leo, 1887- 

258 questions and answers for civil service examina- 
tions for food inspector, including answers to all the 
nestions asked at past examinations in New York city 





‘us, pl 24". (Abbandiungen der KSnigiich 
entices a, a Philcsophiech,-historieche, kiesse 
eabrg, 912 Anhang, ebb. 0) 


Bibliography inciuded in “Liste der ab&firsungen” (p 51) 


1. Cumetform inscriptions, Elamite 2 Elamite lenguage—Texts. 
A 41-1550 
aniv. Library 


for Library of Congress {A8182. Be 1912) 


3s (088) 


Prank, Charies Julius, ed. 

The latest method, home instruction by mail, danc- 
ing courses ... arranged and ed. by Charles J. Frank 
Philadelphia, Pa., The Beacon academy, 1922. 

v. ites. (inel. ports.) diagrs. 20°. 

Vol. 1 has tithe; The waltz. 





weenie a 23-9 Unrev'd 
Library of Congress GV1751 F7 

—_ Copy 2. 

Copyright A 90128, AOD 


Frank, Charles Leo, 1887- —— 
Pitman's shorthand Oo, ty Chasis L. F 

Seah , ad New York, London paint Pitman & 
sons; Toronto, The Commercial text-book oo. ,ete., 1921; 
@ip. chart, form. 27221". 


ie tnperams tamara of die tget bo Ge ervengumes of Ge Si a 
half of the 


1, Shorthand. 1. Jacobs, Joseph, 1681- n, Tithe. 


22-1466 


Library of Congress 256. POFS 


t f it, Itry, fruits and 
bles The vastens femme used. u: the De. 


912. 
T7Pited ebelelradlon ob Lhd pec Pe New York (City) 2. Civil service— 


New York (City) 


Library of Congress 
Copyright A 327572 


122077 
TXS31.F7 


Prank, E. J., —. oe 


Wholesale ed, Stamps and supplies. 
Baltimore, Md., E. J. cen company "19 


vy tie. 2. 
Cover-titie. 


1 Postage-ctampe Catalogs in 


Library of Congress Heese ry 
Copyright 2 383.22 
Frank, Edgar, 1875- 


Untersuchungen tiber das kublinder rind .. Merse 
burg, Druck von F. Stollberg, 1903. 


2p La&2— mn 
Inaug diss — Bresiau 


1 Kuhland cattle 
Agr + a 


Library, U.S. Dept. of Agriculture 43F8S 











SeTaPrT ay 





Frank, Edith 
Essays, by Edith Lg F . New York and Baltimore, 
Broadway publishing oo. 910, 
Dp mn. ws» 


10-8457 
Library of Congress 


© Mar. 15, "10; 2c Mar. 31,10; A 2599813; Broadway pub oo, N.Y, N.Y. 





Freak, Eduard 

one hrift Sud d bh Karisbed-Draho 
wits und Leipzig, A. Kraft ,1989, 

@p. il 177°. \Volkedeuteche rethe 2, 

1. German literature — Sudeteniand 2 German lterature—20th 
cont. — Hist. & crit. 1, Tithe 

42 g0480 
Library of Congress Press. s6r7 
(2) ‘530 94 


Prank, Edward Henry. 

Interest; a combined ten per cent and thousand dollar 
interest table, by Edw. H. Frank. Elmira, N. Y., Pub. by 
author “1905, 


4p 237 


1 loterest and wsury—Tables, ete , 
ca 7-224 Unrev'd 


HG1630.10. F8 
1, 


Library of Congress 


Frank, Edward Henry, comp. 

Frank's trade discount book showing net per cents re- 
sulting from deducting combined discounts. By Edward 
H. Frank. Cincinnati, E. H. Frank (“1896, 

9p 2 


1. Discount—Tables, ete. 


6-295 


Library of Congress HG16S FB 


Frank, Edward Henry. 
Frank's Sa eating system, by Edward H. Frank. 
Elmira, N. Y., 


Gp 7 82590 


1. Umbrellas and parasols. 1. Title: Umbrella cutting system. 


CATALOG OF PRINTED CARDS 


Frank, Edward Raymond. 
Veterinary surgery notes, by E.R. Frank... Rev. ed, 1942. 
Minneapolis, Minn., Burgess publighing oo.,*1942. 


2p.1.28p Ue Be Bi. 
Reproduced from type written copy 
laciudes “References.” 


1 Vetertoary surgery . Tithe 


Srv 1 
ie oe 


Library of Congress 


Frank, Eli, 1874- 

Title to real and leasehold estates and liens, by Eli 
Frank ... Baltimore, Baltimore city printing and bind- 
ing company, 1912. 

xxv p, 11, M89 27 


“Notes from which for several years I have lectured qo the students of 
the Law department of the University of Maryland.”—Pref. 


! Land titles—Maryland. 2 Liens—Maryland. 
13-16955 


Library of Congress 


Frank, Emaneel G. 
Leaser clay and other by Emanuel G. Frank .. 
Detroit, Mivh, Allan J. Hall publi . 
Spl.%p mr. 


Prank, Emil. 

Aus eiserner zeit, erzihlung aus der zeit der freiheits- 
kriege, von Emil Frank; mit vier bildern von Fritz Ber- 
gen. 1. bis 3. tausend. Céin, J. P. Bachem (1912, 


re? hr rs 219". (Half-title: Aus allen seiten und 


1. Tithe. 
Library of Congress PZSA? vol 4 
Copyright A—Foreign 6275 


Frank, Emil, 1880- 
Der fiirstenmeister; erzihlung aus den tagen Engel- 
berts des —— von Emil Frank; mit ee bildern von 


Fritz Bergen. 1. bis 3. tausend. Céln, P. Bachem 
(1915, 
Bry » Ay front, 3 ot anf {ete Aus ‘Ave allen, seiten und 


1. Engelbert, Saint, abp. of Cologne, ca. 1185-1225—Fiction. 1. Tide 


13-16881 ; pEmas wid teed 
Library of Congress TS1865.F7 Library of Congress 
Copyright A 47928 Copyright A—Foreign 13088 
Frank, Edward Raymond. Frank, Emil. 
Veterinary surgery notes, by E. R. Frank ... Minneapolis, Im ringen ~~ das !uftmeer ; Po ogre, voa Emil 
Minn., Burgess publishing company, *1989. Frank. Ki in, J. P. Bachem ;* 914, 
2p 1, 177 numbd. | incl. 1 Mus, plates 27) x 25”. Mp wm MSA 
P= pe from type-writtes copy. 
includes “References.” 
1. Veterinary surgery. 1 Tithe 1. Tithe. 
18-1269 
Library of Congress srv1lre Library of Congress PT2MILRIS 1914 
2, oo Copyright A—Foregn 12089 


Frank 


Frank, Emil, 1880- 

ie Sar ost dar oat, Bio eccinnen; erzah! aus der 
wer ders von Bora von Emil Frank, mit 
vier bildern Bercht. gy} Céla, J.P. 
Bachem (19 

eae rae 18". (Half-title: Bachems vollks- und jugend- 


1 Thirty years’ war, 1618-1648— Fiction. 1. Tithe. a. Title: Die scho- 


Library of Congress PZ31.B3 20.70 oes 
Copyright A—Foreign ie 
Freak, Emme, 1901~ 





Der 
in deutscher — = ig | pmo i Wekblen 1928. 
198 p, WY". (Added tp: Form und geist: ardeiten sor germant- 
schen phildlogie ... bft. 9) 


Issued also as the author's thesis, Kiel, 1928. 
Bibliographical foot-sotes. 


1. Folk literetare—Themes, motives 2 Folk literature—Germany. 
t Tithe. 





acsl-7 
Yale unity, Library 
for Library of Congress a 
Frank, Erich, 1883- 
Insulintherapie, einschl. der indikati htdiab 
hen 


schen erkrankungen, von prof. dr. E. Frosk und dr. A. 
Wagner ... Leipzig, G. Thieme, 1931. 

9 p. tadles, 21° (Added tp: Therap® in einseldarsteliung, wis 
eenachaftliche grundiagen und prektische anwendung. Hrsg von prof 
@r_ BR. von den Velden und priv.-doz. dr. P. Wolff) 


1, Insulio. 1 Wagner, Arthor, 187% joint author. 
AC33-con 
Title from lowa State Coty. Printed by L.C. 
a 
Frank, Erich, 188 5 - 
Die neuere d in der pathologie und therapie 





“om Von o E. Frank . 


im Beihefte sur Medisiniechen kiinik . 
vu. Janes. » “03-274 
At bead of title: Aus der Medisiniseben Riinik tm Bresiag. 
“Auagewibite literatar”: p. 273-274. 


Berlin, 1912 249=. 


1. Gout. 
AC 34-2004 
‘Tite from Rochester Univ. Printed by L. O. 
a 
Fraak, Erich, 1883- 


. Das prinzip ee ee 
philosophie. Von Erich Frank ... Berlin, Reuther & Rei 
chard, 1911. 

2p.1.@p fold tad. 2 ( , 
mn) 





ag tntnd co co Ge cxtbe’s ange! Quentin, Getsing 


1, Kant, Immeneel, 1724-1804 2 Koowledge, Theory of. 


1s—ersT 
Library of Congress E2730. KS eo 21 
Sol, 
Frank, Erich, 1883- 

Resensionen fiber schéne literatur yon Schelling und 
Caroline in = Neuen jensischen literatur-zeitung, von Erich 
F von Wilh. Windelband. Heidelberg, 
Cc Winter, wis 

wy 249" 





ebaftes Pailesnphisce histortacee Blneee Mabe nare 101k Lede 


tine Hichasiy 8-158. tre Denar li n “ae. 
Karoliee we dh, 1763-1808. rt Jensieche aligemeine literatur- 


seit Withetm, 1868-1015. 
oo acsiee 
‘Title from Univ. of Chi. = AS1G2 B44 vol 3 
Library of Congress . 182. Hee bd. 8) 








a ae 

Die unte hoden der hen organe. 

Von E. Freak ued &. Sealiger 

(in Abderhaiden, Emil, od. Haendboch der biclogischen arbate- 
Berlin, 1920— =a. sbt rv, chews 

ache und physikaliocke metheden. (. 3 (1924) p 451-614. col pl) 





1 Biow!— Analysis and chemistry 
jolat author 


1 Seeliger, Siegfried, 1580- 


LIBRARY OF CONGRESS 


Prank, Ferdinand, 1856- 

Pinfzig jabre im dienste der ésterr. volksschule. Ein 
beitrag zur geschichte des ‘‘Osterreichischen schul- 
boten’’. Von Ferdinand Frank Mit 9 portriite und 
einer verkleinerten wiedergabe der ersten nummer des 
‘‘Osterreichischen schulboten’’. Wien, A. Pichlers witwe 
& sohn, 1900. 


LP to > f= ean) 24. With Omerreichischer schulbote. 


1. Onterreschischer schulbote. 


AC 36-2008 
Title from Onto State Ualv 10451 
Library of Congress (QH32%4.43 1920 abt. 4,¢.3) 
2, (574.072) Library of Congress LILO4 vol D 
Praak, Erich, 1996- Frank, Ferdinind, 1855— 
haft ; foeu und Die tates ule von 1848-1898. Vom histori. 





mit einem querschnitt t durch die Berliner altbeugebiete, von von dr.- 
ing. Erich Frank ... mit 101 abbildung sn und 2 tabellen. Ber- 
lin, J. Springer, 1939. 


76 p. us (plans) diagra 27" 


1. Housing—Berlin, 2 Housing—Germany. © Tite 


@-Biil 
Library of Congress HDTS30.A8F7 
Copyright A—Foreign AS 
2) ‘581 S8B004515 


Frank, Ernest Emmanuel. 

Etude d'une coopérative régionale: la Société coopéra- 
tive de consommation de Strasbourg et environs. Préface de 
m. Jean Gaumont Paris. Les Presses universitaires de 
France, 1933 

3p 1, at, (7-210 p incl. tables, diagr, 2 
At bead of tithe: Ernest-E Frank 
rasbourg 


e 
“Bibliographie”. p. a 


1. Bociéré ds ton de et environs. 
2 Cooperation poco sang 1. Gaumont, Jean 








AC 35-1370 
Title from N.Y. Pub Libr. Printed by L. C 
ra 


rank, Ernst, 1847-1889. 


Beitrage zur gutite der Zauberfléte. Bei gel 
heit der 200. auffiihrung derselben am Mannheimer f. 
theater zusammengestellt von Ernst Frank. Mannheim, 
Buch. und steindr. von J. Schneider, 1875. 


cover-title, 8p 237 


Caption ttle Entsteh: 
tetas’ tehon he wang und ausfuhrung der Zauberflote und Mozarts 


1 Mozart, Johann Chrysostom Wolfgang Amadeus, 1756-1791. Die 


O-11316 
Library of Congress MLA10 M9F74 
Frark, Eages. 
Uber bodenaziditét im wajde, von dr. Eugen Freak ... 
(Freiburg, H. M. Muth, 1927. 


es ur. 


om cover: 1027. Speyer & Kaerser, universitite-bochhané 
xa, AE. Bretagne. 


1, Worest, sotle, 2 Soll acidity, 


Library, U. 8. Dept. of 


Frank, F. 
Aufnahme ber die allgemeine lage der landlichen 
grundbesitzer. 


Lanéw. jabrd. bd. 14, p. 669-708. Berlin, 1686. 


1. Agresitare. Economic aspects. 2. Agricuitare. Germany. Prussia 


Libeary, U. 8. Dept. of ic 


Agreaiters 


shen w h aus 
Ferdinand Frank. Wien, A. Pichler’s witwe & sohn, 1898. 

fy, 187, typ. 2H™ 

“Quelien” : ;1, p. at end. 

1. Education of children. 2 Eéucation—Austria. (1, 2. Elementary 
education — Austria, 





Ei wet 
U.S. Off ofeduc. Library Lasts ret 
for Library of Congres: 0401, 


Frank, Mrs. Florence (Kiper) 
Cinderelline; or, The little red slipper, by Florence 


ee. Chicago, The Dramatic publishing company, 
*1913. 


7p we 


1 Title 


Library of Congress 
Copyright D 33406 


P S635 Z9F806 


Frank, Florence Kiper. 


Jael; a tie drama in one act, by Florence Kiper 
Frank. (Chicago, The Chicago little theatre, 1914. 
Dip. th iy" 


1. Title 


14-1976 
Library of Congress 


Copyright D 38746 


PS3S11 R253J3 1914 


Frank, \/rs. Florence (Kiper) 

The Jew to Jesus, and other poems by, Florence Kiper 
Frank. New York, M. Kennerley, 1915. 

4plsop wm. 

Reprinted in part from various periodicals 


o™ 15 288A 
Library of Congress PS8511.R288)4 1915 
Copyright A 410881 aBBd 1 


Frank, Mrs. Florence (Kiper) 

Three plays for « children’s theatre, by Florence ae Se 
Frank; with « frontispiece by Norman-Bel Geddes. 
York, H. Vinal, 1926. 

Spl, 3128p. front. 199. 


Contests — Over the bilis and far away.—The retore of Proserpine — 
The three spinners. 


1 Childrens plays. 1. Tithe. 
Library of Congress 

— ——- Copy? 
Copyright A 072008 


ad 
40 


Frank, Mrs. Florence (Kiper) 


The visitors, a play to be acted by children, in one act. 
By Florence Kiper Frank ..._ Chicago, The Dramatic 
publishing company (1916 


lp. we 


1. Tithe 


ca 20-231 Unrev'd 
Library of Congress PNOLZO.ASFS 


Copyright D 457% 


Frank, Friedrich, 1332-1904. 
Die ‘busndiesiplia der kirche von den apostelzeiten bis zum 
siebenten jahrhundert. Von Fr. Frank... Mit einer 
von dr. Hergenrother Mainz, F. Kirchheim, 1867. 
.“&p = 
Bibliographical foot sotes 


1. Penance—Hist 2 Church Cnet, ue 3 Catholic 
church Discipline 4 lodulgences— Hist ithe 


“42am 
Library of Congress BYS40. FT 


2 
2 


Frank, Friedrich, 1832-1904. 

Der ritualmord vor den gerichtshiéfen der wahrheit 
und der gerechtigkeit. Von dr. Fr. Frauk ... Regens- 
burg, G. J. Manz, 1901. 

viii, 327, (ly p 23™. 

“Literatur”: p. wevi. 


1. Title 


21-1100 


Library of Congress BM717.F7 


Frank, George S ed 

The South African law of workmen's compensation, by 
George S. Frank ... with a foreword by the Hon. H. G. Law- 
rence Workmen's compensation act, no. 59 of 1934, as 
amended, and Kegulations reproduced under Government 
printer's copyright authority no, 192, dated the 2nd November, 
1934. Durban, Ronerwesth & co. ( Africa) itd., 1940. 

xxxi!, 908, 51, (1,9 24". 

“First edition, January, 1940." 


L Emplégers’ liability—Africa, South. 1. South Africa, Laws, 
Statutes, ete 
41-7818 
Library of Congress 12, 
Frank, Glenn, 1887- 


An American looks at his world; variations on @ point of 
view, by Glenn Frank Newark, Del., University of Dela- 
ware press, 1923. 

sip. 1, Hp. By. 


work made up of lectures delivered L3 L University of Delaware 
and articles from the Century magazine, with some vew material added. 


1. U. 8.—See. condit. 2 Sectal problems. i Tithe. 


Library of Congress 
Copyright A TSO1TT 





Frank, Glenn, 1887-1940. 

America’s hour of decision ; crisis points in national policy, 
by Glenn Frank, New York and London, Whittlesey house, 
McGraw-Hill book company, ine., 1934. 

Sp.1,3-288p 217* 

“First edition.” 


LU S—Poé te 2 U. 8.—Economic policy. & U. 8. — 
Ser. condit. 1 Tithe. 

MTT 
Library of Congress aus he 


se¢igi, ora.oi7 














Frank, Glenn, 1887 - 
The double crisis of the schools ,by, Glenn Frank. 


(1m National edecetion association of the United States. Addresses 
and proceedings, 1935. p. 515-625) 


1. Education—Philosophy. 2 Education-U. 8 3 U. 8.—Reonomic 
conditions 4 Education Economic aspects, 1. Tithe. 
F 36 308 
Library, U. # Office of ae LIS.N212 1985 
Library of Congress {LiS.N4 1885) 
138b1, 


Frank, Glenn, 1887- 
Education and the American future ,by, Glenn Frank. 


(In National education association of the United States. Addresses 
and proceedings, 1933. p. 40-53) 


1. Education—U 8 2 U. 8.—Economic conditions. L Title. 
cue 
Library, U. 8. Office of Edocation ans 
Library of Congress (Lis.Ne 1983) 
a 


Frank, Glenn, 1887- 
Leadership in government and business, by Glenn Frank 
New York, N. Y., American management association, 1926. 


12 p. 23° (American management association, Special paper 
Bo. 15) 


“Presented at the dinner incident to the A conference on 
employee representation beld at Chicago November ‘ee snd 19, 1926." 


1 Leadership. 2 Democracy. 3. Employment management 
1. Title. 
725821 
Library of Congress HMI41 FT 
Copyright A 958551 3 W115 


Frank, Glenn, 1487- 

The politics of industry : a foot-note to the social unrest, by 
Glenn Frank New York, The Century co., 1919. 

Cp l.s2p wm b150 

Reprinted from the Century 





A pation of —The oT 

tion — Anonymous liberalism — The politics of industry — Business states- 
manship.—Appendiz . The Whitley report. Letter from the minister of 
labour 

1. Reconstruction (1914- »—U. & 2 Industry. 4. Economic pol- 
iey . Title. 

19 -122z2 

Library of Congress HC1083.F6 

Copyright A S20008 (3213, 


Frank, Glenn, 1687- 
The sword over education ,by, Glenn Frank 


(In National education association of the United States. Addresses 
and proceedings, 1933. p. 573-561) 


1. Education—,Economic aspects, 2 U 8. —Economie conditions 
Title. 


E 4-193 
Library, U. 8. Office of Education LIS. N212 19033 
Library of Congress ({LIS.N4a 1083) 
(S4b1, 


Frank, Glenn, 1887- 

Thunder and dawn; the outlook for western civilization, 
with special reference to the United States New York, The 
Macmillan company, 1932. 


xilip, 11, 4p. Zar. 


1. Civilization. 2 Soctal problema 8. U. S.—Civiization 1. Title. 
32 8018 
Library of Congress cm23.FreT 
— ~— Copy 2. 
Copyright A S0s00 13012, 901 


CATALOG OF PRINTED CARDS 


Frank, Glenn, 1887- 
The world for which we must educate ,by, Glenn Frank. 


Im Nations! education association of the United States. Addresses 
proceedings, 1934. p. 54-45) 


1. Democracy. 2 Individusiiom. 3. U. 8.—Polltics and government. 
Foreign reia 








4. U. 8.—Beomomic conditions 6. U. 8.— relations. 1 Tithe 
Ess 27 
Library, U. 8. Office of weation LIS.NZI2 1084 
Library of Congress is Ne 1084) 
oe 
Frank, Hans, 1900- ed. 
Deutsche rechtebucherei 
see 
Deutsche rechtebiicherei. 
Frank, Hana, 1900- od. 
Deutsches verwal cht, unter irk von regie- 
ry yoo dr. Werner Beat . .. dozent dr. Felix Boesler ... 
von ini dr. Hans Frank .. 
Munchen, Zentralveriag der NSDAP., F. Eher nachf., 1937. 


xxili, 516 p. 27. 
Includes bibliographies 


1 Administrative law-—Germany \ *Best, Werner, 1906- 
a. Title. 


«© 1m 
Library of Congress 12, 


Frank, Hans, |900- 

Heroisches und geordnetes recht ; rede des reichsleiters der 
NSDAP., reichsministers dr. Hans Frank, anlasslich der eroff 
nung der ausstellung “Buch und recht” im Reichsgericht zu 
Leipzig. Mit einem nachwort von dr. Wilhelm Heuber. Ber- 
lin, Deutscher rechtsverlag, 1938. 


ap. am 


1 Law Germany — Addresses, essays, lectures. 1. Heuber, Wilheim, 
1sv8 n. Tithe 


41-10404 
Librery of Congress 3. 


Frank, Hans, 190)- ed 
Nationalsozialistische leitsatze fur ein neues deutsches straf 
recht lirsg. vom Reichsrechtsamt der NSDAP, reichsleiter 
dr. Hans Frank Berlin, Deutscher rechts verlag, 1935-36 

20. 21°. 
Lt. 4 auf derer (2.) t.. without edition nete 
dar 4 


rheitet roo na ame Fischer ir. Barth 


“Rea yund, 
dr Waldmans.”—Verse of tp. t 


1 Criminal law — Ger 






1 Nationalisozialistische @Geuteche 


arbeiter pertei, Reicharer at o Fischer, Ludwig, 100%5- m 
Barth, — wv. Wald fe v. TH 
38 Seu0D 
Library of Congress 3 


Frank, Hans, 1900- ed. 

Nationalsozialistisches handbuch fiir recht und gesetzge- 
bung. Miinchen, Zentralverlag der NSDAP., F. Eher nachf., 
g. m. b. h., 1935. 

3 pl, v-xxstl, 1604 p. 
Inclades bibltogrepbies 


1. Law Germany. 2. Law—Philosophy. 3 Political science. 4 Ne- 
lonalenr|!istisebe arbetter-partel. 5 Germany—Pol. & govt — 
1883- 1 Tithe. 

Library of Congress 
Copyright A--Foreign 28443, 

3 (347.0068) 340.43 


41 


Frank, Hans, 19%0- 


lsozial fuhrer- 
Miinchen, F. Eber nachf. 





slaales 
(1935, 
4 2" 


tag’ gung des 
2. unveranderte aufl. 





gate Ser" ir unter dea eee ae Suna tae ar oon 
haft’ auf der 

‘ahedemie fOr deuteches recht am 18 juni 

rede.” — Vorbemerkung. 








in Berio gehaltenen 


1. Law — Germany — Addrenses, casays, lectures. 2 National soctal- 
iam 8. Law-—-Philosophy 1 Tite. 


Library of Congress 2 


Frank, Helena, comp. and tr. 


Yiddish tales, tr. by Helena Frank. Philadelphia. The 
Jewish publication society of America, 1912. 


We mn 319 
1. Tithe 
12-41712 
Library of Congress PZ3 PRIO6Y 
Copy 2 
Copyriaht A 312797 3b) 


Frank, Henry, 1854- 

The challenge of the war; can science answer the riddle of 
the grave! By Henry Frank introduction by Hereward 
Carrington, ru. p. Boston, The Stratford company, 1919 

xivip. 11,372 p. 19g 


1. bow 


tality 2. Payehtcal research. 1 Tithe 
104875 
Library of Congress BTV? PTS 
Copy 2 
Co rleht A Dn27Tas Re?) 
Frank, Henry, 1454 


The clash of thrones; a series of sonnets on the Euro- 


pean war, by H Frank 
ete, ete,115 Boston, R. G. Badger; 


ap mn 
P OH advertising matter 


1 European war, 1914 Poetry t Tithe 
Library of Congress PS1704 F7CS : - 
Copyright A 416912 


Frank, Henry, 1854- 

The doom of dogma and the dawn of truth, by Heary 
Frank. New York and London, G. P. Putnam's sons, 1901 

a2), 39 p 2H 


“Works quoted or consulted”: p. xiz-xx! 


1. Dogma—Hist. 2. Bidle—Criticiam, interpretation, ete . Tithe. 
1 -3emae 
Library of Congress BTzar 
Copyright A 14262 ant 
Frank, Henry, 1854-1933. 
Jesus, a modern study, by Henry Frank New York, 


Greenberg ,°1930, 


sth} p. TL, OST Pp. 2 
1. Jesus Christ — 2 Witte, N. T—<Yitictam, interpretation. ete 
8 pag Saint. a 4 Bitie—CTittctem, toterpretation, ete —N T. 
1. Tithe 
30-2080" 
Library of Congress BT36.FTS 
——— Cad 
Copyright A 27450 (3841, mae 








Frank 
Prank, Beary, 1854 
of love, by H Frank... New Y¥ 
R. is Fenno & company ( 07, = 


Tp Lap mm 


1 Love 


Library of Congress 
Copynght A iTeise 


Frank, Henry, 1854- 
The mastery of mind in the making of « man, by Heary 
Frank New York, R. F. Fenno 4 company ,“1908, 


6p. 1, 4p ftroet (port) 2. 


Contests — 1. The pate factors —pt. 2. The physical instro- 
ments —pt. 3. mora! agen 

1. Mind and bedy 1. Title. 

& 24255 

Library of Congress Bri61 Fs 
Copyright A 215145 (38e1, 
Frank, Henry, 1854- 

Modern light on immortality ; an original excurmon 
into historncal and a palettes tos 


new solution of the problem, by Henry Frank ... Boston, 
Sherman, French & company, 1909. 
Sp eT pp ue. 


1. Immortality i Tithe. 


Library of Comgress BTV Fs 
Copyright A 243001 aad), 


Frank, Henry, 1454- 

Modern light on immortality; being an original excursion 
into historical research and scientific pointing to « 
new solution of the problem by Henry Frank ... Boston, 
Sherman, French & company, 1909. 

1 pl. 17467 p21. 

Second edition, with preface dated Apetl 1911. 


1. Immortality i Tithe. 


2721668 
Library of Congress BTVZi.F7s 19000 
(301, ms 
— oe 1854 
= fet "h debate held in China, lion 
e m 
= td F Girard, 


Ward . 
live company 19h, 
pI. yg te = to 


Advertiamg matter: p 62-64 


1. Optionem 2 Pessimism 1. Ward, Percy. 1. Title 


ca 25-1313 Unrew'd 
Library of Congress Bs1477.F7 
— —— Copy? 
Copyriamt A 856201 2, 


Frank, Henry, 1854-1933. 

Paychic phenomena, science and immortality; being « fur- 
ther excursion inte unseen realms beyond the point previously 
explored in “Modern light on immortality,” and « sequel to 


that previews record, by Henry Frank .. Boston, Sherman, 
French & company, 1911. 
Sp |. dp me 
1. Paychica! reararch 2 Immortslity 
n—11080 
Liprery of (congress BTeZiF7a 1911 


Cprige A em 381, 


LIBRARY OF CONGRESS 


1. Paychical research, 2. immortality. 1 Tithe. 


Librery of Congress BTvirre2 1916 2) wae 


Frank, Henry, 1554-1933. 
The scientific demonstration of the soul's existence and im- 


mortality .. By Henry Frank. New York, The Alliance 
publishing co., 1903. 
28, 260-26d, (2), (27,8, (2), OT ),-03 pe TE™ 





Each part has «pecial ¢ -p. 


Comrents —VPhysical basis of the soul —Psychological evidence — 
Appendices: 


1, Seal 2. Immortality 1 Title 

5-807 Revierd 
Library of Congress Bre) Fs 
— —— Cepy? 


Copyright A 100011 rae, 


Frank, Henry, 1454-1933. 

The shrine of silence; « book of meditations by H. Frank, 
with some embellishments by H. B. Reiseman. New York, 
London ,ete., The Abbey press 1901, 


1p. 1, vi 5-273 p. port. ‘se. 
1 New thought t Title. 
1— 22861 
Library of Congress «os 
Copyright A 16753 (0361, 
Frank, Henry, 1854- 


The shrine of silence; a book of meditations, by Henry 
Frank. 3d ed. Washington, D. C., New way press 19051, 
2p L, ii-vi, 6), 9273p. 20=, 


1. New thought. 1. Title. 


Library of Congress BVese2.FeS 1906 
—— —— Copy 2. 42 


Frank, Henry, 1854— 
The skeleton and the rose, and gems by the wayside. By 
Henry Frank. Chicago, New York ,etc., 1886. 


1S p. my. 
Poems 
& Title 
10 19005, 
Library of Congress PS1706 F785 
a34b1, 


Frank, Henry, 1454- 
The tragedy of Hamlet, a psychological study, by Henry 
Frank ... Boston, Sherman, French & company, 1910. 


4p 1. 09p front, ports 21° 


1 Shakespeare, Witham Hamlet 


10—16416 


Library of Congress PR2807 F7 


Copyraht A 87S «ef, 


42 


Prank, Herman. 
... Anti-prohibition. Gospel liquor traffic and Christian 
gospel traffic, by Herman Frank ... (Carlisle? Pa., "1889. 
dap 24> 
1. Prohibition 
10.42 
Library of Congress HVS Fe 


(Copyright 1889: 16512) 


Frank, Herman Washington, 1860- 
Scrapbook of « western pioneer, by Herman W. Frank. 
Los Angeles, Calif., Times-mirror press ,°1934, 
Tp. lL, 256, 8p front, plates, ports, facsims 20° 


1 Title. 
36-1878 
Library of Congress CTI1S.ressTas 
— —— Copy 2 
Copyright A T8883 3 973.873 
Prank, Hermann. 


Uber den einfluss des hartens, abschreckens und der 
temperaturcykien auf das magnetische moment = den 
temperatarkoeffizienten permanenter stahimagnete ... 
Freiburg in Baden, Speyer & Kaerner, 1899. 

2p diagrs 21 

Inaug diss —Freiburg i B. 


1. Magnets. 


Library of Congress 


Frank, Hermann, 1885— 

. Die ausbildung fir das bohere lehramt ; der&schrift im 
auftrage des Rh ns, bearb, von Her- 
mann Frank ... Oskar Hoesch ... Wilhelm von der Seipen ... 
mit einem vorwort von Max Siebourg. Berlin, Weidmannsche 
buchhandlung, 1930. 
os p 249". (Bethefte tur Monatechrift fOr bOhere echules ... 

’ 

Hibitographical foot notes 
1 Som vbers. Training of—Prossia. Hoesch, Oskar, 1886- 
joint author. 1. Seipen, Wilhelm vou der, 1800 jolnt sothor. a 
Rheintecher salictegravenein 1. Title. 
AC38-715 





Title from Wisconsin Univ. Printed by L. C. 


* 
12) 


Frank, Hieronymus, -_ 


7) 


Die kiosterb dr Hierony- 
mus Frank .. Mansons Weel, Aachtaderd, 1008 
4p. 1.188.) p 2 (Adéed tp. Bettriige sur geechichte des alien 
uod dee bft. 17) 








1 Ly get = 2 Bishope—Germany 8 Church — Mid- 
die ages A a LI, in France. 5. 5 PRS Saree J nn omy 
early period! to 987 — 1 Title 


‘88 10840 
BX210.B4 bft. 17 


® (271.083) (282.13) 2708 


Library of Congress 


Frank, J. 


Ueber kuenstliche ernaehrang neugeborener . Wire 
burg, Becker's universitets-buchd rei, 1880. 


Ze 2. 
Inaog dies — Warsburg 





1. Infante—Netrition. 


Library of Congress 








Frank, J F. 

A short descnption of Bologna offered to the visitors of the 
Grand hétel Brun, by J. F. Frank, 1900 ... Printers, 
Zamorani & Albertazzi, 1900, 

Dp ». 


“Frank's bétel Brun, Bologna (by, Syéney Grey”: p @0,GR 


1 Bologna —Deser. —Guide-booms =. Grey, Sydney 


Library of Congress DGOTS.BSSFS 1900 


=. F. 


rt description of Bol: 
of 7 ty he Hétel Brun, by 
gna (Printers Zamorani & Albertazzi, 1903, 


2p ile Zim. 
“Frank's Hétel Bran, Bologna it Sydney Grey”: p Slr-32 


offered to the visitors 
FP 1903 ... Bolo- 


1 Bologna—Deser —Guide books 


Library of Congress DOS7S BFS 


Frank, Jack, peeud. 
ece 


Mirabeau, Marie (de Gonneville) 
comtesse de, 1629- 


Prank, Jacob, 1854- 


Notes on post exchanges, by Captain Jacob Frank ... 
Tampa, Fia., Rinaldi printing company, 1917. 


4p. 1, dd-4 p. col. pl, forms (part fold) 20 $100 


1. Post exchanges (U. S. army)—Accounting. 
Library of Congress UC7S3.F7 
—_™ | 
Copyright A 470721 


1. Title. 
17-2335 


Prank, Mrs. Jeanie MacCallum. 

Elementary school history of the district of El Paso, 
Texas, by Jeanie MacCallum Frank ... (El Paso, Tex., 
High school printing dept., 1924. 

Spl. 7S p illus. (incl plan) 23°. 


“Readings recommended for teachers and pupils”: 


p 73-74; “Other au- 
thorities and books”: p. 75. 


1. El Paso, Tex. —Hist. 

26-21565 
Library of Congress F34 E4Fs 

Copyright A 803964 rd) 


Frank, Jerome, 1389- 
If men were ; some 
racy, by Jerome 
brothers ,1942, 
xii p11, 9880p. 24>. 
“First edition.” 
Includes bibUographies. 


cume eapeste of govemmant ino dames 
New York and London, Harper & 


2, Atumtmatee Bes S 2 U. B—Pol. & govt & Justicn Ad 
— “7 \Pell meme Jerome New Freak, 


ai 


Library of Congress JKq21. 76s 


> ws 


CATALOG OF PRINTED CARDS 


Frank, Jerome, |489— 


Pah ay ay ey Jerome Frank, with an intro- 
duction by Judge Julian W. New York, Brentano's 
(1930, 
svi, 2p. ay". 


“Reference notes by chapters” p &25-866. 


Comrents — basic legal myth. and some of its consequences. — 
The basic myth, and certaio brilliant lege! thinkers —Cooclusion —Ap 


Library of Congress 


Frank, Jerome, |889- 
Law and the modern mind, by Jerome Frank, with an intro- 


duction by Judge Julian W. Mack. New York, Brentano's 
(1931, 


siz, 48p. 2”. 

—eans Recents BOS pent es hee ae” 

“Reference notes, by chapters” : p. 

Conrerts.—The basic legal myth, and some of its consequences — 
The basic myth, and certain brilliant legal thiokers —Conctusion — Ap 
pend ree 

1. Jurteprodence. 2 Law-—Philcsophy. 8. Paychology 1. Title. 

Pell name: Jerome New Frank, 


32-1571 
Library of Congress (#001, 
Frank, Jerome, 1389- 
Law and the modern mind, by Jerome Frank, with an intro- 


duction by Judge Julian W. Mack. New York, Tudor pub- 
lishing company, 1935. 


xix, 3p 2". 

hrm ny eee pe 
STS Slee eee ae 

1. Juriaprudeace. 2 Law—Philosophy. & Paychology. 1 The 


Pull name: Jerome New Frank, 
1200 


Library of Cougress M1 


rflel, 


Frank, Jerome, 1389- 

Save America first: how to make our democracy work ,by, 
Jerome Frank. New York and London, Harper & brothers, 
1938, 


xii, 2p, 2L mye. 
“A Story press book.” 
“First edition.” 


1 Uv. a— 


Economic policy, 2 U. 8. nom, om, oh 5 6-Gamnas 
policy. 4. U. 8 —Eecon. condit —1918- 


Library of Congress 


Save America first; how to make our democracy work by 
Jerome Frank. New York and London, Harper & brothers 
(1938, 


ill, 4822p, 2yr. 


“A Story book.” 
“Third edition” 
1. U. 8 —Eeonomic . 20. S—Por. re 8 U. 8 Commercial 
policy. 4. U. 8 —Eeoa. —wis- 1 Tith 
(Pell name: Jerome New Frank, 
41-0765 


Library of Congress 


Frank, Jerome New 
eee 


Frank, Jerome, 1889- 


Prank 
Frank, Jona G od 
Deutsch fir mediziner, edited by John G. Frank ... and Cari 
Hammer... New York and Harper & brothers ,"1941, 
vill, 21, 168 189". Harper's German corien, 
“First edities.” 
1 German and renders (| Medicine) 
1. Hammer, Cari, sisted a Tithe 
4) 2808 
Library of Congress Prsiz7 Mart 
a a 
oa ed. 
niet Wien, 1982, hers 





BP npamy AG Wie A. Skee Ben 1t08 


2. ds ag pots stone, 2x2. (Added tp: Neuss bones 
to der 


po tn 
Errata slip laid tn. 


1. Architecture, Domestio—Vienns. 1 Tithe m Tithe: Werkbunéd 
982. 











gedinng, Wien, 1 
35-14310 
Library of Congress NATMS.VORT 
ra) T28.004961 
Presk, Josef. 
in den leity bi il 
von wasserkraftanl il 5 


nilen; wasserschideser an druckstollen, von Jouet Frank . 
und dr.-ing. Josef Schiiller ... mit 151 abbildungen im text 
und auf einer tafel. Berlin, J. Springer, 1958. 


v4. 200 p dingrs. (1 fold.) 244. 
“Schrifttumsverccichnis” : p. 85-86, 196-200. 


‘aves a ._Wetergower electric plants. 1 Scbfiller, Josef, joint 


outen n 
39-701 
Library of Congress Qcisr 
Copyright A—Foreign 39087 
3 532.5 


Frank, Josef, 1876- 
Ueber nasenplastik ... 

1902. 

ip it Ag 

Inaug -dis — 


—— pa iD 
Lebenslauf 


Bonn, Druck von J. Trapp, 


1 Nose—Diseases. 


Library of Congress RF241 Fe? 
Frank, Josef, 1881- 


. Architektur als symbol ; elemente deutschen neuen bauens 
Wien, A. Schroll & co, 1981. 
vill, 180 p. 169". 


1 Title. 
Library of Congress Na2600 FT 
a T2.1 


ee 
Die verwendung des seein see, 6 ates, ae 
dr. phil. Josef Frank .. . Erlangen, M. Mencke, 1922. 
3p l.@p on | a. 7 rep enter 


“Litereturtbersicht”: p 61,82 









Frank 


Prank, Josef, 1889- 
.. Amerikaner. Leipzig ,etc., W. Goldmann ,1936, 
1p pore ir 


bank —Thomas Woodrow Wilsoa.— —Heary 


1 U.S —-Biog 1 Tithe. 
1518 


Library of Congress Bi'érs 


Cat, Sat, 1889- 
hichente des 


Veciag. ar E Hans Epetein, 1931. 





Leipzig und Wien, 


38 p. 1! plates, 2 
Conte: erveiia — Agripp joolca — Atalasta Bagiionl— Me- 
igné Frau Aje Die Schillerto —Letisia Buonaparte — 


dame de Ser 
Lady Byron Johanna Schopenhauer — Dorothea Grabbe — 
L Ly) 2 —— Gracchorum mater, & o 2d century 





eons Heo © (Trosiever) 1766-1838 12 Grabde, Frau 
(Grittemeter 18. Torgeneva, Varvara Pe 
trovne (Lutorinove) 4 1860. 1 Title 
421 aci-1608 


Title from N. ¥. Pub. Livr. Printed by L. C 


Frank, Josef, |>=° 
Ruhm und ehe; bilder aus drei jahrhunderten. Zirich, 
Scientia ag (1939, 
4p 1. 28p 27 
Cosrests.—Vorwort jreuze upd Anne-Gabrielle — Forster 
Hoche und Adelaide —Goethe and Christiane. ——— ee ws 
Marie Luise — Lavalette und Emilie. — Brentano seine frauen. — 
Sofje 


und 
Puschkin und Nataija — Veriaine a Mathilde. — Tolstot und 
Andrejewna — Strindberg und seine 


1 Marriage 2 KWiearaphy 3. Woman Biography 1 Tithe 


ACW1282 


New York. Public brary 
for Library of Congress i 


Frank, Josef Maria, 1895- 
Berliner capriccio; mit zeichnungen von George G. Kobbe. 
Berlin, Universitas, 1932. 
73,1) p. 21 Mus, 16°. 
erecbien ip seiner ersten grapbiechen fassung 
Berliner fanfsig- 


als qoteetes saemnaate des ‘Foota se abend” far deo 
Mbriges bibi: Gotthard Laske.”—p. (74, 


1 Title. 33-1003 

Library of Congress PT 2611 R206B4 1082 
Copyright A—Foreign 19873 

a 853.01 
Prank, Josef Maria, 1896— 

Fever heat, a drama of divided Germany by Josef Maria 
Frank. Translated by F. Lyon. London, Macmillan and 
co., limited, 1982. 

%, ip 1". 

A ore, 


L Lyon, Francis Hamilton, tr. n. Title. 
Lm Gober. 


Trencistion of Volk 


Library of Congress 


Prank, Josef Maria, 1806— 
L’homme qui s simé Greta Garbo; grande nouvelle inédite ; 
par José-Maris Frank 
(in Les GRavres hres. Paris, 1931- le. +. 176 (1988) 
p> (181-196) 
“Treéutt éo allemand par Maurice Rémen —p 194 


. Title. 
1 Rémen, Maartes, 1881- om aceesn 


Unt. 
{ra1e1.04 vel 176) 
o 


treme “erthewesters 
Tieery af Congress 


LIBRARY OF CONGRESS 


Frank, Josef Maria, 1595- 
ian habe falech gelebt; roman .. Berlin, Universitas 
t 

a oo. 


Each volume has also t 
Voi at - 


OConrants —t Die 4. De 





1, Musical Section. 1 Tithe 


Library of Congress ML3025.F72 18 
Copyright A—Foreign 4104, 288 
1n@0r2, (esa81) TeOenl 


Frank, Josef Maria, 1895- 
Keine angst vor morgen, roman einer kameradschaft. 
Berlin, Universitas ,“1933, 
2p1, 7-252, 8p 1. 


1 Tithe. 
SS 144M 
Library of Congress PT2611.R206K« 1003 
Copyright A—Foreign 21888 
a a3 91 


Frank, Josef Maria, 1896- 

- Die kleinen romane vom térichten herzen. Berlin, Uni- 
versitas ,°1937, 

1, 1p 1 
ere —-Ban cate awe Site —Ee traum serbricht Ela tOrichtes 


t Title. 
35 2088) 
Library of Congress PT2O1LR25K6 1987 
Copsright A—Foreign baal 
2 aon 


Frank, Josef Maria, 1895— 
Das leben der Marie Szameitat, roman. Berlin, Der 
Bicherkreis gmbh, 1930. 


B2p w- 
Title on 2 leaves 


L Title 
31-13822 
Library of Congress PT2611.R255L4 1990 
Copyright A—Fureign 10827 
ay 633.91 
Frank, Josef Maria, 1895- 


Die letzten St. Paul; roman. Berlin, Universi- 
tas dzutsche seslageabtenguedhoa® 71006, ” 


Sp... 0881, 0,p.11 1. 


1 Tite. 


Tite from N. ¥. Pub. 


Frank, Josef Maria, 1595- 
Der mann der Greta Garbo liebte, erzihlung. Berlin, 
Universitas ,“1933, 
2p.1. 7-12, 0,9 Was 19° 


1. Title 
34-13232 
Library of Congress PT2611. R255M3 1933 
Copyright A—Foreign ThA 
2 a7 


Frank, Josef Maria, 1595 

Mexiko ist anders; eine reise ins land der Azteken; mit 
yeas aufnahmen und einer karte. Berlin, Universitas 
(1938, 


354 p. incl. front. plates. 22. 


~~ o olng papers 
7 tausend, mai 1968.” 


1. Mexico—Deser & trav L Title 


Library of Congress Fi2i6. Fes > 
Copyright A- Foreign 41085 
rr oit2 


Prank, Josef Maria. 
Neckarfabrt; in acht 
Berlin, J. H. W. Dietz nachfo 


102, 2; p plates. 21™ (larwunderve geuchich) 


nm durch ein jahrtausend. 
1925. 


1. Neckar River. 


Library of Congress DDSO1 N3SF7 oe 
Copyright A—Foreign 16 
2 


Frank, Josef Maria, 1895- 

. Paradies mit vorbehalt; bilanz einer Westindien-reise; 
mit 157 original-eufnahmen und einer karte. Berlin, Uni- 
ver. tas ,“1936, 

298, :1, p. incl. froat., plates. plates, fold map. 22°. 
Comrerts.—1. teil. U 2. til. 








1. West oe tatee Seam & trav 2. Trinidead—Deser. & tray. 3. Vene- 
sucla— 4 Colombia — Deser 1 Title. 


Deser. & trey. & trav. 
37-20153 
Library of Congress FieiL re 
— —— Copy 2. 
Copyright A—Foreign ‘36218 
3 o17.20 


Frank, Josef Maria, 1895- 

... Per und Petra; ein Bornholm-roman. Berlin, Universitas 

(°1935, 
Spl. 0807, dp 1. 


1 Title 
86 1408 
Library of Congress PT211.R256P4 1985 
Copyright A—Foreign ‘S0658 
2 883.91 
Frank, Josef Maria, 1895- 


oe ae Sn ois en 8 
burg mach Wirzburg. 
1928. 


80 p. plates. 21°. (Erwanderte geechichte) 


irnberg iber Rothen- 
» J. H. W. Dietz nachfolger, 


1. Franconla—Descr. & trav. 1 Tithe. 


e mmm 
Copyright 4—Foreign a0178 
a 


Prank, Josef Maria. 


Unus multoram ; die gota eines selbetmordes. 
Berlin, J. H. W. Dietz nachf., 


4p itu 19”. 
1. Tithe. 

BAD 
Library of Congress PT261L.R2SSUS 1925 
Copynght A—Foreign um 








. £2 





es 





Frank, Josef Maria, 1895- 
. Volk im fieber, roman. Berlin, Sieben-stébe-verlag, 1932. 
p11 oe 


“1-10. tausend ” 
tL Title. 
32-12116 
Library of Congress PT2611 RISSVE 1982 
Copyright 4—Foreign 16472 
ra asa 
Frank, Josef Maria, 1896- 


The world against Mary, by J. M. Frank; translated from 
the German by Dr. Otto Frommer. New York, E. P. Dut- 
ton & co., inc. ,“1932, 

Ip lmMp ma. 

“First edition.” 


L Frommer, Otto, tr. m Title 


Trensietion of Das leben der 
Marte Ssameitat 


32 THe 
Library of Congress PTS. FROG Wo 
—— —— Copy? 
Copyright A 50548 5 a 


Frank, Josef Maria, 1895— 
... Yung Fong-ying, ein kleines friulein aus Chins, roman 
in, Sieben attbe verlag, 1988. 


230 p. 189". 


“1. euflage.” 
Title. 
. os 83-11961 
Library of Congress PT2611.R255TS 1982 
Copyright A—Foreign 26a 
a 588.91 


Prank, Joseph Otto, 1885- 

A brief outline of qualitative analysis, wd J. O. Frank 
.. Oshkosh, Wis., Castle-Pierce press, °1917 

2p tb 2”. 

“Suggestive outline for salt analysis”: folded sheet laid in. 


1. Chemistry, Analytic—Qualitative. 


17-4770 
Library of Congress 


Copyright A 457100 


QD6S.F7 


Frank, Joseph Otto, 1885— 
A brief outline of qualitative analysis, by J. O. Frank .. 
2d ed., rev. and enl. ... Oshkosh, Wis., J. O. Frank, ‘1919. 


SB. p24 
“Suggestive outline for salt analysis”, fulded sheet laid tn. 


1. Chemistry, Analy tic—Qualitative. 


Library of Congress 
Copyright A 6eTe0T S8e1, 


Frank, Joseph Otte, 1885— 

A tated cuttin of quiets ae O. Frank ... 
9th ed. Oshkosh, Wis, J. O. Frank ;*1 

98 p incl, tab. 214°. 


Chemistry, Analytic—Qualitative. 
” 41-0008 


Library of Congress 


CATALOG OF PRINTED CARDS 


Frank, Joseph Otto, 1885- 
Elements of quantitative chemical anal 


ugutivontiandicnl 0. ©. Freak . . Onb- 
kosh, Wis, J. O. Frank and sons, “1926. 


xvill, 126 p. 169". 


1. Chemistry, Analytic — tive, 2. — Labora 
Quantitative Chemistry 


Frank 


Frank, Joseph Otto, 1885— 

Mystery tro and problems for science classes and 
science clubs, by J. O. Frank ... assisted by Guy J. Barlow . 
3d ed. Onhicosh, Wis., J. O. Frank, *1940. 


ix, 1098p Mus 18°. 








me L Physi 8 Sctentifie 
recreavons ek. SS 1 Bartow, Guy J, jowt 
n euthor. uo. Tithe 
5 185 #12010 
aaeay 6 Capp qnenn.res Library of Congress Q181 Fass 1040 
Copyright A #63063 322, (sed, sor2 


Frank, Joseph Otte, 1465— 
High school science terminology ... by J. O. Frank ... as 


1 a Dictionaries. 


Chemistry — 3 Physice— 
gy ey jotot author, a. Tithe. 
» 410 
Library of Congress qu.F7 
4lel, 


Frank, Joseph Otto, 1885, 
How to teach general science; notes and suggestions of 
practical aid to every general science teacher, by J. O. Frank 
Oshkosh, Castle-Pierce press, 1925. 


Spl, ie-av, 1p diagr we 
Contains bibliogrs phies 


1. Selence— Study and teaching 
14601 
Library of Congress Qisiraes 
Copyright A S84ou2 (36e1, 


Frank, Joseph Otto, 1883- 
How to teach general science; notes and suggestions of 
practical aid to every general science teacher. by J. O. Frank 
Philadelphia, P. Blakiston’s sons & co. ,“1926, 


2 pl, Mat, 260 p. 204". (Text books tn eclence education. ed by 
8. R. Powers) 


Cootatne bibliographies 


1 Setence—Study aod teaching 
2613073 
Library of Congress Qisi. res 1998 
Copyright A SOT187 Sen1, 


Frank, Joseph Otto, 1885- 

Manual of quantitative chemical analysis for the sec- 
ond year of “Oenleds Cne - &: O. Frank ... and E. A. 
Clemans ... Pierce printing company, 
1914. 


6p.1, 1233p 16” $100 


Mystery i and probiems for science classes and 
scie-voe clube, by J. O. Frank . assisted by Guy J. Barlow ... 
Oshkosh, Wis, J. O. Frank & sons, * 1984. 

ix, 18Tp ‘en 12. 


1 2 Chemistry—Expertmenta 8. Scientific 
recreations. 4 Science—Study and teaching 1. Barlow, Guy J., joint 
author. o Tithe 

21887 

Library of Congrem Q1s1 Fess 

diva, ors 


Frank, Joseph Otto, 1885- 

Teaching first year chemistry; notes and suggestions, with 
special reference to qualitative analysis as outlined in “A brief 
outline, of qualitative analysis”, by J. O. Frank (Oshkosh, 
Wis., Castle-Pierce printing co., 1921. 

cover-title, Zp m=. 


1 Chemistry—Study and teaching 2 Chemistry, Analyt..—Qualite- 
uve 


2-6 
Library of Congress QDeo FT 
Copyright A 616812 (Stel, 


Frank, Joseph Otto, 1885- 

Teaching first vear chemistry, notes and suggestions. 2d 
ed., rev. and enl., by J. O. Frank ... Oshkosh, Wis., Castle- 
Pierce printing company, *1924, 

“ap 2 

“Best list of reference books”: p. 68-59. 


1 Chenletry— Study and teaching 2. Chemistry, Anslytic—Quatita- 
tive 


24+ 1m8 


Library of Congress Mort 1926 


Copyright A TT36I2 322 


Frank, Joseph Otto, 1885- 

The teaching of high school chemistry (formerly Teaching 
first year chemistry) Notes, suggestions, and information re- 
lating to every phase of the subject. 5th ed., rewritten in 
1932. By J. O. Frank Oshkosh, Wis, J. O. Frank and 


sons, 1932. 
vi, 286, (1) p. a 
“Author's 
“References” at ~y Ar +,  eagter 


1. Chemistry —Study and teaching 2 Chemistry, Analytic Qualite- 


ve 
8214702 
Library of Congress QDeo.FT 1902 
Copyright A 51577 (Saiz, 540.7 
Frank, Josette. 


What books for children? Guideposts for parents, by 
Senet Frank, with an introduction by Sidonie Matsner 
berg, including 1, classified lists prepared by the 
Children’s book committee of the Child study association of 
America. Garden City, N. Y., Doubleday, Doran & company, 
ine., 1937. 
xvil, 348 p. we. 





“Piret edition 

“Book Viste”: p. (121,882. 

1. Children's literature 2. Children’s literature—Bibi. 1 Chia 
study association of America, ‘ne 1. Title. 

87. son 

Library of Congress 71087 Feo 
—— ———— Capy 2. 
Copyright A 110876 41%, AS 


What books for childrent Guideposts for parents, by 


“Book lists” : p. (140,-428. 


1. Chlléres's Uterature 2 Childres's literature— Bibi. . Chie 
stud> association of America, inc. nm. Tite 


Library of Congress Z1087.FPa2 1941 


110, 





LIBRARY OF CONGRESS 


Prank, Kari, S. J. 

Die ent sotrichlangatiaorie um lichie der tatmehan, roo Kee! 

ay aS j mit 48 abbildungen ... Freiburg im Breiagau, 
St Louis, Ma yete., Herder, 1911. 

I~ i” Brgfinsungsbefte su deo 





vill p, 1 1, 164 p> 
“Simaen aus Maria Leach 





1 Bvoletion 
11 e299 
Library of Congress AP80.87 Suppl 
001, 
(Frank, Kari Boromius, 1893- 

Lint ay = fa A factual report on Germany from 
within, by » Translated by Anna Caples. 
Ton Yoel ed Lenton arper & brothers ,1942, 

xvil p11, 288. 229". 

“First edition.” 


1. Germany— Hist. — 1083- 2. National socialiem. 8. World war, 
1e- =6—Germany, 1 Caples, Anna, tr. ao a rile 





1. Advertising 
Library of Congress HP614s - ’ Library of Congress DD256.FT 
- A ane: 16398) (50) 043 085, 
Fresk, Julies, Freak, Kate. ai 
Pressman's ink manual, containing basic facts on colors and How shall teachers foster a wholesome public sttitulle 
color mixtures, by Julius Frank ... New York, J. Frank, ‘werd tenure! ,by, Kate Frank. 
1928. en) Natiane! ctasation conectatien of the United Staten, Adds coe 
Bp, 1-6, th 8. proceedings, » an 
Blank pages for “Memorandum” (7 at end) 
1, Teachere—,Appointment-—U. 8 « Tithe 
cai Printing iat. 2 Oxon. & Color-printing. 4 Prtating, Practi- pes-sn8 
0-00 Library, U. 8. Office of Béucation LIS.NZ2 1084 
Library of © TPeert Library of Congress (Las.Né 10864) 
Copyright 4 1008380 a 2 
Prank, Julius, 187¢- Frank, Leonhard, 1882- 
Die Frankenhaéuser mundart ... Halle a. 8., Drack von Absturs, novelle von Leonhard Frank. Mit einem nach- 
E. Karras, 1898. wort von Alfred Polgar. Leipzig, P. Reclam jun. ,°1929, 
Gp,il 2. @, 1; p. 157". (On cover: Reclame universal biblicthek. ar. 7004) 
Yared —Letote 
1 Tithe. 
1. German language—Dialecto—F: 20-0008 
Library of Congress PT3S11.R28aT 1909 
+a Copyright A—Foreign al 
Librory of Congress PFSS19.F7F8 & 
Frank, Kari Frank, Leonhard, 1882- 
oe eer eupiane Se Seniesa tates Sen Ge 
. ies, 1931. 
Frank, Carl, 1881- Sees a 


Spl, 0-208, a) p 1. 


Lraaany ov Concunss Ravenence 
can Qiae SaSty caus hues tbat copens sa bendinge in depository catalase. & Brooks, Cyrus Harry, 1800- tr, um. Title. 


xX 41-2288 31-11388 


Library of Congress PZ. FeceTBr 
ay Ca 633.81 
Fromk, Kort. Frank, Leonhard, 1882— 
Der besitrwille nach dem Burgerlichen gesetzbuch ... Carl and Anna, by Leonhard Frank; translated into Basic 
Bonn, C. Georgi, 1898. English by L. W. Lockhart. London, K. Paul, Trench, Trub- 
@pik &. ner, & co. Itd., 1930. 
Inang. tie. —B. 14 p. ayy tab.) 159%. (Hoelf-titie: Peyche miniatures, 


From the English translation by Cyrus Brooks. cf Introd. 


Engiieb. 1. Brooks, Cyrus Harry, 1890- tr. m Leck 


1. Basic 
hart, L. W. mi. Title. 


Library of Congress PE1078.5.Z0F7 


Librery of Oongrem, po. Ca (883.91) 406.9 





Frank, Leonhard, 1 882- 

Carl and Anna, by Leonhard Frank; translated from the 
German by Cyrus Brooks. New York, London, G. P. Putnam's 
sons, 1930. 

2p. 1, 0140p Incl. mounted plates. mounted front. 1047 


“The illustrations are from wood engravings by Ilse Bischoff” 
“First American edition.” 


a Cyrus Harry, 1880- tr um. Bischoff, Nise, 1001- —iitus, 
3)—1s078 
Library of Congress P73 PeOTCar 
4d), 888.01 


Frank, Leonhard, 1882- 
The cause of the crime, by Leonhard Frank. London, P. 
Davies ,1928, 


— - 


wes origina! wri German, « 4~—-;- 
wee ithe ‘Die , pS Mee angen en is by Cyros Brooks 





1. Brooks, Cyrus Harry, 1880- tr. uo. Title 
Te 
Library of Congress PT2611.R26U7S 1928 
—_— Copy 2. 
Copyright Aad tot. 11814 3 3m 


Frank, Leonhard, 1882- 

Clamoring self, by Leonhard F. translated from the 
= New ow Yorks Landon @.  Pemac’ts 
ipl, 8p 199°. 

“First edition.” 


1. Brooks, Cyrus Harry, 1890- tr. m. Tithe. 
3079835 
Library of Congress Perec 
—— —— Copy 2. 
Copyright A 28026 3) 933 91 
Frank, Leonhard, 1889- 


1985 tnte™ echouapiel in drei ekten, Leiprig, Insel-veriag, 


7% ap 1. 


1 Tithe. 
Library of Congress presunsems imo 
Copyright D pub. 7712 a 98291 


Frank, 

In the last coach and other stories, by Leonhard Frank; 
translated by Cyrus Brooks. London, John Lane 1934, 

2p il, vi-izp.11,6p 19°. 


Conrerts.—Iin i A last coach. —The bridge of fate—The clerk —On 
the bighway.—The hat —Two mothers.—The pusher.—Breath. 


1. Brooks, Cyrus Harry, 1800- tr. a Title. 


Library of Congress PZ3.F8407 In 
Copyright A ad int. 20128 3 833 1 


Frank, Leonhard, 1882- 

.. Karl and Anna, a drama in three acts by Leonhard 
Frank; translated by Ruth Langner. New York, Brentano's, 
1929. 


Sp.l.88p. mi”. 
At head of title: A Theatre guild play. 


1, Langoer, Ruth, tr. 1. Tithe. 


Library of oe PT2611. ROKS2 1920 
Copyright ‘0 982 am, 





Frank, Leonhard, 1892- 
--. Karl et Anna; pidce en quatre actes. Version francaise 
;Paris, Impr. de I'll 


CATALOG OF PRINTED CARDS 





de Jean-Richard Bloch 
“1929, 


18, 2p. B0I~ (On cover: La Petite Illustration 00. 487, 6 julliet 
sane “thaacre rocus e6r., 20, 234) 
Dhustretions op inside of covers. 
1 Bloch, Jean Richard, 1884- tr. @ Title 
A 81020 


Tor Library of Congress PQIBIG os. 00 


awd), 


Frank, Leonhard, 1882- 
Karl und Anna. Berlin, Propylien-veriag ,1926, 
174, 1) p18". ( Half-title: Propyiien-bacher) 


1, Tithe 
sO 14687 


Library of Congress PTW1L.RKS 1908 
Copyright A—Foreign 


"el, 


Frank, Leonhard, 1882- 
Karl und Anna, schauspiel in vier akten. Leipzig, Insal- 
verlag, 1928. 
“ap ue. 
Label mounted over imprint Copyright 1828 by Feitx Bloch erten. 
Berlin. Wilmersdorf 1928. 


1 Title. 
6 38m1t 
Library of Congress PTS811_ ROGERS 1908 
Copyright D sesTé a 


Frank, Leonhard, 1882- 

- Der mensch ist gut. 6. bis 15. tausend Zfrich, M. 
Raacher, 1918. 

Wp. 1. 189". (Heif-title: Buropliieche bécher) 


1. Eurepeas war, 191¢-1918—Fiction 1. Tite 
19—127780 


Library of Congress PT2011 R26M4 1918 


Frank, Leonhard, 1882- 
... Die riuberbande, roman. Stockholm, etc., Forum, 1989. 


19". ( Bei/-tiéhe: Forem-vécher. Beratendes somites Thomas 


Holt and company ,“1983, 


% Brooks, Cyrus Harry, =0- tr. a Title. Trenclstion of 
Des Ocheenfurter miaperquartett 

Lébrary of Congress PEs. recetsi 

— —— Copy 2. 

Copyright A 68877 oh 668 91 


Frank, Leonhard, 1882- 
Three of the three million; « novel by Leonhard Frank; 
lated by Cyrus Brooks. London, J Lane , 1986, 

Spi. ma) p 
1, Brooks, Cyrus Barry, 1880- tr. m Title. 

36-727 
Library of Congress Pz.FreerTs 
Copyright A ad int. 21165 a 


Fraak, Leonhard, 1893- 


n. v., 1986. 


mp mi. 
“Leonhard Frank”, p. 290-291, signed: Alfred Poigar. 


1. Title 
36 15608 
Library of Congress PT2S11.R20T7 1906 
Copyright A—Foreign see 
a mn 


Frank, Leonhard, 1842- 


1929. 
3p. 1k 1. 
. Tite. 
2-18688 
Library o Congress PT2611.R26UT 1999 
Copyright D pub. TOT a 


Frank, Leonhard, 1883- 
... Von drei millionen drei, roman. Berlin, 8. Fischer, 1988. 





sanitary engineer and Ferre, associate milk spe- 

cialist, United States Public health service ... Washington, 

U, 6. Govt. putas, of, S008. 

sehaprnt oa. $188 tm te Pee belch report. sa 17, Apes, 

ux ule Detaitions exforcemest of pesteertsation. 

from @ OT ag 

‘American public eezocis tion. x. ea L 

thor. ta Le Ferre. Peter E. jolot author, m0. & Public halts 

orvice. Public health reports. Reprint 1154. rv. Title. 

meso 
Library of Congress ermert 
— —— Copy 2 8143, 


Ipl.i4p ies, mpl onl, fold plan 2m. 


80. 2051 from the Public health reports, +. 64, so. 18, March 
s1, (p 619-687) 


U.S. Public health 
tea Pubic Seats reper Rapetet B06. Tite _ 
8S SONS 
Library of Congress SraeT. ret 
—— —— Oopy 8 a or isl 


Frank 


Prank, Leslie Cari, 1886— 

Methods of making sanitation ratings of milk sheds, by 
Leslie C. Frank, senior sanitary i , Abraham W. Fuchs, 
senior sanitary engineer, and Walter N. Dashiell, assistant 
public health engineer, United States Public health service 
Washington, U. 8. Govt. print, off., 1988. 

1p. lL, 14 p tel, tables, form. 23. 

Reprint no. 1970 from the Public health reports, v. 58, no. 82, Av~ust 
12, 1988 (p. 1386-1390) 

Running title Methods of rating milk abeds 


1. Milk 1 Fuchs, Abraham Wallerstein, 1 jo.mt author. 
1 Dashiell, Walter Norris, 1907- | 4 m U. 8. Public 
health service. Vublic health reports. 1970. tv. Title. 

88 26008 

Library of Congress SF255.F82 
_ Copy 2 5, 7.13 





Frank, Leslie Oarl, 1886- 


... A national program for the unification of milk con- 
trol. yg ay Gy - TH By 
Leslie C. Frank, sanitary engineer, United States Public 
health ‘service ... . 


tt. off., 1926. 

1p. L. 4p. imel tables, 23°. 
Reprint no. 1098 from the Public health reports, v. 41, no. 31, 
1926 fo. 1883-1616 “Se Aaee 
E AL. a ie Taeene watts cena, teenie 
7 . ar 
City, Ni). May 2. 1908". 1. 

U. health service Public health reports Re- 
ormt . Unification of milk control. 


Mik =f s 
1008 . Tithe mm. 


26-2709 


Frank, Leslie Oari, 1886- 
on disinfection for vessels and railway coaches, 
ty let Frank, satay eugioea, United Staten Pub 
health service... W Govt. print. off., 1915. 
7 p. incl. plan. 23". 
spfitriat 20 30 trom the Priiic heath eqports, v. 38 on, 1, January 1, 


L Purification of. 2. Water, of. 3. Railroade—Sani- 
tation, 4 ion U8 health service. Public 
Library of Congress TD747 F8 . 
— —— Copy2 
Frank, Leslie Cari, 188¢- 


Public bealth service. Public health reports. Reprint 1144 1. Titie, 
rr se0es 

Library of Congress sraet.rer 
— —— Copy 2. a 
Frank, Leslie Cari, 1886- 

statewide program, C. 
Frank, associate sani nitation Piveina'Gisies Polis 
health service... W: Govt. print. off., 1925. 


Ip. l, 23» incl table. 28. 


971 trom the Public health . 39, mo. 45, November 7, 
w900 te es. ; reports, v. Bo. 


1. Mille supply. 1. U.S. Public health: service. Public health reports 
Reprint 971. 1, Tithe. 


Library of Congress SF257.F7 
— —— Cagy2 4 
Frank, Leslie Cari, 1886- 








RAILBITS 0. 1 
on, 


Frank, Leslie Cari, 1886- 

. What every person should know about milk, by Leslie C. 
Frank, sanitary engineer in charge, Office of milk investiga- 
tions, United States Public health service Washington, 
U. S. Govt. print. off., 1935. 


up Bir 

Reprint no. 1459 from the Public health reports, ¥ 49, 20. 50, Decem- 
ber 14, — 2 1806-1515) 

Rapoing Some facta about milk 

1 Mix 1. U.S. Public beaith service. Public health reports. Re- 
print 1650. u. Title. ut Tithe: Some facts about milk. 

3 2108 

Library of Congress TX370.F7 
-—~ -~—- Copy 2. 3, 571 

(Prank, Leslie Cari, 1886- 

What every person should know about milk. (Washing 


ton, U. 8. Govt. print. off., 1939, 
Ip. tp 2 (CS. Public health service. Supplement no. 150 

to the Public health reports, 

“By Leatie C_ Frank.”--p. 1 

“Supersedes Reprint oo. 1650."—p. 1 


1. Mitk 1 Tithe 
a RT 
Library of Congress 


Copy 2 


RAILBITT no. 150 
TXS7O.FT 1980 
Sotz (614.0813) 641.371 
(Frank, Leslie Cari, 1886- 

What every person should know about milk. , Washington, 
U. S. Govt. print. off., 1941, 

lian 2". \0. & Public bealth service Supplement no 
180 15 the Public health reperta, 

“By Leslie C. Frank."—p 1 

“Supersedes ;Public health reports, Repriet no 1658."—p 1 


Min . Tithe 
41-4100 
Library of Congress RAILBITT so 100 
— —— Copy 2 ie 
(excoer7s) e487 
Frank, Lin, peeud. e 
What dreams sey come (°1668) 


Atherton, Mre. Gertrude Franklin (Horn), 
1857- 


Frank, Louls, 1865— 
... L’aswurance maternelle, Louis Frank ... D’ Keiffer ... 
Louis Maingie ... H. Lamertin; ,etc., otc., 1897. 


108 p 2”. (Ofice téministe univeresi .. Travaux préparateires. 
@e lot, n° 13) 


LIBRARY OF CONGRESS 


Prank, Louis, 1865- 

(L’assurance maternelle) Oxpana me nCTER. 
Aya Opanxs .. J-p» Keftgeps .. Ayu Menar ... 
Tlep. A. H. Paxmanosa, cs npeancs. woepoeete A. M. 
Maxtesa. Mocxss, Tano-ant. T-se H. H. Kymue- 
pest w x’, 1898. 

100 p. 2 

1. Insurance, 1. Keifer, J. H., joint author. tt. M. 5 
Teale Jeneph, 1867— joint author. 11. Rakhmanov, Aleksandr Nikolee: 

Library of Congress HO9291 F2 oun 

2 
Frank, Louis, 1865- 
L’éducation domestique des jeunes filles; ou, La formation des 
méres, par Louis Frank Paris, Larousse 1904, 


xxiv, 647 p. illus. (incl. ports, plans, diagre) 264”. 


1 Domestic economy— Study and, teaching 2 Women—octa) and 
mora! questions 3 Woman Bducstion— France, 
Bs-Tss 
Library, U. 8. Office of Béucation TX167.F85 
Library of Congress Txie7 Fs 
e851) 


Frank, Louis, 1365- 

... L'épargne de la femme mariée. Rapport per Louis Frank 

Bruxelles, H. Lamertin, 1896. 

Bp... oye. 

At bead of tithe: Odice féministe universe! ... 


1. Me law Beigium 2 Husband and 
um. 4 Womee—Lagal 


. oman 
L féministe aniversel, Brusseis 


wife—Beigiam 5 Sav- 
status, laws, ete —-Beigiam 
a. Tithe 


af ane 
Library of Congress a 


Frank, Louis, 1865- 


Essai sur la condition politique de la femme ; étude de 
sociologie et de législation, par Louis Frank... Paris, 
A. Rousseau, 1892. 


2p |, wihp-anii p, 11, 89 24> 
Fe aes couronné par la Faculté de droit de Paris (concours Rossi, 
“Index bibhographique” p. :573)-674. 
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Library of Congress 


Prank, Louis, 1865- 
... La femme-avocat, exposé historique et critique de la 
} Louis Frank ... Pars, Ve Gintd et E. 
re, 


4p |, xviii, 13, 5p 2I™ 
At head of tithe: En cause de Mile. Chauvin. 


1. Tithe. 


Library of Congress 


——— Copy 2. ade i 


Prank, Louis, 1865- 


... La femme contre l’aleool. Etude de sociologie et de 
législation, par Louis Frank ... Bruxelles, H. Lamertin, 
1897. 


23. fold wh 25)9™ 
At head of tithe: Office féministe universe! .. Bruxelles. 


1. Woman—Social and moral questions 2. Temperance 3. Liquor 
problem 
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Library of Congress 


Prank, Louis, 1865- 

Lat dans les i ics ; et 
per Lous Frak.. Drea G Basia 
Mp, 1 fold wd 2m. 


1 Woman Employment —Beigiom 2 Telepbone—Beigum 
Library of Congress 


Frank, Louis, 1865- 
Le grand catéchisme de la femme, par Louis Frank 
Paris, Verviers, 1894. 


Bhp we 
At head of title Bibliotheque Gilon. 
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Library oT Congress HQI208 F7 


Prank, Louis, 1865- 
La paix et le district fédéral du monde, l'avenir de la 
Belgique au point de vue international, par Louis Frank 
Paris, Larousse (19101, 


vi, (7-32 p. illus (incl map) Ay 
1. Peace. 2 Beigium—For. rei 

11-18954 
Library of Congress JX1963.F78 


Frank, Louis, 1875- 

The story of Wyoming; a history of Wyoming valley for 
children, from the earliest Indian settlement to the year 1800, 
by Louis Frank .. Wilkes-Barre, Pa, Printing by Smith- 
Bennett corporation, *1930. 

117 p, 11 tMlus. (incl. ports, map, facsim.) 20° 


Illustrated front lining paper 
< end problems” at end of each chapter 


1. Wyoming valley, Ps.—Hiet 1 Tithe. 
Library of Congress FisT. wore 
a ora s82 
Frank, Louis Frederick, 1857- 
The medical hi of Mi 1834-1914, by Dr. 
Louis Frederick ; illustrated portraits, 


p- To Milwaukeo, Wis., Germania 


xvi, 729. front, plates, ports, charts, facsim, tables. 265°. $500 


1 ’ 2 . 3. Medicine—Hist— 
Physicians— Brog. Physicians—Milweukee 3 


Library of Congress 
Copyright A Wea7 


Frank, Louis Frederick, 1857- 

Pionierjahre der deutsch-amerikanischen familien Frank- 
Kerler in Wisconsin und Michigan, 1849-1864; geechildert aus 
briefen gesammelt und brag. von dr. Louis F. Frank, Milwau- 
kee, Wis, 1911. ;Milwaukee! 1911, 

529, (1), 'cp front. plates, ports. maps, facsime. 28)”. 
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Frank, Ludwig, 1860- 
... Affektstérungen : studien iiber ihre atiologie und therapie, 
von dr. med org Frank Berlin, J. Springer, 1913. 





vil, aus dem der neurol: 
ge “nd patate, on von A. Alsheimer .. und M. Lewandowsky 
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1 Neuroses 1 Title 
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Library of Congress RCSS1.M7 0.4 
Copyright A— Foreign mis 
(03501, 
Frank, Ledwig, 1860- 
Die psychokath he behandl nervoser stérungen 
h hien) fir arate und studierende, 





(Pr 
von dr. Ludwig Frank % " Leiprig, G. Thieme, 1927. 
Wwp.1i. map =. 
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Library of Congress RCS PC 
Copyright A—Foreign 456 
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Frank, Ludwig, 1860- 
Seelenleben und erziehung, von dr. Ludwig Frank . 
Ziirich und Leipzig, Grethlein & co. (1920, 


av, 333, 11) p. 21 


1 Educational psychology 1. Title. 


22-23761 
Library of Congress LBI091.F7 


Copyright A-—Foreign 20877 


Frank, Ludwig, 1860- 
Seelenleben und rechtsprechung, von dr. med. Ludwig 
Frank ... Ziirich und Leipzig, Grethlein & co. 1922, 


Mi p 2 


1. Psychology, Pathological. 2 Medical jurisprudence. 1. Title 


24-ioll 
Library of Congress BF17S.F7 
Copyright A—Foreign 25829 
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Frank, Ludwig, 1860- 
A, 4 li n, ihre f 


yehologische wertung und 

n; erweiterter vortrag 

halten in der Juristisch- -psychiatrischen ~Ym- 4 be a. 

rich am 26. febtuar 1913, von dr. med. Ludwig 
Berlin, J. Springer, 1914. 


iv, 75, chip. 20™ M.2 
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Copyright A—Foreign lliw 


Frank, Ludwig, 1865- 
Essentials of mechanical drafting; elements, 
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Prank, Mabel Livingston. . 

Animal drawing book iby, Mabel Livingston Frank. 
New York, Dodd, Mead & company (1916, 

OL illus. 2x28" 

Printed on one side of leaf only. 


1. Animal pictures. 1. Title, 


17—2788 
Library of Congress NC6SS.F7 
Copyright A 445200 ws21d); 
Frank, Manfred. 


Beitrige zur stratigraphie und palaogeographie der Lias 

@ in Siiddeutschland Stuttgart, Druck von E. Klett, buch- 
druckerei zu Gutenberg, 1930. 

ivy, 242 p. incl. tables. ot pl. (fold. map, 2 fold. profiles) 22°. 
(Wrttemberg. Statistixches landesamt Geologische abteiiung Mit 
tetiungen, or. 13) 

At head of title: Manfred Frank 

“Literaturverseichnis” | p. 285-240. 


1. Geology —Germany 


Sourb woteay, Stratigrapbic—J urasek 
3. Paleogeography— (Germany, BAY Title 


o3n-s 
Library, U. 8. Coan Survey (5904)C 00.13 
Library of Cong ([QE260. A19WS5 a0 13) 
3) 
Frank, Manfred. 


Gliederung und bildung des Rotliegenden in der Baden- 
Baclener Mulde (Oos-Trog) mit 3 tafeln und 3 abbildungen 
im text, Stuttgart, E. Klett, buchdruckerei zu Gutenberg, 
1935, 

cover-title, 46 p. inet. tubles, diay 1 (2 a 
(Wurttembers Riatistieches teatoanees m Gostegs : yh Ad a 
teflung nr. 16) 


Angeffibrte sebrifien”: p 45-46 


1. Gevlogy—Baden, 2 Geology Stratigraphic - Permian 1 Tithe 
GSM m0 
Library, U 8 Ceotegical ao no. 16 


Library of Congress iquse alowes y 16) 


eS 


Frank, Manfred. 

.. Paldogeographischer atlas von Siidwestdeutschland. Mit 
80 abbildungen im text. Stuttgart, Druck von Ernst Klett, 
buchdruckerei zu Gutenberg, 1937. 

cover-title, 111 p. i ius. (maps) tables 22" (Wirttemberg 
Statistiaches landesai: abtetlung or, 17) 

“Sehriftenverzeichnis”  p. 108-110. 





1. Paleogeograph) — Germany, 2 Geology —Germany 1 Tithe 
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U.S. Geol. survey. Library (390.4)C or. it 
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for Library of Congress 


Frank, Manfred. 
atin isch rhiltnis zwischen schilfsandstein 
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Frank Stuttgart, Druck von E. Klett (C. Griininger nacht.) 
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“Literatarverseichnis” : p. 28-80. 
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Library, U. 8. Geological 


Frank, Mare Heary. 
ay A relations for men and women, by Dr. 
Mare Henry Frank ... New York, N. Y., Preferred publica- 
tions, ine. ,“1982, 
2p te. 2 
“Authorities consulted”: p. :7- 


1. Eugenice 2 Sex. & Medicine, Popular. 1 Tithe 


Frank 


Frank, Margaret. 
The effect of a rickets-producing diet on the learning 
ability of white rats by Margaret Frank , Baltimore, 





87-106. diagre 25° 
Thesis ».)—Uaiversity of Chicago, 1830 
“Prive! _—_ edition, distributed by the University of Chicago libreries, 





“Brodies += the Institute for juventie research, Chicago. series a 
Bo. 171 a 
from Journal of comparative peychology, vol. xm. so. 1, 
February, 1982." 
“References”: p. 104-105. 
1. Animal intelligence. 2 Diet. 3 Rickets 4 Rate. 





32-1TORe 

Library of Congress QLTS FT 1900 

Univ. of Chicago Libr. 
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eastern Europe and the Orient, by Mary Frank Fad., 
and with additional netes on Jewish immigrant life. bw 


John Foster Carr. New York, Immigrant publication 
society 1919 


cover-tithe, Bp. 144°" (library work with the foreign horn) ws 
1. Libraries and foremn population. 2 New York (City) — Foreign 
population 1. Carr, John Foster, 1860 ed. us. Tithe 
19 2M) 
Library of Congress 2711 8.FR 
Copyright A 510065 (320d 3) 


Frank, Mary, E 8 
Practical correspondence lessons in Regain, “4 
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New York? 1903, 
2. fronts, plate. 217° 





Library of Congres, no Copyright. 


Frank, Maude E. 

The perfected shorthand, by Maude E. Frank. (Kansas 
City, Mo., Martin printing company, 1931, 

p12. 

Autograpbic reproduction, ia part, of typewritten copy. 


1, Shorthand. 1 Title. 
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Library of Congress 76 VER? 
— Copy 2. 
Copyright AA 82700 2 2 
Frank, Maude E. 


Maude E. Frank's Perfected shorthand ... 9d ea., rev. and 
enl. (Kansas City, Mo., AAA printing co., “1986. 
2p.1, 54D. 11 froat (port) 20" 


1 Sborthaad 1 Tithe: Perfected shorthand 
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Copyright A osi24 a me 

Prank, Maade Morrison, 1870- 

Elements of high school English, M. Freak 
New York, Chi At be A 


wp Imm. 9075 


s3-199T0 1 Engtsh language Rhewrk 2 Kagtsh unguage—Crommer—20- 
eee Carat — issam8 
—— ——— Copy 8 Library of Congress Prue 
Copyright A G4h7 3 (esees) G139e Capyright A 414873 371, 
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Frank, Maude Morrison, 1870- 

Great authors ir their youth, by Maude Morrison Frank 
New York, H. Holt and company, 1915. 

2, 324 p. front. illus, ports 10). 

Bibliography p 323-324. 


it Browning 
Sone Austen — Joba 


1. Authors, Engiish. 1 Tithe 
1S 75639 
Library of Congress PR106.F7 
Coprright A 416008 (3502, 


Frank, Maude Morrison, 1470- 
High school exercises in grammar, by Maude M. Frank 
New York, Longmans, Green, and co., 1911. 


vit, 1998p 104 


1 Kegiied language <i rammar— 1870 
Composition and exercises - 


Library of Congress PEM FST 
Coprright A 2aeuT e., 


Frank, Mauce Morrison, 1570- 

Short plays about famous authors, by Maude Morrison 
Frank. New York, H. Holt and company, 1915. 

ri 4p 18E™. 
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Drama 4. Cw ex 
or t Heed, Thomas, 170+-1665. the + = 
a Tithe. 
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Prank, Michael. 
Early history of Kenosha. By Hon. M. Frank. 
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Medison, | ni 1, p 370-994) 
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20 4661 
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Charles Durkee. By Hon. M. Fran’ 


vi Repert 
ese. ‘on Madison, 1672. 23°". ©. 6, p. (123-139) 


4. Durkee, Charles, 1807-1870. 
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Library of Congress FS76.W81  vol.6 
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Franck, Michael, 1609-1667. 
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Catalogue of an exhibition of items of medico-historical 
interest, exhibited by Mortimer Frank ... at the 69th 
annual session of the American medical association, June 
10-14, 1918. Chicago (T. Rubovits, 1918, 
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Frank, Nathan, 1852- comp. 
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Frank 
Boston, Mass., W. A. Fleming ,"1932, 
Spl. 48p. diagre wy". 
1. Mechanics. 1 Massachusetts institute of techaology 
382-2872 
Library of Congress QasoT FT 
Copyright A 58251 3 badd 


Frank, Nathaniel Herman, |903- 
Introduction to mechanics prepared for the use of students 
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1. Bankruptey—U. S. 1 U.S. Laws, statutes, ete 
Library of Congress 
Copyright 1898. 42272 


Frank, Nathan. 

Centested-election case of Nathan Frank vs. Joho M. 
Glover, from the ninth congressional district of the state 
of Missouri Washington, Govt. print. off., 1887. 


1452p. 23°" 
May 14, 1887 —Ordered printed 
1 U.S. Congress hy we Contested Gestion 1. Glover, John 
Milton, 1835 " 4h Cong. 24 se 1886-1887. House. 
10-1 2508+ 
Library of Congress JK1359 Sth MB 


— ——— Copy 2 


Frank, Nathaniel Herman, 1903— 
Introduction to electricity and optics, by Nathaniel H. Frank 
. lst ed. New York and London, McGraw-Hill book com- 
pany, ine., 1940. 
aU, 308 p diagre Zi". 


1. Electricity. 2 Electromagnetiam. 8. Optica 
and optics, Introduction to. 


1 Tithe: Electricity 
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Library of Congregs Qc rs 
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Frank, Nathaniel Herman, 1903— 


Introduction to mechanics and heat, by Nathaniel H. Frank 
.. Ist ed. New York and London, McGraw-Hill book com- 
pany, ine., 1934. 


xiv, 8339p. lus, dlagre 234". 
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Frank, Nathaniel Herman, 1903- 

Introduction to mechanics and heat, by Nathaniel H. Frank 
... 9 ed. New York and London, McGraw-Hill book com- 
pany, inc., 1939. 

xvi, 804 p. ites, diagrs, 234". 


Thermodynamics. 
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Qame.rT 19 
41h, 


Library of Congres 


at the 3 institute wy by N. H. Frank 
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Spl, 6p diagre my. 
1. Mechanics 1 Massachusetts lostitute of technology 
33-2ag71 
SOIL Revised Library of Congress QasolFT 1088 
Copyright A en364 2 on 


Frank, Othmar, 1770-1840. 
Ueber die morgenlandlischen handschriften der Koniglichen 
hof- und central-bibliothek in Miinchen, bemerkungen von 


Othmar Frank Miinchen, Gedruckt mit Storno'schen 
echriften, 1814. 
0, 2, Nip 1" 
Hait- title: Leber die persiseben handechriften deselbet.—1 lieferung 
Contains the analytic Cues of 12 Persian Ce ag (p (7,- 
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an Augustio Hilperts schritt 
No more published 


1. Manuscripts, Persia o—Catalogs 


1 Munich Bayerische staat 
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Library of Congress ‘Zae2) MOSPS on 


Frank, Otto, 1965- 

Die leitung des schalles im ohr, von Otto F 
Miigchen, Verlag der Bayerischen akademie der wissen. 
schaften, in kommission G. Franz’schen verlags, 1923. 

cover-title, p 11-77. 225”. 
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Frank, Paul, 1885- Frank, Philipp, 1884 
Der scheck auf die million, roman von Paul Frank. Berlin La fin de la physique mécaniste, par Philipp Frank 
Ulistein ,°1928, Traduction de Jean Liénard, revue et mise & jour par I’auteur. 
S51, ity p. 2697. (Welf-ttste: Dio guiden Ulistele-bOcher. 1, Introduction de m. Marcel Boll. Paris, Hermann & e*, 1936. 


Sp. 1 2". (Actualités scientifiques et industrieiies 414) 


“Notes”: p. 47-56. 


1 Tithe. 
Library of Congress 
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ACS-07 
PT2011.R2784 1928 Brown univ. = Librar: 
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Copyright A—Foreign us for Library of Congress {[QU1L.A3 no. 414) 
a (tet, (508) 
Frank, Peter, 1616-1675 Frank, Philipp, 1884— 
Interpretations and misinterpretations of modern phys 
see tes Paris, Hermann & c"*, 1938 
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Actualités acientifiques et industrieiies 
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Singer.” 
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Olaf, tr mt Singer, Milton B. 
AC 38-4320 
Brown univ. Library 
for Library of Congress {QUI1.43 no. S87) 
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Frank, Philipp, 1894- oa, _— 1864- 
Between physics and philosophy, by Philipp Frank 
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” Mit 4 abbildungen. Wien, J. Springer, 1932 
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y of yy for our times by 
century aod school philosophy ( is 
iaeaitom io physics? (1864) = Al, panmavtatie and the metaphysical coo- 
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differentialgleichungen der mathematischen physik heraus 
gegeben von dr. Philipp Frank ... und dr. Richard v. Mises 


Frank, Philipp, 1884- 


.. Le principe de causalité et ses limites. Traduit de l'alle- 
mand par J. Du Plessis de Grenédan. ,Paris, Ernest Flam- 
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Braunschweig, F. Vieweg & sohn akt.-ges., 1925-27. Wp. 11 Ww. ¢ de an 
2y. diners Paul Gaultier) 
“Lebrbiicher” at end of most of the chapters 
ConTEN Ts _— mathematischer tell, unter mitarbett von L. Rie 
“arathéodory R. Courant brag. von RK. ¥ 
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1. Mathematical physics. 2 Differential equattann 3 : tee Loum 1 Causation 1. Du Plessis de Orenédan, Joachim, comte . 170- 
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Library of Congress QA FS Tiincls. Univ. Li 
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Frank, Philipp, sane ed. 
Die dith und Igleichung on hanik und = Frank, Philipp, 1884- 
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Frank, Reinhard. 
. Englands herrschaft in Indien. Berlin, 1940. 
ot, plates . (Added tp. Deutechs \aformationsstelie 
“Nachwets der 
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=i well, 
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(Frank, Reinhard, 

Inhumanity, unlimited; India, one sixth of mankind in 
chains. From the French of Jeanne d’Are Dillon La Touche 
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Bibliography p 114 
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Tronsiation of Englands herrechats to lodien. 
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Frank, Reinhard, 1860- 


Die belgische neutralitat. Thre entstehung, ihre be- 
deutung und ihr untergang. Von dr. Reinhard Frank 
Tiibingen, J. C. B. Mohr (P. Siebeck) 1915. 
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Pui hdatBomatical paywicn 2: Ditercatial equa tegrel equa 
tical o tial ti 
tions. t, Mises, Richard, edler von, 1885 Joint ed. tt, Weber, 1. Knowledge, Theory of. 2. Physica. 1 Voulllemin, Charles Ernest, 
mm. Riewana, Georg Friedrich 1985- te. 
ASTL Wasa Asi—965 om 
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Naturrecht, geschichtliches recht und sociales recht. Von 
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‘21-12878 
Librery of Congress Deis F73 sesine 
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L A 





(The ién de Luz de 
Dae Sentinge de Chile Bdicionse Breilla, 1980. 
Sp 1, 1S-ST8 p. 11 18". (Helf-title: Colecciéa Contemporinecs) 
At bead of title: Waldo Freak. 


t Danke, Las de, tr 1m, Title. 
Library of Congress PS8511. R258USS 
2 mas 


Frank, Waldo David, 1889- 
The new America, by Waldo Frank; with an introdue- 
tion by Hugh Walpole. London, J. Cape (1922, 
Zip. mi 
American edition published 1919, with tithe: Our America 
Coxtents.—The land of the picneer.—New England —The chosen peo- 


The land of buried cultures —-Chicago — The Puritan says “yea” —New 
‘ork —The nmititudes im Whitman.—The turning of the soil 


1. U. 3. —Civilization. 2. National characteristics, American. 1. Tittle. 


2410714 
Library of Congress SVOFRI 


2 
1 








Frank 


Frank, Waldo David, 1389- 

New Year's eve, « play by Waldo Frank. New York, Lon- 
don, C. Scribner's sons, 1929. 

Tol, T1p 2. 


a. Tithe 
M20 
Library of Congress P8611 R20GN4 1009 
— ——— Copy 2. 
Copyright D pub. 66765 * 
Prank, Waldo David, 1889- 


Our America, by Waldo Frank. New York, Boni and Live- 
right 1919, 

1322p wr. 

pe sca manne etn The sew America. 


= verre land of buried colteres,-Chicags The Puritan aye “yea" 
York —The multitudes io Whitman —The tursing of the sotl 


1 U &—Oivitisation, 2 National characteristics, American. 
1. Tithe 


1910882 
e100. Pee 


AZ, 


Library of Congress 


Frank, Wald; David, 1889- 

Primer mensaje a la América hispana. Madrid, Revista 
de ne ante 11990, 

' 


ae. bead Yr tite weiss Frank 
“ol ures en México, Cuba. Sudamérica.”——p. 11 
comida 


Tagones Primeras palabras en México ef nuevo mundo —Fl ideal 
americano la antigua América._la era del instinto. BE) norteamert 
del idea! americano 


cano moderne -la . 
divine” de Walt Whitman. -Profetas del arte moderno en los Estados 
Unidos —Mi mensaje @ la Argentina — El problema 
entre las Américas. 
1. America—Civilization. 2. 0 e- Relations (genera!) with Spanish 


America (general) with 
U.S. 4 Whitman, Walt, ists 1982 1 Tithe. 
33 
Library of Congress Fi4is. Fee 
3, os 


Prank, Waldo David, 1889- 
Rahab, by Waldo Frank. New York, Boni and Live- 
right 1922, 


2p 19) 
1. Title. 
2.4977 
Library of Congress PZ3.PR498Ra 
————— Copy 2 
Copyright A 659105 h 


Frank, Waldo David, 1889- 
Rahab, traducido especialmente por Luis Alberto Sén- 
che. Santiago de Chile, Editiones Ercilla, 1987. 
Tp L, (%)-287 p. 18". ( Helf-title: Coleceiéa Contemporiness) 
At head of title: Waldo Frank 


1 Sénches, Luis Alberto, 1000- «tr. a Title. 
ee 
Library of Congress P88511 R266R35 
2 ens 


Frank, Waldo David, 1889- 

... Redescubrimiento de América. 2. ed. Traduccién del 
inglés por J. Héctor de Zaballa. Madrid, Revista de occidente 
11930, 

2p.1. Mp we. 

At bead of title: Waldo Frank. 


1. U. © —Civilisation. 1 Héctor de Zabdaila, Julia, tr. m Title. 
81-31588 
Library of Congress E10.1 reas 


a Ts 


LIBRARY OF CONGRESS 


Frank, Waldo David, 1889- 

The re-discovery of America; an introduction to « philos 
ophy of American life, by Waldo Frank. New York, London, 
C. Seribner’s sons, 1929. 


Mp 2 


1 U. &—CWwilization 1 Tithe oan 
Library ef Congress E1081 Faas 
Copy 2 
Copyright A SAis Saul 


Frank, Waldo David, 1589- 

Salvos; an informal book about books and plays by, Waldo 
Frank. New York, Boni and Liveright ,“1924, 

4p lL. 1-2 p 21g 


1. Literature, Modern- Attreume, easnys, lectures, 2. Theater—Ad- 
lectares. 1 Tithe 


ms 
Library of Congress PNS11 Fes 
Copy 2 
Copyright A TTEB10 36g), 


Frank, Waldo David, 1889- 

Summer never ends, a modern love story |by, Waldo Frank 
New York, Duell, Sloan and Pearce ;*1941, 

Spl, 3812p. 21°. 

“First edition.” 


1 Title, 
41-14080 


P73. FMO8Se 
i) 


Library of Congress 


Frank, Waldo David, i589 od 

Tales from the Argentine, edited with a foreword by Waldo 
Frank; translated from the Spanish by Anita Brenner, illus- 
trations by Mordecai Gorelik. New York, Farrar & Rinehart, 
incorporated “1930, 

xvi p. 21, 3-288 p. tect. front, ittus., re 24" 


Sgn Laucha’s marriage, by & Payré.— Death of # gaucho, 
by “Goiany a Bosooe Alma, by UV. Lopen._The Bevan 
ite of Pacundo, by D. F. Sarmiento devil tn Pago Chico, by BR 


3. 
Payré — Rosaura, by A G6iraldes — » 4-4 ih by &. 
roge 


1 Short stories, Argeotioe 1. Brenoer, Anita, 1906- tr 


nm. Title. 
wo 24? 
Library of Congress P73. FR08T al 
4102, 
(Frank, Waldo David, 
Time exposures, by Search-light , »; being 
of twenty men and women famous in our day, with 


ton of man inte it 


® third tedivsdua! ef lems importance. New 
Tork, Bout a Liveright 1908 
=p. 11, 187 p plates, port. 109°. 
(Continued om next card) 
nT oe 


rena Waldo David, 1889- 

Card 2) 
Conrents.— Otto H. Kaho. William Lyon = 

O'Keeffe —ignace Paderewski Max Steuer —Cari 

Westley Thomas Beer Ernest Bloch —Charies 

poy ay ll ne ee Rg 

John Dewey —Sioclair Lewis —Leo ‘4. BR. Orage —Theodore 

Dreiser —Katberine Cornell Alfred Stiegiita —Appendiz 


Time exposures ... 19296, 


1. U. 8--Blog. 1 Tithe, m Tithe: Portraits of tweety men and 


m8 


women famous ip oor day. 
Library of Congress 
—~ ———— Copy 2. 
Copyright A 967220 62788, 
56 


OTz6r7 





Frank, Waldo David, 1889- 


The unwelcome man; a novel, by Waldo Frank. Bos- 
ton, Little, Brown, and company, 1917. 


4p ladle mn $190 


1. Title 
Library of Congress 
— ——— Cagy 2 
Copyright A 453584 


17-2340 
P23 FeeU 


Frank, Waldo David, 1589- 

Virgin Spain; scenes from the spiritual drama of a great 
people ,by, Waldo Frank. New York, Boni & Liveright, 
1926. 


4plLm1p =. 
Maps oo lining-papers. 


1 Spain 1 Tithe. 


148 
DP26.FT 
imi, 


Library of Congress 


Frank, Waldo David, 1889- 


Virgin Spain, the drama of a great Waldo Frank. 
New York, Duell, Sloan and Pearce ,1 = 


xxxili, 3233p. 2247. 
Revised and enlarged edition of « work first published in 1928 


1. Spain. 1. Tithe. 


Library of Congress DPFT 142 


Frank, Walter, 

“Affire Drey: para ld im Frank- 
reich der driten republik, von “Walter Frank; mit 14 zeich- 
nungen. It , 1989, 

50 p. incl. plates. aye. (Half-ti4le: Schriften dee Reichatnetitute fr 
grechichte des neven Deutechiands) 








Frank, Walter. 
Py oaths 2 die °c 
(1984, 





165, Pry frost., nwneabe ny. 


1. Epp, Freos, ritter von, 1988- 


‘86 50n 
Library of Congress DDMT ETFT 
Copyright A—Foreign 25406 
2, om 


Frank, Walter. 

Hofprediger Adolf Stoecker und die christlichsoziale bewe- 
gung, von dr. Walter Frank. Mit 4 bildbeilagen in kupfer- 
tiefdruck. Berlin, R. Hobbing ,“1928, 

#0 p11 front, porta. 24". 

‘The author's inaugural dissertation, Munich. of. Vorwort. 


1, *Btoecker, Adolf, 1835-1908. 2. Socialiem, Christian. 


23-1108 
Library of Congress DD210.87F7 


Copyright A—Foreign 8342 
a 





bew: 


“ 


$3 83 F 


° £ 


2 sar 











Frank, Walter. 

o Hofprediger Adolf | Stoecker und die christlichsoziale 
bewegung. 2. durch aufl, 
verilagsanstalt ,1935, 

S47 p front. ports. 217”. 


1, *Stoecker, Adolf, 1835-1908. 2. Socialiem, Christian. 
85 2405, 
Library of Congress DD2087TF7T 1985 


a 923 243 


Frank, Walter. 

Kimpfende wissenschaft. Mit einer vor-rede des reichs- 
jugendfihrers Baldur von Schirech. Hamburg, Hanseatische 
verlagsanstalt 1934, 








Sp. 27 
“Die beideo folgenden wurdes sum 100 geburtstag Hetarich roo 
tachkes am 15. september 1064 bei einer kundgebung der 

juaveefonrung to Berlin gehaiten.”—p. 5. 

1 Treitechke, Gotthard roo, 1834-1806 1 *Schirach, Bal- 
dur von, 1907 a. Title. 

41-85673 

Library of Congress DD66.7.TTFT 

12) (923.248) 9288 
Frank, Walter. 

... National demok im Frankreich der dritten 
republik (1871 bis 1918) H , Hi lagna 
stalt “1933, 

2p. 11 

Ld ' dembetts wad Biomarck ein swetkampt —“Der ruf nach 
dem soldaten”: general —Paname — Edouard Drumoot und 


4 Boulanger, Georges Ernest 
Jean Marie, 1637-1891. 6. Marte, vicomte de, 1806- 
im. 6 1860- _ 7. Drumont, Sdoverd , ee 
1917. & Barrés, Meorice, 1862-1023. 9 Maurras, Che Pho 
thos, 1868- 10. *Bismarck Otto, first vow, 1816-1806. ay 
Library of Congress DCMOFT 
Copyright A—Foreign T1886 
Bie2, 044 U8 


Frank, Walter. 
Zunft und nation; rede zur ffnung des “Reichsinsti 
fur geschichte des neuen Deutachlands,” von Walter Frank. 


z: verlag’ a 


5. 1) p 29" (Helf-tiéle: Schriften Gee Seinen fir @ 
schichte des neven Deutechiands) 











1 Germany Hist — Historiography § Coen —1983- 
8B Heichsinstitut fir geechichte des never. Deutechlands. 1 Tithe. 
4185572 
Library of Congress DDe6.FT 
2 948.085, 
—_ ae 
h ) hi Hamburg, Han 
cite - = soomer“ty 1034, 
35 p. front. (port.) 219". 
“Vortrag, gebaiten an der Universitit Manchen.” 
1. Netionalsosialistieche deuteche « oo. 2. Hitler, Adolf, 
19 8. Germany—Poi. & govt ii8- . 
35-298 
Library of Congress DDMO.FT 
Copyright A—Foreign 2112 
2 (043.086, 


Frank, William Hamilton, 1852- 
Eighty years of my life, 1852-1932. and the Levi Frank 
family in America. Detroit, Northwestern printing co., *1933, 
119, ;1; p. tnel. front. ius, ports, facsims. 274°. 
Blank pages for “Addenda” (118-;120,) 


1. Frank family (Levi Frack, 1703-ca. 1878) 


83-1148) 
Library of Congress CT275. Feo4as 
————. Copy 2. 
Copyright A 62888 3 023 673 


CATALOG OF PRINTED CARDS 


Frank, Wolfgang. 
Donner im juni; roman. Hamburg, H. Kohler ,“1933, 
1p 1" 
1 Title 
41% 
Library of Congress PT211.R276DS 1988 
Copyright A—Foreign TO 
ra an 
Frank, Wolfgang. 
Hochseefischer. Hamburg, H. Kohler, 1932. 
Tl p14. 
1 Title 
33-4072 
Library of Congress PT2611 R276 1932 
Copyright A— Foreign 19000 
2, 33 91 
Frank, Wolfgang, 1909- 
Die jagd liber den grossen teich: Olympia-Atlantik 


regatta 1936. Hamburg, Broschek & co. ,“1937, 


204 p. front. (double map) illus. (incl. porta.) 229 

Dr. Periia pao ly . 182-198. 

“Liste der teth in der Transatiantik regatta 1004, Bermude- 
Cuxhaven” : p. 

1. Yacht racing 2. Olympic games, Berlin, 1996. 1 . Frans, 

u. Tithe. wt. Tithe: Olympia Atlantix-regatta on 
25708 

Library of Congress GVSS2FT 

Copyright A—Foreign Sain 
3 707.14 


Frank, Wolfgang, 1909- 
ose aw de Bie Gs & eumtin oe 
“Stortebeker” Broschek & co. 
(1936, 
181 p. plates, ports, map. 10) x 114" 


1. Voyages and travels. 2 Atlantic ocean. & StOrtebeker (Ship) 
L Title 


05RD 
Library of Congress Gents 
Copyright A—Foreign 30653 
2 DOUxy 
Frank, Yvonne Elizabeth, 1921- 


Children’s hour, station Y. E. F., by Yvonne Elizabeth 
Frank. New York, The Macaulay company “1932, 


114 p. incl. front, ius, pl. 2149". 


Short stortes 
1. Children as sutbors. 1 Title. 
52-28847 
Library of Congress PZT Fes2ch 
Copyright A G8TSS 3 


Frank-Cerré, Peul Frangois Carré, 
known as 


Franck-Carré, Paul Frangois Carré, known 
as, 1800-1862. 


57 


Frank 


Frank von Word, Sebastian 
see 


Franck, Sebastian, 1499-1542. 


Frank zu Défering, Kari Friedrich von, 1894- 

Kress family history, compiled, written and published by 
Karl Friedrich von Frank zu Défering he Kr, fal 
material concerning the American line of the Kress family 
was contributed by Charles Rhoads Roberts Vienna, 
Austria, 1930. 


2p.1.¥. T70p. col. front. Uius (incl. ports, faceime. coats of arms) 
genes! tables (2 fold. in pocket) S54" 


“This publication is not for sale but only for private circulation.” 
“This copy no 
“Register of sources”: p. T86-740. 


1. Kress family’ 1 Rot “+ Charles Rhoads. 
31-2765 
Library of Congress CST1Ke2 1980 
Copyright A ad tot. 1460" 3, oa 


The Frank Allen series 
see 


Forbes, Grahem B 
The Frank Allen series. 


Frank Ebenezer Miller, 1. «., «. o., a biographical sketch. 
New York, The Press association compilers, inc., 1914. 


cover-titie, :11, p incl. mounted port. 27 x 204". 
“Reprinted from the Cyclopedia of American biography ... rev. od.” 


1 Miller, Frank Ebeoeser, 1860-1882 
41-88572 


Library of Congress RiS4 M6STFT 


2 oa 


PO ae Egbert Bryant, 1877-1910. Lawrence, Kan, 


Bo a 


1. Bryant, Frank Egbert, 1877-1910. 


Library of Congress PEIOO BSFB 
Frank Fact Finder, peeud. 
eco 


Woodworth, Williams Normen, 1691- 








Frank 


Frank Hagar Bigelow fund. Harvard university 
ore 


Harvard university. Frank Hagar Bigelow fund. 


Lusaazy or Cononess Rerezence 
Pah Fy Fh hy hy AE 


X 42-4376 


Prank Haines’ monthly. An up-to-date record and re 
view for systematic turf speculators, v. 1-4; Oct. 1906- 
Sept. 1908. New York, Mentor publishing co., 1906-08. 


4vin2 


Frank Hames, editor 
No more published 


1 Betting—Period. 2 Horse-racing— Period 1 Haines, Frank, ed. 


B4144+ Additions 


Library of Congress SF331.A2 


Frank Harris: in memoriam ; fragments from his New York 
days. New York, Privately printed and not for sale, August 
twenty-eighth : the third anniversary of his death, 1933. 

%p port 2. 


1. Harris, Frank, 1855-1931 
A 1004 


Grosvenor library 
for Library of Congress (2) 


Frank Harrison's shorthand 





Boston, F. Harrison, 18 
¥. 234°. monthly 
Editor Frank Harrison. 


1. Sborthaad— Period. 1. Harrison, Frank, ed. 


ca 82888 Unrev'd 
Library of Congress ZA F62 
(201, 


Frank Howard Lahey; birthday volume, June first, nineteen 
hundred forty. Springfield, Ill, Baltimore, Md. C. C. 


Thomas ,“1940, 

YD. 11, 4486p. 11. front. (port) ius, plates, diagrs, 239". 
ferences” at end of sme of the contributions. 

Contents —Dedication —The alteration of the mucosa of the stomach 


Aaron and Unusual goiters, by Irvin Abell - 
rhage associated with ulcerating ons of stomach and 

um, A Allen.—Allergic manifestations in the gastroi 
testinal tract, by A. resen --Surgical principles |o diseases of 
stomach « by D. Balfour —An appraisal of the 
results of surgically oe | nee regional \leitis, by HL L. un, 


c Sentionsd op next card) 
4 14005, 
10) 


v= (10) f (Cord 2) 


identical by J. K. medicine and the Tahey clinic, by 
H. L. Foss —Pancreatitis, by E. H. ther —Survival time of ischemic 
(Continued on next card) 


110, 


(statistics prepared 
Jordan. — 


LIBRARY OF CONGRESS 


Frank Howard Lahey ... ("1940 (Card 3) 
Con Tente—Continued 
hewel measured by permeability of the leelated tntvatine to various 
substances, by W. D Gatch, K. K. Chen and J. HM. Weatherty.—A ples 
for the earlier recognition of bronchiogenic carcinoma. “4 
Graham —ladications for subtotal gastrectomy for duodena) ulcer, om. 
R R Graham — The probiew of drainage after thyroidectomy, by Dona’ 
Gythrie — An operative @ »ach to the external condyle and distal aft 
the femur, by G. E. rt —Parelysis of the recurrent laryngeal 
nerve as @ complication of thyroid ew with and end 
results of treatment of cases of bilateral recurrent nerve peralysia, by 
B. Hoover.-Diahetes mellitus: 1880-10, by A. A. Horner.— 
and service, by Glibert 
Horrat.--The thyrocardiac, by L. M. Hursthal—The Ss 
hormones, by A.C. Ivy.—-Indications for radical resection of the stomac! 
(Continued on next card) 





+O 1480S 
(10, 


Frank Howard Lahey... “1940, (Card 4) 
ConsTaente—Continved 
by F. D. Kiefer and 8. A. Wilkinson) by Sara M 
‘Thyroiditis, by T. M. Joyce. The tery of intestinal abastowosis, 
by H. A. Kerr.—Hy, joa, usually . misnomer by L, Lee. — Sub 
total gastrectomy for chroni¢ ulcer 
SF. Marshall —-Perforated peptic ulcer, RD. lacChore— 


4 by 
Meigs. —The hepatorenal syndrome, by T. G. Orr and F.C. Helwig —The 
use of sclerosing solutions In the repair of dehiscent wounds, by D. C. 
Patterson — reatment of adynamic ileus by gastroiotestinal intube 
then In children, . G. C. Pen! Acute cholecystitia, by D. B. 
Pfeiffer and A. G. - oe peritooitis, by FB. Ramsey. —Cancer 
of the rectum and 
Rankin —Treatment of f erenchiect 
(Continued on next card) 


110, 


Frank Howard Lahey ... “1940, (Card 5) 
Con TEs te—Continued. 


of anesthesia for thyroid surgery, by L. F. Sise —Pain ae the base of the 

neck to perforated gastric ulcer: rare symptom ted 

ulcer, by HB. Stone —Reconstructive operations on the biliary ducts, by 

Ld ae —Strictures of the bm and hepatic bile ducts with « 

report eight cases, by Waltman Walters and E. B. Lewia — 

bes ‘foundries by RL Se wilbor 7. 4 to Dr. Frank Lahey, 
>. Alvarez.—An appraisal, by A. 


1. Medicine — Addresses, 


ya, lectures. 2 Surgery — Addresses, 
essays, lectures, 8. Lahey, Frenk "Howard, 1880- 





40 14086, 
Library of Congress Ris 
Copy 2. 
Copyright (10, 6104 
Frenk Leslie 


Tlustracion americana 
see 


Tlustracion americana de Frank Leslie. 


Frank Leslie's amerikanische Gartenlaube. [llustrirtes 
familienblatt zur unterhaltung und ts 1-2. 
a 11 hft. 1-9; 1873-74. New York, F. Leslie, 


3v.in 1 illus, pl ™ 

Issued in weekly or in biweekly numbers. 
H. M 18, editor 

No more published. 


11-24825 


Library of Congress AP31.F7S 


Frank Lealie’s boys’ and girls’ wan, an illustrated record of 
outdoor and home amusements. 
-Feb. 9, ng 


New York, F. Leslie, 18 —S4, 
¥. tus, 825-34". 


Subtitle varies. 
No more published. 


ca 10—6080 Unrev'd 


Library of Congress APO. 


—— 24 et. bl, 


Prank Leslie's boys of America. A ith’s journal 
avemee sending: stories, games, & fan. v. 1- a 
New York, F. Leslie, 1873- 


¥. illus, col plates 29°. monthly, 


10-21150% 


Library of Congress AP®O.F7 


Frank Lealie’s budger, humor, satire, tales of adventure 


wee 
Frank Lealie’s of humorous and sparkling stories, 
tales of heroiam, adventure and satire. 


me 
Library of Congress 
Frark Leslie's budget of bumorous and yo 
of heroism, adventure and satire. A 


May 1878-Apr. 1896. New York, F. Lealie's Y publishing 
house ,etc., 1878-96, 


Library of Congress 


Frank Leslie's chatter book 
see 


Frank Leslie's chatterbox. 


Frank Leslie’s chatterbox. v. 1- 
Jan. 1879- 
New York, F. Leslie's publishing house, 1879-,86, 
v. Mus. col. plates. 2547 
Monthly, Jan. 1870- annual, 18 = -87. 
1886 has title: Frank Lesiie’s chatter book. 
Continued as Frank Lesite's Christmas book 


Os 10—8084 Unrev'd 
Library of Congress AP201 F73 
—— Meet (33b1, 








Li 








New York, F. Leslie's publishing house ,ete., 1879- 
+. Was, col. plates 2y~. 


Moethiy, Jan 187) anpual 18 
‘Title varies: 1879-1885, Frank Leslie's chatterbox. 
1886, Frank 


Leslie's chatter 
1se7- Freak Leslie's Christmas boot 
ca 10-8085 Unrer'd 

Library of Congress arms 
~~ 2d eet. 1, 
Prank 4% comic almanac. 

New York, F. Leslie ;ete., 18 

. iw. 2 


1881 and 1883 have title: Leslie & co's comic almanac 


1 Almanacs, American 1. Leslie, Frank, 1621-1880. 


ca 19-94 Unrev'd 
AY81.C7F8 


2 


Library of Congress 


Prank Leslie's illustrased almanac 
see 
Frank Leslie's illustrated family almanac. 


ca 19-368 Unrev'd 


Library of Congress 


Frank Leslie's illustrated family almanac ... 


(New York, F. Leslie's publishing house, etc., 18 
v illus. (incl. ports.) col. plates. 285° 
Cover-tithe. Frank Leslie's illustrated almanac. 


1. Leslie, Frank, 1821-1880. 


1. Almanacs, American 








ca 19-366 Unrev'd 
Library of Congress AYOQF7 
—— 2d set 2, 
Frank Lealie’s illustrated newspaper 
nee 
Lealie’s il! d weekly pap 
0620618 
Library of Congress 
Frank Leslie’, ill d Sunday 
see 
Frank Leslie’s Sunday magazine. 
26 - 10008 
Library of Congress #ibl, 


CATALOG OF PRINTED CARDS 


Frank Leslie's illustrated weekly 
see 
Leslie's illustrated weekly newspaper. 


17-1953 
Library of Congress STI, 


Frank Leslie's illustrirte zeitung. Familien-blitter zur 
unterhaltung und belehrung fiir deutsche kreise 1- 
bd. ; 22. aug. 1857- 


New-York ,F. Leslie, etc., 1857-89, 
Y ius, plates, ports. maps 41-42% weekly 


H. M. Brandis, editor, Apr. 1850-Mar. 1873, Jan. 1874-Mar. 1889. 
No more published 


1. Brandis, Hermann M. von, 1820-1880, ed. 


ca 11—3024 Cnrev'd 


Library of Congress APSLES 


3b1, 


Leslie's ladies’ gazette of fashion and fancy nee- 
dle work. v.1 


Jan. 1854 
New-York, F. Leslie ,1854~ 
. illus., col. plates. 35°. monthly 


1 Dressmaking—Period. 2 Needlework— Period. 
1821-1880, pub 


Library of Congress TTSO.PS 


Frank Leslie's modenwelt. [Illustrirte zeitung fir toilette 
und handarbeiten. bd. 1; 16. nov. 1870-28. okt. 1871. New 
York, F. Leslie, 1870-71. 

S36 p. thus, plates. 40”. 


Weekly, Nov. 16, 1870-Feb. 1, 1871; biweekly, Feb. 1-Oct. 28, 1871. 
No more published. 


1. Dressmaking—Period. 2. Fashion—Pertod. 
1124774 
Library of Congress TIMO.FR2 


(42b1, 


Frank Leslie's new mouthly. Devoted to light and enter- 


taining literature. v. 1- Ang. 
New York, F. Leslie, 1863- 
v. illus. 259" 
Title varies: Aug. 1863-May 1865, Frank Leslie's ten cent monthly, devotea 


to useful and entertamnmng literature 
June 1865- Frank Leshe's new monthly 


1. Leshe, Frank, 1821-1880. 1. Frank Leslie's ten cent monthly 


24579 


Library of Congress 


AP2 Feo 

Pe 

Frank Leslie's New York journal 
see 


The New York journal of romance... 


Frank 


Frank Leslie's pictorial papers 
see 


Leslie, Frank. 


Frank Leslie's scenes and portraits of the civil war ... by 
such well-known artists as Becker, Crane, Beard ... and 
others. With an introduction by Joseph B. Carr, Ma- 
= general. pts. 1-10. New York, Mrs. F. Leslie 

“1894, 
10 pts. in 1 v 

pts. 1-10; 
Reissue of illustrations from Squier's Frank Leslie's pictorial Sissons 

Ws senes will consist of thirty parts, twenty-six of which will be 
devoted to illustrations and four to reading matter 
‘o more published ? 


illus. (incl. ports.) 41°°. (Frank Leslie's war series, 


a" U. S—Hist.—Civil war—Pictorial works 1. Leslie, Frank, 1&21- 
1 
1-1997 Revised 
Library of Congress EMR] 143 
r2lg2) 
Frank Leslic’s Sunday magazine v. 1-25; Jan. 1877- 
June 1889. New York, Frank Leslie’ publishing house 
, 1877-89, 


25. ittus, plates (part col.) ports. 27". monthly 
Vol, 9 (Jan.-June 1881) has title: The Sunday magazine, This title is 
continued on covers through Nov. 1881 
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Twiligh Danby pseud, New Y Dodd, 
Mead ph day 1916. Totnes 


Jo we mn F155 


1 Title 
Library of Congress 
— —— Copy 2. 
Copyright A 418054 


PZ3FSITw 


Prankau, Mrs. Julia (Imvie) 1864- 


... William Ward, «. 2. a, James Ward, a a; their 
lives and works by Julia Frankan ... London, New Sed 
Macmillan and co., limited, 1904. 


xvi, 303 p xxx (inel. front.) ee ond penis of x ot (part 
col,, incl. ports.) ae (Eighteenth centu: and engravers 
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1. Ward, William, 1766-1826. 2 Ward, James, 1769-1859. 3. Engrav- 
ings—Cataloga. 
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Frankau, Pameia, |908— 

Appointment with death, by Pamela Frankau. New York, 
E. P. Dutton & co., ine. “1940, 

Spl. 4p 2" 


London edition (W. Heinemann, itd.) bas title. A democrat dies. 
“First edition.” 


1. Tithe 

Library of Congress P73 FROIBAD 
Copy 2 

Copyright A 187408 


—- Pamela. 
Born at sea, « aa by Pamela Frankau. London, Hurst 
& Blackett, ltd. ,1931, 


Splat p 1 


1 Tithe 
51-84701 
Library of Congress PZ3.FS513Bo 
Copyright A ed int. 15733 3, 


Frankaa, Pamela. 
Born at sea, s novel. Garden City, N. Y., Doubleday, 
Doran & company, inc., 1982. 
Cpl semp wo. 
“First editios.” 


Fraakas, Pamela, 1906- 


The devil we know, by Pamela Frankau. New York, E. P. 


Dutton & company, inc., 1989. 
-DL8-a8p mr. 
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Frankau, Pamela. 

The fig tree, by Pamel. Frankau ... 3ded. London, Hurst 
& Blackett, itd. ,1928, 

4p. 1, 13-287, 1, p>. 10)". 


1. Title. 
‘2s 10281 
Library of Congress P23 .Femasri 
Copyright Aad int. 11451 a 


Frankau, Pamela, 1908- 
Fly now, falcon ,by, Pamela Frankau. Boston and New 
York, Houghton Mifflin company, 1935. 


Spl.@-32p ty 
London ‘ition (John Lane) bas title: Tassell-gentie. 
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Library of Congress PZ resis: 


Frankau, Pamela. 


The foolish apprentices, by Pamela Frankau. London, 
Hurst & Blackett, ltd. ,1983, 
map ww. 
1. Title. 
‘33 A633 
Library of Congress PZB. FSM18Fo 
Copyright A ad int. 17560 3) 


Frankau, Pamela, 1908- 


I find four people, by Pamela Frankau. London, I. Nichol. 


son and Watson, limited, 1935. 


vil, 318 p. 22". 
Actoblography. 
1 Tithe. 
86 830. 
Library of Congress PROO11.R28Z5 1085 
Copyright A ed int. 20086 15) om? 


Frankaa, Pamela, 1906— 
I find four people, by Pamela Frankau. Harmondsworth, 
Middlesex, Eng., Penguin books limited , 1938, 
2468p. 18". (On cover: Penguin books. 141) 
“First published in 1986; published io Penguin books April 1988; re 
October 1988." 


printed 
Autobiogriphy. 


1. Title. 
41-7724 


Library of Congress PROO1LR28ZS 19880 


Frankeu, Pamela. 
“I was the man”, by Pamels Franka. London, Hurst & 
Blackett, Itd. ,1989, 


40.1, 1-2 p 19". 


1 Tithe. 
‘2B 18084 
Library of Congress Pra resst 
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Frankau, Pamela. Frankau, Pamela, 1908- Frankau, Pamela, 1908- 
“I was the man”, by Pamela Frankau. New York, Sears No news, by Pamela Frankau. London, Toronto, W. Hei- Villa Anodyne ,by, Pamela Frankau. London, John Lane 
publishing company ,1932, nemann, Itd. 1988, 11986, 
4p. 1, 13-288 p. 19" Spl. 58 p 19 ee 
“First published 1988." 
1 Tithe. 1 Tithe 
32- 30885 & Title. o1-081 
Library of Congress PZ3.F813 12 s8-0887 
— —— Cops 2 Library of Congress P73.FB6LBNo téteasy of Conan venceOM 
Copyright A sas0o th Copyright Aad tnt. 23607 * Copyright A ad int. 22004 3 
Frankau, Pamela, 1903- Frankau, Pamela. Frankau, Pamela. ; 
Jezebel, by Pamela Frankau London. Rich & Cowan She and I, by Pamela Frankau. (London, Hurst & Black- Walk into my parlour. New York, W. Morrow & com- 
Itd. ,1937, ett, ltd. ,1930, pany, 1 
210, (1) p 204™. Biblical biographies. oo. 8 Spl, 11-288 p10. pl, S80 p my. 
"First printed, 1937." 
1. Jezebel, wife of Ahab. king of Israel— Fiction 1 Tithe 1 Tithe. ‘om 33-13330 
Librory of Congress PZS FRSISWal 
38-14273 30-82330 P. 
Library of Congress PZ F851 3Je Library of Congress PZ3 FeO138D — Cops 2 
ry Copyright Aad int. 14666 a Coprrieht A 62786 5s 
Frankau, Pamela. Franke, A H. 
Frankau, Pamela, 1908- She , 
and I ,by, Pamela Frankau Garden City, N. Y., (Der frihlings- und winteraythus der 
unease Ss Pamela Frankau. New York, W. Doubleday, Doran & company, inc., 1981 Kesarsage, 1902) 
' : Spl. S12 p 2 
4p 1. 3310p. 199° aes “ eee 
Leadon edition (Jobn Lane) has title: Villa Anodyne. 
Francke, A H. 
1 Title. 
37-4310 1. Title. _ 
Library of Congress P73 FS5138b 2 
Library of Congress P23 FSi3Laa 
—- Copy 2. 
vee parses a Copyright A 94172 6 
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Copyright A 106632 


Frankau, Pamela. 
Letters from a modern daughter to her mother, by Pamels 


Frankau. London, Hurst & Blackett, Itd. 1931, 
2p1.,7-1p 107". 


1. Title. 


Library of Congress PZ3.FRbi3Le 


Copyright A ed int. 15851 3 


Frankau, Pamela. 
Pete @ Satan, ty Cate Santas. 
and London, Harper & brothers, 1927 


3p.1,318p. 19. 


1 Tithe. 
Library of Congress 
— ——— Copy 2. 
Copyright A 996740 


Frankau, Pamela. 
Marriage of Law eh by Pamela Frankau. 


don, Hurst & Blackett, itd. ,1927, 
287, 1) p 1. 


Library of Congress 
Copyright Aad int. 0682 


Frankau, Pamela, 1908- 
Some new planet. London, John Lane ,1937, 


2p. 1 
stalt, 1928. 
2p, 27, 1) p. 11 iwel. ies, ave pl. 264". (acess +9 yoo 
ia, P. Geologiache landesanstalt. Abbendiungen, n. f., hft 
“Benutzte literatur”: p. ,105,-198. 
“artenve sp (180)-207 
“Verzeichnis ry 
Ger Kreideforaminiferen” : at end. 
. Tite 1. Germany. 2. 
‘37 Sa868 G8 sz 
31-20028 (QE200.A10P of, bft. 111) 
Library of Congress PZ3 FRBISB0 Library, U. 8. Geological BSorvey (630.1) D hft. 111 
Copyright A ed int. 23281 7 
Frankau, Pamela, 1908- Franke, Adelf. 
tee Vet Tamell-gentle, by Pamela Frankau. London, John Lane Die foraminiferen des deutschen Lias, von Adolf Franke 
1934, Mit 12 tafeln und 2 abbildungen im text. Hrsg. von der 
. Preussischen geologischen landesanstalt. Berlin, Im vertrieb 
5p 1. S611, hyp SH bei der Preussischen geologischen landesanst alt, 1936. 
18 p (us, 12 pl WW". (Added tp: Prussia. Geologioche 
landesanstalt Abhaodluogeo o f., bft 168) 
“Benutste iiteratur”: p. (120)-182. 
Lr Fost! 2? Jurassic 8 Paleontology — 
v-16078 2 Tide. Germany pone 
 s0082 9. 8. Geol. Library (580.1) D no. 160 
Library of Congress PES FOisTas for Library of of Congres (QE280.419P bft 160) 
Copyright Aad int. 19008 a 3, 
Frankau, Pamela. Franke, Alma F. 
ded. Leon- Three, a novel, by Pamela Frankau. Garden City, N. Y., The rose of Hamelin, an Easter play, by Alma F. Franke 
: Doubleday, Doran & company, inc., 1929. Boston, Walter H. baker company ,“1933, 
Spl. sap 199". Sip. Mus, diegr. 19° 
1 Title. oa 1. Kaster—Dreme. 4. Tithe 
Library of Ooagress Pr. resists 87-673 
w-1327T2 pe Copy 2. Library of Congress PN6120 Eaves 
Copyright A 11080 * Copyright D pub. 21687 ry aus 
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Franke, Adolf. 

Die foraminiferen der oberen Kreide Nord- und Mittel- 
deutschlands, von A. Franke in Arnstadt, Théringen. Ber- 
lin, Im vertrieb bei der Preussischen geologischen landesan- 

















Reference card 
Franke, Armin, pseud. 
see 
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Franke, August, Alfred. 
De Pallada epigrammatographo. Lipsia, typis Hessei 
& Beckeri, 1899. 
100, (2) p. 8° 
Inaug -diss —L- .prig. 
View 
1-G al 


Library of Congress 


Franke, Bernhard. 

Der ausbau des heutigen schutzzollsystems in Frankreich 
und seine wirkungen im lichte der handelsstatistik. Von dr. 
Bernhard Franke. Leipzig. Duncker & Humblot, 1905. 


SH, 18 p. 29 (Added tp. Staats and oe ag op for 
schungen brag. von ... Xchmoller und ... Sering. 22. hd. 


Literater”: p. t)-sit 


1. Tarif? France. 2. Fraoce--Commerce 


3 20027 
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library of Congress 


Franke, Bernhard, 1880- 

Die entwicklung der franzOsischen landwirtschaft unter 
der herrschaft des gegenwartigen schutzzollsystems ... 
Berlin, 1903. 

1% iho. th 22". 

Inaug -diss —- Berlin 

Lebensiauf 


“Literatur”: p. 15) 


1. Agriculture—France 2. Tariff—France. 


HF2001.F75 
1a2Sd1) 


Library of Congress 


Franke, Bernhard, 1880- 

Die entwicklung der franzésischen landwirtschaft unter 
der herrschaft des gegenwirtigen schutzzollsystems ... 
Berlin, 1903. 

19.2 p 247 

Inaug -diss — Berlin 

Dre ganze abhandlung wird demnachst unter dem titel: “Der a 


des heutigen schutzzollsystems in Frankreich und seine wirkungen i 
lichte der handelsstatistik als 4 a des xx11. bandes in Schmollers 





“Staats. und ngen” (Verlag von Duncker 
& Homblet Joong) Galea 
“Literat 


1 France. Agriculture. 2 France. Tariff. 


Agr 448 
Library, U.S. Dept. of Agriculture 33F80 
Praake, Bernhard, 1880— 
... Herauagabe des gewinns bei verletzung absoluter rechte. 
Von dr. Bernhard Franke. Leipzig, A. Deicl.ert, 1901. 


8 p. 22. (Adbandlungen Gor Rechte und stantewissenechaft- 
tebe tabenat aor aor Universitat Getingen 18. Met) 


~“Literatarversusichais”: p 43,05 


1. Damagee—Germany. 2 Competition, Unfair—Germany. 
. Tide 


Library of Congress a 


LIBRARY OF CONGRESS 
Franke, Cari, 1815-1851 
or 
Pranke, Kari Ladwig, 1815-1851. 
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Library of Congress 


Franke, Carl, 1888- 


Emile Zola als romantischer dichter. Dargestellt an 
seinen ayy zu Vietor Hugo, von Carl Franke. 
ne L., A. Ebel, 1914. 

100 p. 24". (Added t-p.: Marburger beitrige zur romanischen 
plalo Satie! hrsg. von Eduard Wechssler. hit. xu) 


Al,» published as author's inaugural dissertation, Marburg, 1914. 
“Litteratur”: 4th prelim. leaf. 


1. Zola, Emile, 1940-1902. 2. Hugo, Victor Marie, comte, 1802-1885. 
ranc 


3. Romanticism 


PQ2898.F7 20-7713 
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Library of Congress 


Franke, Carl Gottlob, 1854- 

Das Veterbich. Ein beitrag zur kenntniss mitteldeut- 
seher literatur und mundart ... Paderborn, Schéningh’- 
sehe buchdr., 1879. 

iv, 4p. 20° 

Inaug. diss — Leipzig 

Lebenslauf 


1. Veterbuch. 2. Germ: eM 


iddle High German—Phonology. 
3. German language - Dialec ‘entral Germany. 


19-918 
PT1664.V3F8 
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Library of Congress 


Franke, Charles L. 

The silver question. The principal facta, Sours, and argu- 
ments relating to metallic money. By Charles L. Franke . 
Louisville, Ky., Printed by the Courier-Journal job printing 
co., 1883. 


vill, 08 p. Incl tables, 23" 
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Library of Congress 


Franke, Edmund, 1843- 
De eo, quo Silesiae ducatus saeculo x1v. cum regno Bo- 


hemiae fuerint conjuncti, nexu feudali. Opolii, ex offici- 
na E. (1865) 
2010 2p 24" 
Inaug -diss — Breslau 
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1. Silesia—Hist. 2 Bohemia—Hist—To 1620. 
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Library of Congress DD491.S45F8 


Franke, Elmer Ellsworth, 1861- 


The facts about our Bible; its Netestetie, inerrancy, 
ay 


and inspiration, from a fundamentalist 
Elmer E. Franke ... New York city, The People’s 
tian bulletin (71925, 


135, 3, p incl Mus, por. 187. 


Library of Congress 
Copyright A 815970 
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Pranke, Elmer B. 

Pagan festivals in Christian thoughts on the 
day of Christ's aay" by E. E. Franke. New 
York city, E. E. Franke 191% 

Mo. ites i. 

1. Tithe. 

Library of Cangress BVSFS 
Copyright A S7s020 a 
Franke, Erich. 


Die geistige entwicklung der negerkinder, ein beitrag 
zur frage nach den hemmungen der kulturentwicklung, 
von Erich Franke; mit 173 abbildungen von zeichnungen 
and plastiken .. Leipzig, R. Voigtlander, 1915. 

xii, 304, 19, «hy a % (Half-title. Beitrage zur kultur- und uni- 
versalgeschichte 35. hit.) 

Published also as the author's inaugural dissertation, Lerpaig, 1915. 

“ Literaturnachweise” (271,308 

1, Negroes. 2. Ethnopsychology 1. Title. 
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Library of Congress 


Franke, Ernst. 

Die augeniirztliche therapie; ein leitfaden fiir studie- 
rende und drzte von dr. Ernst Franke ... Berlin, J. 
Springer, 1924. 

vi, 199, hp. 19 


1 5 hal 1 
Therapeutics. Ophthalmologica! 1. Title ae-suses 
Library of Congress REW1 F7 
Copyright A—Foreign 25698 
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Franke, Ernst. 


Ocular therapeutics; a manual for the student and the prac- 





titioner, by Doctor Ernst Franke .. t by Clarence 
Loeb St. Louis, The C. V. Mosby oo., 1925. 

2p 1, isp Bye 

1 1 Loeb, Clarence, 1876 = tr. 
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Library of Congress RESO! F73 
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Franke, Erwin. 
A, kaffeekonserven und kaffeesurrogate. Darstel- 
des vorkommens und der zubereitung von bohnen- 
ee, der erzeugung von konserven aus kaffee und der 
pen Na a roy epee aus feigen, getreide, malz 
usw. Von Erwin Franke... Wien Leipzig, A. Hart- 
leben, 1907 ,1906, 


viii, 221 p. illus. 19°. (Om cover: Chemisch-technische bibliothek. 
bd. 297) 


1. Coffee 
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Library, U. S. Dept. of Agriculture 68F85 


Franke, Erwin. 

Kakao, tee und gewiirze. Von Erwin Franke .. Wien 
und Leipzig, A. Hartleben, 1914. 

vill, 912 p. tito 19" (On cover: A. Hartleben's chemisch-techal- 
sche bibliothek. bd. 347) 
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Franke, Felix, 1658- 
.. Ober chronische influenza. Von professor dr. Felix 
Franke .. 


(in Bethefte sur Medisinioches Klink ... Berlin, 1908. 24)”. 
v. jabrg. > 203282 ilies) 


aCe M10 
Title from Rocheste: Univ. Printed by LC 
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Franke, Friedrich. 
J. F. Herbart, grundziige seiner lehre, von Friedrich Franke 
Leipzig, G. J. Géechen, 1909. 
1.1% p> Ww. 


1. Berbart, Johane Friedrich, 1776-1841. 
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Library of Congress Bao FT 


Franke, Friedrich, 1805-1871. 
Lectiones aeschineae. Scripsit Fridericus Franke. 


(Is Phileleges Sepplementband Géttingen, 1866. 27". 
Ine amas) ” 
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|Pell meme: Lodwig Gottiod Friedrich Franke, 
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Franke, Friedrich August, pseud. 
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Sommer, Johann Christian, d. 1832. 
16-1163 
Library of Congress 
Franke, Frits. 


_ Die flora des Namurischen zwischen Menden und Mare- 
berg (Westfalen), von Fritz Franke 


Prussia Arbeiten ses dem Institat 
tar peldobotanth der brennsteine. Berlin, 1990. 
ye bd 2 Aft tab) 


1. Paleobotany—Westphalia. 1. Title. 
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Library, U. 8. Geological toner A oe Inte bd. 2, bft.1 
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Pranke, G. 
ot tiber die giitertarife der ei 
in den Verei: von Amerika. Né@eh einem 
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¥. Mus, fold plates 244”. 


1. Briquets. 1 Tithe. 
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Library of Congress TPiS6 BTFST 1980 
Copyright A-— Foreign 12924 
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Franke, Georg, 1889- 


Quaestiones Agathianae, scripsit Georgius Franke. Vratis- 
laviae, M. & H. Marcus, 1914. 


3p... 8p. Wy (Added t-p.: Bresiaver pbilologische abhand- 
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Franke, Georg Hermann. 


Der staat und die geschlechter, von Georg H. Franke. 
Breslau, F. Hirt, 1924. 


und seine krifte: Mann und weib. voll 
nd welt —Der staat und die c : Stillstand entwicklung. Natur 
und recht —Der staat und die jugend : Wissen und Sprel und 
1. State, The. 
25-7267 
Library of Congress JC264.F7 
Copyright A—Foreign 26614 
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Franke, Georg Hermann. 
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von Georg Hermann Franke ‘ RSS 
1912. 
Sp 217 
1. Education, 1. Tithe 
E 13-1480 


Library, U. S. Bur. of Education B77S.F86 


Franke, Gerhard. 

Lilbeck als geldgeber Lineburgs ; ein beittag “tur ge- 
swhichte des stid im 14. und 15. jahr- 
hundert. Neumtinster i. H, K. Wachholtz, 1935. 

rill, 108 p. 24". (Abhandiungen sur handele und esegeechichte iro 
auftrage des Hansischen geschichtevereing bd. tr) 


thor's inaugural dissertation, K 
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Franke, Gertrud 
see 


Franke-Schievelbein, Frau Gertrud, 
1851-1914. 


Franke, Gotthilf August 
see 


Francke, Gotthilf August, 1696-1769. 


Pranke, Hans. 


Die pflanzlichen gerbstoffe. Wbersicht iiber vorkom- 
men, eigenschaften, nnung und anwendung der wich- 
tigeren pflanzlichen gerbstoffe. Von dr. Hans Franke. 
Magdeburg, Selbstveriag des verfassers 1909, 


6, ip 1m 


1. Tannin 


Library, U.S. Dept. of Agriculture 388F8S2 
Franke, Herbert. 
Zur reform des firmenrechts und der handelsregistereintra- 
gung, von dr. Herbert Franke ... Kiln, P. Neubner, 1937. 
vill, Bp. 24>. 
ssued iso as \uaugural fone my 3 Cologne. 


Errata => mounted oo ¥ 
“Verzeichnis der benutzten ochritten” p. v-vill, 


1. Commercial law — Germany. 2 Recording and registration — Ger- 
many. 1, Title. 
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Library of Congress 2 


Franke, Hermann. 
Ueber die bew. 
von W. Ratz, 1874. 


ep sim 
Inaug -dise—Jena 


rotirender kreisel ... Jena, Drack 


Library of Congress QAses. TYFs 


Franke, Hermann, 1847- 


Geologisches 
H. Franke ... 
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Franke, 1s47- 

Die umrisse der kristallflichen und die a 
kristallmodelien, von dr. H. Franke... Mit 119 \- 
gen und 26 textta: F. Enke, 1918. 


vill, 111 p. tect. tables, diagra §=25)*. 
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Geo. F. Kuns Collection K1IS FES 
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... Das heil der vélker; mit einem geleitwort von professor 
dr. Karl Adam. Paderborn, F. Schéningh. 1937. 
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(Poll seme: Hermann Heinrich Franke, 
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Library of Congress 
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Copyright A-- Foreign 85202 
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Franke, Hermann, 19)8- 

The salvation of the nations, from the German of Hermann 
Franke ; face by Professor Dr. Karl Adam. Lon- 
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Franke, Hermann Heinrich 
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Franke, Hermann, 1908. 


Franke, Johann. 

Causes of degeneration of American trouts in Austria. By 
Johann Franke ... Paper presented before the Fourth Inter- 
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p ere, 2 (0. 8, Boress of Gsberies Dor no. 0) 

Trensiated from the German. 
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Library of Congress SHTLFS 
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-Praoke, Johann 

Radical prevention of Costia necatriz in salmonoid fry. 
From Balletin of the Bureau of fisheries, volume xxvm, 
1 Proceedings of the Fourth international fishery 
congress, Washington, 1908. Washington, Govt. print 
off., 1910. 
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Paper presented by Johann Franke. 
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Franke, Johannes, 1545-1617. 

Johannes Franke “Hortus Lusatise” Bautzen 1594 mit einer 
biographie, neu hrag., und erklirt von Rudolph 
Zaunick, Kurt Wein und Max Militzer, Bautsen, Neturwis- 
senschaftliche gesellschaft Isis, 1930. 

1 pl, vi 296 p. front, 259 (On verso of t-p: Oberiausiteer 

itatudien bd. 18) 

“Johannes Franke (1545-1617) sein leben und sein werken, vou dr. 

Rudolph Zaunick™: p. 7-46. 


1. Botanica! gardens 1. Botanic arene 2 Franke, Johannes, 
146-1617 3. Botany Lusatia (3. Logstia —Botany, 1 Militser, 
Max. u Wein, Kurt. im. Zeunick Nedetpa Ww the. 


Agr 51-178 


Library. U 8. Dept. of Agriculture 452.2785 





a 
Franke, Johannes, 1545-1915. 
Die abgabe der pflich F von dr mit 
d beriicksich und des Deutschen 





Reiches. Unter benutzung archivalischer quellen von dr. Jo- 
— a Berlin, A. Asher & co., 1889 


4 Pp. (#éde4 tp: Sammlung bidiiothekswissenschaft. 
cher arbeiten. aed vou Kart Dulateko. «mt. bft.) 
1 Lang 2 Copyright Ge. ~-y 4 3. Liberty of the press. 
1 Tithe emplare, [te abgabe der 
2-16041 
Library of Congress 71008 Dee 
(a2el, 


Franke, Johannes, 1848- 


Der leihbetrieb der 6ffentlichen bibliotheken und das 
Itende recht. Von dr. Johannes Franke ... Berlin, 
. Vahlen, 1905. 


2p me 


1. Library administration. 2 Library legislation 
S—I75905 
Library of Congress 7712 F&s 


Pranke, Julius Hermann. 

Die trigonometrische punktbestimmung im netz-an- 
sehluss. Mit besonderer riicksicht auf eine rationelle 
eS - Miinchen, Druck der Dr. Wild’- 

schen buchdruckerei (Gebr. Parcus) 1875. 

vill, Op, 11 diagr. 214™ 

Inaug -diss — Jena. 


1 Triangulation 
Library of Congress QBw21 FR 
Franke, Kari. 





Deutechéaterreichs sukunft ; 
ausblicke von Kari Franke. Whe ts taeidrich, 1919. 
Bp mr. 


J, Bere om, 00-e-Rentets Geeta 


Library of Congress D651.AS6r7 








Franke, Kari Ledwig, 1815-1861. 
Dr. Car! Franke’s Griechisch lehre. B 
dr. Albert von Bamberg 26. durchgesehene sufi. Berlin, 
J. Springer, 1897 
én" Liert a Sontag | Pree on atten es) 


1, Greek language—Grammar 
oa 








3865-28876 

Library of Congress PA254.B33 0.1 (485) 488.1 
Franke, Kurt. 

Die technik photographisch fnab be: mikroskop 

hen und 0 coed lebendbeobachtung 
Von Kurt Franke (Mit 11 Tense ) 

(In Abderhalden, Emil, od. Handbech der arbelte 
dium der funktionen der cinseinen organe des tierischen orgeaismen. 
© 10 hit. 5, (:1985,) p 073,-086. illus.) 

Bibliographical foot motes. 

1 Photomicrography 

A 0 86-8806 

Title from Ohio State Univ 

Library of Congress (QH324.43 1020 abt Gt 10) 

ra (914.072) 


Franke, Kurt Walter, 1889- 

Measurement of hydrogen-ion concentration in the control 
of pulp and paper manufacture ... by Kurt Walter Franke . 
Easton, Pa., Mack printing co., 1928. 

2%4p,1L 1ilus, diagre 234~ 

‘Thesis (ru. p.)—University of Minnesota, 1927 


Biography 
Bibliography « p. 23-24 


1. Paper making and trade. 2 Electrolysia 1 Tithe: Hydrogen 
Jon concentration 


10401 
Library of Congress TS1100.F7 1927 


— —— Copy 2. el, 


Franke, Kurt Walter, 1889- 

Report on a preliminary field survey of the so-called 
“alkali disease” of livestock. By Kurt W. Franke ... T. D. 
Rice ... A. G. Johnson ... and H. W. Schoening ... Washing. 
ton U. Fy Govt. print. off., 1934. 

10p ius 23". (U. 8 Dept. of agriculture Circular no. 820) 


Joint contribetion from Boreac of chemistry and soils, Bureau of 
plant industry, and Bureao of enima! industry. 


1. Alkall disease, 1 Johnson, Aaron Gay, 1880- joint 
. ly, 1878 joint anthor. m. Bcboening. | — 
William, LRA jotot author 
Agr 34-52) 
Library, U. 8 Dept. of Agricultare 1. Bo. 320 
Library of Congress (821.472 no. y] 
eo, 


Franke, Olga, 1898- 

Euripides bei den di h des achtzeh 
jabrhunderts, von Olga Franke. prem Dieterich, 1929. 

3 pt, 192 p 224". (Added t-p.: Dan erbde der alten .. 2. rethe 





ua 1020 also im part as the actbor’s imeugura! dissertation. Ber- 
“Literatar™: p. 155,-157. 


1. Euripides, 2 German drama—18th cent —Hist & crit 8. Litera- 
tare, Comparative—Greek and German 4. Literature, Comparative— 
German and Greek 


81-90672 


Library of Congress PTF? 1920 


2 82 60y 


Franke, Otto, 
Einfihrung in die ph der rund- 
nik, von dr. Otto a . mit 167 textabbildungen. 
Wien, J. Springer, 1937. 
vill, 272 p. diagrs. 21°. 


Meck Al, 





a == 2 Electric waves. 3. Vacuum-tubdes 4. Oscillators, Elec 


38-3147 
Library of Congress TKOSSO. 573 
Copyright A— Foreign 36782 
3s am 3841 








fe 





Franke, Otto, 1863- 

Beschreibung des Jehol-gebietes in der proving Chibli, 
detail-studien in chinesischer landes- und volkskunde; mit 
einer karte und sechzehn illustrationen, von dr. O. Franke. 
Leipzig, Dieterich, 1902. 

XY, (1), 108 p. front., plates, fold. map, plans, tab. 24. 


Appendix : 1. Die fora des Jebol-gebiets, p. (Ti,-61. 1. Die fauna des 
Jeboi-gediets, p 42,00 


1. sebol. 2 Natural bistory—China—Jebol 1 Title 


DSTe6J4rs 
a28e1, 


Library of Congress 


Franke, Otto, 1963- 
Deutschland und China vor, in und nach dem kriege; vor 
trag gehalten am 29. janvar 1915 zu Bonn a. Rh., von dr 


O. Franke Hamburg, L. Friederichsen & co. (L. u. R 
Friederichsen) 1915. 
Bp me 


1. Germany—For 
ropean war 1914 toe 
1510070 
Library of Congress DD120.C6FrT 


(e371, 


Franke, Otto, 1863- 


. Deutschland und England in Ostasien. 16. oktober 
1914. 5. tausend. Hamburg, L. Friederichsen & co. (L. 
u. R. Friederichsen) 1914. 


23». 23°". (Deutsche vortrige hamburgischer professoren. 3) 


1. Eastern » poaien (Far East) 2 Germany—ror. rel—Gt. Brit. 3. Ge. 
Brit —For Germany 


15-7294 


Library of Congress DS) D48 


Franke, Otto, 1863- 
.. Das deutechtum in China; vortrag gehalten vor 
arbeitern im Hamburger volksheim am 12. marz 1915 von 
rofessor dr. O. Franke. 1. bis 3. tausend. Hamburg, 
. Boysen, 1915. 


21 p 28". (Vortrige gehalten im Hamburger volksheim. ar. 153) 


1. Germans in China. =. Title. 


25-18812 


Library of Congress DS740.5.G2F7 


Franke, Otto, 1563- 
Epigraphische denkmaler aus China, mit unterstiitzung der 
Hamburgischen wissenschaftlichen stiftung, herai 
von O. Franke ... und B. Laufer Berlin, D. Reimer; ,etc., 
etc., 1914- 
.. pl. (part double) 41 x 514™. 
Each volume has ulso special t-p 


1. Ineeriptions—Chine 


1. Laufer, Berthold, 187¢- Joint autbor. 
um. Title. 


Library of Congress (a32b1, 


Franke, Otte, 19¢8- ; 
hichte des ischen reiches; eine darstellung seiner 

crutch, sive wenn und sateen bis 2 pve 
sten zeit, von O. Franke ... Berlin, W. de Gruyter & co. 
1930 

v. fold. map (in pocket) 20”. 

Map sccompanied by aeet with outline Grewing and descriptive 
letterpress. 





1. China—Hitet. 1-08 
Library of Congress DeTs6.FT 
Copyright A—Foreign Leaed 
i baal 


rel—China. 2 Chine—Por. rel—Germany. 3 Eu- 


CATALOG OF PRINTED CARDS 


Franke, Otto, 1563- 
mt te in Ostasien von 1894 bis 1914; ein 
: O. Franke ... 


i kri vou 
bree mi cntrafeung de der Ham ~4 wissenschaft- 
stiftung. Braunschweig und G. Wester- 


aa 


sate, ch 0 a. --fanberciete endear; siretall. « gull 


1. Eastern question (Far East) 2 World politics. 


23-17413 
Library of Congress DSSi8F7 1923 
eel, 
Franke, om, 1863- 
Ostasi bild zum veretandnis 





; bell 
der ot wy und kultarellen entwicklungs-vorgange im 
Fernen (Osten; mit einem caiemene Die ———? — 
studien in Deutschland. Von dr. O. Franke... Ham- 
burg, C. Boysen, 1911. 


xp. 11, 95. p 297 M79 


1. East (Far East) 2 Eastern question (Far East) 
11-11973 
Library of Congress DS418 F7 
Copyright A—Foreign 2970 


Franke, Otto, 1563- 

Die rechtsverhaltnisse am grundeigentum in China, von dr. 
O. Franke. Leipzig, Dieterich, 1903. 

vill, ip 24. 


1. Real property—China 1 Tithe 
11-12350 


Library of Congress e331, 


Franke, Otto, 1863- 

Studien zur geschichte des konfuzianischen dogmas und 
der chinesischen staatsreligion : das problem des Tsch*un- 
te*iu und Tung Tschung-schu's Tsch*un-ts‘ia fan lu. Von 
O. Franke ... Hamburg, L. Friederichsen & co., 1920. 

4p 1,39, xip Wim. (Added t-p a umiversitat, Ab- 
handhangen aus dem gebiet der suslandsirunde Reihe B. Volker- 

kulturgeschichte und sprachen. bd. 1) 


1. Title. 


218003 


Library of Congress BL1840.F7 


1s2Sel) 


Franke, Otto, 1863- 

Was lehrt uns die ostasiatische geschichte der letzten finf 
zig jabre? Vortrag von dr. O. Franke. Berlin, D. Reimer 
(FE. Vohsen) 1905, 


Ip hp @114. 2" (On cover: Abtetiung Kerlin © Rastenenbaap 
der Leutechen kolontal geselischaft Verhandiungen 1908/05 


1. Eastern question (Far Rast) 2 China—For. rei 








® 34519 
Livrary of Congress sv241 FS 
diel, 
Franke, Otto, 1863- 
Zur geschichte der itorialité in China, von O. 
Franke. Sond be Si b der Preus- 


aus den 
sischen akademie der wimenachaiten, ‘Phil.-hist. klasse, -- 
xxxt. Berlin, Veriag der Akademie der wissenschaften 
kommission bei Walter de Gruyter u. co., 1985. 


ep =. 
Bibliograpbica! foot-notes. 


1. Exterritortality. 2 Chine— Foreign relations 
2087-3198 
Northwesters uolv. Library 
tor Library of Congress ra 
69 


Franke 


Franke, Otto, 1563- 

Zwei wichtige literarische erwerbungen des Seminars far 
sprache und kultur Chinas zu Hamburg. Von profesor dr. 
O. Franke, direktor des seminars. Hamburg, O. Meismer, 
1915. 

2p lwp Paes om Om Tate Hr aaa Se 
koltor Chinas so 
At head of title: 7 tibet sm snrtach der tember lame a 
echaftlicben anstalten, xxxm 
Converts — Das Yung-lo ta tien Des To echo tai tech ng. 


1 Tithe. m@ Title: Des Yonglo ta tien. mm Tithe: Des To echo tat 
tech @ng 


(De 4400 
Library of Congress Qe BAT jabre. exen, betbeft 7 
~~ — Copy 2 PLanerT 
Franke, Paul. 


Die lage der industriellen arbeiter und die wirkungen der 
arbeiterschutzgesetzgebung in der proving Brandenburg 
(Nach den berichten der gewerbeaufsichtsbeamten.) Berlin. 
Buchdrickerei von G. Schade, 1902 


vill, 208 p a= 
Toaug diss = Tibingen 


1. Labor and laboring clessesBrendenbure 2 Later laws and 
legtsiation Prussia 


+ 19165 


Library of Congress HDTS80 BePS 


(a30e1 


Franke, Paul A. 


Graphic shorthand lessons by mail, conducted by a 
preston stenographer, Paul A. Franke Brooklyn, 


26) 


p. plates 2597 


1 Shorthand 1. Title 
217901 
Library of Congress 2% FR 
Copy 2 
Copyright A 951205 12) 


Franke, Robert. 

Russische verwiistungen und greuel; meine fahrt durch 
Ostpreussens ruinen, von R. Franke 2. verm. auf. . 
(Danzig, A. W. Kafemann, 1917 

Bip 2 

“Der reinertrag fliesst der sammiung fir den wiederaufbau Ostpreus 

™ 


1. European war, 1914- 
1 


~Prussia, East (Province) 2. European war 
1914 — Atrocities Title. . . 


21-12585 


Library of Congress DSSLF7S 1917 


Franke, Robert. 

Der wirtschaftskampf, dargestellt an hand seiner histori. 
schen entwicklung und in seiner verwendung als sanktion= 
mittel nach artikel 16 des Vélkerbundpakts, von dr. jur. Ro- 
bert Franke. Leipzig. R. Noske, 1991. 


vill, 121 p 29 (Added tp: Prenkfurter ebbendiunges tum mo 
derven vOlkerrecht bft 25) 
“Literater”: p 116-121 


he conditions 1918 


1. Beonom! 2. League of cations (Convensat. 
Article 16 1 Tithe 


am& 310 
‘Tithe from Carnegie Endow int Coon, IxkT Pe oh DB 
Printed by I 
Se? 


Franke, Rudolf, 1870- 

Eine vergleichende schalt- und 9 ayer me neue wege der 
kinematik. Vortrag, gehalten auf der wisenschaftlichen Te- 
ung zur feier des hundertsten geburtstages von Franz Reu- 
leaux, am 11 november 1929 in der Technischen hochschule 2u 
Berlin von Rudolf Franke; mit 81 abbildungen. Minchen 
und Berlin, R. Oldenbourg, 1930. 

Tp ies 26° 


1 Machinery. Kinematics of. 2 Mevieeus, Frees 1429-1006. 


31-1787T6 
Library of Congress TIFT 
Copyright A—Voreigs 1178S 
a @a 











Franke, Rugolf Otto, 1862- 

Geschichte und kritik der einheimischen pali-grammatik 
und -lexicographie: von dr. R. Otto Franke Strassburg, 
K. J. Triibner, 1902 


.® bp wy 
Bibli-grapby p 97-99 


1 Poll ton Gramma: 2 Poli lunguage—Leaicography 
3. lode Aryan philology— Hist. 
3-3513 Kevised 
Library of Congress PK1007 PS 
rtAb2, 


Franke. Rudolf Otto, 1962- 

P&li und sanskrit in ihrem historischen und geographischen 
verhaltnis auf grund der inschriften und minzen dargestellt 
von dr. R. Otto Franke Strassburg, K. J. Triibner, 1902. 

16> 2 


) Vali language 2 Sanskrit language 1. Title. 
3 28508 
Library of Congress PRKMISFT 


a3Tb1-, 491 3701 


Franke, Rudolph. 

Erlebnisse eines Deutschen im hohen Norden; aufzeich 
nungen und berichte Rudolph Frankes, hrsg. von Erwin 
Volekmann; mit Frankes bildnis, 60 abbildungen nach 
dessen uraufnahmen u. a. nebst 3 kartenskizzen. Ham- 
burg, A. Janssen, 1914 


34 » incl from plates, ports, maps. 22”. 


1 Arctic regions 


1. Volckmann, Erwin, 1862- ed 1. Title 
1419209 
Library of Congress 
Copyright A—Foreign 11266 


670.1914. F3 


Franke, Ruth. 

Peter van Zirns handschrift; ein d i hulbuch 
vom ende des 15. jh.. von dr. Ruth Franke. Berlin, E. Ebering, 
1932. 

1% p fecsim 24° ((iermaniache stadien, bft. 127) 
“Literatar” : p. 129,-13 





1. Veter van Zirn, 6. 1497-1900, 2. Text-booke—Germany. 3. 
thon, Medieval. 4 Low Germae language—Warly to 1500-—Texte. 


3284572 
VT eeO.PerT 


a (871.32) 80.487 


library of Congres 


Franke, Simea, 1880- 

‘The last of the Zuider Zee; translated from the Dutch of 
8. Franke; illustrated by Pol Dom. New York, Stackpole 
sons ,°1937, 

192, (1; p tmel. fromt.. us, plates, double map. 287”. 


“The English version of Twes urker jongens was made by Barrows 


m Tite Trenciotion of 


uM 2 
1. Memey, June Barrows, 1880 
Library of Congress 
-—-— — Ospy 2 

Coprrigt 4 1100 & 


Prambe, Walter. 
Deutsches christentum und deuteche reichskirche als forde- 
der gegenwart, von dr. Welter Franke ... Frankfurt 
om Main, Diesterweg, 1983. 
2pi,ap a. 
“Besetl er THO 


1. Germany — Retigion—1608- 2. Chered ané ciate te Germany— 
18 . Tide. 
ote 


Laprery of Congress pees rt ms 


LIBRARY OF CONGRESS 


Franke, Walther, 1890- 
An allen vier zipfeln; roman. Berlin, Ulistein ,1985, 
5. )p.2b my. 
At bead of tithe: Walther Frenke-Rata. 


Title. 
: 96-4702 
Library of Congress PT21LR2TTAS 1986 
Copyright A Foreign 30838 
2 833 91 


Franke, Walther, 1890- 
Besondere kennzeichen : keine; roman von Walther Franke- 
Ruta. Berlin, Ulistein “1933, 


ZO, 1) pp. 1 16y*. (Helf-title; Die geiben Ulisteim-bicher. (168,) 


1 Title 
Library of Congress PT2611 R2TTB4 1088 
Copyright A—Foreign 2mHe 


Franke, Walther, 1890- 
Das haus an der scharfen kurve ; geschichte einer froblichen 
weltflucht, von Walther Franke-Ruta. Berlin, Ullstein ,1936, 


4.1) p.1) 1 


1. Title. 
14017 
Library of Congress PT2611. R277HS 1986 
Copyright A—Foreign 31515 
2 833 91 


Franke, Walther, 1890- 
... Pension Miramare, roman. Berlin, Scherl ,“1938, 
246, 1, p. 1” 
At head of title: Walther Franke Ruta. 


1 Tithe. 
Library of Coagress PTMILR2TTPSs 1988 
Copyright A—Foreign 857 
a 
Franke, Walther, 1890- 


. Die unbindige insel, roman. Berlin, Scherl ,*1989, 
Dip we. 
At bead of tithe: Walther Franke Ruta. 


1 Tithe. 
© 16805 
Library of Congress PT3S1L.R2TTUS 1980 
Osprright A—Foreign ent 
2 mma oi 
Willibald, 

sapbyoieal phestanies of « necepicitdlt edited by 
meta; A i 

FGurti pee, Authorized translation by Lilian A. 
Clare. London, G. Allen & Unwin itd. ,1923, 


me ite me. 


1. Seiriesslt 2 te 





© Clare, Liles A. wr. a Title 


Litrery of Congres 
Cooyright A od ian 5438 


(Franke, Willibald, 

Voices from another world; the waking dreams and 
metaphysical phantasies of a non-spiritualist, edited by 
F. Gurtis :pseud., authorized translation by Lilian A. 
Clare. New York, Dodd, Mead and company, 1923. 

xv, 243 21" $3.00 





1s | 2 Sub + Clare, Lilian A. o. o. Tithe 
23-17490 
Library of Congress BFIM3F7 19230 
— —— Copy 2. 
Copyright A 799916 a 


Franke, Willibald, 1871- ed. 

Die wallfabrt nach Weimar, besuche bei Goethe in 
schilderungen bedeutender manner, gesammelt und he- 
rausgegeben von Willibald Franke. Leipzig, Dietrich 
(°1925) 

Zp b, 6, ap 9”. 

Contents. —Henrik Steffens —Frednch baron de la Motte Fouque — 
Adam Ochlenschlager —Wilheim Dorow.—J. P. Eckermans. — Heinrich 
Heme. —Kari Hemrich ritter von Lang —Furst Hermann von Puckler- 
Muskau —Franz Grillparzer —Karl von Holte: —Hemnch Josef 
Felix Mendelssohn. Bartholdy —Friedrich Holderlin. 

1 Goethe, Johann Wolfgang von—Contemporaries. 2 Goethe, Johann 
Wolfgang von—Homes and haunts 1 Tule 


26-1279 
Library of Congress PT2101.F7 
Copyright A—Foreign 2070 
2 
Franke-Rata, Walther 
ace 
Franke, Walther, 1890- 
‘83 7enBO 
Library of Congress a 
Franke-Sohievelbein, Gertrud. 


Kunst und gunst; roman. Berlin, F. Fontane & co., 
1895. 


Spl, 410 pp iP. 


are 
Frenke-Sohlevelbein, 
Liebeswerben ; roman. Berlin, F. Fontane & co., 1897. 
tpl, isp is. 
ee ee 
Library of Congres, no. 


Frankel, Edward T. 

Summaries of relief cuses and expenditures for rpose of 
administrative control (by, Edward T. Frankel Ay Pirie H. 
Perenyi (New York, Joint committee on relief statistics 
of the American public welfare iation and the Ameri 
statistical association, 1939, 


Sp. 2”. (Papers on relief statistics, no. 7) 





1. Charities New York (State) 1 Perenyi, Pirte H., joint author. 


1611 
Library of Congress HVOOAIPS no.7 = 


Pa (881.6082) 961 600747 








7 


esas 


et 








Frankel, Emil. 
Poor relief in Pennsylvania; « state-wide survey, by 
Emil Frankel Harrisburg, Pa. ,1925, 











140 p 2. (Pennsylvania. Dept of welfare. Bulletin 21) 

At head of title of of 

re 

1. Poor — 2 and -_ 
vania. 3. Charities LP Dept of pablic 
welfare. ut. Tithe. 

Laat 
Library, U 8 Dept of 
Library of Congress HVSOPS 19308 
241, 

— Dionis. 


vietim of gossip. By F. Dionis Frankel. New 
York, 4. W. Dillingham co., 1897. 


1p. 1, $276. 19° (Dillingham’s metropolitan library, no. 31) 


CANON 
Library of Congress PZ3 Fasz7v 
Frankel, Harold A. 
Finger print expert, by Harold A. Frankel ... foreword by 


William B. Mills with 11 illustrations, 26 plates, table of 
cases, and complete descriptive index. Philadelphia, Nan- 
dor- Wilson, inc., 1932. 


axi, 217 HA & ipod wy fold.) fold. forms, 244". (Let- 
tered om rimina! detection series) 
“First pri 
Bibtogeapey Devitt. 
rm prints, 2 Crime and cutminals — Stsatiieetien, 3. Crim- 
teat law—U. 8 4. Evidence, Expert 1. Title. 
32 23405 
Library a Congress Hv@OT4 FT 
—— — — Copy 
Copyright A SOND ray cay 


Frankel, Harold A. 

A guide for notaries and real estate brokers in Pennsylvania, 
by Harold A. Frankel Philadelphia, George T. Bisel com- 
pany, 1930. 

1.1% p 2 





Real pr 2. Persona! pr st 
3 A wt Contracts Penney! » 4 Negotiable instruments — 
Pennsylvania 5. Noteries— sivania. 4 Forms (Law)—Pesnsy!- 
Forms —Peansy!vania, 








We 125060 


Frankel, Harold A. 

Homicide investigation: « pocket companion for the district 
attorney, lawyer and detective with a complete digest of evi- 
dence pertaining to homicide, by Harold A. Frankel. Phils. 
delphia, Gainor press, 1931. 

10 p. 1, 123 p. 20". 

Bibliography: p. 101. 


1, Homicide 1. Tithe. 


Library of Congress 
—- —— Copy 2. 
Copyright A 30635 3 ‘M3 


81-20814 


Frankel, Herbert 


Frankel, Sally Herbert. 


CATALOG OF PRINTED CARDS 


Frankel, Ida. 
The women of all nations demand peace 
oenee by Ida Frankel 


; lecture on world 
San eantan, Calif, 1. Frankel 


“ap ye. 


1. Peace . "om emays, lectures. 2 Woman Quotations, mar- 
ims, ete 1 Title. 
A 32 2503 


Endow Iot oon JX1965. Fas 
Printed by Cc 


2 


Title from Carnegie 


Frankel, Julius, 1831-1881. 

A practical treatise on the manufacture of starch, glucose, 
starch-sugar, and dextrine. Based on the German of Ladis- 
laus = ae: a other ae Julius Frankel 

yy Robert Hutter ust. 58 engravings .. 
Prinedetphin, H. C. Baird & co.; ,ete., an 1881. 
avi, (17)-344 p. illus, 24 


1. Starch. 2 Gane te Dextrose. 4 pute 1 Wagner, Ladie 
1s41- iter, Robert, ed. 


leus von. 
11 366 
Library of Congress TP415.Fa2 
Copyright 1881: 6931 (36b1, 


Frankel, Lee Kaufer, 1867- 

Community sickness survey, Rochester, N. Y., Sep- 
tember, 1915, by Lee K. Frankel, px. p., sixth vice presi 
dent, and Louis I. Dublin, pn. p., statistician, Metropol- 
itan life insurance co., New York Washington, Govt. 
print. eff., 1916. 

16 p. incl. tables, diagr 

At head of title: United Stace Public health service 
gron general 

Reprint no 326 from the Public health reports, v. 31, no. 8, February 25, 
1916, p. 423-438 
Running title: Sickness survey,  Rechorws, : Y 


Rupert Blue, sur- 


lementary survey at Tren } had 14-15 
1. Medical statistics 1 Dublin. ‘Louis Tornel 1882 joint author 
um U S_ Public health service Public health reports e 
yy ae mt. Title Iv Title Sickness survey, Rochester, 
RA? F7 16 26326 


Library of Congress 
— Copy 2. 


Frankel, Lee Kaufer, 1867- 
Conservation of life, by life companies, by Lee K. 
Frankel New York, Metropolitan life press, 19137, 
cover-tith, 7p 2" 


“Reprinted from the fortieth anniversary number of the Insurance world, 
pe. 5 12, 1913" 


1. Insurance, Life 2 Longevity. 3. Hygiene, Public 1. Title 
14—9595 
HG8932 F8 


s2Sd1 


Library of Congress 


~~ York, Metropoli- 


cover-titie, 9, (1) p 234" 


“Address before the Dental society of the state of New York, New 
York city, May 11, 1923." 


1. Mouth—Sepsia. 2. Infection, Focal 
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cover-title, 8 p. diagrs. 24”. 


1, Mathematics—Curtosa and miscellany 1 Tithe. 
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a2Bel, 
Frankenstein, Herbert. 

Brasilien als aufnahmeland disch derung aus 
Deutschland, von Herbert Frankenstein -» Mit % fotoauf- 
nahmen. Berlin, J. Jastrow ,1936, 

30 p. incl. map. plates. 2°. 

L Brazii—Deecr. & trav. 2 Brasii—Econ. condit —1918- 3 Jews 
to Brasil. L Tithe. 

‘88 8TSS0 

Library of Congress r2eT Fe 
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Frankenstein, Johannes von 
see 


Johannes, von Frankenstein. 


Frankenstein, John 
American art: 17 A satire ... by John Frenk- 
enstein. Cincinnati, O. 


vill, 112 we. 
Io verse. 


1. Art, American. 2. Cinctonati. 1. Tithe 
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Verlag dr. ing, 1985. 
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att anal oat 244". (Historiarke studien ... bree. von 
‘The suthor's dimertation, 

“Besotete guetien ued lterater = p®-18 


1 Baxe-Cobdarg-Gothe—History, 2 Sexe-Altesburg—History 3. Ger. 
mee 64 Freace—Foreign retations—‘ier- 
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zialpolitik Uber die lage der landarbeiter, von dr. Kuno Fran- 
kenstein Berlin, R. Oppenheim, 1898. 


2p1,.sp wir 


1 Agricultura: laborers—Germany 1 Title 
42-1408 


Library of Congress HD1580.03F7 
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Frankenstein, Kuno, 1861-1897. 
Der arbeiterschutz ; oie  Gastts und politik ...  Leip- 
zig, C. L. Hirschfeld, 1 


x, 384. 8°. (Hand- und lehrbuch der staatewissenschaften ... 1. abt.: 
Volkswirtschaftsiehre. 14. bd.} noes 


Bibliographic: p. 319-384 


}. Taber laze and lenistetion 2 Labor and laboring classes. Labor 
and laboring classes—Bi 4 ‘ 


G-S% 
Library of Congress (a26d1) 


Frankenstein, —_ a0 1897. 

fang di Hf ines cuioatane 
an lesen Ein beitrag zur socialstatistik 
und zur Sg a omer Thiiringens, von dr. Kuno 
F eh in den text gedruckten abbildun- 
gen. Tebiagee | i. Laupp, 1887. 
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1 Labor and laboring classes Schmalka! Home labor 
&. Thuringia—Population. 1, Title. mS 
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Library of Congress HBS506.B42 coo 
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Frankenstein, Kuno, 1861-1897. 

Bibliographie des arbeiterversicherungswesens im 
Deutschen Reiche. Von dr. Kuno Frankenstein ... 
Leipzig, C. L. Hirschfeld, 1895. 

vi, 42p. 257. 

Appeared first in Zeitschrift fir inomey und 


vlesenechaften, 1895, additions Jan -Apr 
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geschichte der staats- 
are inchaded in the separate 


1. Insurance. Industria!—Germany— Bibl. 
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Frankenstein, Kuno, 1361- 
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Von Kuno Frankenstein ... pe Duncker & Humblot, 
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© Tithe 


Litrary of Congress 














7 


ae 





Frankenstein, Mre. Louise Adelaide 
(Michelbacher) 


Frankenstein, Mre. Louise (Michelbacher 
190. 


4- 


Frankenstein, \/rs. Louise (Michelbacher) 1904- ed. 
Dialect play-rendings, selected and edited by Louise M. 
Frankenstein. New York, Los Angeles, 8. French; London, 
S. French, Itd., 1937. 
ix, 1228p. 1°. 


“A aeiection of various readings from plays which have the authentic 
tay FS of the dialect indicated "— Pref. 
Rook let": p. 127-128. 
1. English drama (Selections: Extracts, etc.) 2. American drama (Se 
lectiona Extracts, ete.) 1, Tithe. 
(Pull name: ire. Louiee Adelaide ( Micheibacher) Frankenstein, 
381981 
Library of Congress PN436. DOPT 
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Frankenstein, rs. Louise (Michelbacher) 1904- oe 

Junior play-readings, selected and edited by Louise M. 
Frankenstein. New York, Los Angeles, S. French; London, 
S. French, Itd., 1935. 

ix, 4p 1". 

“Book list for Junior play-readings” p. 189-141. 


1. Chlidren’s plays. 1 Tithe. 
(Pell name: Mra. Louise Adelaide ( Michelbacher) Frankenstein, 


3527008 
Library of Congress PN6120.A4F75 
— —— Copy 2 
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Frankenstein, M/rs. Louise (Michelbacher) 1904— od 

Play-readings for school, radio and screen tests, selected and 
edined’ by Louise M. Frankenstein. New York, Los Angeles, 
S. French ; London, S. French, Itd. ; ,ete., etc., 1933. 


ix, 8p we. 
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Pull name: Mrs. Louise Adelaide ( Michelbacher) Frankenateio, 


a 482 

Library of Congress Pse28.F7 
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Frankenstein, Ludwig, 1868- 

Arthur Seidl. Ein — von Ludwig Franken- 
stein. = einem abdruck von ‘‘Meine voriesungen am 
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tuticier owe e Arthur Seidl’s. Regensburg, G. Bosse 
re 

@ 9 incl port 22”. 

Dp WH, advertising matter 


L. Seidl, Arthur, 1863- 2. Music—Instruction and study 
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Library of Congress MLA23.SSF8 


Luise. 
Women in industrial welfare work, by Luise Frankenstein. 


In International labour review, Geneva. September 1988. v. 6, 
» (207,819) 


La gt Jt ay 2. Social service Pay 
Compueene Danie 
bn Nels oo 
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Prankenthal, Herman. 

Draping, by Frankenthal ... a pe | and treatise on 
full form draping with the use of yard , showing 
methods of procedure in draping original creations in 
keeping with changing fashions. By Herman Franken- 
thal ... edited by F. F. Purdy. Chicago and New York, 
Merchants’ reeord and show window (1923, 


148 p. incl. front. (port.) ius. col. plates. 25°. 


1. Drapery. 2 Show-windows. +. Purdy, F. F, ed 
2310296 
Library of Congress HF S849 DOF? 
Copyright A 705808 is24e2) 
Frankford aad Bristol turnpike company. 
Act of incorporation ofthe Frankford and 1 turnpike 
company and the supplements thereto, also ve rolling o 
eiating Go ate eoagary. Philsteipaie, C and Mark- 
ley, printers, 
Bp Bim 
1. Penasyivenia. Laws, statutes, ote. 
A Ds 868 


Title from Bureas of Railway Economics. P.inted by L. 0. 


Frankford business men’s and taxpayers’ association. 
Frankford, a souvenir booklet in connection with the 
historical and industrial celebration, October twenty sev- 
enth to November second, nineteen-hundred-and-twelve. 
With a brief history of Frankford, by Guernsey A. Hal- 
lowell, and an account of the building societies of Frank- 
ford, by Robert T. Corson ... Published under the aus- 
pices of the Frankford business men’s and taxpayers’ 
the Frankf d board of trade, and the Frank- 
(Frankford, Pa., H. S. Ad- 
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Frankford business men’s and taxpayers’ association. 
Frankford ... (1912, (Card 2) 
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Cover-title: For a Frankford 
Advertising matter 


_t. Frankford, Pa. Board of trade 11. 


Pousitord all Qeane’ teseciation 


Library of Congress F19.F9F9 


Frankford grocere’ association 
(Ty) 


Frankford retail grocers’ association. 


Frankford high schvol, Philadelphia 
see 


Philadelphia. Frankford high school. 
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- Aathetay Cat Ce Genatee patie, ty at Sub 
fort Chicago, The University of Chicago press ,“1932, 
T2 p. ime. 6 ate. pl, 2 fold. maps 249". (The Orient! 7 
of the University of Chicago. Sealine to eastont ettenteh abvtlien- 
Lo 


1. Sumerians. 2 Mesopotamia— Antiquities. 


a 33-1108 
Title from Univ. of Chi- DSST.CS 20.4 
Library of Congress if L035 no. 4) 
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Frankfort, Henri, 1897- 
The cenotaph of Seti 1 at Abydos, by H. Frankfort, with 
chapters by A. de Buck and B Gunn 
by order of the Committee (London, and Antrim, N H., 
Sold at the offices of the Egypt exploration society ,ete., 1933. 
2. front. (v. 2) xemz pl. (part fold.; incl. plans) 319°. (Egypt 
exploration society. 38th memoir) 
Contents —1. Text —t. Plates. 





1. Abydos, Egypt. 2. Tombe—Egypt. 3. Exypt—Antiq 


1 Buck, 
Adriaan de, 1892 un Guna, Battiscombe George, 1883- m1. Title. 


38278 


Library of Congress DTS7. E32 ao 
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Frankfort, Henri, 1897- 

Cylinder seals; a documentary essay on the art and ew bag 
of the ancient Near East, by H. Frankfort ... London, Mac- 
millan and co., 1939. 


xivil, 828 p. illus, xuvm pl. fold. tab, 254*. 
Bibliographical foot cotes. 


L Seals (Numiamatics)—Ancieot. 2 Art—Mesopotamia. 3 Design, 
Decorative Animal forma 4 AsmyroBabylonian religion. t Tithe 
127714 
Library of Congress CD6M8.FT 
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Frankfort, Henri, 1897- 

The Gimilsin temple and the palace of the rulers at Tell 
Asmar, by Henri Frankfort, Seton Lioyd and Thorkild Jacob- 
sen, with a chapter by Ginter Martiny. Chicago, Ill, The 


University of Chie (1940, 

xviii, 271 Pp. 11 inet, tus, ‘gene. Plates. front. xxrv pi. (inet, 
plans} on 161, 30°. (The University of Chicago Oriental institute pub- 
lieations. vol 

“This volume is one of a group planned to present as a whole the work 
of the Orieotal —— Prey eTpedition te the Diyala region.” 

Erratum slip insert 

Ribiiograpbica 
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Teli Asmar, Iraq. 2 Tell Asmar, Iraq. Tempjie of Girmiisin. 3. 
Architecture, ‘Asay re Haby fonian. 4 Cuneiform inacriptions. 1 4, 
Thorki 


Seton, Joint author mu *d 
Joint author. mi. *Martiny 
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Frankfort, Henri, 1897- 

The mural — 3 a edited by H. Frank- 
fort ; contributions by N. de Garis Davies, H. Frankfort, 5. R. 
K. Glanville, T. Whittemore, with plates in colour by the late 
Francis G. Newton, Nina de G. pig Ea de Garis Davies. 


Landen, The Egypt exploration cosiet 1929. 
ai, 74 pb (eceanand port) tia'20 gt tgart ext. gust 0008) 
plan. 464 « 854™. 

Kach plate by guard sheet with descriptive letterpress. 

Hait-title: F.G. memorial volume 

Errata slips inserted. 

1. Paloting, Egyptian. 2 Tell el-Amarna 8 and deco 
ration. 4. Newton, Francie Giesier, 1878-1024. =. ae 
Gerts 1 Glanville, Stephen Rasulph 1900- im, Whitte 
more, Thomes 
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Library of Congress NDTS.FT 
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Sculpture of the third millenium » c. from Tell Asmar 

and Khafajah by Henri Franicfort. Chicago, Il, The Uni- 

versity of Chicago press ,*1939, 

will, 8T p.. 21 St freee, ee (otone) 218 (6 « 108) ob ea NOL 8 ov. 
versity of Chicago Oriental Institute publications, vol 


(The Uni 

Extra numbered plate Tle. 
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Sumerian 2 Mesopotamie—Antig 8 Teil Asmar, iraq 
4 Kuma Tree cy ( t 
@ S100 


Library of Congress NBOO.FT 
— ——_ Copy2 
Copyright & 18517) 41 ed, ve 








Prankfort 


Frankfort, Henri, 1897- 

... Studies in early pottery of the Near East .. By H. 
Frankfort A TBR 
logical institute of Great Britain and Ireland, 1924- 


v tus, plates 28" (Royal anthropological institute of Great 
Britain and Ireland, Ovcastona! papers. vo 4 8 


Bibtiography : +. 1, p. (148;-146; +. 2 p. 10%,-108, 


ConTerte. i Mesopotamia. Syria, and Exypt and their eartiest inter 
—S a Burope and the Mgean, and their cariiest interrela- 


1. Pottery, Anctent. 1 Tithe: Near Bast, Early pottery of the 


25-1408 rev 2 
Library of Congress GN2AM no 6,8 
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Frankfort, Henri, 1897- 

Tell Asmar and Khafaje; the Ist- season's work 
in Eshnunna, 1930/31- By Henri Frankfort, Thorkild 
Jacobsen and Conrad Preusser. Chicago, IL, The University 
of Chicago press ,1932- 

¥._ front, tttus, caee {3 000) vane toast 080) Some, genes 

Chicago. 


244". (The Oriental institute of the University of 
inatitute communications, oo. 18, 16, 17, 19, 20 


1 Tell Asmar, 2 Khafaje, Iraq & Civilization, Amyro 
Babylonian. i Thorkiid. mo. Preumer, Conrad. 
s3—0001 
Library of Congress PI2CS _ v0. 18, 16, 17, 19, 20 
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Frankfort, Ind. city directory and Clinton County ga- 
zetter ;!; 
Asheville, N. C., and Frankfort, Ind, Piedmont direo- 
tory co., 
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Publisher Piedmont directory co. 
1. Frankfort, Ind—Direct 2 Clinton Co, Ind—Direct. 1. Pied- 


mont directory co. inc, Asheville, N. C., pub 
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Library of Congress FSM FRIAIS 
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Frankfort, Ky. Charters. 

Charter, ord and lutions for the g of 
the city of Frankfort, Kentucky. In effect July 1, 1913. Com- 
piled by James H. Polagrove, mayor. Frankfort, Ky., The 
State journal co., 1913. 

178, 5 p. toc. tables, forme 264> 
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36-31350 

JRBOO.FASAS 1913 
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Library of Congress 


Frankfort, K Constitutional con- 
vention, 1 49-1650 


Kentucky. Constitutional convention, 
1649-1850. 


Reference card 
Praakfort, Ky. Administration convention, 1827 
see 
National Republican party. Kentucky 
819006 
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Frankfort, Ky. The Commentator 
see 


The Commentator, Frankfort, Ky. 


Frankfort, Ky. Gogyention of border 
slave states, 661 


Convention of border slave stutes, 
Frankfort, Ky-., 1661. 


Frankfort, Ky. Daughters of the 
American revolution. susannah 
Hart \helby chapter 

3ee 


Daughters of the American revolution. 


Kentucky. Susannah Hart Shelby chapter, 


Frankfort. 


Frankfort, Ky. Institution for the 


education of feebl.-minded children 


Kentucky, Institution for the education 
of feeble-minded children, Frankfort. 


Frankfort Kentucky normal an 
inductrlel” institute for + RN 
persons 

see 


Kentucky normal and industrial institute 
for colored persons, Frankfort, Ky. 


Frankfort, Ky. WPenitentiery 
sec 


Kentucky. Penitentiary, Frankfort. 


Frankfort, Ky. State library 
see 


Kentucky. <ctate library, Frankfort, 


Frankfort, Ky. state reformatory 
see 


Kentucky. ‘State reformatory, Frankfurt. 


Fr.nkfort, Ky. Taylor, &. H. jr., 
& sons (inc. ) 


Taylor, Z. H. jr., & sone (inc.) Frank- 
fort, Ky. 


Frankfort, Me. 
Annual report of the municipal officers of the town ... 
Thorndike, Me., 
v. tables, 22". 


ca 46-1562 Unrev'd 
Library of Congress 3813. F86 852.07415 


Frankforter, George Bell, 1860- 

... A new phase of catalysis, by George Bell Frankforter and 
Wolf Kritchevsky Minneapolis, The University of Minne- 
sota, 1914 


¥ (The University of Minnesota. Studies in the physical 
setences aud mathematics. no. 2) 
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Frankfurt, Salomon. 

Ober die zusammensetzung der samen und der etiolier- 
ten keimpflanzen von Cannabis sativa und Helianthus 
annuus. 


Landw. vere stat bd 48, p. 148-188. Berlin, 1804. 
— —— Nachtrag. 
Landw. vere stat. bd. 45, p 158-154. ‘Berlin. 1808. 


1, Cannabis ative, 2 Etiolated planta 3 Helianthus annuus. 
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Library, U. 8 Dept of 
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Frankfurt, Salomon. 

Zur kenntnis der ch h ng des ruhend 
keims von 7 ritiowm vulgare 

Landw. vers. stat. bd. 47, p. 449-478. Bertin, 1896. 

Wheat ssed!ings—Compasi tion, 

Be, ag +710 
oe ofegr. Library pF ee 

for Roary o¢ Cungeens (S7.La8 bd 47) 
7 ast, 


Frankfurt, Serge! Mironovich, 1888- 

Men and steel; notes of « director of soviet 
industry, by S. Frankfurt. Moscow-Leningrad, Co- 
operative publishing society of foreign workers 
in the U.S.S.R., 1935. 


224 p. front., plates, ports. 21%. 





Illustrated lining-papers. 
Deal(s] with the ... Kuznetsk metallurgical 


plant." -- 13. 
"Edited by Elizabeth Donnelly. Translator, 
S. D. Kogan.” 38-31935 
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Frankfurt, Sergr{ Mironovich, 1888- 
Men and steel; with notes of a director of 
soviet industry . . (Card 2) 


1. Steel industry and trade--Russia. 


basin, Siberia. 3. Ruseia--Indus. I. Kogan, S. 


D.,tr. II. Donnelly, Elizabeth, ed. III.Title. 
Translation of Rozhdenfe etal! { cheloveka 
38-31935 
Library of Congress 15304.R8F7 
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Frankfurt a. Oder. 


Frankfurt an der Oder. 


Frankfurt am Main. 

Beschreibung der Frankfurter hafenanlage. Den 
mitgliedern des III. 
fahrts-congresses gewidmet von dem Magistrate der 
etadt Frankfurt a. M. Verfaseer, stadtbaurath W. 
H. Lindley ... Frankfurt a. M., Druckerei von A. 
Osterrieth, 1888. 


44 p. front., illus., plates, plans(partly fold) 
diagrs. 25° 
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1. Frankfurt am Main---Harbor. I 
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City of Frankfort-on-Main, Germany. (Frankfurt am 
Main? 1925, 

1S) & incl. itlus, map, tab. 304™. 

A map is also printed on the verso of front cover 

1. Frankfurt am Main—Deser i Title 

20-4505 
Library of Congress HC289 FRAS 
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Frankfurt am Main. 


Guide to some of the public works of Frankfort- 
Pub. by the City engineers depart 
Frankfort o. M., Printed by Schirmer & 


19 p. fllue. 2 fold. plans, diagre. 28°, 
Pub. also in French and German. 
(Continued on next card) 
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Guide to some of the public works ..... (Card 2) 


1. Frankfurt am Main--Public works. I. Title 
9-9996 
Library of Congress TD74. F&A 
Copy 2. 
Frankfurt am Main. 


Handlungs-address-kalender von Frankfurt am Main auf 
Frankfurt am Main, 
*. «yr 


1. Frankfurt am Maio —Direct 


40-17085, 
Library of Congress DDOOLFT3A25 
12, 
Frankfurt am Main. 
Haushalts-plan der stadt Frankfurt am Main 
:Frankfurt am Main, 
*. tables 28)*. 
Report year ends Mar. 81 
1. Budget—Frenkfurt am Main. Tithe. 
7— 18887 
Library of Congress HJ FT 
addi, 


Frankfurt am Main. 

Staats handbuch der freien stadt Frankfurt 
jehrg.,17 -18 Frankfurt am Main, F. Barrentrapp etc, 

18 
1 5 1856 ~Part 1, pes 4 has ttle 
2 fi 1 t 
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Part drem handbuch, was seperately 
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Stuats-handbuch der freien stadt 
Frankfurt am Main 17 


7 Neves genealogiech schematisches reich uod 
Staats handbuch 
ig Staats-calender der fOret primatischen stadt Frank 
furt em Maio 
1846, Staatecriender der freven stadt Frankfurt | 1836-1846 
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1847 1856, Staats und adress hondbuch der freien stadt Srepten 
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der der freien stadt Frankfurt, wr Tir e Staats und adress han Ab ch 
der freien stadt Frankfurt 
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american consul- 


U. S. Consulate. Frankfurt am Mein. 


Frankfurt am Main. Departement des 
travaux publics 
see 


Frankfurt am Main. 
buuamt. 


ctadtiecnes tief- 


G. ond, h 


Frankfurt am Main. 29 
Mittheilungen aus den Protokollen der Gesetagebenden ver- 

sammilung der freien stadt Frankfurt 

~1865,/66, Frankfurt am Main, Gedruckt bei Heller und Rohm, 
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% ED 
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Frankfurt am Main. Gewerbe- wu. verkehrs-ant. 
. Denkschrift betreffend die markthallen! ein- 


schliesslich der frage der bezirksmarkthallen. nk- 
furt, Gewerbe- u. verkehrs-amt, 1911, 


2 p. inci 2 plans, tables B™ 
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1 Frankfurt am Main. Markets 
Ag i397 


Library, U.S. Dept of Agnculture 200 F8S 


Frankfurt am Main. Hochbavamt. 


Hochbauten der stadt Frankfurt a M. 
a. M., H. Keller, 1910- 


v. ius (incl plans) J1y™ 


Frankfort 


1 Frankfurt am Maun —Pubbe buildings 2 Architecture—Fraakfurt 
am Man =. Title 
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ne Main. Laws, statutes, etc. 
ia statuten- sammlung der Freien stadt Frank- 
rankfurt, J.F Woo, 1817-66. 


In gach pur (ls ath) has also special Die roll-geset: 
bung der Fresen stadt Frankfurt, in fo.ge deren pay he an den Dest- 
schen rollver 


“ $- vt have imprint. Frankfurt, G F. Krug; “12-16 bd”: J. G. 
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fol 10 was published without p 3-210 ¢f Vorbemerkung to this vol- 


"Comrents—t. ba derpes 1816-1817 —2. bd Jabrgang 1817-1818 — 
3. bd Die vom dec I sept. 1824 emanirten gesetze und statuten — 
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o 7+ * 1838 bis dezember 1841 — 
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Frankfurt am Main. Laws, statut Gesetz- und 
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—-- Alphabetisches general-register zu bd. 1-v und bd. 
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Frankfurt. Verfasst von dr. jur. H. Belz ... Frankfurt 
am Main, J. G. Holtzwart, 1858. 
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Frankfurt am Main. Laws, statutes, ete. 

Neve sammlung von ge-etzen, eq und verordnungen 
fir Frankfurt a. M.. reg. von dr H. E. von Oven 
Frankfurt a. M., F. Bovelli (W. Sound) 1872-98. 

wv. io 1 19. 
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Vola 3-10 have imprint Vertes ve voo W. 


Vol. 3 and +. 4, pt. 1 are “2 verm. tw 187-48. 
Vol. 10 includes index to ¥. 1-10. 


1 Lew—Freokfurt om Mato . Freokfurt am Melo. Ordinances, 
ete m Oven, A. HE. von, ed. ox Title. 


(BU 24665 
Library of Congress a 


Frankfurt am Main. Magistrat. 

100 years of the American consulate general at Frankfort 
on the Main 1829-1929. Frankfort on the Main ,Impr. by 
H. L. Bréaner's druckerei, 1929. 

2 p illus (inet. ports, facsime.) fold. facsim, 21° 


blished by (he Department of economics in commission frow the 
Magia A the city of Frankfort on the Main.” 
in Gerioan 


consular service 3. U. 8 —Forgian ny. 
toas—U Schwendier E-nest George Adem, 1T74- 
188 1. Gerber, 
18TT- mm. Title 
sD%»1 


Rtate JX1706. 24047 
Sy 


Frankfart am Main. epee ete. 
Birgerbuch ( | dnungen) der 
meinde Frankfurt am Men. “Mit einem anlageband, betr. 
beamten und arbeiterbestimmungen. Amtliche ausgabe 1912. 
Frankfurt a. M., Gebrider Knauer ,1913, 
Spt iol fold. map (in pocket) tables, forms. 26x 22". 
“Aolagehand” wanting Published separately? 





1 Frankfurt am Sain—Poi. & govt. 1. Tithe 
© 16016 


Library of Coogress J87.08F72 1912 


2 62 0488 


Prankfart am Main. Ordinances, etc. 

Ap ordinance of the city of Frankfort of the year 1597 reg- 
ulating dresses, marriages, baptiama, etc. (Ed. by, 
Vows. 


Uo Wicssnsto, condoms of ectenens, cote ond letters, Tromeections. 
Madisca, Wis. 1989. . % 8, O77) 


4. Cums on8 chantesd of Brtag—Svaahbort ex Siete 1 Vous, Brust 
Kort jouann Hetarich, 1808- 20-1088 


{A806.WT vol. 25) 
Univ. Printed by L.C. 
ry 


Tithe from Wierda 


LIBRARY OF CONGRESS 


Frankfurt am Main § Stadtarchiv. 


Das Frankfurter stadtarchiv; seine bestande und seine 

ichte, von prof. dr. Rudolf Jung, . ¥ des 
tadtarchive. Frankfurt a. M., J. Baer & ec’, 

cera ptm 


Enlarged edition of Das historische archiv der stadt Frankfurt am Main, 
pub! 1896 


rehives—Germany—Frankfurt am Main 2 Frankfurt am Mam— 
Hit Bit 1. Jung, Rudolf, 1859-1922. 


26-11156 


Library of Congress DDL F7IA31 


rr) 


Frankfurt am Main. Stadtarchiv 

Das historische archiv der stadt Frankfurt am Main. Seine 
hestiinde und seine geschichte. Von dr. Rudolf Jung Mit 
unterstiitzung der stadt Frankfurt am Main hrag. von dem 
Verein fur geschichte und alterthumskunde zu Frankfurt am 
Main. Frankfurt a. M., K. T. Volcker, 1896 


iwp. 1.2% p 2" |\Wun poanhtas am Main. Stadtarchiv. In- 
ventare Freaktert a M, 1886-04. 


L. Archives Germany Frankfurt aw Main. 2 frankfurt am Mato— 


Hist - Bibi 1 Veretn fOr geachichte und altertumskunde, Frankfurt 
am Main. ed rt Jung, Rudolf, 1850-1922 
1+ 19008 
Library of Congress CDISTO FTAs 
atidi, 


Frankfurt am Main. Stadtarchiv 

Inventare des Frankfurter stadtarchivs. Mit unterstiit- 
zung der stadt Frankfurt am Main hrsg. vom Vereine fiir 
ge-chichte und alterthumskunde zu Frankfurt am Main 
Frankfurt a. M.. K. T. Vileker, 185-04 

4¥ int oF 

Vol. 1: “Eingetettet von dr. H Grotefend”; + 2-4: “Bingeleitet von 
dr. R Jung” 


1. Archives i —-¥ * ypnnnnok on Main. 2 Frenkfurt om Melo— 
tet — 


HI Bibi 1 Verein (Gr geachichte und sltertumskunde, Frankfurt 
am Main. e@ Gretetend, races. 184% mt. Jung, Rudolf, 
1860-1922 
14 19082 
Livrary of Congress CDISTS. FTA 
a33b1, 


Prankfurt am Main. Stadtisches tiefbauamt. 


Denksechrift tiber die erbauung eines neuen handels- 
und industriehafens im osten der stadt Frankfurt a. M. 
Bearb. vom Stadtischen tiefbauamt. Frankfurt a. M., 


Druck Schirmer & Mahlau, 1907-08. 
142 p. fromt., illus, xtv fold. pl. (incl. 6 maps) 284°° 
Nos. 125-126 ommutted > pest 


Includes two supplement supplement having separate t-p.: “1 
nachtrag”, p. (11% ~-124; “Hn ‘saued t 1127)-142 


1. Frankfurt am Mam—Harbor 1. Title 
9—MIO 
Library of Congress TCZ74.FRAS 
a22cly 


Frankfurt am Main. Stadtisches tiefbouamt. 
Transformation des terrains & batir dans le ville de Franc- 
fort-eur-le Mein. Pub. par le Dé des travaux publics 
de Is ville. Francfort-sur-le-Mein, Impr. Schirmer & Mah- 
lau, 1903. 
covertitle, 4p 3 plans on fold. pl. 28. 


Issued also in German, with Umlegung Grundstichen 
Fraokfurt em Mato _— ” ® 


1. Citles and towoe—-Manning. 2 Freokfurt am Main—Streets. 
1 Tithe. 


10-4970 
Library of Congress NAG200 FRAS 


Frankfurt am Main. Stadtisches tiefbauamt. 


Umlegung von grundstiicken in Frankfurt am Main. 
Bearb. vom Stadtischen tiefbavamt. Frankfurt am Main, 
Druck Schirmer & Mahlau, 1998. 


cover title, 4p Jplans on fold pi 2B 


Issued also in French, with tithe: Transformation des terrains 4 batir 
dans la ville de Francturt-sur-le Mew 


1. Cities—Planning and laying out. 2 Frankfurt am Main—Streets. 
10-4971 


Library of Congress 


NA9200 FRA4 





Frankfurt am Main. S(atistisches amt. 

Beitrage zu einer individualstatistik der sparer. Auf grund 
des Sparkassenamtes bearb. um Statistischen 

amte der stadt Frankfurt « M. ,und Weitere beitrige ..., 

Frankfurt «. M., Druck von R. Mahlau ,etc., 1908-06, 

tvel ote 


1 Savings berks Freakfurt aw Main t Tithe 
Library of Coogrem HO 188¥ UOSPT 
atial, 


Frankfurt am Main. Statistisches amt. 

Statistische jahresiibersichten der stadt Frankfurt am Main. 
Im auftrag des Magistrats herw n durch das Statis- 
tische amt Erganzungsheft zum Statistischen handbach 
der stadt Frankfurt a. Main 
Frankfurt am Main, 1908- 

, oe. 

None issued 1919-1027 


1. Frankfurt am Main—Stat 1, Tithe 
SO -4458 
Library of Congress HAIS90 FTAG2 
—_- 2d set el, 


Frankfurt am Main. Statistiaches amt. 
Statistische mittheilungen liber den civilstand der stadt 
Frankfurt am Main . 


Frankfurt «. M. (18 
vis are 


1 86-1888, sum Amtsbiatt” 


1. Frankfurt am Main—Statistics, Vital. L Tithe. 
Library of Congress A1330.FTA2 
asel, 


Frankfurt am Main. Statistisches amt. 

Statistiaches bhandbuch der stadt Frankfurt am Main. Im 
auftrage des heranagegeben durch das Statistische 
amt. 1. suag. die statistik bis zum jahre 1906/06. 
Frankfurt am Main ,Druck von gebrider Knauer, 1907. 

xix, (1), 306 p incl. tables. 27". 

Bibliographical notes after each chapter beeding 


‘. HAIS90.FTA4 1006/08 
——— 


(Coatinved on next card) 
5 8404 Revised 
\r80d2, 
Frankfurt am Main. i 
handbuch der stadt Frankfurt am Mais . 1907. (Card 2) 


sing dee Magara bn durch das Statistische amt. 
on z eathaltans dio ctatialls der jaheo 1008/0 bio 3088/8. 
Fronkfurt am Main eae . Onterrieth, 1928. 

ig orttenichongse 1 erat der stadt Prankfort-M.": p. 488- 


HA1S90.F7A4 1096/27 
der stadt Frankfurt «. Main. Im aut- 
amt 


brag. durch des Ausg. 
fir das jabr 1927/28- Frankfurt am Main, 1920- 
1. Frankfort am Main—Stat. 1. Title. 








so 


> 





Frankfurt am Main § Statistisches ami. 





bersichten, betreffend den civilstand 
der stadt Frankfurt am Main im jahre 
Frankfort a. M., 18 


¥ tables (partly fold) 2™ 
a a eiintens ht Cem ctattnrete tenstais Gast den Susann ams 
“Vorlaufiger abdruck aus den Bestrigen rur staterik der stadt Frank- 
fart a M., neue folge” 


1 Frankfurt am Main—Statistics, Vital. 


10-1742 
Library of Congress HALM9O.F7A4 
Frankfurt am Main, Aerztlicher 
verein 
see 


Aerstlicher verein, “rankfurt a.!. 


Frankfurt am Main, Akademie ftir 
social- und handeiswissenschaften 


Frankfurt am Main, Akademie fiir sozial- 
und handelswissenscnaften. 


Frankfurt am Main. Akademie ftir sozial- und handele 
Wissenschaften. 


Die Akademie fiir sozial- und 
zo Frankfort am Main. Jena, G. Fischer, on 
Bp 2 


Library of Congress HFII48.FBAS 1902 


Frankfurt am Main 
wissenschaften 
Bericht dex rektors ... 1./2.- 
studienjabr; 1901/02- 


Akademie fiir sozial- und handels- 





Jena, 1904- 
v. plates, plans. 2" 
pet et of site Akademie fir sorial- und handelswissenschaften zu 
Fach issue contains “ " and “ 
6-1963 Unrev' 
Library of Congress HF1148. F8A3 i —— 
ra22c) 


Frankfort am Main. Akademie ftir sosial- und handels- 
wissenschaften. 


Das ome hy neve auditoriengebaude der Akade- 
mie fiir sozial- und bandelswissenschaften su Frankfurt 
a M. end die bel eslace chowelleng om 91. oktober 1906 
gehaltenen reden. Jena, G. Fischer, 1907. 


1p |. S47 p. plates plans (part fold) m™. 


1. Frankfurt am Main Akademie fir sozial- und handelewissenschaften. 
Jégethaus. 1. Title. 
ols 


Library of Congress HF1166. Faas 


CATALOG OF PRINTED CARDS 


Frankfurt am Main Akademie ftir sosial- und handels- 
wissenschaften. 





Die voriesungen des 
Frankfurt a. M., 19 
. 2 
cab? Unrev'd 
Library of Congress HPII4R PRAG 
Reference card 
Frankfurt am Main Allgemeine deutsche patent- 
und h Ti 





see 


Allgemeine deutsche patent. und musterschuts-ausstel- 
lung, Frankfurt am Main, 1881. 


Library of Congress 


Frankfurt am Main, Allgemeiner 
Semgeeher wohnungskongress, lst, 


Deutscher wohnungskongreses. 


lst, 
Frankfurt am Mein, 1904, 


Frankfurt am Main, 
ingenieur-verein 


Architekten- und 


Architekten- und ingenieur-verein, 
Frankfurt em Sain, 


Cages am ee. Ausstellung “Das deutsche buch”, 


, tp on 
der m1. Internationalen messe, Frankfurt a. Main, 

1920, Vatwbanten. daigsg, Setute guiiaet Se 
suslandsbuchhandel, 19201, 





1p 1, xvill, 355, 1) p Mus, 2 pl (1 col) 269". 
tndust trade—Exbibitions, 2 Publishers and pub- 
sing ts . Seonen erature Bib Catalogs 1. Deut- 
Leipsig. ou. Tithe: Das 
Goutecke Bech. 
2m 233R0 
Library of Congress nize 
— --— — Copy 2. 2) 
Prankfurt am Main, Bethmann's 
museum 
see 


Bethmann, Simon Mortiz, freiherr von, 
1840- 


Frankfurt am Main. Bibliothek fiir nevuere 
Sprachen und musik. 


+ + + Benutzungsordnung vom 20. miirz 1900. 
Frankfurt a, M. [1900] 


8 pp. 8°. 


1-18175-M 1 
7802 .F82B 


Bibdliothex fir nevere errachen 
Frankfurt am Main 
und musik. 


Bericht fir die jabre 1891-1900. Erstattet von dem 
bibliothekar Dr. Christ. Wilb. Berghoeffer. Mit 5 tafelm 
Frankfurt a. M., J. Baer & co. (1901, 


@p Spl a 
— —— 1901-1905 
(1906, 

“o_o men 

1. Berghoeffer, Christian Wilhelm, 1859- 


Frankfurt a. M., J. Baer & co 


Library ~( Congress mm Fem 


Bibliotnes “ur nevere sprachen 

Freahfert am Mais Exetherriich Cari sen Retheshiid’sshe 
und musik. 

... Bibliotheksordnung vom 14 juni 1898. Frankfurt « M, 

Gebriider Knauer ,1898, 

4o 8 2. 


1. Library rules and reguiations 

1— 18178 
Zan asi 
e371, 


Library of Congress 


Bibliothek fiir nevere 
Frankfurt am Main Preibervish-Gart-von Rethochiid 


agers rere 





und musik. 
Die. einrichtung und verwaltung der Freiherrlich Carl 
von Rothschild'schen 6ffentlichen bibliothek wahrend der 
re 1887 bis 1899. Von Dr. Christ. Wilh. Berghoeffer, 
jothekar. Mit 3 lichtdrucken. Frankfurt a. M., J. 
Baer & co. 1891, 


Bp. 1 front, 2 pl, 2 plans 2597 


1 Berghoefler, Christian Wilhelm, 185% 


Library of Congress zan2 FRI 


Frankfurt am Main. Bibliothek fir newere sprachen und 
meat. 


Gb Patented Ot +. Rothschild'sche Offentliche biblio- 
dart ein grundriss ihrer organisation, nebst einem verssichnis 
ihrer zeitschriften und einem Frankfurter bibliothekenféhrer 
Secusagypten von 4 Christian Wilhelm Berghoeffer, direk- 
tor der bibliothek. Frankfurt a. M., J. Baer & co., 1913. 
Exvi, 8322p front (port) 2”. 
(Continued oe next card) 














Frankfurt 


Bibliothek tir neuere Sprachen 





Frankfurt-am-Main. be trabd cua 

Stentiiche tibhother und musik. 

Fitbrer durch die Freiherrlich Carl von Rothschild'sche 
Sffentliche bibliothek. Von dr. Ch. W. Berghoeffer, direktor 
der Bibliothek Frankfurt «. M., Druck von Gebriider 
Knauer, 1906. 


*p plan ii" 


t. Berghoe@er, Christian Wilhelm, 1450- 
s 10 
Library of Congress Zen res 
— Copy 2 a37b1, 


Bibliothek flr neuere sprachen 
Frankfurt am Main. Pretherrtich-Cart-vow Rothechtid' sche 

SHentiiche bibliothels und musik. 

Der sammelkatalog wissenschaftlicher bibliotheken des 
deutschen sprachgebiets bei der Freiherrlich Carl von Roth- 
schild’schen offentlichen bibliothek, vom bibliotheksdirektor 
dr. Christian Wilhelm Berghoeffer. Frankfurt am Main, 
J. Baer & co, 1919 

ip... = 

Conrents One @ aaa Sangin @ ent = 
materielier wert Ges 
= Ge io 








Katalog + deo 
struktion Verseichnis vd bearhetteten titelmatertals 


1. Cataloging. Cooperative. 1 Rerghoeffer, Cartetian Wi!heim, 
e108 on Title 
716818 


Library of Congress TOS 
Copy 2 al, 


Frankfurt am Main. Bibliothek fiir nevere sprachen und 
moasik. 
Verzeichnis der bucher Mit autoren- und titelregister. 
Frankfurt a. M., 1502 ‘08-1999/1904 
2. ow 
At bead of tide Fretherriich Carl von Rothachiid'sche dffeatiiche 
Comptied by CW. Berghoeffer 


| Berghoeffer, Christian Wilhelm, 1850-1088 


5- 24829 Revised 2 
tre VR 


rele? 


Library of Congress 


Bibliothek fir neuere sprachen 
Frankfurt am Main. Frethervieh Gorton Retheehild'cche— 
Hentliche-didliethel, und musik. 
Verzeichnis der laufenden periodischen schriften. (Ge- 
schiomen am 30. juni 1890) Frankfurt «. M., 1899. 


1 Periodicala— Bibi 4 ataloge. 


1—18174 
Litrary of Congress Trees Fe 
— —-- Copy 2 a3Tbl 
bl ur neuere hes 
Prankfort am Main. 
¢ und musik. 


Verzeichnis der laufenden zeitechriften. Frankfurt 
a. M., Druck von Gebriider Knauer, 1905. 


291.4» a 


1 Pervodu ale Bibl —Catalogs 


Liteary of Congress Z0paS FR2 1905 


Freakfert am Main. 





hibliot heb: 








Ceri vee 
“Vortemerteng” signed Der Girekter ér Ch. W. Berghoafier 





Bipiiothek fiir nevere eprachen 
Sxeiherriich (ari sem Rothech iif ache 


LIBRARY OF CONGRESS 


Prankftrt am Main, Blirgerverein 
see 


Birgerverein, Frankfurt am Mein, 


Frankfurt am Main. Commission territoriale, 1819 
“ce 
Frankfurt am Main. Four power conference, 1519. 


Lanaaat or Concnmes Rarmance 
Cangas eSSty cousins which do wot appant as bendings is depesivery eotalegs. 
X 41-5488 


Frankfurt am Main. Conference of ministers, 1819 
“ee 
Frankfurt am Main. Four power conference, 1519. 


Lanaaey or Concazes Revexance 
Conginne Teta cht Seas whieh So sot uppens as Nendings in depesitory eotalegs 


X 41-4087 


Prankfurt am Main, Congrés inter- 
national de bienfaisance, 1857 


see 
International congress of charities, 


correction and philantnropy, “rankfurt 
am Main, 1857, 


Frankfurt am Main. Congrés inter- 
national de navigation intérieure 


international congress of navi.jation, 
34, Pranxfurt am Main, 1888, 


Prankfurt am Main, Deutscne 
bundesversammlung, 1848 


Deutsche bundesversammlung, Frankfurt 
a. Mo, 1848, 





Frankfurt am Main, Deutsche consti- 
tuirende nationalversammlung 


Deutsche nationalversamlung, Frankfurt 
a. Me, 1848-1849, 


Frankfurt am Main, Deutsche geseil- 
schaft fur reicnserbrecht 


Deutsche gesellschaft fur reichserbrecht, 


Frankfurt am Main, Deutscne 
glastechnische gesellschaft 


Deutsche glastechnische gesellscnaft,. 


Frankfurt a. M. Deutsche 
luftsohiffahrts-axtien-gesellschaft 


Deutscne luftschiffahrts-aktien-gesell- 
schaft. 


Prankfurt-am-Main, Deutsche 
malakozoologische gesellschaft 


Deuteche malalozoologische geselliscnaft, 
frankfurt em Main, 


Prankfurt eam Main, Deutsche nation- 
versemmlung, 1848-1849 


Deutsche nationalverseammlung, Frankfurt 
Be Mey 1848-1849, 











Frankfurt aa Main. Deutecher 


kolonitalverein 
see 


Deutsche «olonialverein. Berlin. 


Frankfurt em Main, Deutscher 
verein fur wohnungsreform 


Deutscner verein fur wohnungsreform, 


von rzei 
Nebst einem verzeichnisse samtlicher und schiler 
der anstalt vom r 1878 bis juni 1903. Frankfurt 
a. M., Druck von C. Adelmann, 1903. 
Wo pl, pore 25". 
1. Haneo, Heinrich 
7m 
Library of Congress MTS.FsHOs 
Prankfurt am Main. slextrotechnische 
gesellschaft 
see 


Slektrotechniscne gesellschaft fu 
Prankfurt mm Main. 


Frankfurt em Main, Frankfurter 
bank 


Frankfurter bank, Frankfurt am Main, 


Prankfurt am Main. Frankfurter 


kunstverein 
see 


Prankfurter «xunstverein, Frankfurt am 
Main. 


CATALOG OF PRINTED CARDS Frankfurt 


Pranxfurt am Main, Prankfurter Fraskfurt am Main. Gesellschaft fiir sozialwissen- 
liederkranz echaft 
see — 
Gesellschaft ftir sozialwianenschaft, Frankfurt am Main. 
Frankfurter liederkranz, Frankfurt om 
Main, 
Lamaasy of Concourse Rerezance 
Cangram susenanry satiam wlics do not appant es tastings is dapeattor) catalegs 


ram 


Prankfurt am Main, Geseilschaft ftir 


Freies deutsche. 
wirtschaftiiche ausbildung 


Prankfurt mm Main, 
hochstifc su 

see see 

Gesellschaft fiir wirtechaftiiche aus- 


Preies deutsches hochstift fu Frankt!: 
bildung, Frankfurt am Main. 


Prankfurt am hain, Gesellschaft 


Frankfurt am Main. Freiherrlich Carl von Roth- 
achild’ fir wohlfanrtseinricntungen 


‘sche Offentliche bibliothek 


saad sce 

Frankfurt am Main. Bibliothek fiir nevere sprachen und 

musth. Gesellscnaft fiir wohlfanrtseinrichtungen, 
Prankfurt am Main, 


Lrnrzany or Cononess Rerexence 
Deere of depository sbould refereoces may be ot 
ph A FY KE — ty AAD 


Frankfurt a. M. Gesellschaft fur Frankfurt a. Hh. Gesellschaft sur 
Witere deutsche geschichtsxunde erforschung jidischer kunstdenk- 
sur befOrderung. einer gesamtaus- miler 
gabe der queilenschriften deutscher 
geschichten des mittelalters see 

see Gesellscheft sur pisos jidischer 
icunstdeninil ier rankfurt a, M, 

Gesellschaft ftir Kltere deutscne ge- . : 
schichtsxunde zur befUrderung einer 
eae der queilenschriften 

eutscher gescnicnten des mit - 
ters, Frank furt a. Me — 


Frankfurt am Main, Gesellschaft Frenkfart ool. Hafvats 00. 
Deutschlands titere poe +p ll 
unde eee 
aaa Hafrabe @. Vv. 
Societas aperiendis fontibus rerum 

germanicarum medii aevi, 


Prankfurt am Main, Gesellschart 
ftr t's geschionte und 
kcunst ond 

B66 


Gesellschaft fiir Prankfurte geschicnte 
und «unst, Frankfurt om Main. 


Library of Congress 








Prankfurt 


Frankfert am Main; berb 
Voigt uri oe ee ee Stein, in verbindung mit 
asessor dr. Askenasy .. a. Mit sahireichen 
im text und 1! plan. Oldenburg i. Gr., G. Stalling, 1914. 
vip. 11,166 p fMlus, fold. plan 2". (Added tp: Monographion 
Geutecher sthdte .. bd. 7) 





Bibliography p 166-168 


1. Frankfort em Mate. 1. Voigt, Georg. 1908- od @ Seta, 
Brwin Otto, 1885- jotmt ed 
ack}-im 
Title from Unty of Mins. Printed by L. ©. 
a 


Frankfurt am Main. Historische 
kommi ssion 
Frankfurter lebensbilder 


Frankfurter lebensbilder. 


Prankfurt am Nein, Historiscnes 
museum 


Prankfurt am Main, Stidtiscnes 
-historisches museum. 


Tndustrie- und handelekammer. 
Frankfurt am Main Headelekammer- 

Frankfurter wirtschaftsbericht fiir die kriegsjahre 
1914 bis einschliesslich 1919, erstattet von der Handels- 
kammer zu Frankfurt a. M. Frankfurt a. M., Frankfur- 
ter handelskammer, 1920. 

vi, 377, yp fold. plan, 20%. 


Contents.—t t. Wirtschaftliche Gbersicht.—m. t Bericht Gber den 
geschaftsgang in den einzeinen handels- und industrie-rweigen. 


1. European war, 1914 —Economic aspects—Germany. 2 Ger- 
many—Econ condit. 3. Germany mo 1. Title. 


21-9203 


Library of Congress HC286.2.F7 


2 


Industrie- und handelskammer. 
Frankfurt am Main. Mandelekammer. 

Geschichte der Handelskammer zu Frankfurt a. M. 
(1707-1908) Beit zur Frankfurter handelageschichte. 
Hrsg. von der Handelskammer zu Frankfurt a. M. Mit 
12 lichtdrucktafeln, 4 tafeln in autotypie und 2 abbildun- 
gen im text. Frankfurt am Main, J. Baer & co., 1908. 

xv, 1371 p. illus, plaies, ports. 30° 

“Quelien” jund) “Literatur”: p. 1913-1328 





Cowrents.—1. t Die reit der 4 f chaft (1707- 
1808) —2. t Die th oe Handelshememer ‘moe 1908) 
1. Frankfurt am Main—Comm. 
10-17665 


Library of Congress HFMB FS 


Frankfurt am Main. Industrie- und handelekammer. J3i- 
cee Frankf 

Katalog der bibliothek der Handelsk mu urt 
aM. bestand vom 1. oktober 1906. Im auftrage der Handels- 
kammer bearb. von dr. Emil Sarnow ... Frankfurt s. M., 
Selbstveriag der Handelakammer, 1906. 

avi, S75 p 254". 

Classified with eutber and title and subject indexes. 





1. Social sctences--Ribi.—Catalogs. 2. Law—Bibdl.—Catalogs. 3. Com- 
anus law— Bibl Catalogs 4 Feonomice—Bibi—Catalogs. 1. Sar 
sew, Emil, 1668- 


82 73534 


77108. res 
a 0103 


library of Congress 


LIBRARY OF CONGRESS 


Frankfurt am Main, Institut fir 
gemeingonl 


Institut far gemeinwohl, Frankfurt am 
Main, 


Pranxfurt am Main, Institut fiir 





Frankfurt am Main, Universitit. 
Institut fiir ¢g ft 








Prankfurt em Main, Institut fir 
gewerbenygiene 


Institut flr gewerbehygiene, Frankfurt 
am Main, 


Frankfurt am Main. Institut fiir sozialforschung 


Institute of social research, New Y ork. 


Lamaary ov Concness Rerexence 
Cungram socentnry atria which de bet appear ss bendings in depesttory estalege. 
X00 
ay 
Frankfurt ag Main. International 
— of social work. cd, 


International conference of social work. 
ed, Frankfurt am Main, 1932. 


Prankfurt am Main, International 
congress of navigation 


International congress of navigation, 
» Frankfurt em Mein, 1888, 


Frankfurt am Main, Internationaie 
konferenz ftir sosiaie arbeit,. 
24, 1952 


International conference on social work, 
» Prankfurt am Mein, 1932, 


Frankfurt am Main. Internationale juftechiffahrts-aus- 

stellung, 1909 

Denkechrift der ersten 1 1 
stellung (ILA) zu Frankfurt a/M. 1909; offizieller bericht 

usgegeben von prof. dr. Bernhard Lepsius ... ,und, prof. 

dr Richard Wachsmuth Berlin, J. Springer, 1910-11, 

2. Mes, plates (part fold.) diagrs, 277". 

Each volume has also spectal tp. 

Cowrents —td. 1. Wissenschaftiiche vortrige —td. Hl. Ergebnisse der 
aussteliung 

1. Aeronautics— Exhibitions. 2 
Lepsius, Bernhard, 1854- ed 


lu ftachi@fah 





juties—Oollected works 1 
n Vweckemoth, Richard, 1868- od, 


3225087 
Library of Congress TLAO6.FBAS 1908 b 


—— —— Onpy 3. (3Te1, 29 19074 


Frankfurt am Main. Internationale luftechifahrts-aus- 
Fuhrer durch die historische abteilung der I | 
luftschiffahrt-ausstellung, Frankfurt a. M., 1909. Mit 10 ab- 
bildungen Frankfurt a. M., Druck der Kunstanstalt 

Wiisten & co, 1909, 
31 p inel. tus, plates. 19°. 
Introductory note signed: Dr. Wahl. Dr. Liebmann. 








L 2 Hist. 1 Wahl, Gustav, 
18TT- 1 Iiebmann, Louis 


32 
Library of Congress TISOOPSAS 18000 
_— — Copy 2. 12) 620.13074 


stellung, 

Katalog der historischen abteilung der ersten Inter- 
nationalen luftschiffahrts-ausstellung (I L A) zu Frank- 
furt a. M. 1909, von dr Louis Liebmann ... und dr Gustav 
Wahl ... mit 2 tafeln und 80 abbildungen. Frankfart a. 
M., Wiisten & co., 1912. 

xxi, 513, «hy p. illus (incl. ports, facsims.) 2 double pl. (incl front.) 

Issued in 2 parts, 1911-1912 

Cowrants —Bi 
ibeart, von dr. Wahl 


— Hist 
Bit! 1 Liebmann, Louis. m. Wan Gustav, i877 


ibearb von dr Liebmann)—Bucherabteilung 
3A - 





Library of Congress TLSO6.FBAS 1909 


Frankfurt am Main. Internationale luftechiffahrtes-aus- 
steHung, 1909. 
Offizieller katalog. Juli, 1909, oktob. ,Frankfurt a. M., 
Kumpf & Reis, 1909, 
1p. L, Ixwxnvl, 222 (i. ¢. 122), 276, axx p. illus, 3 fold. plans. 19°. 
At .y of title: Internationale luftechiffaurt-eusstellung ta Fraok- 
Bivor in paging Dp. 120-122 (firet ) numbered 220-222. 


matter: 276, xxx a t 
Kartons, are partly illustrated ad: 


1. Aeronautics —Exbibitions. 


Library of Congress TIMOFBAS 10006 629.18074 


Frankfurt am Main. Internationale leftechifahrte-cus- 
1908. 
.. Offizieller katalog. 10. juli, 1909, 10, oktob. ,Frank- 
furt a. M., Kumpf & Reis, 1908, 
108 276, xxa p. illus. 8 fold. plans 19°. 
At Bead of title: 
fort «. M. 


Kartons. ere partly llustrated 





ta Frank- 
1 2, oe os Oe ss tatemepieess enge, cated 


1, Aeronactice Exhibitions. 
3.-28080 
Library of Congress TIMOOFRAS 1908 
— -— — Copy 2. (€29.18074 
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Frankfurt am Main, Internationaler 
elektrotecnniker-congress, 1891 


International electrical congress, 
Pranxfurt am Nain, 1891. 


Prankfurt am Main, Inc..nationaler 
i ftir sonntagsfeier, 12th, 
1 

see 


International congress on °unday rest, 
12th, Frankfurt am sain, 1907, 


Frankfurt am kain, Jlidisch-literar- 
ische geseilsechaft 


Jdisch-literarische geseilscnaft, 
Franxfurt am Main. 


Frankfurt am hain, Juristisch 
geseilschaft 


see 


Juristiscne geseilschaft, Frankfurt ean 
hain, 


Frankfurt am Main. Kunstgewerbe-museum. 


... Wegweiser durch die samml: (Frankfort 
a. M., Druckerei A. Osterrieth, 1912, 
mp. plan 2 
Caption title. 
1. Art objects—Frankfurt am Main—Catalogs 
ca 15-846 Unrev'd 


Library of Congress NK40 F7A3 


Prankfurt em Main, Liederkranz 
see 


Frankfurter liedermranz, Frankfurt am 
Main. 


CATALOG OF PRINTED CARDS 


Frankfurt am Main, Mendelssohn- 
verein 


Mendelssohn-verein, Frankfurt am Main, 


Franxfurt am Main, Metallgesell- 
schaft 


see 


Metallgeselischaft, Frankfurt em Main, 


Prankfurt am Main, Metallurgische 
geselischaft A,-G, 


Metellurgische gesellschaft A.-U., 
Frankfurt am Main. 


Franxfurt am Main, Meteorologisch- 
geophysikalisches institut 


see 
Physikaiischer verein, Frankfurt am Main, 


Meteorologisch-geophysikalisches 
institut. 


Frenkfurt am Main, mitteldeutsecher 
uns tgewerbeverein 


Mitteldeutscner kunstgewerbeverein, 
Frankfurt am Main. 


Prankfurt am Main, Musikbibliothex 
Paul Hirsch 


Hirsch, Yaul, 188l- 


87 


Frankfurt 


Prankxfurt-am-Main, Neue roologische 
gesellschaft 


Neue zoologische gesellschaft, Frank- 
furt-em-Kain, 


Frankfurt am Main. K. Oberlandesgericht 


see 
Prussia. Oberlandesgerichte. Frankfurt am Main 


15-3814 
Library of Congress 4 


Franxfurt am Main, Pestalozzi- 
verein 


Pestalozri-verein zu Frankfurt an hain. 


Pranxfurt a. M. 
verein 


Philantropiscner 


Philantropischer verein, Frankfurt a. Ks. 


Frankfurt am Main, Pnysikalischer 
verein 


Pnysikelischer verein, Frankfurt am Main, 


Frankfurt am Main, Ffrestel-gesell- 
echaft 


Prestei-gesellscnhaft, “ranxfurt eam Nain, 









Frankfurt 


geseilechaft 


Rhtn-Kossitten-geseilscnaft. 


Prankfurt a.¥. Senckenbergische 


bibliotnekx 


Senckenbergische bidliotnex, “ranxfurt 


a. Ve 


FPranxfurt am hain, Senckenbergische 
naturforscnende geseilscnaft 


Senckenbergiscne naturforschende geseil- 


schaft, ankfurt-a-K. 


Prankfurt a. M, Senckenbergische 


etiftung 


Senckenbergisene stiftung, Frankfurt 


Be. be 


Frankfurt am hain, Sencxenbergisches 
mediziniscnes institut 


Senckenbergiscnes mediziniscnes institut, 


Prankfurt acke 


Frankfurt a. M. Soziales museum. 
Jahresbericht .. 


Frankfurt a. M., 
» »” 


wohnung. wesens 
“Ton vom vorstand 


Library of Congress Hos F8 
1326b1) 


Prankfurt am Main, Khon-Hossitten- 


“Zugierch jahresbericht des Vereins fur forderung des arber- 
und verwandte bestrebungen. 


VIBRARY OF CONGRESS 


Frankfurt am Main Stadtbibliothek 

.. Ausstell deutscher buchillastrationen bis Al- 
brecht Diirer. Frankfurt am Main, Druck von Gebriider 
Knauer, | 

22 p. incl. port. 244™. 

By F.C. Ebrard, director. 


1. Durer, Albrecht, 1471-1528—Bibl. 2. Iilustrated books—Bibl. — 


logs. 3. Prunting—Hist —Germany. 1. Ebrard, Friedrich Clemens, fase. 
S387 
Library of Congress 21023. P82 
valod |) 


Frankfurt am Main. Stadtbibliothek. 
Bericht. jabrg.; 


Frankfurt a. M., 
. a 
Jerabdruck aus dem Bericht des magistrates, die verwaltung 


4 den stand der gemeinde * cena betreffend 
Report year ends March 


ca 13-45% Unres ¢ 


Library of Congress 702 FR 


Frankfurt am Main Stadtbibliothek. 

Formechuitte und kupferstiche im besitze der Stadt- 
bibliothek zu Frankfurt a. M., hreg. von dr. Emil Sarnow, 
mit einleitendem texte von prof. W. L. Schreiber; mit 26 
tafeln woven 12 handkoloriert. Strassburg, J. H. E. 
Heitz, 1912 


p. | 26 pl (12 col) mounted on 251. 36. (Einblatidrucke 
os pee ad. jahrhunderts 


1} Engravings—Frankfurt am Mam- Catalogs 1. Sarnow, Emmi, 1863- 
tt Sehrevber, Wilhelm Ludwig, 1855 Title 
ij —o6l4 
Library of Congres NE92 F6 
isd4el 


Frankfurt am Main. Stadtbibliothek. 

Handschriften, einbande, formschnitte und kupferstiche 
des 15. jahrhunderts, druckwerke und einblattdrucke des 15. bis 
20. jahrhunderts. Mit vier farbigen und acht schwarzen tafeln. 
Frankfurt am Main, J. Baer & co., 1920. 

tx, (1), 4p. 12 pl. (part col.; incl. facsima.) 224° 


At head of title Stadtbibiiothek Frankfurt am Main. 
Cover title: Katalog der stindigen eusstellung. 


1. Bibliographical ethibitions 
3883729 
Library of Congress ZH FRBA 
2 010.74 


Frankfurt am Main. Stadtbibliothek. 
Katalog der abteilung Frankfurt. 
Frankfurt a. M., Gebriider Knauer, 1914 
* 2". 


Preface signed Der bearbeiter dr Richel, biblicthe&ar an der Stadt- 
bibliothek Der direktor der Stadtbibliothes prof. dr Ebrard 


1. Frankfort am Mato—Bibl. 2 German literatore—Fraokfurt am 
Main-—Ribil. =. Richel, Arthur, 1888- ut Ebrard, Friedrich Clemens, 


1416711 
Library of Congress p20 Sei 
a42d1, 


Frankfurt am Main. Stadtbibliothek. 


Katalog der abteilung statistik. Frankfurt a. M., Ge 
briider Knauer, 1914. 
1 4p. il 2. 
At bead of title: Stadibibliothek Frankgurt am Main. 


Edited by Paw! 
Classified, with author amd subject index. 


on Statistics Bibl Catalogs. 1 Hohenemser, Paul Wilheim, 1960- 


634782 
Library of Congress Z7856 FRS 


2 mei 
88 





Frankfurt am Main. Stadtbibliothek. 
Katalog der judaica und hebraica 

Frankfurt am Main, Druck von M. Lehrberger & co., 1932- 
. 2 


t bead of title ~~‘ Frankfort am Main 
Batted by A Freimaan 


1. Jewish isetune— Bibi — Catalogs, 2. Jews—Bibi 1 Fret- 
mann, Aron, 1871- 
32-32213 
Library of Congress ZANTS Fee 
2) 016 296 


Frankfurt am Main. Stadtbibliothek. 


Katalog der mathematischen abteilung. Frankfurt 
M., Englert & Schlosser, 1909 


x, 279. 2" 

“Unter der oberleitung des direktors dr. Friedrich Ebrard) ... von herrn 
biblicthekar dr |Paul Hohenemser selbststandig bearbeitet.”—Vor- 
wort 

1. Mathematics— Bibl 1. Hohenemser, Paul Withelm, 1860- 

9 Sime 

Library of Congress 76685 FRZ 

alSel) 
Frankfurt am Main. Stadtbibliothek. 

.. Katalog der neveren bestiinde ... Frankfurt a. M., 
Gebriider Knauer, 1908-11. 

yo oa 

Classed 


atalog 
ol x Titel und sachregiste: 
“o jer der oberleitung des Godnene von bibliothekar dr. Arthur Richel 
cchatindlg bearbentet "—Pref 


1. Catalogs, Classified 1. Richel, Arthur, 1868- 


Library of Congress Z929 Fa3 


Frankfurt am Main. Stadtbibliothek. 

... Kirehliche musikhandschriften des xvi. und xvun. jabr- 
hunderts ; ka von | Carl Siiss, im auftrage der Gesellschaft 
der freunde der und b b 
von Peter Epstein. Berlin und Frankfurt am Main, Frank- 
furter verlags-anstalt a. g. 1926, 

1 p. L, crp-alv, 224 p. 4 facsim. (incl. front.) 219". 

“Literaturverseichnis”: p. :xill-xiv 





1. Music—Manuseripts — Germany. 2. Music — Bibl. — Lanuscripts. 
3. Church music—Germany — Bibl 4 Manuscripta. Germany — Cata- 
logs 1. Stes, Carl. m. Epstein, Peter. 


(28-4200 
Library of Congress ML136.F8338 


Frenkfurt am Main. Stadtbibliothek. 


Verzeichnis der handbibliothek des lesesaalx und 
der oe henutzbaren periodischen schriften. 4. 


umgearb. aufl. Frankfurt am Main, Druck von Gebriider 
Knaver, 1908, 
Jp 1,2p a. 
1. Reference books—Bils! 2 Perindicals— Bill —Catalogs 
®- M572 
Library of Congress 71035 FR 


Frankfurt am hain, Stadttheater 
see 


Frankfurt am Main, Stlidtische btihnen, 


ins! 
dru 
Fri 


Look ko 





Frankfurt am Main Stddelsches kunstinstitat. 
Bericht tiber die tatigkeit des Staedelechen kunstinsti- 
tuts. 


(Frankfort am Main, 
. a 
Cower-tutle 


1 Art—Frankfurt-em-Main—Galleres and museums 
8-397 Unrev'd 
(201, = 


Library of Congress N2303 AS 


Frankfurt am Main. Stideisches kunstinstitut. 

Catalog der gemilde-gallerie des Stédelschen kunstinstituts 
in Frankfurt am Main; im auftrag der Administration des 
Institutes bearbeitet von Heinrich Weizsicker Frankfurt 
am Main, Druckerei von A. Osterrieth, 1900- 

. = 


“Job. Friedrich Stidel” : p. 0-17. 


1. Patntings—Frankfurt ai Maip—<Catalogs. 2 Stidel, Johann Fried- 
rich, 1728-1816. 1. Welzalicker, Heinrich, 1882- 


oT 
NIM AS 1900 


a33b1 


! 
Library of Congress 


Frankfurt am Main Stadelsches kunstinstitut. 


Handzeichnungen alter meister im Stadelschen kunst- 
institut. Hrsg. von der Direktion. Originaltreue licht- 
drucke der Hofkunstanstalt Albert Frisch. 

Frankfurt a. M., Stadelsches kunstinstitut, 1908- 
v. of mounted pl. 34™ 
Cover-ttle 


4 Drewep. Reproductions of 2 Drawings—Frankfurt am Main. 
1 ithe 


13 25006 


Library of Congress NC1020.F7 


Frankfurt am Main. Stidelsches kunstinstitut. 

Holz- und metallschnitte des Stadelschen kunstin 
stituts in Frankfurt a. M., bearb. von Mela Escherich. 
Mit 9 abbildungen in lichtdruck. Strassburg, J. H. E. 
Heitz, 1923. 


7. i p 9 mounted pl (part fold) 37°. (Einblattdrucke des fint- 
tehnten jahrhunderts ... $3. bd.) 


1 Wood-engray —Frankfurt am Main. 2. Engravings—Frankfurt am 
ant. Escherich, Mela, 1877- ed. 
24-9851 
Liltary of Congress NES2 Fés 
a 
Frankfurt am Main. Stideleches 
Kurzes verzeichnis der gemalde. Hrag. von der Admin- 


istration. Frankfurt a. M. ,C. Naumann’s druckerei, 1910. 
vill, 51p 2p. 1 


1 Palotings—-Frankfurt am Main—<Catalogs. 


15-410 
Library of Congress N2Z3OB.AGS 1910 
41d], 
Frankfurt am Main. Stidelsches kunstinstitat. 


Meisterwerke alter malerei im Stédelschen kunstinstitut. 
Frankfurt am Main, 1982. 

180 p. 2 1. tmel. col. front. plates, ports. 324”. 

Finlettung” by Georg Swerzenskt. descriptions of pictures by Os 
wald Gots, Edmund Schilling, Eliaebeth Valentiner, Alfred Wolters. 

be uagabe des huches wurde erméigiicht durch die etiftung 
Frankfurter kunstfreandes Georg Hartmann ” nlettume 

“Das Paradiesgirticin und die beiden tafetn des M Grivewald sind 
@igentom des Historia ben museums die tafeln des Hausbuchmetaters, 
hw aoe und Altdorfer gebSren der Sthdrischen galerie Fraak- 

Mu” 
1. Paintings—Prenkfort om Main 
ACIBB1M 


Title from NY Pub Libr 
2, 


Printed by L. C. 


CATALOG OF PRINTED CARDS 


Frankfurt am Main. Stidelsches kunstinstitut. 

Die zejchnungen Adam Elsheimers im sk ba: 
les Stadelschen kunstinstituts, bearbeitet al a 
von Heinrich Weizsiicker. Frankfurt am Main Kommis- 
sionsverlag von J. Baer & co., 1923 ‘ 

2) p> 80 pl (2 col. and mounted me t 

Stadeischen kunstinstituts, brsg von a a 
PS wurde in 250 exemplaren hergestellt 


The 20 of text (41x 30™) Ia 
cohy: IS ae 


Veroffentlichung des 
Dieses exemplar hat 


Bibhogr: 


1 Elsheumer 
sacker, Hemrich, 


Aon 1578-1620 2 Drawings, German t Wee- 


Library of Congress NC105S E4F7 om 


Frankfurt am Main. Stidtisehe galerie. 

Verzeichnis der bildwerke in der skulpturensammlung im 
Liebighause. 2. aufl. Frankfurt am Main ,Druck: Englert & 
Schlosser, 1910. 


6 p. incl. mounted front. S mounted pl 2 


1 Seulpture—Frankfurt am Main Catalogs 
1-813 


Library of Congrems NBT FT 
4ibt 


Frankfurt am Main. Stadticches gymnasium. § /)/A/:of/icd 


Die musikalischen schatze der gymnasialbibliothek 
und der Peterskirche zu Frankfurt a. M. Von Carl 
Israel Sche’ *achrichten. Vom director, Frankfurt 
am Main, Druck von Mahlau & Waldsehmidt, 172 

Spi, sp % 
Program, (stern. S72 
schuinachr Lele thes 
Subject entries Mure —B Catalogs _ 
Library of Congress, 5 MLUST 
Frankfurt am Main, Stadtisches 


historiscnes museum 


Pounded 1877 as Historisches 
museum; opened 1876, 


Frankfurt am Main. Stidtisches historisches museum 
Katalog der musikinstrumente im Historischen museum der 


stadt Frankfurt am Main, Peter ‘ 7 
Bote, tony, in, von Epstein. Frankfurt am 


Ipl.S82p Spl. 26. 


4. Mustes! instruments Catalogs 1. Epstein, Peter. 


Library of Congress MLeee Fas? 


a 


Frankfurt am Main Stadtisches vélkermuseum 


Veréffentlichungen aus dem Stadtischen volker-mu- 


seum, Frankfurt am Main; breg. von der direktion ... 


Frankfurt am Main, 19 
v ittus, plates (partly col) map 2x 22y™. 


1 Ethnology — Societies. 


Lebrary of Congress GN2FS 


Frankfurt 
Prankfurt am Main, ‘aunusklub 
800 
Taunusklub, Frankfurt am Main, 


Frankfurt am Main. Territorial commission, 1419 
Mee 
Frankfurt am Main. Four power conference, 1819 


Lrmaary or Conoazss Rerexance 
cos SRST NEES Seley la 


xX 41-5488 


Pranxfurt a.¥. Universitit. 
Personal und vorlesungsverzeicmnis 
see its 


Vorlesungsverzeicnnis,. 


Frankfurt a.K. Universitat. Bibliotuek. 
senckencergische bibliotiiek 


Sencuenbergiscie bibliotue, Frankfurt a.m. 


Frankfurt am Main. Universitit. lease Lothringen 
a 


Wissenschaftliches institut der Elanas-Lothringer im Reich, 
Frankfurt am Main. 





“Anbang VerOffentiicbunges far 
gen der medizin an der Universitét Frankfurt « M.” 


p 3,343 
1. Dessauer, Friedrich, 1881- ed. 1 Title. 
33-18751 
Library of Congress Reet aos 








LIBRARY OF CONGRESS 


Pranxfurt am Main. 
pflege der photograpnie und 
verwandter kiinste 


Frankfurt am Main. Universitit. Institut fiir sosial- 
Institute of social research. Vew Y ork. 
Verein sur pflege der photograpnie unt 
verwandter ktinste in Frankfurt 
Limaant o7 Concanes Rarezance 
oS LS LS Sey 


Prankfurt em hain. 
Rechtswissenschaftliche famltit, 
Seminar fur internationales 


Pranxfurt am Main. 
ter 


franxfurt am hain, Stédtische btihnen, 


Frankfurt am Main. 
Seminar fiir internationales priva- 


Frankfurt am Mein, 
Strassburger wissenschaftlicne 


Frankfurt em Main, 
die inventerisation von kunst- 
scniitzen in Frankfurter privat- 


Strassburger wissenschaftlicne geseil- 
schaft an der Universitat Frankfurt Vereinigung fiir die inventarisation von 
kunstschitzen in Frankfurter privat- 


besitz, “ranxfurt am Main, 


Frankfurt am Main. 
es institut der sisass-Lothringer 


Pranxfurt am Main. Wissenschaftlich- 


internationaie vers tlindigung 


Verband fur internationale verstandigung. 
-” aeenaete Wissenscnaftliches: institut der Klsass- 
lotnringer im Keicn, Frankfurt am Main 


Verein fiir geogrephie preskturt am Main Zentrale fiir 


aaee te SN Geta, te tare oot os 


Verein fiir geographie und statistik, 
Seanatare ae a. ° Pramktort um Mada” Settee tee: das geechiftsjaht 


Prankfurt em Main. 
geschicnte und altertumskunde 


Verein ftir geschichte und altortumsxunde, 


Neue soologische gesellecheft, Frankfurt- 
Prankfurt om hein. em-Main. 





Freakfurtam-Main Zoologischer garten 

Fiibrer durch den Zoologischen garten in Frankfurt 
am Main. Von Dr. D. F. Weinland Frankfort a. M., 
Druck von J. D. Sauerliinder, 1960. 


29.1.8 p illus, fold plan 177 
On cover Verlag der Zoologischen geselischaft 


t Weinland, David Friedrich, 1829- u Neve i. 
oda Frankfurt am Main. mene gm 
© 185621 
Library of Congress QL77 Faas 
an 
Frankfort ‘o. Oder. 


Amts-kalender fur geistliche und schullehrer des re 
Frans ry: Frankfurt s. Oder ... 
rt a. Oder, 
= 


1. Education — Prussia — Frankfurt a Oder 2 Frankfurt a Oder — 
Churches 


11-33517 


Library of Congress L409 FRAS 


Frankfurt-an-der-Oder. 
Dem andenken der Universitat Frankfurt 26. april 1506 bis 
10. august 1811. Festechrift zur 400° wiederkebr ihres 


dungstages 26. april = (Frankfurt a. Oder, K. Hofbuchdr. 
Trowitzsch & a 


hi 


4p tus 
pt BE grease pay ay to hy &. Oder, von 
fessor dr Gurutk —Biider dem leben an der ehemaligen Universitat 


Freokfort «. Oder (1808-1811) Yoo rektor H. Bieder— 
bedeu\ang der ehemaligen Universitat Frankfurt a. Oder, festrede von 


a 


prof. dr Ottomer Bachmans furter barockbauten, von landbec- 
= AW, —j Ltenauhaus” ein hetm geistigen lebens 
Oder, von me ¥ Stegmann Steto Ber Grerchichte 

paturforechung tn Frankfurt Oaer, vou professor dr H. Roedet ad 

1. Frankfurt-eo-der- Oder. Universitat 

Library of Congress Las as ied 

30e1, 

Frankfurt an der Oder 
Frakien « 0 

Jahres berich 
Frankfort a. Oder, 18 

+ thle 2 
1. Prankfurt « O—Comm. 
7497 


Library of Congress HFway7s 


Frankfurter, Felix, 188% — 

The business of the Supreme court; a study in the federal 
judicial system, by Felix Frankfurter and James M. Landis. 
New York, The Macmillan company, 1927. 

vit p. 11, 840p 2 


1. U. & Supreme court. Courte—-U. 8 8. U_ 8 Constitutions! 
lew 1 Landis, James mo joint author. 1. Tithe 
m2 
Library of Congress 
— —— Ong 2. 
Copyright A 1018007 (4102, 


Frankfurter, Felix, 1862- 

The business of the Supreme court; a study in the 
judicial system, by Felix Frankfurter and James M. 
New York, The Macmillan company, 1928. 

vill p. 11, 8p 24 

“Reprinted Jan. 1928 ; Feb. 1928." 


federal 
Landa 


“LU. & Supreme court. 2 Courte—U. 8. ©. ©, S-Consueatienst 
law. 1 Landis, James McCauley, joint author, a. 


Library of Congress 
—- ——— Copy 2 Berl 


ao” 7i5E.7 


yer 
an 
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Frankfurter, Felix, 1882- 
The case for the shorter work day . My = et ay 4 
iff in error, vs. The state of Oregon, defendant in 
f for defendant in error Felix Frankfurter, somes 
for the state of Oregon. Assisted by Josephine Goldmark .. 
New York city, Reprinted by National consumer's league (1916, 
2y. tue 2 


Cover -titie 
U.S Supreme court, October term, 1915, 20. 288. 
(Continued on nest card) 
16-2720 
y2, 


Frankfurter, Felix, 1*%2- 
work day 1918, (Card 2) 


‘Parts first and second of ~*~ brief were pat under the diree- 
tien of Br Louis D Brandeis” —lotroductory note. 


The case for the shorter 


“Appendix: Hours of labor and realism in constitutional law, by 
Felix "Frankfurter (Reprinted from the Harvard lew review, vol. xxxz, 
2” py 


“List af sources quoted” p 085-1021 


1. Hours of laber—<Oregon. 2 Labor laws and Ct ee a 


& Eight hour movement 4 Fatigue 1 
joint author 1. Oregon, defendant ee ™. wa yt 
Plaintiff inerror 1 Dembita, 1866- ¥. Title. 
16-2720 
Library of Congress DS125.FT 
— -—— Copy? Oy, 


Frankfurter, Felix, 1482- 

The case of Sacco and Vanzetti; a critical analysis for law- 
yers and laymen, by Felix Frankfurter. Boston, Little, Brown 
and company, 1927 





Oe April 15, 1920, Parmenter, a paymaster, and Berardeilt hie guard, 
were Gred upon aod ki! Sacco and Vansetti were charged on 5 
1920, with the crime of the murders, were “4 
and put to trial May 31, 1921, at Dedham, Norfolk Massachusetts. 
+. > Bre 

1. Parmenter, Frederick Albert, 1874-1920. 2 Berardell!, Alessandro, 
a 1920 1. Saceo, Nicola, 1801-1927, defendant. 11. Vansetti, Bartolo 
meo, 1888-1027 lendant. wt. Title. 

21 —e287 

Library of Congress 
——- Copy 2. 


4ivi, 


Praakfarter, Felix, 1882- ad 

Cases and materials on administrative law, by Felix Frank- 
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Brinn und Leipzig, R. M. Rohrer, 1938. 


ix, 1088p. tus 249". 
Errata slip laid to. 


1. Art—Philosophy. Tithe 
ACS>-1541 
Yale unty. Library 
for Library of Congress 2 


Frankl, Paul Theodore, 1386— 
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The tp preface with the 24 part; to the lst « 
Preliminary spe-tal tp and half-titie were 

Lee articles terminés par on sont en partie tirés des volumes 
sur La vie privée d'autrefois que q’al publiés de 1887 & 1902 ..— (Note, 

1, p \axvth)) 

Porle-Diect. & eucye. 2 French language—Dictionaries. 3. In 
dustrial arte Dictionaries. 4 France—Civilisation—Hist 1 *Levas 
seor, Smile, 1828-1011 

5 am 
Library of Congress BCT7TAPSFS 
35a), 


Franklin, Alfred Louis Auguste, 1830-1917. 

Etude historique et topographique sur le plan de Paris de 
1540 dit plan de tapiwserie, par Alfred Franklin Paris, 
A. Aubry, 1860. 

5p. 1,45, 2p front, ius, 207”. 

‘Title in red and 


black 
ana & 329 exempleires: papier vergé, 300; teinté, fort, 25; peau de 
‘in, 4." 


1 Parte Deser —Maps. 


Library of Congress 


Franklin, Alfred Louts Auguste, 1880-1917, od. 


Franklin, Alfred Louis Aaguste, 1830-1917. 

Histoire de la bibliothdque de l’sbbaye de Saint-Victor & 
Paris d'aprés des documents inédits, par Alfred Franklin ... 
Paris, A. Aubry, 1865. 

2p. l, i, 168 p.11 1 

' 


Library of Congress 77 Piers 


Franklin, Alfred Louis Auguste, 1830- 
Histoire de la Bibliothéque Mazarine depuis sa fonda- 


tion jusqu’A nos jours, par Alfred Franklin... Paris, A. 
Aubry, 1860. 


29 Litt dp. IL MA dip, tl we 
“Tiré & 300 exemplaires.” 
1 Paris. Bibliothéque Mazarine 
121882 
Library of Congress 7798 P212F8 


Franklin, Alfred Louis Auguste, 1430-1917. 

Histoire de la Bibliothéque Mazarine et du palais de I'Insti 
tut, per Alfred Franklin 2. éd. entiérement refondue 
Paris, H. Welter, 1901. 

xaxti, #01 p. incl. front, illus, port 259". 


1. Parte Bibliothéque Mazarige. 2 Inetitat de France, Paris 
121388 
Library of Congress 7708. P212F81 


ak 


Franklin, Alf-ed (Louis Auguste, 18 30— 

Histoire fave des ery de la France; 
ses gouvernements u apet 4 l'année 1896, 
Alfred Franklin ... Paris C. Delagrave, 1896. oad 

Spl, Mp 4b (Shi) I. 


Sobjecss entries | Praacs—jeneai 2 France— Kings and rulers 
cam 


Library of Congrem, no. DOs. Fea. 


Franklin, Alfred Louis Auguste, 1830-1917. 

L'Institut de France: le palais—i'Institut. L’ Académie 
francaise. L'Académie des inscriptions et belles-lettres. Par 
Alfred Franklin ... Gaston Boissier ... et, Georges Perrot ... 
Ouvrage illustré de 105 gravures. Paris, Librairie Renouard— 
H. Laurens, éditeur, 1907. 


2pm Ubas. (ined . 2. iL tastita- 
os m ports plans) (Lee grandes 


1. Tuetitut de France, Ports 1 *Bolester, Gaston, 1a8- 
Perrot, Georges, 1882-1014. 
Ss so 
Library of Congress Asi@. PoarT 
(03501, 


Franklin, Alfred Louie Auguste, 1880-1917. 

Les origines du Palais de |’Institut ; recherches historiques 
car lo Collige deo quatse-nations d'aprés des documents en- 
tidrement inédits, par Alfred Franklin ... Paris, A. Aubry, 
1868 

ati, (1), 205, a) p18. 


1 Perta Collage des quatre-nstions 2 Paria Insytut ée France 
£10212 
(e8BDi 


Library, U. 8. Ofice of 














Franklin, Alfred Louis Auguste, 1830-1917. 


Paris et les Parisiens au seiziéme siécle; Paris 


physique. —Paris social—Paris intime. Paris, Emile- 
‘aul fréres, 1921. 
xxii, 2), 536 p. illus. (incl. plans) 2057 
At head of tithe Alfred Franklin 
1. Paris—Soc. life & cust 
22-1058 


DC727.F9 
2, 


Library of Congress 


Franklin, Alfred Louis Auguste, 1830-1917. 

Précis de Vhistoire de la bibliothéque du roi, aujourd hui 
Bibliothéque nationale, par Alfred Franklin. 2. 4d., cor. et. 
trés-augm. Paris, L. Willem, 1875. 

2p.1, Mi p. tl tes 2 

No. 108 of 400 printed 
okiin'® L wy pe ne se my Ay —~pe- de Paris, ¢ 
(in Baron Haussmano's de Paris) Chapters 1-4 ap 
peared Orst in Bulletin du piblloptile, 1 \e00-T1 


1. Parts. Bibliothéqoe nationale 


5401S 
7708 P232F3 


e274), 


Library of Congress 


Franklin, Alfred Louis Auguste, 1830-1917. 

Recherches sur la bibliothéque de la Faculté de médecine de 
Paris, d'aprés des documents enti¢rement inédits, suivies d'une 
notice sur les manuserits qui y sont conservés, Par Alfred 
Franklin Paris, A. Aubry, 1864. 

2p lL. tx, 17%p, 11 front, 20° 

Tiré & 347 exemplaires. 


1. Paris, Université. Faculté de médecine. eseu 2 Medteal 
libraries. 3. Parie—Libraries. 4. Manuscripts. Fri 
12088 
Library of Congress 77%. PSM 


adil, 


Franklin, Alfred Louls Auguste, 1830-1917. 
herches sur la bibliotha publique de |'église Notre- 
Dame de Paris au x1" sitcle, , d’aprés des documents inédite, 
par Alfred Franklin ... Paris, A. Aubry, 1863. 
2 p. L, vil, (ly, 184, (2) p =». 
res: papier vélin, 258; comets 98; chamota, 10; 
" This copy on 
sight eaaitioon in Hiacirg gtnérale de Paria Aw 
= ee *. 5 ee, BD 
ae Ee Ceamane amen 20 havi, Notre Dame de Para 
inédits chiefly from Bibi Go TAreeual te, bo, S82 in tolior” p. 68-168, 
1. Parts. Newwe- Dame (Cathedral) Bibliothéque 2 Librariee— Hist. 
—Medieval. L Title. 





4005 


Library of Congress 7708, P2652 


(S8el, 


Franklin, Alfred Louis Auguste, 1830-1917. 

La Sorbonne, ses origines, sa bibliothéque, les débuts 
de l'imprimerie & Paris, et la succession de Richelieu, 
d'aprés des documents inédits in per Alfred Franklin ... 
2. éd., cor. et augm. Paris, L. Willem, 1875. 

xiv, 279, «li p incl front, facsims. 209. 

Tiré & 400 exemplaires 


1. Sorbonne 
Library of Congress LF2193.F7 
raZ2d1) 


Franklin, Alfred Louis Auguste, 1830-1917. 

nay sources de histoire de France. Notices bibliograpni- 
ques cles et des recueils de docu- 
ments ow 4 a Vhistoire de France, par Alfred Franklin . 
Paris, Firmin-Didot et c*, 1877. 

2p aevtip.1i.@ip my. 





1. Pramco—Hist.Bibi. 2. France—Hist—Sources. 


zz76. Fes 
aA, 


Library of Congress 


CATALOG OF PRINTED CARD 


Praaklin, Alfred Louie Auguste, 1830-1917, od. 
. La vie de Paris sous Louis x1v ; tenue de maison et domesti- 
cité. Paris, E. Pion, Nourrit et c*, 1808. 


xxviii, 356 p tocl plates. -” AN Ty eae _ 
apres dee documents originaut oer, t. 2) 


Claade Peary Paris, P. Aubouin ete, 1688. 
(Continued op next card) 
S21000 
8a), 
Franklin, Alfred Louis Auguste, wr: ed. La vie 
de Paris sous Louis x1v 1598. ‘ard 2) 
yy Prétace — La . par Audiger. Benen ap 
aul 5 come on te ory — — telat 1 
tookt a0 Leo oneuen lotrigues, et cebeles des domestiques, 1433. YG ~ 
trait de Le parfait intendant, 1650. om La maltote des culsinitres. 
1 rie—Sor. ure & cust. 2 Domestic ecomomy—Eariy works (to 
1800) 5. Kervants 4, Receipts. 1. Acdiger, mattre @bitel. a Feary, 


6 7ee 


DCTIOF2 2d ser, vol.2 
(S8rtlel, 


Pranklin, Alfred Louis Auguste, 1830-1917. 
. La vie de Paris sous Louis xv. Devant les tribu- 
naux. Paris, E. Plon, Nourrit et cie., 1899. 
viii, 375 p. incl. plates, plan. 19°. (His La vie ey dautrefors 
des documents onginaux ou ~y- 2. str, 


mensa 
de jambon. Saisie d’appoutements au Théatre-Francais. 
rl de Ramponeaux. Prét d'un montre. Mariage contesté. Les 
coiffeurs pour femmes 
my cases are extracted from Robert Estenne’s “Causes amusantes 
170-70. 2 ¥ 
cust. 1. Estienne, Robert, 1723-1794. 
521995 Revised 
DC7IS.FB 24 sér., vol. 3 
(21d, 


Berlin 
* Parie-Soe bed 
Library of Congress 


Franklin, Alfred Louis Auguste, 1430-1917. 
... La vie privée au temps des premiers Capétiens 
Emile-Paul, 1911. 


ve. 


Paris, 


Freace—Soc. life & cust. 2. France—Hist —Capetians to 1328. 
3 beans tease and courtiers. 


12— 188 
DC3B2FT 


e321, 


Library of Congress 


Franklin, Alfred Louie Auguste, (830-1917. 

Le vie privée d’autrefois; arts et métiers, modes, 

mage dea Prine dar an Fv tle pre dan doen 
ou inédits, par Alfred Franklin. 1. sér., .. 

Paria, E Nourrit et o, 1887-1901. 

2. Mies, plates, ports, plane facuims 187% 


1. Parie—Sorc. life &cust. 1 Tithe 
ae 
Lébrary of Congress DOTIO.FS 
(Contineed on next card) 
wa, 
Fraakiin, Alfred Louis Auguste, 1830-1917. La vie privée 


@’sutrefois ... 1887-1901. (Card 2) 
Conrarrs. 
th Las cctne Ge toilette, Le savetr-vivre 1887. 
1. Tollet. & Costume—France. 3. Btiquette, Medieval (te 1680) 


(Ountinesd om next card) 


Franklin 
a ~ gar yee La vie privée 
1887-1901. (Card 8 
saediceanen 


(@, Liannonce et la réciame Les cris de Paria 1887. 


1 Parte—Criea 2 Advertising—Hist. 8. Funeral rites and ceremo 
deo—France. 
(Continued on next card) 


m we 
el, 
Louis 1830-1917. La vie-privée 
d'eutrefois ... 1887-1901. (Card 4) 
Comrerre— ‘ontinued 
(tt, Le cuisine, 1888. 


1. Gastronomy. 2 Cookery, French. 
(Continued on next card) 


wm wie 
Stel. 
Louis 1830-1917. La vie privée 
d’autrefois 1887-1901. (Card 5) 
Conrants—Continued. 


tv, La mesure du temps 1888. 


1. Horology. 
(Continued on next card) 
awe 
Stel. 
Franklin, Alfred Louis Auguste, 1830-1917. _La vie privée 
dautrefois ... 1887-1901. (Card 6) 
Conrarre Continued 


(¥ Comment on devenait patron 1880. 


1. Apprenticns—Parts, 2 Parie—<iida & Labor and laboring 
classee—Paria. 
(Continued on next card) 


mw wie 
wel, 
Praahlia, ant tat 5 1880-1917. La vie privée 
dautrefois ... 1887-1901. 7) 
caaeaanas 


(vt; Lee repes, 1880. 


1, Table 2 Tuble etiquette 
(Cemtineed on next card) 


me 
wel, 
Fraakiia, Alfred Louis Anguste, 1830-1917. La vie privée 
@autrefois ... 1887-1901. (Card 8) 
Oowverre—(ontinusd 
(vm, Lihygites 1880. 
1 Parte—Ganit. efaira & Hygiene, Pubiie—iiet 
(Ountinesd on next card) 
me 








Franklin 


Louis Auguste, 1830-1917. 
1887-1901. (Card 9) 


ComTante— ‘ontinued. 
(Vin, Variétés gastronomiques 1801 


Le vie privée 
d’autrefois . 


1, Gastronomy. 2 Table 
(Continued on next card) 


5 i 
Stel, 


Franklin, Alfred Louis Auguste, 1830-1917 
d'autrefors Iss7-1901. (Card 10) 


CONTENT» 4 ontinued 


La vie privée 


1a, Les médicaments 1601 


1. Medicine, Magic, mystic, and spagirie 2 Medicine —France—Paris. 
(Continued on next card) 

awe 
tel 


Louis Auguste, 1530-1917. —_La vie privée 
dautrefois 1887-1901. (Card 11) 
ConTEnrs—4‘ontinued 

%, Peoles et collages 1802 
1 Education—France—Paris 2. Education—France—Hist 

(Continued on next card) 

sw 
(3Tel, 


Franklin, Alfred Louis Auguste, 1830-1917. La vie privée 
d'autrefois 1887-1901, (Card 12) 
ConTants— ‘ontinued 


(Bt, Les médecine. 1502. 


1 Medicine—Fraace— Paris 


(Continued on nett card) 


Bs wit 
(Stel 
Louis Auguste, 1830-1917. La vie privée 
d‘autrefois 1887-1901. (Card 13) 
Contents Continued 


(30, Les chirurgienn, 1696 


1 Sorgery—Hist. 2. Surgeous— Paris 


(Coutinued on next card) 
aw 
(Stel, 


Louis Auguste, 1830-1917. 
1887-1901. (Card 14) 


ConTEents—4 vntinued 
Eutt, Le café, le thé & le chocolat, 1863. 


La vie privée 
d'autrefois . 


1. Coffee. 2 Tea. 3 Chocolate 
(Coatinved on next card) 
el, 


LIBRARY OF CONGRESS 


Franklin, Alfred Louis Auguste, 1830-1917. 
d'autrefois 1887-1901. (Card 15) 
Contents Continued 
i 


La vie privée 


XIV, Variétés chirurgicaies 


1 Surgery Hist 2 Surgeons—Veris 3 Deotistry—Hist 4 Ob 
te 
ve (Continued on ext card) 

Bowie 
Sia, 

Franklin, AMred Louis Auguste, 1830-1917. La vie privée 

d'autrefois 1887-1901. (Card 16) 

ConTerts‘outinued 
av 2V0n, Les magasins de nowvenutés 1604-08. 
ConTayts. 1804.—t. 2, La gente 


#1) wr Le vétement 
mercerie 


rie et la pe La —— = 1886. —t. 8, Telotu 
rerte et devil Cunpatberts et modes La bon! 16. 4 4 Lae 
lingerie, La cordonnerie Les fourrures. Cannes wa Perapluies 1808. 


1 Costume—France— Varin 
ery--Hist, 4 Cosmetice—Hist 


Hats * Boots and shoes— Hist 


! jodustrial arte—Hiet 3. Perfum 
5. Mourning customs 6 Gloves. " 
@ Staffs (Sticks, canes, etc) 


(Continued on pest card) 


awit 
3741. 


Franklin, Alfred Louis Auguste, 1830-1917. La vie privée 


d'autrefois 1887-1901. (Card 17) 
CONTENTS 4 outinued 
MIX-XX, Lenfant. 1506 6 
G ‘tet. 1) La naissance. Le baptéme—(t. 2, La layetie. La 
nourrice, La vie de famille Lee Jouets et les jeus. 
1 ( Kikiren in Pranee, 2. Hirth (Potk lore, customs, ete.) 3. France— 
King and rulers 


(Continued on next card) 
a wii 
87a1-, 


Franklin, Alfred Louis Auguste, 1830-1917 La vie privée 
d autrefois 1887-1901. (Card 18) 
Contest» 4 ootimed 
KAP ARAM, Les evimens wy 2 
1. Animal to 2 Domestic animals 4 Animals, Mythical. 4 Ant 
mals Treatment ‘ot 
(Continned on nest card) 
Bows 
(37a1 
Alfred Louis Auguste, 1830-1917. Le vie privée 
d'autrefois 1887-1901. (Card 19) 
CorTarre—Continued 
(Xx, Variétés parisiennes 1901 


(CONTENTS —Noms des rues et numérotage des maisous —Sur |empiot 


des mots Madame et Mademoiselie —Le pain bénit. Le viatique —Les 
fasigues reliques des égiises de Paris —Essai de tistique rétrospec 
tive — Lee armotres des corporations ouvr' 


1 Parte—Antiq 
26 —s014 


STel-, 


Franklin, Alfred Louis Auguste, 1830-1917, ed. 
La vie privée d'autrefois; arts et métiers, modes, mours, 
usages des Perisins du sus ou xvi stele, upete des doce 
ments originaux ou inédits per Alfred Franklin. 
Paris, Pion-Nourrit et c*, 1897-1902. 
45. plates, plan 19 
Conrants.—:t. 1, (Nemetts, J. C., La vie de Paris sous la régence. 
lim, A. La vie 


1807 —,¢. 2, Franklin, A. L. A., ed vie de Paris sous Louis xv . 
1806.—\t. 3, Frenklia, AL. A vie Ge Paris sous Louis tv. Devast 
. 10.—t. 4, James or John James, La vie de 
Parts Louis xvi. 1002. 
1. Parte—Sor. life & cust. 1 Title 
mS 





Franklin, Allan. 
The trail of the tiger, being an account of Tammany from 
1789; the society of St. Tammany, or Columbian order; Tam- 
many hall; the organization; and the sway of the bomes. By, 
Allan Franklin. (New York!, 1928. : 
vip. 31, “ame incl. front. titus., plates. plates, 189° 
 « Levee of the 
bis book.” 


Ni " 
« a ast cartoons of Tweed's time 


1. Tammeny bail. 


2. Smith. Alfred Emanuel, 1 
Thomas. ond . 


1840-1902, tus, uo. Title 
Library of Congress JK2319 NOOFT 
(3841, 


Franklin, Andrew, d. 1845. 

The counterfeit, a farce, in two acts. As at the 
Theatre-Royal, Drury-Lane. Written by Lodoow Freahiin 
.. London, Printed for G. and J. Robinson, by 8. Hamilton, 
1804. 


2pLatp 1. 


pLonge, F. Collection of plays. +. 285, no. 5 


27-4272 
Library of Congress PRI2114 vol. 286 
Franklin, Andrew, d. 1845. 
The Egyptian festival ; an opera, in three acts: as 
at the Theatre Royal, Drury Lane. Written by Andrew 
Franklin. London, J. Ridgway, 1800. 
ti) 4p 2. 


of plays 


(Longe, F. Collection ¥. 288, no. 6 
Without ‘ine muste (by Florio) 


1. Florio, C. H. m. Title. 


‘27-4273 
Library of Congress PRIMA vol. 2 
(Franklin, Andrew, d. 1845. 
The mermaid. A farce. As performed at the Theatre Royal, 
Covent Garden. London, G. G. J. and J. Robinson, 1792. 
Sp. 29>. 
Longe, F. Collection of plays +. 288, no. & 


1 Title 


2 —az1¢ 
Library of Congress PRI2QL14 vol 28 


Franklin, Andrew, d. 1845. 

A trip to the Nore. A musical entertainment, in one act. 
As performed by Their Majesty's servants at the Theatre- 
Royal, Drury-Lane. By Andrew Franklin London, 
Printed and pub. by G. Cawthorn, 1797. 

RikeMp we 
den cee eee coms 
Starred pages 8*-8* inserted. 


1 Title 


27-8275 

Library of Congress PRI2M1I6 vol. 264 
Franklin, Andrew, d. 1845. 

hap dy na at or, Love's masquerade. A comedy, in 
two acts. As performed by Their Majesty's servants at the 
Theatre- Royal, Drury-Lane. > ae Se London, 
Printed and pub. by G. Cawthorn, 1797. 

Sp. 2. 

‘Longe, F. Collection of plays. ¥. 244, no. 1; 


1 Tithe 
2T—aa76 


Library of Congress PRI241L146 vol 264 





Franklin, Annie 

Billy Fairchild, widow, and other stories, by Annie 
ce. (San Francisco, Press of Bolte & Braden co., 
"1917 


Zp \. sip pl Me 


Cowtents.— Billy Fairchild, widow A romance at fifty A girls 
heart) Carmen 
1 Title. 
18-2305 
Library of Congress PZ3 F8S4SB 
Franklin, Benjamin, pseud. 
see 
Pashby, Benjamin Franklin, 1854 
16-9837 


Library of Congress 


FRANKLIN, BENJAMIN, 1706-1790 
Arrangement 


~ 


. Works 
2. Selections 
- Single vorke arranged alphabetically by title. 


a 


The different editions of the Autobiography 
are arranged under Autobiography irrespective 
of variations in titles. 


English 


Franklin, Benjamin, 1706-1790. 

Works of the late Doctor Benjamin Franklin: consisting of 
his life, written by himself, together with essays, humorous, 
moral & literary, chiefly in the manner of the Spectator 
Dublin, P. Wogan, P. Byrne, J. Moore, and W. Jones, 1793. 

vi, 2), 8 p front. (port) 21° 


Book Mangio 
wen lS portrait from the European magasine tnaerted 


2m m1 


PST4S.A2 17D 
aSTb15, 


Library of Congress 


Pranklin, Benjamin, 1706-1790. 

Works of the late Doctor Benjamin Franklin: consist- 
ing of his life written by himself, together with Essays, 
humorous, moral & literary, chiefly in the manner of the 
Spectator ... London, Printed for G. G. J. and J. Robin- 
son, 1793. 

25 mn 


aes t- 


2.6 Vv 
date; otherwise a duplicate of that dated 1793. 


(Continued on next card) 
rt 


21-12827 


CATALOG OF PRINTED CARDS 


, Benjamin, 1706-1790. 
Doctor Benjamin Franklin ... 


“A collection of the ‘popular’ pieces of Franklin. together with a re 
translation of the A. — trom the French py of Gibelin, 
and Stuber's continuation. The editing was done by Ben: 
The first issue of this edition contams an ‘erratum ond 
issue in which these errors were corrected.” cf Ford, Franklin bibliogra- 


‘er - of oe late 
1793 Card 2 


one leaf of errata (3 | ) nt 
aed "anoviel wd done by Richard Pric o “ Ay m salad 


21-12627 


Library of Congress PS745.A2 1793 


2 


Franklin, Benjamin, 1706-1790. 

The works of the late D’. Benjamin Franklin, consist- 
ing of his life written by himself, together with Essays, 

umorous, moral & literary, chiefly in the manner of the 
Spectator. New-York, Printed by Tiebout & Obrian for 
H. Gain, V. Nutter, R. McGill, T. Allen, I. Read, E. 
Duyckinck & c*., and Edward Mitchell n° 9, Maiden Lane. 
Engraved by P:R. Maverick (17931, 

2+. in lL. front. (port) 164°. 

“A reprint of the first London edition. Though paged for two volumes, 
there 1s no title to the second part, and they were always bound together.” 
Ford Poulin bibliography 

Engr 

Library of Congress PS745.A2 17930 cies 
Copy 2 2: 





Franklin, Benjamin, 1706-1790. 

Works of the late Doctor Benjamin Franklin: consisting of 
his Life written by himself, together with Essays, humorous, 
moral & literary. chiefly in the manner of the Spectator. In 
two volumes. Third edition. London: Printed for G. G. J. 
and J. Robinson ,1794, 





Voughan ; the Life iss «-trenslation of the auto 
biography from the French translation of Gibelim. of. Ford's Franklin 
bibl. p. 206. 
Book-piates: 3. Sim Stevens of V 
5 





Contexts —*. Life of Dr or Fresbiin. as bag cae ty himself. Con- 
m of his Life by Dr. Stuber. Extract — bis will 2% 
. Dum’ -—. end literary, &c, 
1 Stueber, ry 770?-1782. oo Jonshan. Ben), mia, 
1751-1885, ed. 
31-17% 
Library of Congress PST4SA2 178¢ 


Franklin, Benjamin, 1706-1790. 


Works of the late Dr. Benjamin Franklin; con- 
sisting of hie life, written by himself, to- 
gether with essays, humourous, moral, & oe he 
chiefly in the manner of the Spectator one 


York, Printed by S. Campbell, 1794. 
2. 194°, 
9-381 
Library of Congrese £302.F62 


Franklin, Benjamin, 1706-1790 

Works of the late Dr. Benjamin Franklin; consisting of his 
life, written by himself, together with Essays, humourous, 
moral & literary; chiefly in the manner of the Spectator. In 
two volumes The second American edition. Printed by 
Samuel Campbell, Bookseller, No. 124, Pearl Street, New- 
York. 1794. 


front {om ) 
Pering vidoe 
Signatures: v1 

bienk? wanting) 

¥. 1. Life of Dr Franklin, as written by himself Con- 

Extracts from bis will 

bbé Fauchet 


aie ted 
206 p. front (port): ¥. 2: 142 p. 
A-R*, S* (.Sn blank? wanting); v. 2: A-M* (Ay 





Stuber. Fologtom 


tinuation of bis life. by Dr. 
on Ben. v. 2. Exears, bom- 


Franklin iby 





1 Stueber. Henry, 17707- 





Library of Congress 30-14017 
Franklin, Benjamin, 1706-1790. 
The works of the late Dr. B Franklin ; 





of his Life written by himself : together with Essays humorous, 
moral, and literary; chiefly in the manner of the Spectator 
New-York: Printed for Philip Arnold. 1797. 

184, 104, (2) p. incl. front. (port.) 16°. 

Signatures: leaf (t-p.) unsigned, A-Z*, 2A-2N* (2N«, probably blank, 
“Tee ccnp which often form + 2 of the Works, bave seperate 
i Stueber's continuation of Frenaktio's Life. 

Portrait engraved by P. R. Maverick. 

1 Stweber, Henry, 17707-1792. 


Library of Congress PST466.42 1707 


101 


Franklin 


Franklin, Benjamin, 1706-—1790. 

The works of the late Dr. Benjamin Franklin 
of his Life, written by himself. Together with Essays, hu 
mourous, moral, and literary. chiefly in the manner of the 
Spectator. Charlestown: Printed by John Lamson, for the 
principal booksellers, in Boston. 1798. 

300 p. front. (pert.) 179. 

Signatures A-Z*. Ast 

Iociudes Stueber's continuation of Frenulin's Life 

Margtos of frootispiece mutilated and mended 

Mark of ownership Property of Joseph & Benjamin White. 
Goshen, Feb’? 2* 1807 

# Stueber, Henry, 1770-1792. 


Consisting 


31-1757 
Library of i 


peee A2 17088 
iT rfect frontispiece wanting. 
Vermont 


© 
Rok plate of Henry 





Franklin, Benjamin, 1706-1790. 

Works of the late Dr. Benjamin Franklin: consisting of his 
life, written by himself, together with essays, humorous, moral, 
and literary. Chiefly in the manner of the Spectator. Fair- 
haven, Vermont, Printed and sold by J. Lyon, 1798. 

¥. 7-24, 2p 16 


a uM 


Title from HE. Huot 
Library of € 


(Perea) 


a 


Franklin, Benjamin, 1706-1790. 

The life of Doctor Benjamin Franklin; written by him- 
self: together with essays, humourous, moral, and lit- 
erary, chiefly in the manner of The Spectator. The 7th 
American ed. New-London, Printed for Charles Holt, 
1798. 


vi, (7)-200, hp. front. (port) 18)” 


2228 


Library of Congress PS745A2 1798 


Franklin, Benjamin, 1706-1790. 

Works of the late Doctor Benjamin Franklin. Consisting 
of his life written by himself; together with essays, humorous, 
moral, and literary, chiefly in the manner of The Spectator. 
In two volumes London, Printed for A. Millar, Strand, 


1799. 

2 in 1. front. (port) 149° 

Imperfect: t-p. and perhaps prelim Legh of v. 2 wanting; “Coo 
tents”, p. (illy-¥, bound after “Contents” to ¥ 

Book plate of Edw* Pollard 

12 R222 
Library of Congress PST4H.A2 1700 
2Tet 


Franklin, Benjamin, 17(6-1790. 

The works of the late Dr, Benjamin Franklin; consist- 
ing of his life, written by himself. Together with essays, 
humorous, moral, and literary. Chiefly in the manner 
of the Spectator. To which is added, not in any other 
edition, An examination, before the British House of 
respecting the Stamp-act. Two volumes in one. 
phia, Printed and pub. by Wm. W. Woodward, 
Cc fhe -stnut street, 1801. 






321, & p front (port) 17° 
1911771 
Library of Congress PS74SA2 1901 
Copy 2 2 


Franklin, Benjamin, 1706-1790. 

Works of the late Dr. Benjamin Franklin; consisting of 
his Life written by himself; together with Essays, humorous, 
moral, and literary, chiefly in the manner of the Spectator ... 
London: Printed by J. Cundee, for M. Jones, and sold by J. 
Hatchant. 1802 

2. front (pert) 169% 

Hook mate of Heory Stevens of Vermont 

Pound red moropeo, gilt edges. 

Conrante —+. 1. Life of Dr. Franklin, as writtes by bimerif. Com 
tnnation of his Life by Dr Stuber Extracte from bis will —v. 2 Ee 
foy* homenrons, moral & literary 

+ Stueber, Heory, 17707-1782, 


31-1738 


Library of Congress Psi43.42 1802 








Franklin 


Franklin, Benjamin, 1706-1790. 

Works of the late Dr. Benj Franklin : of bis 
Life; together with Essays, humorous, moral, and literary . 
Edinburgh: Printed by D. Schaw and son, and sold by the 
booksellers, 103. 

2° 1. 

reels © 1. et 8p. v2 om 8 p 

Boot plate of Henry Stevens of Vermont. 

Bound to mottied calf, gilt borders, by BR. De Coverty. 

Contents —+. 1. Life of Dr. Freakiin, as written by himesif. Com 
tineation of bis Life by Dr Staber Extrects from bie wil 2. 
625+ bumorous, moral and literary. Gr 

1. Stueber, Heory, 17707-1782. 





Fivrary of Congrene Psi.42 1808 


Franklin, Benjamin, 1706-1790. - 
The complete works, in philosophy, politics, and morala, 
the late Dr. Benjamin Franklin, now first collected and ar- 

ranged: with memoirs of his early life, written by himeelf . 
London, J. Johnson ,ete., 1806. 

3+. front (port) Mus, fold. map, fold tab. diagre (part fold) 
2" 

Added title pages. with vignettes 

Cosveree-=<. Life of Dr. ae = de 
bo TE. —P 
(Coatioved oo aert card) 


Franklin, Benjamin, 1706-1790. 
1806. (Card 2) 


revolutionary troubles 
Papers. descriptive of 


Inaertioa. but omitted io the preceding volumes 
ters by several eminent persona, Illustrative of Dr Franklio’s maaners 
and charecter 


PSTOA2 18080 
ah 


Library of Congress 


Franklin, Benjamin, 1706-1790. 

Works of the late Dr. Benjamin Franklin; consisting of his 
life written by himself ; together with emma, bumorvas, moral, 
and literary, chiefly in the manner of the 5S; 
don, von oy LE Ee 

2. front (port) 19°. 

Boot plate of Henry Stevens of Vermont. 

Cowrarts —+. 1. Life of Dr. Franklin, as written by bimeeif. Com 
tipuation of his life by Dr. Stauber Extracts from his will —v. 2 Eesays 


Stacber, Heory, 17707-1792 

° 30-1001 
PSTS.A2 1808 

Book plate of Kéward Carroll 


a 


Library of Congress 
-- ——— Copy 2 


Prankitm, Benjamin, 1706-1790. 

The works of the late Dr. Benjamin Franklin ; consisting of 
his Life, written by himself. Together with humourous, 
moral, and literary Essays, chiefly in the manner of the Spec- 
tator Among which ere several not inserted in any Americsn 
edition. New-York: Published by E. Duyckinck 1807, J. c. 


Totten, printer. 
sap o. 
al BY advertisement ) 
pay a ©, so ( Boa, - Ph 
Seperten? porwen wanting wasting? 
1. Steeber, Henry, 17707-1782 31-1760 
Lavrery of Congress Peiw~2 i907 
a 


Praaklia, Benjamin, 1706-1790. 

The works of Dr. Benjamin Franklin, in philosophy, peli- 
thes, and morals: containing, beaide all the writings published 
in former collections, hw d 
minister of the United States, at the court of Versailles ; rr 





LIBRARY OF CONGRESS 


1706-1790. The works of Dr. Benje- 


min Franklin 1808-18. (Card 2) 
¥. 6, The works of Dr. Benjamio gratia,  eaehe 
morals cootaiclag bie diplomatic bis private opis 


Added tp. engraved. 
Comranta—¥. 1. \A' —¥. 2 American politics 
revotution —¥. 3. Phi and correspondence —¥. 4 Po 


1. Franklio, William Temple, 176)- 1428 


Ee res 1s 
adicl, 


Library of Congress 


Franklin, Benjamin, 1706-1790. 

Works of the late Dr. Benjamin Franklin, consisting of his 
Life, written by himself; together with Eamsays, humorous, 
moral, and literary Edinburgh: Printed by D. Schaw & 
son; and sold by the booksellers, 1809. 

2v.iml 14 

Paging: +1. 2p 1, tv, Sy 208 p; 


+. 2: ty, 186 (4 ©. 188) p 
Error in paging + 2 ye repeated 


Comrasts—— 
timustion of bis Life by Dr. Stuber, Extracts from 
says. bumorous. moral, and literary, Ge 

1. Stueber, Henry, 17707-1782. 


1-178) 
Lidrury of Congress Peit@al ise 
a 
Franklin, Benjamin, 1706-1790. 
Works of the late Dr. B Franklin of 





memoirs of his early Life, written by himself ; together wih « 
collection of his Essays, humorous, — and literary. 
Chiefly in the manner of the Spectator. A new ed., rev. and 
enl. Easton: Published by Henry W. Gibbs. James St. John 
+++ printer. 1810. 

2% p 17 

Signatures A-X* (Xo biank; the 34 leaf te each signatore signed As 
as = Stoeber's continuation of Franklin's Life. 


« Staeber, Henry, 17707-1792. 


Library of Congress PST.A2 1810 


Franklin, Benjamin, 1706-1790. 

The works of the late Dr Benjamin Franklin, in two 
volumes; containing his life and essays, with various pieces, 
which have never appeared in any edition of this size ... 
Edinburgh, Pub. by Oliver & Boyd, “Caledonian press, Nether- 
bow, 1812. 


2. fronts (¥. 1, port.) 149°. 

. 1, Life of Dr. Franklin, as written by himself. Coo- 
tiation st of bie ‘Wife by Dr. Stuber. Epitaph of Dr Franklin. Extracts 
from bis will, Letters tllustrative of his manners and character—v. 2 
Eaaye. humorous, wore! and literary, &c 

1. Stueber, Henry, 17707-1792. 
PST45.A2 1612 


(a2, 


Library of Congress 


Franklin, Benjamin, 1706-1790. 

The works of the late Dr. Benjamin Franklin ; consist- 
ing of his life, written by himself. Together with hu- 
mourous, moral, and literary essays, chiefly in the man- 
ner of the Spectator. Among which are several not in- 
ue in any American edition. Philadelphia, D. Abbott, 


31 p. front. (port) 18”. 


Library of Congress 102611, 


Franklin, Benjamin, 1706-170) 

The Life and Essays of the late Doctor benjamin Franklin. 
Written by himself. Philadelphia: Published by Johnson and 
Warner, no. 147, Market street, and sold at their book stores 
io Philadelphia and in Richmond, Virginie. Griggs and 





variety of literary articles, and epistolary 
never before published: with memoirs and anecdotes of his 
life pThiledelphio, W. Duane, 1808-18. 

G+ frome ‘portm. + 1, 4) fold map. map, foceims (1 fold.) fold. diagre 
= 


printers. 1812. 
ap ~. 


102 





Franklin, Benjamin, 1706-1790. 

The life of Dr. Benjamin Franklin; written by himself. 
To which is added his essays, humourous, moral and lit- 
erary, chiefly in the manner of the Spectator. Pitts- 
burgh, Printed by Cramer, Spear, and Eichbaum, and 
a at their Franklin head kstore, Market street, 


279, 2p. 17. 


eM 
Library of Congress PS745.A2 1613 - 


2) 


Franklin, Benjamin, 1706-1790. 
The life and essays of the late Doctor Benjamin Franklin. 


Written by himsfif,!, Brattleborough: Published Wil- 
liam Feasenden. 1814. adien 


8p I= 
Signatures: A-Z*. Ase (Cos biank) 
Inciodes also Stoeber's © conmeastion of Preshiie’e Lite 


Imperfect p 143-146 mattlated 


1 Btoeber, Henry, 17707-1792 


31-1752 
Librery of Congress PSTAN AD 18i4 


ra 


Franklin, Benjamin, (706~) 700. 

Works of the late Dr. Benjamin Franklin; a of 
his Life, written by himself: together with Essays, humorous, 
moral, and literary Edinburgh: Printed by D. Schaw and 
won; and sold by the booksellers, 1814. 

eink 169. 

eprint of t tho catttan of 1080 wtb 0 now ¢ . 

Book plate of Henry Mtevens of V 

Bound tn dark blue morocvy, gilt inside border, by F. Bedford. 

Conrerts. 1. Life of Dr F rittes bimeeif 
touation ot be Life by Dr. ores harvests 4+ - _—. 3. 
Ee-x5s, hamouroun, moral, literary. a 

4 Stueter, Henry, 1770)-1 702 

u1-1763 


Library of Congress PST4GA2 18lée 


a 


Franklin, Benjamin, 1706-1790. 


The life of Dr. Benjamin Franklin; written by himself, 
with essays, humorous, oot and literary. ton, Pub. 
by I. Thomas, jun. and J. T. Buckingham; J. T. Bucking- 
ham, printer, 1815. 


vip. 11, M168 p. front (port) 13° 
1232226 
Library of Congress PS745.A2 1815 
Franklin, Benjamin, 1706-1790. 


The life and works of D’. Benjamin Franklin. Bungay, 
Brightly & Childs ,18151, 

lp tl, 0 471 p froot (port) 22 

Prestloplece’ dated 1608 

Ipctudes Broebers oa, qu Freoklin's Lite 

Boot piate of Henry Stevens 


& Stueber, Henry, 17707-1702. 

+ 20840 

Library of Congress 
— ——_ Copy 2 


PST465.A2 1815 
(a38d1, 


Franklin, Benjamin, 1706-1790. 


The works of the late Dr. Benjamin Franklin; consisting 


& 


his Life, written by himself. —— with humourous, moral, 
and literary Emays, chiefly in the manner of the Spectator. 
Among which are several not in wy - = Phile- 
delphia: Cates te See inte, 1815. A. Griggs & K. 
Dickinson,—printers, Whi 
826 p inci. front. ( pert.) a 
‘Pobecribers’ names”: p 457,58 
o> 20883 
Library of Congress PeTessl 1880 
a 





Franklin, Benjamin, 1706-1790. 

The life and essays, of Dr. Franklin. London, T. Kinnersley, 
1816. 

1p 1, vill, 471 p. front. (port) 22° 

Engraved t p 

This is probably the 1888 edition published by M’Gowan, with an 
cartier tithe page prefized 
Page vi ts & duplicate of ti; of preface wea: 
Laclades Stuebers coutisestion of of Franklin's Life 


1 Stoeber, Henry, 17707-1792. 


wanting 


Library of Congress PST45.42 1816 
— -—— Another issve 20° Printers differ. 

Frontiaptece and preface bound out of place; Contents want 
ing? PST45A2 18168 


(733d2, 


Franklin, Benjamin, 1706-1790. 
The life of Benjamin Franklin, written chiefly by himself; 
with a collection of his best essays, humorous, moral, and lit- 


erary. A new erlition, revised and enlarged by Mason L. 
Weems, of Lodge no. W, Dumfries Philadelphia: Pub- 
lished by M. Carey. 1817. 

2% p front. (port) 16°. 

Sixpatores A-Y¥* 

1 Weems, Meson Locke, 1750-1825, ed 

A32-165 
Tithe from Univ of Vir clots 
Library of Congress (ear | 
2 


Franklin, Benjamin, 1706-1790. 

rien yl ate prod ad tind 

lin Ley ey = qd yy 

Fe tine of ie Cee Ly ane 

the pra oe St eee Bee = 

ations of f sivcinie Serer 
Ye ot te rks. London, Printed 

for H. 1818. 

Pm i fronts. (v. 1: port) illus, plates (1 fold) map, 


(Comtinued on next card) 


e 


1. Franklin, William Temple, 1760-1823. 
19-14887 
Library of Congress Emre 166 
a 


lin, Benjamin, 1706-1790. 

Memoirs of the life and writings of Benjamin Franklin, 
written by himself to a late period, and continued to the time 
of his death by his grandson, William Temple Franklin. 
Comprising the private correspondence and public negocia- 
tions of Dr. Franklin. And his select political, philosophical, 
and miscellaneous works, published from the original mss. 
2d ed. ... Londor®, Printed for H. Colburn, 1818-19 

es fronts. (port.. facsim.) iliua, 6 pl. (4 fold.) map 2)* 

‘ols, 84 have also special tp. dated 1817, with tithe The private 
of Renjamin Franklin 

Vola. 5-4 have also special tp The posthumous and other writings 
of Benjamin Franklin 

Contents 41. Li 


fe — 1. Private correspondence. — 
v-VL Posthumous and other 
1. Franklin, William TT , 1TH 1828. 
__Uere avery of Congress ree 18186 19— 146888 
—Copy2 ¥.8. fel, 


Franklin, Benjamin, 1706-1790. 
‘The works of Dt Benjamin Franklin. 
lished by B. C. Buzby North 3” s'. 1818. 
ip tl, atv, (402 p fromt. 13° 
Signatures: leaf (t-p.) unsigned, A-Q", R’. 
Mlustro ted tp. 
Editor's introduction 


Contains Franklin's» Li} 
lecellapeous exaaye a| 


Philadelphia Pub 


6. D. 
written by bimeelf, Stueber's continuation 
works 


t. Stueber, Henry, 17707-1708. uD, G, ed mm. G. D, ot 
31-1763 
P8746.42 


a 


Library of Congress 1618 


CATALOG OF PRINTED CARDS 


Franklin, Benjamin, 1706-1790. 

The works of Dr. Benj*. Franklin; consisting of Exmays, 
humorous, moral, and literary: with his Life, written by hum- 
self. London, J. Walker ,ete., 1819. 

Ip.l, st. 3510p. front 14644” 


Added (-p, engraved, with vignette 

loctudes Lp ad Ry eye of Freokiio's Life 
Book plate of Vv 

Bound to calf. gilt "inside order, by W. Pratt 


1 Stueher, Henry, 17707-1792. 


31-17% 


Library of Congress PST45.42 1819 


2 


Franklin, Benjamin, 1706-1790. 

The works of the late Dr. Benjamin Franklin; consisting 
of his Life, written by himself. Together with humorous, 
moral, and literary Essays, chiefly in the manner of the Spec- 
tator. Among which are several not inserted in any Ameri- 
can edition. Philadelphia, E. Parker, 1821. 

24 p 179*. 

Signatures: A‘ A-Z’, Aa* (Ans (probably blank) wanting) 
Contents” lent misplaced to follow p. 6? 

Inctudes Stuebers continuation of Frenkilo’s Life 
Hook plate of Henry Stevens of Vermont. 

Bound in calf. gilt inside border, by W Pratt 

1. Stueber, Heary, 17707-1702 


31-1765 
Library of Congress VST#S.A2 1821 
Franklin, Benjamin, 1706-179. 
The works of Dr, Benj*. Franklin; consisting of essays, 


humourous, moral, and literary: with his life, written by him- 


self. London, Printed for J. Limbird, 1823. 
ip lt.wep 2itw 2 


Toctudes Stueber's continuation of Frankiio's Life. 


1. Stueher, Henry, 1770-1792 
Library of Congress PST Al 16 
padibl, 


Franklin, Benjamin, 1706-1790 

The life of the late Dr. Benjamin Franklin, written by him 
self. Together with a number of his humorous, moral, and 
literary Essays, chiefly in the manner of the Spectator. Mid- 
dletown, Starr & Niles, 1823. 

300 p. 189* 

Includes Stueber's continuation of Franklin's Life 


1. Stueber, Henry, 17707-1782 





31-1788 
Library of Congress PST45A2 18236 
Franklin, Benjamin, 1706-1790. 
The works of Dr. Benj Franklin ; of essays, 


humorous, moral, and literary: with his life, written by him- 
self. Chiswick, From the press of C. Whittingham, Sold by 
R. Jennings ,etc., London ; ,etc., ete., 1894. 

1p. L, vill, 206 p. 189° 

Added , engraved, with vignette. 

Boot plate “ot Henry Stevens of Vermont 

Conrents.—-Life of Dr. Fi lin, as written by himself —Continus- 
thon of bis life by Dr. Stuber.— Eutrects from his will —Easaye 
PST45.A2 1824 


——— Another issue. Chiswick, Printed by C. Whitting- 
ham, Sold by T. Tegg ,ete., London; ,etc., etc. 1824 
1 Stueber, Henry. 17707-1708. 





so-1002 
Library of Congress PSTA2 180 
Franklin, Benjamin, 1706-1790. 
The works of Dr. Benjamin Franklin: of Essays, 





humorous, moral, and literary; with his Life, written by him- 
self. London, W. Baynes and son; :etc., ete, 1894. 
1 pL, vill, @-200p. front, 19. 
Added (-p. engraved, re hes impriot: London, For the 
Tocludes Stoner Tontinaaton of Prana Lie 
Book-plate of Henry Stevens of V 


1. Stueber, Henry, 17707-1780. 
‘S1-1T67 


Library of Congress PST.A2 18060 


Franklin 


Franklin, Benjamin, 1706-1790. 

The works of Dr. B Franklin, of emsays 
humorous, moral, and literary with his life, written by him 
self. New-York, W. Van Norden, 1825 


vill, ®-280 p. frost (pert) 19° 
Added tp. engraved, with vignette The life & easaye of Benjamio 





4. K. Polk's sutograph on added tp of J 8 Jenkins. James K 
. frontispiece 


mm 10085 
Library of Congress 


— Copy 2 371 


PS74542 1825 
Imperfect’ froetispiece wanting 


Franklin, Benjamin, |i) 150 

The works of Dr. Benjamin Franklin; consisting of essays, 
humorous, moral, and literary: with his life, written by him 
elf Boston, T. Bedlington, 1925 i. ¢. 18281, 


vit, 4-398 p. front (port) 1447 

Kook plate of Heary Stevens of Vermont 

Contents Life of Dr. Franklin. as written by himarif 
tion of his life by Dr Stuber — Extracts from his will ane 


Coutious 


1 Stueber, Henry. 17707-1792 





Library of ¢ mei Al 1s 


With added tp engraved Life of 
Renj* Franklin To whi ts added easays fc T 
Hogton, 1828. Portrait differs from other lasue 
ra Al 1a 
ly 
Franklin, Benjamin, 1706-1790. 
The life and works of Dr. Benjamin Franklin. London, 
G. Virtue 183-1, 
Ip. lL, vi H, 471 p. front. (pert) Be 
Title vignette 
11 34ase 


Library of Congress PST4.A2 1800 


assdl 


Franklin, Benjamin, 1706-1790 

The works of Dr. Benjamin Franklin, consisting of exays. 
humorous, moral, and literary, with his life, written by him 
self. New-York, G. G. Sickels, 1830. 


vill, ®)-280 p. 


Added tp. The life & writings of Benjamin Franklin. written by 
Bimaeif 183) 


front (pert.) i4¢* 


Library of Congress PST45A2 18800 


Franklin, Benjamin, |)(6-1790 

The works of Dr. Benjamin Franklin, consisting of Essays, 
humorous, moral, and literary: with his Life, written by him 
self. New-York, 8. King, 1831. 


Ip lt. wri, ® ap We 


Includes Stueber's cootipuation of Frenkiins Life 
Imperfect! engraved (-p wanting? 


1 Stueber, Henry, 17707-1782. 
31-17 

Library of Congress PSTO.A2 1681 
Franklin, Benjamin, 1706-1790 

The works of Dr. Benjamin Franklin, consisting of Essays. 
humourous, moral, and literary. With his Life, written by 
himself. New-York, J. Lomax, 1831. 

+ vill, (280 p. front. (port) 19=. 


Added t +~ engreved 
loctodes "s continuation of Freokiin's Lite 


1. Stweber, Heary, 1TTO*- 1782. 


Livrery of Congress T+ a2 1sSle 








Franklin 


Franklin, Benjamin, 1706-1790. 

The wofks of Dr. Benjamin Franklin, consisting of es- 
says, humorous, moral, and literary: with his life, written 
by himself. Exeter, J. & B. Williams, 1832. 

72%» 


Preface signed Richard Price 


t Price, Richard, 1700-1823, ed 
1-292 


Library of Congress PS745A2 1822 


Franklin, Benjamin, 1706-1790. 
Memoirs of the life and writings of Benjamin Franklin 
written by himself to a late period, and continued to 
the time of his death by his grandson, William Temple 
Franklin. Comprising the private correspondence and 
ublic negociations of Dr. Franklin; and his select polit- 
ical, philosophical, and miscellaneous works. Pub. from 
the original mss. New ed London, H. Colburn, 1823. 
6» front. (port) 1 illus, 8 pl (S fold) fold facsim. 219 
Slight variations in imprint of v. 3-4 
Ce wrens t-m Life —au-tv. Correspondence —¥-¥1. Posthumous and 


1 Franklin, Williom Temple, 1760-1823 


14-14055 
Library of Congress E.W2 PR45 


Franklin, Benjamin, 1706-1790. 

Memoirs of the life and writings of Benjamin Frank- 
lin ... written by himself to a late — and continued 
to the time of his death, by his gr: illiam Temple 
Franklin. Comprising the private pron Deine ndence and 
public negociations of Dr. Franklin; and his P calest roliti- 
eal, philosophical, and migeellaneous Lag 
from the original mss. New ed. . ndon, Pub. for 7. 
Colburn, by R. Bentley, 1833. 

6 ¥ front. (port, ¥ 1) ‘ies, plates (part fold.) fold. map, fold 
— 1-@. Life —-1V. Correspondence —¥-¥1. Posthumous and 


other writings. 


1. Franklin, Wilham Temple, 1760-1823. me 
Library of Congress Ex Fee 331 
bh 


Franklin, Benjamin, 1706-1790. 

The works of Dr. Benjamin Franklin: consisting of essays, 
humorous, moral, and literary; with his life, written by him- 
self. London, Printed and pub. by J. Limbird, 1833. 

1p 1.58.35 p Zillus By. 

lnclodes Stueber's continuation of Franklin's Life 


1 Stoeher, Henry, 17707-1792. 
12-8228 Revised 


Library of Congress PST45.A2 1888 


Franklin, Benjamin, 1706-1790. 

The works of Dr. Benjamin Frenklio, consisting of Easays, 
humourous, moral, and ag? With his Life. written by 
himself. New-York, M. Da 


vill, @-280 p. front. (port.) on 


Added tp. engraved ‘ 
lociudes Bivever's continuation of Fraokiio’s Lite. 


1. Stueber, Henry, 17707-1792. 
81-1770 


Library of Congress Peiea2 18 


Franklin, Benjamin, 1705-1790. 

The works of Dr. Benjamin Franklin, conmsting of essays, 
humourous, moral, and literary. With his Life, written by 
himself. New-York, M. Day ,1834, 

vii, @-280 p frost. (port.) 14. 


Added tp, engraved, dated: 1884. 
luriudes Biusters covtivaation of Frankiie’s Life. 
Prostisptere muwsted on inside of cover 


1 Muster, Beary, 17701-1788. 
a3 8181 


Library of Congress PRT.A2 10a i461 


LIBRARY OF CONGRESS 


Franklin, Benjamin, 1706-1790. 

Memoirs of Benjamin Franklin. Written by himself, and 
continued by his Penge and others. With his social epis- 
tolary corresy hical, political, and moral let- 
ters and essays, and | his diplomatic transactions as agent at 
London and minister plenipotentiary at Versailles. Aug- 
mented by much matter not contained in any former ed. With 
& postliminious preface Philadelphia, M’Carty & Davis, 
Is34 

2¥. frowts. ¥. 1, port. ius, 11 pl. (7 fold.) fold. map, facsim. 23)”. 

Added t p. engraved The life and writings of Benjamin Frankiia. 

Preface signed D. « ¢ Witttam Duane, 

Lo —Foreign relations—Revolution. 2. U. &.—Politics and gov- 
ernment —Kevolution 1. Franklin, William Temple, 1760- 
1833. 1. Duane, William, 180% LR. et 
California. Univ Library PROLFRAS 184 Als 1008 

for Library of Congress rere 1 

aie! 





Franklin, Benjamin, | 706-1790 

The works of Dr. Benjamin Franklin: consisting of Essays, 
humorous, moral, and literary: with his Life, written by him- 
self. London, T. Allman and E. Spettigue, 1835. 

3p. Lb, difp-tv, S235 p. front. (port.) 11°. 

Added tp, engraved with vignette 

Includes Stuebers continuation of Frankiio'’s Life 


Book-plate of Henry Stevens of Vermont 
Bound in mottled calf, with gilt borders 


1. Stuever, Henry, 17707-1702 





31-1771 

Library of Congress PST45.A2 1835 
Franklin, Benjamin, | 7\6~—1790. 

The works of Benjamin Franklin: containing «veral politi 
al and historical tracts not included in any former ed. awd 
tains letters official and private, net hitherto published; with 
notes amd a life of the author, Ty Jared Sparks Boston, 
Hilliard, Gray, and company, 1836-10 


Wy 6 front 
fold wap 234 27 





14. 7, port.; ¥. 5, taewim.) Mum, plates (part fold 








Vole. 1 and 10, dated 1840; ¥. 2-3, IBA, ©. 4-5, IRIT, ©. 4-7, IRRB 
¥ $9, Dt 

ne hundred copies printed on large pape 

list ef the author's writings, chronologically arranged”: v.10, 
po +e 





(Continued on next enrd) 
2578 
(3g), 


Franklin, Benjamin, 1706-1790. The works of Benjamin 


Franklin isi6—40. (Card 2) 
1. Life of Franklin a aan, o 
Hix 1. Ranays + dime 
Hagatetios 
Supplement 








{ -—- politics, 
Essays and tracts, histor 

ab olution. —¥, Political papers 
ae unin ob - ‘one the American revolution. Letters and papers on elec 
tricity Appendix —¥1. Letters and papers ov philosophical subjects 
Vil-X. Correspondence 








1 U & Por. rel—Revotution 2. U S.--Pol & govt Colonial pe 
riod, 3 U. S—Pol. & govt.—Kevolution. 4 U. S—Pol, & govr 
stitutional period 1 Sparks, Jared, 1780-1886, ed 

9 3578 

Library of Congress £302 FS? 

Copy 2 :30g1, 
Franklin, Benjamin, 1706-1790. 
The works of Dr. Benjamin Franklin. of essays, 


umorous, moral, and literary: with his lite written by him- 
self. Exeter \N. H., J. and B. Williams, 1837 


lv, O24 p. 12427. 
‘Title vignette (portrait) 


Library of Congress PRT45.A2 1887 


(02841, 


Franklin, Benjamin, 1706-1790. 

The works of Dr. B in Franklin ft Eesays, 
humorves, moral, end literery. sh hi at, writin by i 
eelf. Halifax, H. Pohiman, 1837. 


iv, 328 p. front. plates. 19”. 
Includes Btueber's of Vrankiio'’s Lif 


Book af Money Srovene of Yoossset. 
te 
Bound in mettle’ calf, gilt inside berger, by R. Do Coverty. 


1. Gtuebver, Henry, 17707-1708. 





Library of Congress 


PeTws2 108T8 
104 





Franklin, Benjamin, 1706-1790 

The life and essays of Dr. Benjamin Franklin. ( “arefully 
collected from his own papers, containing all his miscellaneous 
pieces. London, Printed by J. M'Gowan, 1838 


Ip |, vill, 471 p. front. (pert.) 2 


Page vi ts « duplicate of ti; last of preface wanting 
Includes Stueber's coptinuation of u Praobiin’ ® Life. 


& Stueber, Heary, 17707-1792. 

1 Soon 
Library of Congress PST45.42 1838 
a38b1, 


Franklin, Benjamin, 1706-1790. 

The works of Dr. Benjamin Franklin; consisting of Essays, 
humorous, moral, and literary: with his Life, written by him- 
self. London, Scott, Webster, and Geary, 1838. 

1p. lL, vill, 2368p front. 144° 

Added |p. engraved, with vignette 

Includes Stueber's continuation ¢ Franklin's Lite. 

Book plate of Henry Stevens of 

Bound to calf, gilt aside eles | by RB. De Coverty 


1 Stueber, Henry, 17707-1782. 


31-1773 


Library of Congress PST45.A2 18380 


Franklin, Benjamin, 1706-1790. 

The works of Dr. Benjamin Franklin. Consisting o' fom 
humorous, moral, and we 4 with his oi written by him- 
self. Exeter \N. H., J. and B. Williams, 1839. 

iv, Oy 24 p. pa T. 

‘Title vignette (portrait) 


614881 


Library of Congress PST@s2 1680 


az74l, 


Franklin, Benjamin, 1706-1790. 

Memoirs of Benjamin Franklin; written by himself. 
With his most interesting essays, letters, miscella- 
neous wri ; familiar, moral, political, economical, and 
philosophu "Selected with care from all his published 
productions, and comprising whatever is most entertain- 


ing and valuable to the general reader ... New York, 
Harper & ow hy (1839, 
2. front.(port) 167. 
1620004 


Library of Congress PS745A2 88a 


Franklin, Benjamin, 1706-1790. 

Memoirs of Benjamin Franklin; written by himself. With 
his most interesting om | letters, and a wernt. 
ings; familiar, moral, political | h 
Scheid with care fom all bin pune. profuctonn, and 

comprising whatever is most entertaining and valuable to the 
general reader ... New York, Harper & brothers, 1839. 
ee; om om 10". (On cover: Harper's family nae Bo. 





(Gontipesd on next card) 


Si—1T74 
A871, 


Franklin, Sapam 1706-1790. 


Memoirs of Benjamin 
Franklin ... 1839. (Card 2) 


Conrerts.—+. 1. Life of Dr. Franklin, written by Letter 
from Mr. Abel James. Letter from Mr. Benjamin Vaughan. Cont! 
ton of Life, begun at Passy, 1784 Memorandum. Freokiin, 


si—iT% 





Bis 7 


$b. FES 








Franklin, Benjamin, 1706-1790. 
Memoirs of Benjamin Franklin; written by himeelf. 

With his most interesting essays, letters, 
neous wri ; familiar, moral, political, economical, and 
philoso "Selected with care Strom all his published 
productions, and comprising whatever is most entertain- 
ing and valuable to the general reader ... New-York, 


3 a ee LIS (Laer om cme Harper & brothers 


1620005 


Library of Congress ACLH4 a0. Si-S2 


Franklin, Benjamin, 1706-1790. 

The works of Benjamin Franklin; containing several po 
litical and historical tracts not included in any former edition, 
and many letters, official and private not hitherto published ; 
with notes and « life of the author. By Jared Sparks 
Boston, Hilliard, Gray, and company, 1540. 

10 ¥. 6 front. (v. 1-4, 7: ports; ©. 5: faceim.) ius, plates (part 
fold.) 2. 

“List of the author's writings, chronologically arranged”: ¥. 10 
Dp. 440,448. 

(Continued on next card) 
6 212 
(001 


Franklin, Benjamin, 1706-1790. 
Franklin 1840. (Card 2) 


Conrante.—4. Life of Franklio. Autobiography. 
Jared Sparta Appendix. — 1. Essays oo 
the economy of life. Bagatelles —- commer, 
and political economy. Supplement - Eeeaye and tracts, bie 
torical and political. before the American revolution —¥. Political papers 
during and after the American revolution. Letters and papers on eiec. 
tricity) Appendia.—vi. Letters aod papers on philosophical subjects. 
VH-&. Correspoadence 


The works of Benjamin 


Continuation. by 
ee and moral subjects aod 


period Pol. & govt. —1783 
1780. 1. Sparks, Jared, 1780-1806, ed. 
20812 
Library of Congress Ere 160 


#01, 


Franklin, Benjamin, 1716-1790. 
Memoirs of Benjamin Franklin; written by himself. 
With his most interesting essays, letters, and miscellane- 
ous writings; familiar, moral, political, economical, and 
philosophical. Selected with care from all his publishee 
productions, and comprising whatever is most entertain 
ing and valuable to the general reader ... New-York, 
Harper & brothers, 1842. 


2. front (port) 15°. (Lettered on cover: Family library. 93-94) 


20-13514 


Library of Congress ACLFI9 vol 93-4 


2 


Franklin, Benjamin, 1706-1 (v0. 
The life and miscellaneous writings of Benjamin Pa 


Greatly extended and improved ... Edinburgh, W. and R. 
Chambers; London, W. S. Orr and company, 1848. 
1p.l,@p. 26". 
Io double columas. 
326881 


Library of Congress 42b1, 


Pranklin, Benjamin, 1706-1790. 

Memoirs of Benjamin Franklin: written b 
With his most interesting essays, letters, 
neous wri ; familiar, moral, political, economical, 
——_ "Selected ‘with care from all his published 
P roductions ... New York, Harper & 860. 

2. front (oort.) 16°. (Lettered om cover: The family library) 


himself. 
miscella- 


17 4948 
Library of Congress 


CATALOG OF PRINTED CARDS 


Franklin, Benjamin, 1706-1790. 

The works of Benjamin Franklin, containing several politi- 
cal and historical tracts not included in any former edition, 
and many letters, official and private, not hitherto published ; 


with notes and « life of the author by Jared Sparks Chi- 
cago, T. MacCoun; ,ete., ete., 1882. 
etn) aan mae 1-4, 6-4 ports, + 0, factim.) illus, plates (part 


“List of the author's writings, chronologically arranged”: ¥. 10, 
D 40,463, 
(Coatinued on nest card) 
163741 
(S81, 


Franklin, Benjamin, 1706 1790. 
Franklin 1882. (Card 2) 
4. Life of Franklin me 1. Autobiography pt 2 Contin. 
vation, by Jared Sparks Appeodis —a. Essays on religious aod mors! 
subjects and the economy of life Bagatelles Essays om general poil- 
thes, commerce. end polities! economy. Supplement——m. Eesaye and 
tracts, historical 4 political, —— the American revolution 
torical review . 
Emeays and fA, historical a Settiical before the American cone. 
(continued) —v. Political papers during and after the American 
Letters aed papers on —, Appendix to the non 
on electricity vi. Letters and papers on philosophical subjects — 
Correspondence 


The works of Benjemin 





1. U. 8.-For_ret.—Revolution 2. U &.—Pol ome Colonial 
ried. 3. U. 8.--Pol. & govt sr tet gort 17s 
17 1 Sparks, Jared, 178-1 

16—3741 

Library of Congress Ew? Fase 

(38b1, 


Franklin, Benjamin, 1706-1790 
The complete works of Benjamin Franklin; including his 
private as well as his official and scientific correspondence, and 
numerous letters and documents now for the first time printed, 
with many others not included in any former collection, also, 
the unmutilated and correct version of his autobiography. 
Comp. and ed. by John Bigelow New York and London, 
G. P. Putnam's sons, 1887-88. 
0+. fronts. (ports: v. 1, 4) 
“of thie letter-preas edition 
no. 521 
1. U. &—For, ret.—Revolution, 2 U. & 


lates (part fold.) 234 
jes have heen printed for sale. 


Pol. & govt —Colonial pe 





riod. 3. U. 8 —Pol. & govt.—Revolution. 4. U. 8.—Pol. & govt. —1788- 
1789. 1. Bigelow, Joba, 1817-1911, comp. and ed 
7 -18082 
Library of Congrens ea02.Fs2 1887 
~ Copy 2 3%%1, 

Franklin, Benjamin, 1706-1790. 

The works of Benjamin Franklin, including the private as 
well as the official and scientific together with 


Compiled and edited by John Bigelow ... 
London, G. P. Putnam's sons, The Knickerbocker press, 1904. 

Iv. fronts 24). 

The collector's federal edition limited to 600 signed and numbered 
seta, of which this is no 161. 

1. U. S.—Poreign tions = Revol! 2. U. 8.—Politics and gov- 
eg me period. 8. U. S.—Politics and government—Revolu- 


4. U. 8 —Politics and government— 1783-1780. 1 Bigelow, Joba, 
tant 1011, comp and ed. 
ASi—-008 
HE. Huntington brary 
jor Library of Congress (er 
add) 
Franklin, Benjamin, 1706-1790. 
The writings of Benjamin Franklin; collected and ed., with 
« life and Albert Henry Smyth ... New 


} 2 laren ns London, Macmillan & co., Itd., 


10+. fronts, ius, plates, porta, facsims,diagre 23)". 


Lv. 
rod 
17. 


&.—For. rel—Revolution. 2. U. 8—Pol & 
aU. ae ee 4 U. a Bel'a conn athe. 
1 Smyth, Albert Heary, 1863-1907, 


688808 
Library of Congress 


——- — Copy 2 
Copyright 


Esl Fe2 1906 
(41m, 


Franklin, Benjamin, 1706-179. 

The writings of Renjamin Franklin; collected and edited, 
with a life and introduction, by Albert Henry Smyth New 
York, The Macmillan company; London, Macmillan & co., 
ltd, 1907 
plates (part fold ) a am factions, diagre 1)™ 

introduction (p. 1-217) and the Auto 
ae Life editor (p. 189-510) list 
py teaenes (p 511-488) ; +. 2-10 (p 187) writ. 


1. U. &—For. 2u Ad my ToL 
riod. 8. U.S —Pol. & govt. —Revolution ay pe ha 
1730. 5. Frankiis, ecjenia, 1708-1700. 

1888-1907, ed. 
8312844 

Library of Congress eemre 107 

Add, oa) 


Franklin 


Franklin, Benjamin, 1706~1790 

(The wisdom of Benjamin Franklin New York-London, 
G. P. Putnam's sons, 1927, 

Sv. 1 tus, fold pl 21> 

Title from cover. 

Conrents.— 9. 1, The aay age of Benjamin Franklin. the on 
mutilated and correct version, . with notes, 

—*. 2, Emeays moral. social --; ectentific. comp. by Geo. Haven 


Putnam +. 3 Easays economic, comp. with an tatroe 
duction, by Geo Haven Putnam 


1. Title. 


21311 
Library of Congress 


WORKS 


Dutch 


Franklin, Benjamin, 1706-1790. 
Het leven van Benjamin Franklin, door hem zelven be- 
ige en 
geestige schriften ° 
Zuidema, 1798-1800. 
221 aye. 
Translated by Jan Radolf van Berde. 
a ym —L Grol, Hiss tonsn ven Fussllty, Gps bom oozes 
Het in desselfs leven door Dr. Stuber. 
ter testament van ‘Franklin —2 deel. Mengel-schriften h.. t+ 


Preoklin 
1. Stueber, Heory, 17707-1702. o Eerde, Jan Rodolf van, 1774-1835, 
w. 


0 10454 
PST466.D6 176 


Franklin, Benjamin, 1706-1790. 


Het leven van Benjamin Franklin, door hem zelven 
beschreven. Benevens deszelfs zede-, staat-, letterkun- 


dige en tige schriften, uit het Engelsch ... Gronin- 
gen, W. Zuidema, 1798-1817. 
2v. & 
Vol. 2 is 24 edition. 
D-1% 


Library of Congress ta2icly 


French 


Franklin, Benjamin, 1706-1790. 
(Buvres de m. Franklin Traduites de V'anglois sur le 


etates that the 


editor.” —P. L. Ford, Franklin bibliography. 1880, oo. $15. 
1 Barteau Dubvurg. Jacques, 1709-1T7R, ed a L’Sray, 
Jean Raptiate, 1740- 1834, tr. 
19 -16878 
Library of Congress eeares 1773 








Franklin 


Franklin, Benjamin, 1706-1790. 

Vie de Benjamin Franklin, écrite par 
ses euvres morales, politiques et Seedecions, dont la plus a h 
partie n'avoit pas encore été publiée. Traduct de |’anglais, avec 
des notes, par J. Castéra A Paris, Chez F. Buisson, An vi de 
le République 1798, 


portion 
Ford's Preokile Dibl., 1888. p. 221. 
1 Castéra, Jean Heart, b. ca 1755, or. 


Library of Congress 


Franklin, Benjamin, 1706-1790. 


Mémoires complets, euvres morales et b Beasanioen, de 


B. Franklin. Traduction nouvelle, d’a) la a 
traduction pub. & New-York. Paris, C. © Senet, 
2p) Bp Be 
1. Tithe 
19- 18288 
Library of Congress PS745.FS 143 
a 


Franklin, Benjamin, 1716-1790. 

Benjamin Franklins kleine schriften meist in der manier des 
Zuschauers, nebst seinem Leben. Aus dem englischen von 
Gi. Sehatz Weunar, Im veriage des Industne-Comptoirs. 
17 

2 froots (porta) 2. 

Boot piate of Heary Stevens of Vermont 

Comrents —1. th Vorbericht. B. Frankline Leben. 6. Franklins Le 

fortgeeetst vow dr Stuber —2 th. Kietne echrifteo 

+. Stueter, Heory, 17707-1782. u. Sehas, Georg, 1763-1706, tr 

31—1775 
PST45.G4 1704 
Seb), 


Library of Congress 


Franklin, Benjamin, 1706-1790. 

Benjamin Franklins kleine schriften meist in der manier 
des Zuschauers, vebst seinem Leben. Aus dem englischen von 
G. Schatz 2. auf. Weimar, Im verlage des Landes-In- 
dustrie Comptoirs, 1802. 

2+. io 1. froots (ports) 19° 

Pound ta ait. gilt Tastee border, byw Pratt. 

Conrests.—1. th. Vorbericht des cehersetsers. B. Franklins 
vom ihm selhet 
Stover —2. th. Kleine echriftes. 


4 Stocter, Henry, 17707-1782. wu. Schas, Georg, 1768-1706, tr 


31-1776 
Library of Congress PeTe.o4 1008 
Praakiin, Benjamin, 1706-1790. ” 
. Benjamin Franklin's schriften 
qunauens leben. Aus dem 
fibers.... Mit Franklin’s portrait. Weimar, Im verlage 
des Landes- irs, 1817-19. 
Se frome (v. 1, $: porta) Za. 
a Dr. Benjamia Proshi’s thee... 1-2 


fo Cage Sige Adee Chee. of. Mewsd, 


opera wands! ened DH. 


1 Wagser, Gottiot Hemi Adolf, 1776 1635. 0 


Litre y ef Compress 


Leben. 
beschrieten. B. Freokline Leben, fortgesstst vom dr. 


LIBRARY OF CONGRESS 


Franklin, Benjamin, 1706-1790. 

Benjamin Franklin's leben und schriften, nach der von 
seinem enkel, William Temple Franklin, veranstalteten neven 
Londoner original-ausgabe; mit benutzung des bei derselben 
bekannt gemachten nachlasses und friherer quellen zeitgemiss 
bearbeitet von d’ A. Binzer. Kiel, Universitéts-buchhandlung, 


1829. 

4.2 1 

Converts —1. th. Frenkiia’s leben. Ae phie. Fort- 
gefobrt bis ins cin und fuofsigee iene 2 abt. ered vou 


emple Frankiin.2. th. 
(Continued on neat =a 


(e38b1, 


Franklin, Benjamin, 1706-1790 Benjamin Franklin's 
leben und schriften 1829. (Card 2) 


CosTeste—Con'inued 


Frapkiios 


tode. Schluss der 2 ult. Anhang som Leben, begriboiss, &c 
gegen Franklins 


ansichten Aber stAnde der reticion und moral 3. th. 
ansichten fiber gegenstAnde der «hol und armenwesens, der hendels- 
und stantewisxenschaften und der menschen und véikerrechte 4. 
Lebensregein und politik. schert und laune. in vermischten aufsAtsen, 
briefen und reden 


August Daniel, fretherr von, 1706-1868, ed. and tr 
1823 


mt. Franklin. William Temple, @ 
o- 34007 


Library of Congress e202 FR2 1820 


Franklin, Benjamin, 1706-1790. 
Benjamin Franklin's leben und au 
in einem bande. Leipzig, G. Wigand, 1 


2p. L, 474 p. port. 23”. 


- ed sehriften 


19 18289 
Library of Congress PS45.G4 148 
2 
Franklin, Benjamin, 1706-1790. 
Benjamin Franklin's leben und schriften. Von Theo- 


dor Ruprecht. Leipzig, O. Wigand, 1853. 
ree (Added t-» Bildungs-halle im sinne und geiste unserer 


1. Ruprecht, Theodor, ed. 

2-29716 Revised 
PS745.G4 1853 
«202; 


Library of Congress 


°. SELECTIONS (arranged alphabetically by title) 
English 


Franklin, Benjamin, 1706-1790 
The beauties of Franklin, consist 
works. By Alfred Howard, esq. 
son, for T. Tegg; ,etc., etc., 183- 
2p. 1, 188, & p. frost. (port) 144" 
beasties of literatere .. ¥. 28) 


of selections from his 
, Printed by T. Davi- 


( Lettered on cover: Howard's 


In original boards, with series ¥. 1-28+ op back cover. 


1. Howard, Alfred, of. 1 Tithe. 
m00T 
Livrary of Congress Pete HS 
Amet ner teres (in Howerd, Alfred. The beauties 
af literatere... Londen, 1888. ¥. 6,0. 2;) 


PNOMS.HS vol 6 
106 





Franklin, Benjamin, 1706-1790 


The beauties of Franklin, consisting of selections from his P 
works. By Alfred Howard, esq. London, Printed by T « 
Davison, for T. Tegg; ,etc., ete., eo 

2p b,188p ftrost.(port) i With Erskine, Thomas Erekine. 
baron. The beauties of ve edited by Alfred Howard. London a 
18a4)) 

Sasse8 Glee cp the cased gust af v. 5 af the ofteer's Benutten of le 
iiterstare. London, 

1 Howard, Alfred, od. 

“te c 

Library of Congress PR«8 ETHA6 1834 sist 

I 
Franklin, Benjamin, 1706-1790. 
Benjamin Franklin and Jonathan Edwards: selections 1 


from their writings, ed., with an introduction by Carl Van ‘ 
Doren. New York, Chicago ,ete., C. Scribner's sons “1920, 


axsiv p. 1 L. 8p tee 17 ( Helfstitle: The modern student's 
Worery, ed. by WD. Howe) 


Series title aino at bead of t.-p. 


1. Edwerds, Jonathan, 1708-1754. u. Van Doren, Ceri, 1885- od 


2 6681 
Library of Congress P#TO.VS 
- — Copy 2 
Copyright A Saase ene 


Franklin, Senjamin, 1812-1878. 

A book of gems, or Choice selections from the writings of 
Benjamin Franklin, arranged by J. A. Headington, and Jo- 
seph Franklin. St. Louis, J. Burns, 1879. 


vit p. 11,500 p. 109". 


& Headington, Joel A, ed. a Franklin, Joseph, 1884- od. 


m. Title. 
2 2160 
Library of Congress 


Copyright 1870: 14082 


BXx7T300.F7 


Franklin, Benjamin, 1706-1790. 

Extracts from the on | and other writings of 
Benjamin Franklin, suggested for use in the public 
schools of the city of Boston by the Joint bi-centennial 
committee, in connection with the observance of the 200th 
anniversary of Franklin's birth, January 17, 1906. Bos- 
ton, Municipal print. off., 1906 

1S. hp 2" 


int bi-centennial committee,” i ¢ joint committee on the part of the 
ity 


“Jou 
Mate and of the « 


1. Massachusetts. 1. Boston 
10-8787 


Library of Congress 


Franklin, Benjamin, 1706-1790. 
Extracts from the works of Dr. Franklin, on population, 
commerce, &. 


(de MeCeResh, 3. B., of A select collection of searce and valuable 
economical tracts Leadon, 1859. 23°. 9. :161,-246) 
eet re phiets. ¥. 7, 

“Two bundred copies printed.” 


1. Population. 2. Commerce. 
30-14025 


Library of Congress 12 


Franklin, Benjamin, 1|7'"\-17. 
Franklin, ed. by Bliss Perry 
Pub. for Nelson Doubleday, inc., Oyster Bay, 
Doubleday, Page & company, 1922. 
sii, 17K p 
With Webster, D 


Garden © Ms. N. ¥., 
Y.,, b 
17° (The Pocket university, vol. v1, pt 2) 

Webster, ed. by Bliss Perry. Garden City, NY, 


Publiched on 1898 as a volume in the series Little masterpieces 


Contents — Autobiography. selections — Poor Richard's almanac — Se 
lected essays — Letters 
1. Perry, Plies, 1800 ed 


2.-M75 
PNGIIP6 vol. vi. pt 2 


Library of Congress 





Pranklin, Benjamin, 1706-1790. 

... Franklin, edited by Bliss Perry. Garden Ci 
Pub. for Nelson Doubleday, ine., by Doubleday, 
company, 1 

xi, 178» fromt (port) 17°. (The Pocket university, vol wi, gt 2) 
we Webster, D. Webster, edited by Bliss Perry. Garden City, N. ¥, 
Cowrents —Autobsography, selections — Poor Richard's almanac — Se 


N.Y, 
& 


lected essays — 

1. Perry, Bliss, 1860- od 

Library of Congress PNOILP6 1924 win 
— —— Copy? 
Coovrabt A 815892 oh 


Franklin, Benjamia, 1706-1790. 
The Franklin year book ; meetepend chant Gum Gomes 
philosopher; comp. by Wallace Rice ... Chicago, A. C. Me- 
Clarg & co., 1907. 
202, p. front (port) Was 20) x 12. 


& Rice, Wallace de Groot Cecil, 188- comp m Tithe 

| sma 
Library of Congress 
Copyright A 180618 


PST RS 
a34b1, 


Franklin, Benjamin, 1706-1790. 

Poor Richard's almanac, and other papers, by Benjamin 
Franklin; with notes. Toston, New York, Houghton, Mifflin 
and company, 1886. 

Wp. 1h, Tap. 1 


(The Riverside literature series. ,o, 21,) 


1. Tithe. 
12--SaaT4 
Library of Congress PST@.AGHO 1886 


411, 


Franklin, Benjamin, 1706-1790. 

Poor Richard's almanack, and other papers by Benjamin 
Franklin, end A little joutney to the home of Benjamin Frank- 
lin, by Elbert Hubbard. East Aurora, N. Y., Printed by the 
Roycrofters, 1924. 

110 p. 11. front. (port.) 21*. 

Contents.-Foreword —Poor Richard's almanack. ceoneeins for hid- 

North Aierica. —. 


ring please: 
diem of human life — ~ Franklin 
1. Hubbard, Etbert, 1856-1915. A little Journey to the home of Ben- 
Jamia Franklin. wu. Title, 
24 —20077 
Library of oes 
——- Copy 
Copyright A Goosen 


PST45.A2 1924 
(#041, 


Franklin, Benjamin, 1706-1790. 
The posthumous and other writings of Benjamin Franklin 
Published from the originals, by his : William 


Temple Franklin. In two volumes ... Third edi! Len- 
don, H. Colburn, 1819. 
2¥. lus, plates (part fold.) fold. map. 23". 
1. Franklio, William Temple, 1760-1623. m. Title. 
Adm) 
(P8745.42 1810) 
‘Title from John Crerar Libr. 041.7852 Printed by L. C. 
a 


ee Oe 
i duction, bibliogra- 
——q-f yy and Chester E. 





phy, and 
| = laggy New York, Cincinnati ,ete., American book 
company ,°1986, 
me front. (port.) 1 tiles 18)". (Mel/-tithe: American 
: HB. Clark, general editer) 


““Suten-ap aun deenebtn af “Gua Gateshead? Gp Gt 
» Tectodes music with words, 
“Relected bibitegraphy” © p. ctl-ctrxxvil!. 
f, teems, Puaat: Ration, S5D- 4 = Jorgensen, Chester Bugene, 
10175 
Library of Congress PST ASMT 


alld, fal 


CATALOG OF PRINTED CARDS 


Franklin, Benjamin, 1706-1790. 


Select = by Benj. Franklin, uu». Poughnill, near 
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Franklin, Benjamin, 1706-1790. 

The select works of Benjamin Franklin ; including his auto- 
biography. With notes and « memoir by Epes Sargent. 
Boston, Phillips, Sampson and company, 1857 

3p 1, rp-xiv, 15-602 p. front (port) 1y= 

Added tp. Illustrated 


1. Sargent, Epes, 1813-1880. 
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Franklin, Benjamin, 1706-1790. 

The select works of Benjamin Franklin ; including his 
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Franklin, Benjamin, 1706-1790. 

The wisdom of Benjamin Franklin; being reflections and 
observations on men and events, not included in Poor Richard's 
almanac; chosen from his collected papers, with introduction 
by John J. Murphy. New York, Brentano's, 1906. 
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1. Engtied ‘Text-books for foreigners. 2. Basic English— 
Texts 1 Ogden, Cartes Kay, wie 


. 1 
Library of Congress PEIOTS 5 ZOFTS oom 
a (i641) as 
Praakiia, Benjamin, 1706-1790. 
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Franklin, Benjamin, 1706-1790. 
Leerrijke keur uit Benjamin Franklin's 
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Franklin, Benjamin, 1706-1790. 
Benjamin Franklin. Introduction per Jules Dechamps 
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te rete ae Kh > 


a hy 
paomte politiques 


5 Detemen, Joep phan, D- 4 =n Laboumye, Bécuaré Bund 


Litrery of Coagress 168 
Copyright 4—Forcign 


a 









Franklin 


Franklin, Benjamin, 1706-1790. 
Esprit ‘de Franklin; ou, Trésor de sagesse. Paris, 
L. Janet in. 4. 
152 p front (port) pl 15° 
Tithe \igmette portrait 
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Franklin, Benjamin, 1706-1790. 

Mélanges de morale, d'économie et de politique, extraits des 
ouvrages de Benjamin Franklin, et p ‘une notice sur 
sa vie, per A. Ch. Renouard Paris, Chez A. A. Renouard, 
1824 
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Franklin, Benjamin, 1706 1790. 

Mélanges de morale, d'économie et de politique, ex- 
traits des ouvrages de Benjamin Franklin, et p ee 
d'one notice sur sa vie, par A.-Ch. Renouard, avocat. 
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Franklin, Benjamin, 1706-1790. 
Mémoires sur la vie et les écrits de Benjamin Franklin 
publiés sur le manuscrit original rédigé par lui-méme 
en grande partie, et continué jusqu’a ea mort, par Wil- 
liam Temple Franklin, son petit-fils ... Paris, Treuttel et 
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Franklin, Benjamin, 1706-1790. 
Scritti minori di Beniamino Franklin, raccolti e tr. dal 
Prof. Pietro Rotondi... Firenze, G. Barbéra, 1870. 
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Franklin, Benjamin, 1706-1790. 
Bogtrykkeren Benjamin Franklin; uddrag af hans selvbio 
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Franklin, Benjamin, 1706-1790. . 

. El libro del hombre de bien. Buenos Aires- México, 

Espasa-Calpe argentina, s. a. ,1941, 
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Franklin, Benjamin, 1706-1790. 
Benjamin Franklins utvalda skrifter. 
P. Stockholm, P. J. Meyer, 1853. 
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Account books kept by Benjamin Franklin ... Notes by 
George Simpson Eddy. New York ,Columbis university 
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(Franklin, Benjamin, 1706-1790. 

An account of the new invented Pennsylvanian fire-places: 
wherein their construction and manner of operation is perticu- 
larly explained ; their ad tag above every other method of 
warming rooms d d; and all obj that have 
been raised against the use of them, answered and obviated. 
With directions for putting them up, and for using them to the 
best ad Anda -plate, in which the several parts 
of the machine are y laid down, from « scale of equal 
parts. Philadelphia: Lge and sold by B. Franklin. 1744. 
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Franklin, Benjamin, 1706-1790. 

An address to the good people of Ireland, on behalf of 
America, October ith, 1778. By Benjamin Franklin. Ed. by 
Paul Leicester Ford. Brooklyn, Historical printing club, 
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332400 
Library of Congress PSTOA4 1080 
-—- -—— Copy 2 
Copyright A 31002 a 17% 


Franklin, Benjamin, 1706-1790. 
Advice to a young tradesman. Written by an old one. 
<Sold at the New printing-office, in Boston.) ,17621, 
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Franklin, Benjamin, 1706-1790. 

The private life of the late Benjamin Franklin Origi- 
nally written by himself, and now tr. from the French. To 
which are added, some account of his public life, a variety wd 
anecdotes concerning him, by M. M. Brissot, 
foucault, Le Roy, &c. &c., and the eulogium of M. Fauchet 
London, Printed for J. Parsons, 1798. 
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The life of Dr. Benjamin Franklin, written by himself. 
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eber's continuation 
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Franklin, Benjamin, 1706-1790. 

The life of Benjamin Franklin, written by himself. 3d 
American ed. New-York: Printed and sold by T. and J. 
Swords, 1794. 
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Franklin, Benjamin, 1706-1790. 

The life of Dr. Benjamin Franklin. Written by himself. 
4th American ed. Danbury ,Conn.,: Printed and sold by 
N. Douglas. 1795. 
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Henry Stueber's continuation. 
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The life of Dr. Benjamin Franklin. Written by him- 
self. Salem, Printed for Cushing and Carlton, 1756 
iv, Sy-182 p. 16. 


Includes Franklin's narrati 7: 7 
vs anu ! ive, extending to the year 1730, and Dr. Hen- 


1. Stueber, Henry, 1770?-1792. 


Library of Congress 
—— —— Copy 2. 


EM26.F7A2 1796 


Franklin, Benjamin, 1706-1790. 

The life of Dr. Benjamin Franklin. Written by himeslf. 
First Albany edition. Albany: Printed and sold by Barber & 
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Franklin, Benjamin, 1706-1790. 

The life of Dr. Benjamin Franklin. Written by himself. 
Montpelier ;Vt., Printed by Samuel Goss, for Josiah Parks, 
1809. 
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Includes Franklin's narrative, extending to the year 1780, and Dr. 
Heary Stuebers continuation. 


1. Stueber, Heory, 17707-1702 
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The life of Dr. Benj. Franklin 
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Franklin, Benjamin, 1706-1790. 

The life of Benjamin Franklin; containing the autobiogra- 
phy, with notes and « continuation. By Jared Sparks .. 
Boston, Tappan and Dennet, 1844. 
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Franklin, Benjamin, |706—1790. 

Benjamif Franklin: his autobiography; with a narrative of 
his public life and services. By Rev. H. Hastings Weld. With 
numerous designs by J. G. Chapman. New York, Harper & 
brothers 1849, 
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Franklin, Benjamin, 1706-1790. 

Benjamin Franklin: his crmce by Hey i with a narra- 
tive of his public life and services, by Rev. H. Hastings 
Weld. With numerous designs by J. G. . Chapman. New 
York, Harper & brothers, 1856. 

xvi, (2), 549 p. incl. illus, plates. from. 24° 
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Franklin, Benjamin, 1706-1790. 
The life of Benjamin Franklin 
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2 io 1 fold. facsim. 18°. (On cover: Dirr's collection of stand- 
ard American authors. Authorized ed.) 
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Franklin, Benjamin, 1706-1790. 

The life of Benjamin Franklin, written by himself. Now 
first edited from original manuscripts and from his printed 

lence and other writings, by John Bigelow. 2d ed., 

rev. and cor Philadelphia ,etc., J. B. Lippincott & co., 
1879. 
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Bibliography v3, 491-612. 
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Franklin, Benjamin, 1706-1708. 
The biog’ of B 

a chapter completing nd story of his life 

Houghton, Mifflin and company, 1586. 
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Franklin, Benjamin, 1706-1790. 
Lessons from the life of Benjamin Franklin, 1706-1790. 
Buffalo, P. Paul & bro., printers, 1891. 
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Franklin, Benjamin, 1706-1790. 

.. "The autobiography of Benjamin Franklin. (Com- 
plete.) Prepared for use in schools. With introduction, 
notes, and a Gye! sketch, concluding the story 
of Franklin's life, presented mainly in his own words. 
By J. W. Abernethy, px. ». New York, E. Maynard & 
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192 p. 169°. (English classic series—no. 112-113-114) 
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Franklin, Benjamin, 1706-1790. 

The life of Benjamin Franklin, written by himself. Now 
first edited from original manuscripts and from his printed 
correspondence and other writings. By John Bigelow ... 34 
ed., rev. and cor. Illustrated. Philadelphia ,ete., J. B. Lip- 
pincott company, 1893. 
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Franklin, Benjamin, 1706-1790. 

The hy of B Franklin and « sketch 
of Franklin's life from the point where the autobiography 
ends. Drawn chiefly from his letters. With notes and « 
chronological historical table. Boston, New York ete, 
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Franklin, Benjamin, 1706-1790. 

Benjamin Franklins enskildta lefwerne, ee Hy af honom 
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Franklin, Benjam{n, 1706-1790. 

Correspondence between Dr. Benjamin Franklin and John 
Walter, regarding the logographic process of printing. By 
George Simpson Eddy. 
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Benjamin Franklin's Dialogue with the gout, with an account 
of the first editions by Luther 8. Livingston. Cambridge 
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Franklin, Benjamin, 1706-1790. 

.. A dissertation on liberty and necessity, pleasure and pain, 
reproduced from the first edition, with a bibliographical note 
by Lawrence C. Wroth. New York, The Facsimile text soci- 
ety, 1930. 
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Vernon ,N. Y., "The Peter Pauper press, 1980. 
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Franklin, Benjamin, 1706-1790. 
Early newspaper accounts of freemasonry. in Pennsvivenia, 
. Ireland and Scotland, from 1730 to 1750. By Dr. 
Benjamin Franklin. Reprinted from Franklin's Pennsylvania 
gazette, with illustrative comments, by Cliford P. MacCalis 
Philadelphia, Masonic publishing company, 1596. 
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Franklin, Benjamin, 1706-1790. 

F.ssais de morale et d'économie polit que de Benjamin Frank 
lin, traduits de l'anglais et annotés par Edouard Laboulaye 
Paris, L. Hachette et c*, 1867. 
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Franklin, Benjamin, 1706-17 
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Franklin, Benjamin, 1706-1790. 
Eamys of Benjamin Franklin, moral, social and scientific, 
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Franklin, Benjamin, 1706-1790. 

Experiendes et observations sur |'électricité faites « Phils- 
delphie en Amérique par m. Benjamin Franklin; & commumi- 
quées dans plusieurs lettres & M. P. Collinson, de la Société 
royale de Londres. Tr. de !'anglois. 2.ed. Rev., cor. & sugm. 
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& des expériences nouvelles. Par m. d'Alibard Paris, 
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Experiments and observations on electricity, made at Phila- 
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Fraaklia, Benjamin, 176-179). 
Henjamin Franklin's Experiments; a new edition of Frank- 
lin's Experiments and observations 7 electricity. Edited, with 
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Cambridge, Mass, Harvard university press, 1941. 
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Franklin, Benjamin, 1706-1790. 
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(London, 1777, 

Sp ae 





(Continued on nest card) 


sam 
a2el, 


Franklin, Benjamin, 1706-1790. The following paper is 
supposéd to have been written by a celebrated American 
philosopher 1777, (Card 2) 

Caption title. 

“Swift gives « tithe of Comperison of Great Britain and the United 

States in regard to the basis of credit in the two countries 1777, which 

I presome is taken from Sperks’ Iiet I do sot think it was ever 

fn pemphiet with that tithe It ts also printed im Almon's Remembrancer, 

1777, 380, and in French in no. 326."—Ford, Franklin bibliography 
1 U 8 — Hist. — Revolution— Finance, commerce, confierationa, ete 

2. U. &.—Eeon. condit. 

Library of Congress numer 

———-Copy2 Mie 


S471 


collancous pampbiets, ¥ TIT. no. 
ACSOL MS vol. TIT 
aml, 


Franklin, Benjamin, 1706-1790. 
Franklin Keepsake 


see his 


Poor Richard 


Franklin, Benjamin, |7)6~1 700. 
A Franklin valentine. ,Woodside, Md., Eagle press, 19921, 


eaoen a. «#, 
In 


t Tithe 






41 aeeTr 
Library of Congres« PsaTwva wee 
Franklin, Benjamin, 506-1790 
Franklin's ood in Boston. From Franklin's auto 


biography. Boston, Directors of the Old South work, 1904, 
pp oe Old South leaflets dienersal eeries. ©. 7, no. 161) 


Caption title 


1 Tithe. 
2 BK 
Library of Congress EIT3.004 vol? 
(te? 
Preaktin, Benjamin, 1706-1790. 


Gedenkechriften van Benjamin Franklin; bestaande in 
poe Wie Naar het Engelech. Haarlem, A 
Loosjes ps., 1817. 
SS 


Kpedaee of tel Tee 
Freakin reaps Lo ees Tot Memsice 


ares » Fi Rl las i Te 


Library of Congress eed 











BESET F 





CATALOG OF PRINTED CARDS 





ments. By Benjamin Franklin, vo. (Originally published 
in London) Philadelphia, E. Olmsted and W. Power, 1812. 
Wal. 4p 2. 
( Cootinved op aext card) 


627428 
el 


1704-1790. An historical review of 
Pennsylvania... 1812. (Card 2) 
Reissue. with new ttle and omiasion 


of dedication, of the Oret edition 
published anon 


ywously in Le / under the title: Historical review of the 





rit te Prasat disowned by bim. though he od 
biography 


Generally 
mitted that it was pebiiehed of. Frankie bi 


it bie = « 
by Paul Leicester Ford, Tea p 108-111 
“Appendix, containing sundry original papers, relative to the coo- 
troversy” p. 881,-444. 


1. Peonsy!vania— Pol. & govt — Colonial period. 
6718 
Library of Congress rnwvres 


el 


(Pranklin, Benjamin, 1706-1790. 

An historical review of the 
Bh my omy yd > ee tees 
arom hogeneen: » which have, from time to time, arisen 





F 
don, Printed for R. Griffiths, 1759. 


vill, (Ih, 4p. 21" 
(Coatioued on next card) 


aif, 


Franklin, Benjamin, 1706-1790. An historical review of 
" the constitution and government of Pennsylvania 1759. 
(Card 2) 
Generally attributed to Erestie, but ae AS bim in « letter to 
ee ) though he here admits that {t was 


rt a ie alee Pravin ograpey by Peul Le. 
caster Ford, 1888, p. 100- 
ppend 


= Raining wager oi original papers, relative to the several 
jt 


Franklin, Benjamin, 1706-1790. 
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Osservazione a chiunque desideri passare in America; | 
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The ingenious Dr. Franklin; selected scientific letters of 
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mankind, peopling of countries, &c. London, Printed for T. 
Becket, moccnx. 

ipl. 6p 2 


jaction of the of. “Writings of Benjamin Freakiia, 
collected Prey AH Smyth”, 1808, ¥. 1, p 188 
(Coatinved on next card) 
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Franklin 


:Pranklin, Benjamin, 1706-179). 
Britain conmdered moceix. (Card 2) 


critictam of “A letter -f — Aff 7 Ste Ome 
iebery, and “Remarks on the Letter eddress'd to two great 


The interest of Great 


1. U. &.—Pol. & govt.—Freach and Indian war, (156-1768. 2 
8 ee et 3. Dougias, Joho. bp. of Salisbury, 1721-1 
letter addressed to two great men. 4 Burke, William, ¢ 1798, sup 
Remarks on the Letter addressed to two creat men. 
. ithe. 
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(Frankia, Benjamin, 1706-1790. 
The interest of Great Britain considered, with to her 
colonies, and the acquisitions of Canada and To 
which are added Observations concerning the increase of man 


(Franklin, Benjamin, 1706-1790. 

The interest of Great Britain considered, with regard to 
her colonies, and the acquisitions of Canada and Guadaloupe. 
To which are added, Observations concerning the increase of 
mankind, peopling of countries, etc. 2d ed. London, Printed 
for T. Becket, 1761. 
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Book plate of ory Stevens of Vermont 

Ascribed by certain bibliographical sonore to hip = by others 

‘The latest editor of —— 
Benjamin Franksin, 
to two great men” by John Doug- 
rks on the Letter address'd to two 
to Willem Burke 
(Continued op nett card) 
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jas, bp. of Salisbury, and “Rema: 
great men” iatrributed 
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Pranklin, Benjamin, 1706-1790. The interest of Great 
Britain considered 1761. (Card 2) 
“Observations concerning the increase of mankind” (p. 50-56) writ 
ten by Franklin tn 1731, was _ 4. published as ao — to Willtem 
the French", 


Clarke's “Observations on the late and present conduct of 
1755. 


1. U. &.--Pol. & govt.—French and Indian war, 1755-1768. 2. pote 
— war, 1755-1763. 3. Douglas, John, of Salisbury, 1721-1 
A letter addressed to two great men. 4. Burke, William, d. 1798, sup 
posed author, Remarks op the Letter address'd to two great men. 
1. Jackson, Richard, 4. 1787, joint author. m. Title. 
&- 13325 
Library of Congress F190 FSiT 
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Franklin, Benjamin, 1706-1790. 
Lessons from the life of Benjamin 
Frankiin 

gee hie 
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Franklin, Benjamin, 1706-1790. 

A letter from Benjamin 
ten on the 27th of November, 1753. To which is added « post- 
script. New Haven, Printed at the Bibliographical press, 1936. 
Tap 2 


1. Strahan, Wilitem, 1715-1785. 
s7-18088 


Library of Congress EeckerTsal 1768 
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Franklin, Benjamin, 1706-1790. 
A letter from Dr. Franklin (to Jonathan Williams, 
April 13, 1785; 


(Je Collections of the Maine historical society. Portland, 1983 23™. 
ist cary ¥. 5, p S9D)-300) 


A 15-942 


Title from Bangor Pub Libr. Library of Congress Fio MZ 


Franklin, Benjamin, 1706-1790. 
Letter of Dr. Benjamin Franklin, signer of the Declaration 
of , and his son William Franklin, colonial gov- 
ernor of New Jersey, to William Strahan, the publisher. 
Philadelphia, 1905, 
cover-title, 277 p. 20". 
‘The letters of Benjamin Franklin to Strahan ere dated from 1748 to 
v1 William Frankilo are dated from 1768 to 1781. 
sale in Philadelphia, 14 Dee. 1! 
works ... by or relating to Benjamin Franklin”. 1906, p. 11. 
1 Franklia, William, ca. 1730-1813 


6 24317 
Library of Congress Eel rs 1906 
(a3@d1, 
Franklin, Benjamin, 1706-1790. 
A letter on catheters, written by Benjamin Franklin to his 
brother John, Philad, Dec. 8, 1752. Now in the of 


the Library of the New York academy of medicine, 103 St. & 
Sth Ave, N. ¥.C. With a comment by Edward 
Keyes Fulton, NX. Y., Here reproduced with the p ism) 
of the Library publication fund committee, and printed & dis- 
tributed by the Morrill press, 1934. 

& p ftacsim. (21) 38)”. 

The letter, in facsimile only, te laid to. 

1. Catheters. 2 Franklin, John, 1600-1754. 1 Keyes, Edward Lough 
berough, 1873- ed. ut. New York academy of medicine. Library. mm. 
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Franklin, Benjamin, 1706-1790. 

Letter to Caleb Whitforth, Philad*, Dec. 9, 1762. (New 
York? Reprinted by G. P. Philes, 18-5 

4. 2". 

Sioned: B. Franka: followed by reproduction of his seal. 
to ice Weietorth's came sgpesr cnly te pencil acts, presumably afted 


“hiles, Georve Philip, 1828-1913, pub. 
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Franklin, Benjamin, 1706-1790. 

at in Franklin's Letters to Madame Helvétius 

‘adame La Freté, with an explanatory note by La- 

= 8. Livingston. Cambridge (Printed at the Harvard 
university presse, 1924. 

30) fromt. (port) 20°. (Helf-title: The Livingstos reprints) 

“125 copies printed at the Harvard aU ay Foyt 

“The text of :Livingston’s introduction, covtent, J copsiates 
Sem ss of the oe dub |e py iene @ 4 
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Franklin, Seajeatn, 1706-1790. Benjamin Franklin's 
Letters to Madame Helvétius and Madame La Freté ... 
1924. (Card 2) 

py et ay yyy first time ..."-—Pref. note, 
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> of fo of the concad letter to Madame 
A. &, the library 
ow Wane s = {5 %- Raeard™ Po. at ag 


' uuther Samuel, 1864-1914. 1 Mae Anne 
Catherme (de en @Awtricourt) 1719-1800. ut. La Freté, Mme. 
26-26 
Library of Congress E302 6. FSF743 
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Franklin, Benjamin, 1706-1790. 

Maritime observations: in a letter from Doctor Franklin 
to Mr. Alphonsus Le Roy, member of several academies, at 
Paris. Philadelphia, Printed by Robert Aitken, 1786. 

D. ly, 26-829. fold. pl. fold map. 20". 


From the Transactions of the American philosophical society, ¥ 2, 
with added title. 


1. Navigation— Early works to 1800. 1 Tithe. 
13— 18814 
Library of Congress VEO. re 
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Franklin, Benjamin, 1706-1790. 
Memoires sur la vie 


Selections 


Franklin, Benjamin, 1706-1790. 
Memoirs of Benjamin Franklin 


see hie 
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Franklin, Benjamin, 1706-1790. 
Memoirs of the life and writings of 
Benjamin Franklin 

geo hie 


Autobiography 


Franklin, Benjamin, 1706-1790. 
Memoirs of the life and writings of 
Benjamin Franklin 
gee aleo bie 


Works. 
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Franklin, Benjamin, 1706-1790. 
BP A! tt hng Pen map <- 

y and Catherine Shij BR 
James Madison Stifler. New York, George H. Doran soy PY 
pany ,“1927, 


vill p. 81, 15-270 p front. plates, ports, facsims, diagr. 22)". 


1 Hewson, Mrs. ( Stevenson ) Hare 
{ghipler) a ah "tt Shipey. Catberine tg hy Fy — 
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(Franklin, Benjamin, 1706-1790. 

A narrative of the late massacres, in Lancaster County, of a 
number of Indians, friends of this province, by persons un- 
known. With some observations on the same. Philadelphia, 
Printed by Anthony Armbruster, 1764. 

up 2. 


Reprinted in the Loadon chrosicie of April 10, 1764, and im the Gentle 
man's magesine, 1764, ¥. 84, p. 178-1TR 


1. Paxtom boys, 2 Conestoga Indians. 3. Penasyivania—Hist.—Colo 
alal period. L Tithe. 
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Franklin, Benjamin, 17(06~1790. 


Colliases, esq; of London, r. a 
Royal society June 27, and July 4, 1754 To which are added « paper 
(Contioued op peat card) 


Franklin, Benjamin, 1706-1790. New experiments and ob- 
servations on electricity 1754-62. (Card 2) 


Lett - 

a en ere on electricity . By Mr. 
“Blect with an at 

a ao ot a> cteeees wo comant fre date eo» 
in further confirmation Sf Sr "wigan s comrations on on the positive 
oe ee ee state of the clouds, by John Canton”: p. (143;- 
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Franklin, Benjamin, 1706-1790. 

Observations concerning the increase of mankind, 
peopling of countries, &. By Benjamin Franklin. Bos- 
ton: Printed and sold by S. Kneeland in Queen-street, 
1755. Tarrytown, N. Y., Reprinted, W. Abbatt, 1918. 


Wp. 2 (Te Magazine of history with notes and queries, Ex- 
tra umber 63 ipt 
weal pul “ry in William Clarke's Observations on the late and 
conduct of the French, Boston, 1755 
1 Population 
18-2280 
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Franklin, Benjamin, 1706-1790. 


His Benjamin y 
I Hours ... ALN bay ded. Phile- 
delphis printed. London, Re-printed for J. Debrett, 1787. 
2p 1, 6p ies, pl mw. 


1. Chimneys. 
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Franklin, Benjamin, 1706-1790. 
Oeuvres posthumes 
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1 Marriage, § Stevens, Henry, 1610-1888. a. Tithe, oi Title: 
Ow marriage. 
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Franklin, Benjamin, 1706-1790. 

Benjamin Franklin on marriege. Larchmont, Peter Pauper 
press, 1929. 

@p.il we 
Tie, handred Atty copies printed, Ove handred twenty-Ore axe ter 


mle by Random house, New York.” 
OCOnTERTS.— Advice to a young Oe rriage—To Mme. 
Heivetius —Polly Baker's ‘eed teten, ae 
1. Marriage. 
8a 1 Rae 
Library of Congress uQma.rr 
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Franklin, Benjamin, 1706-1790. 
Franklin on perfumes. ,London, Priv. print. 1881, 
ala 10. 
Edited rind frow the original autograph 

life and writings, Londom, 1881, no. #01. 


ef. 
, Be. 


1, Perfumery 1 Stevens, Henry, 1819-1888 om Tithe ox Tithe: 
On perfumes. 
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Library of Congress PS7#0.06 1881 cit Sy 
Franklin, Benjamin, 1706-1790. 
On war and peace. By Benjamin Franklin. ;Boston, 
The Directors of the Old South work, 19021, 
Dp. 1%. (Old South leaflets. no. 162) 
Caption title. 
1. International law and relations 2 War. 1. Title. 
Als 


Title from Carnegie Endow. Int. Peace. Printed by L. C. 


Praaklin, Benjamin, 1706-1790. 
... On war and peace. By Benjamin Franklin. (Bos 
ton, Directors of the Old South work, 19021, ’ 
Dp BW. (Old South leaflets. General series. v. 7) no. 162) 
Caption tithe 


1. Internationa! law and relations. 2 War 1. Tithe 


EI73.00 vol.7 
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Franklin, Benjamin, 1706-1790. 
Opere politiche 


see his 


Political, miscellaneous and philosophical 
pieces. 


Franklin, Benjamsin, 1706-1790. 

Benjamin Franklin's Parable against persecution, with an 
account of the early editions by Luther 5. Livingston. Cam 
;Mass., The Mont ress, 1916. 
s1. hae D tocl facsima, ‘heb ( Helf-tithe; The Livingstoa re 


The parable against persecution, proposed chapter 
the Bible, by Benjamin Franklin. yay B. Stephens an, 


Printed on one side of leat on opposite pages 


© Tithe 
Library of Congress PST0O.PS 1927 Sean 
— — Copy 2. hb), 
Franklin, Benjamin, 1706-1790. 
Stieenihheeh Laaait Lately written by 





P 1p and papers. 
B. Franklin ... London: Printed for C. Dilly, w.occ.cxxx0n. 
Spl. 8p 8 tid pl, fold map 2. 


Bdited by Extward Bancroft, who im the edvertisement anmounces « 
second volume, but this wae sever printed. of. Ford's Franklin bibi., 


Cowrarts.—A letter concerning chimeeys, to Dr. Ingesheus Ap 

: Notes on the above letter —Misreliamecus —Letter 

Mr. Rusten to Dr Franklin —Description of « sew stove for bern- 
(Comtinesd oe next cord) 
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Franklin, Benjamin, 1706-1790. 
cellaneous papers MpooLxxavn. 2) 


—1™ 
Library of Congress act rT 
Std], (308) sos 
Franklin, Benjamin, 1706-1790. 
Physical and meteorological 
Se este cadets, Joao 8st London, 1766. 
Sp 2x. 
1 Messercbagy 
=) 
Ubrery of Congress QCasaFEs 
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Preakiie, Benjamia, 1706-1700. 

The pith of Franklin's letters, edited by William S. Pfaff 
New Orleans, Searcy & Pfaff, itd., 1997. 

tpl Bap oltre mye. 

“Three bamdred end tem copies printed ~ 


1 Pte®, Wiliam 6. comp. u. Title. 


Library of Congress ma02¢F7TS42 1997 = 
— —— Copy 2. 
Copyright A 100se08 s 
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Plain facts. 1781 
ace 
Wharton, Samuel, 1732-1800. 
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Pranklin, Benjamin, 1706-1790. 
Plain truth: or, Serious Considerations On the Present 
State of the City of Philadelphia, And Province of Pennayl- 


vania. By « Tradesman of Philadelphia 2d ed., ,Phil- 
adelphis, Printed in the year mpocxnw. 
22.7 me. 
wi 
On verso of t-p s woodcut of Hercules and the wagoner 
“hts Proper to add to this second dition, following ex- 
tract from the Pennsy!vania-qesette, November 19, 1747 ...”: 2) p at end. 
Charies H. Hart. 

1 Pemasy!vania—Pol & govt — Colonial period. i Tithe. 
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Franklin, Benjamin, 1706-1790. 

Plain truth: or, Serious considerations on the present state 
of the city of Philadelphia, and province of Pennsylvania. 
By « tradesman of Philadelphia Philadelphia, Printed in 
the year mnocatyvn. Boston, 1937, 

(Photostat Americana Second series 


facsim.: 22, 4)». 2m 
Photostated at the Massachusetts historical soctety pe. 51, 


One of 15 copies the origina! in the Massachusetts his 
! , April, 1887. 
1 Pol & gort.Colonial period. 1 Title. 
Library of Congress F162 Fess 476 
1 was 
Franklin, Benjamin, 1706-1790. 
- Plan for western By Benjamin Franklin. 


colonies. 
(Boston, Directors of the Old South work, 1904, 
16 — 2™. (Old South leaflets (General series. ¥. 7; a0. 163) 
(Captsne tithe. 


Johneon, woccLxars. 
at, :1), 867, (7) p treet. (port.) plates (1 fold) fold tab. B42 185°. 
(Ceatioucd oe sett cord) 








Franklin, Benjamin, 1706-1790. Political, miscellaneous, 
and philosophical pirces wocetaxtx. (Card 2) 
Edited b) Benjamin Veughaa 
= ’ of Vermont 
Bowes to dort bias pf gilt inside border, by F. Bedford 


iv 8 For. rei. — Revolution 2 U.S. Pol & govt — Colonial 
period. 3. 0 S.—Pol & gov! —Kevolution 1 Vaughan, Benjania. 
b oo 


o 3588 
Library of Congress Eee rss 1TH 
Copy 2 at 


Pranktin, Benjamin, 1706-1790. 

(ypere politiche di Beniamino Franklin, 1. L. v., ¥. & 6. 
Nuovamente raceolte ¢ dall’ originale inglese recate nelia 
Dogua italiane Padova, 1783. 

vii, 7p frome (pert) We 

License to print grated to “Giovanni Monfré, stampator di Venera” 

rd 

ranslated by Pietr: Antomutti from Frankiins “Political, miscellane- 
ous. and philosophical pieges,” by Hen amen . Leadon, 1779. 
The “miscellaneons and political preces” have heen omatted, and there is 
added, at end, ‘sta supp! ai Communi della Gran Bretagna ¢ soe- 
nialmente ai bert evttadins di Londra” (p. 29%) 2a0+ 

1 U S—For rel —Revolution 2 S— Vo & guvt —Colomal ported. 
3. U. S—Pol & govt Revolution : Vaughas, Benjamin, 1751-1888. 
u. Antonmeti, Pretro, tr 
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POOR RICHARD 


(Franklin, Benjamin, 1706-1790. 


(Continued on next card) 
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Benjamin, 1706-179. 


(Franklin, Poor Richard, 1738 ... 
(Card 2) 


Carolina. By Richard Saunders, Philom. peeud., Philadel- 
phia: Printed and sold by B. Franklin, at the New Pring. 
Office near the Market ,Philadelphis, G. S. Appleton, 18491, 
mM (Xe 2%) p 1 Mies 109". 

‘ ao. 1-2 repea' 
Boot Henry Stevens of Vermont. 
Bix pages of G. 8. Appleton at end. 
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(Franklin, Benjamin, 1706-1790. 
Poor Richard, 1738. An simanack 


and sold by B. 
pored., Philedelphis: Printed and sold by at 
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,Praaklia, Benjamin, 1706-1790. Poor Richard, 1733 ... 
(Card 2) 

the New printing-office near the market .n. d., ,Philadelptus, 

C. Marshall, 1 
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presentation copy to Peter Force from D. lograham 


1 Almanacs, American, =. Tithe. 


Library of Congress PS740A5 1738 
-_ ~—Copy 2 156™. 2 ois) 


Franklin, Benjamin, 1706-17%) 

Facsimile of Poor Richard's almanack for 1733, with an in- 
troduction by John Bigelow, and notes on the portraits. (New 
York, The Duodecimos, 1894 
106 p11, 24) p. TL Ié port. (incl. front.) 20°. 

1 bered 






title: Poor Richard, 1783. An almanack for the year of 
Chriat By Richard Saunders, Philom Philadelphia, Printed 
and seld by B Franklin. The third impression. 

The facsimile is on genuine eighteenth-century hand-made paper, and 
the actual printing of the almanac was done on an cak hand-press bullc 
fo Philadelphia probably before 1800” 

1 Franklin, Benjamin, 1708-1700—Portraite. 1 Bigelow, Joba, 
1817-1011, ed. ot. Tithe: Poor Richard, 1733. 
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Franklin, Benjamin, 1706-1790. 

.. A Franklin keepsake, being a facsimile reproduction of 
Poor Richard's almanac for 1733, the first edition thereof. 
Les Calif., Three minutes, i monthly by and 
for the Times-Mirror printing and binding house ,1983, 


(2) D., taentm. (25, Bp). dy» Mas (port) 2. (Three minutes. 
vol. xt, 20.1. Jan. ) 


1. Almanacs, American. 1 Title om Title: Poor Richard's almanac 
for 1733. s 
Title from H. E. Hust- Libr Petes i788f 
by LC. 
2, 


Franklin, Benjamin, 1706-1790. 

Poor Richard's almanack; being the almanacks of 1733, 
1749, 1756, 1757, 1758, first written under the name of Richard 
Saunders, by Benjamin Franklin; with a foreword by Phillips 
Russell, a preface by the publishers, the almanacks in facsimile, 
certain text set up in type, and numerous and sundry illustra- 
tions and embellishments. Garden City, N. Y¥., Doubleday, 
Doran and company, inc., 1928. 

xxii, 55, 68, p. tocl. front. (port.) facsima 247. 

Facsimiles (58, p at end 

Also tasued in 1928 by Rimington & Hooper. 

1 Almanacs, American 1 Tithe. 
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_ Copy 2. 
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re ame 1706-1790. Poor Richard, 1739 ... 
( 
Richard Saunders, philom. ,peeud., Philadelphia: Printed 
and sold by B. Franklin, at the New printing-office near the 
market ,1788, 

mp 1 ties 1 

Io half calf eitp case 


1 Almanace, American. . Tithe 
Library of Congress PeT@az iT 
a sia 


(Franklin, Benjamin, 1706-1790. 

Poor Richard, 1740. An almanack for the year of Christ 
1740, being leap year. Siz lines of quotation, 

is contained, the lunations, eclipses, judgment of the weather, 
spring tides, planets motions 4 mutual aspects, sun and moon's 
rising and setting, length of days, time of high water, fairs, 
courts, and observable days. Fitted to the latitude of forty 
degrees, and « meridian of five hours west from London, but 
may without sensible error, serve all the adjacent places, even 

(Continued op next card) 
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Franklin, Benjamin, 1706-1790. 
(Card 2) 

from Newfoundland to South-Carolina. By Richard Seund- 

ers, philom. , ., Philadelphia: Printed and sold by B. 

Franklin, at the New printing-office pear the market ,1739,] 
pop ities 1. 


Poor Richard, 1740 ... 


last 3 lee missing parte are supplied by photostats 
whieh ya HA og — = origina! edition 
by 


Poor Richard, 1741. An almanack for the year of Christ 
1741, being the first after leap Siz lines of quotation, 
Wherein is contained, the lunations, eclipses, judgment of the 
weather, spring tides, planets motions & mutual aspects, sun 
and moon's rising and setting, length of days, time of high 
water, fairs, courts, and observable days. Fitted to the lati- 
tude of forty degrees, and » meridian of five hours west from 
London, but may without sensible error, serve all the ad, jacjent 
Places. even from Newfoundland to South-C,arolina. By, 

(Comtimeed om next card) 
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Franklin, Benjamin, 1706-1790. Poor Richard, 1741 .. 
(Card 2) 
Richard Saunders, philom. ,pseud., i phia: ,Prin,ted 
and sold by B. Franklin, at the New printing-office near the 
market ,1740, 
mp ities um. 
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Pe Sutam, 1706-1790. Poor Richard, 17@ ..., 
ont) Guat, hien. qunade Philadelphia: Printed and 
sold by B. Franklin, at New printing office near the mar 
ket ,1741,) 

Meo ite = 

Lm eg Ee : tithe supplied from Campbell's “Curtis cei- 
Bound ta brows morocco, by W. Pratt. 
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(Franklin, Benjamin, 1706-1790. = 
Poor Richard, 1743. An almanack for the year of Christ 
1748, being the third after leap year. Siz lines of quotation, 
Wherein is contained, the lunations, eclipses, judgment of the 
weather, spring tides, planeta motions & mutual aspects, sun 
and moon's rising and setting, length of days, time of high 
water, fairs, courta, and observable days. Fitted to the lati- 
tude of forty degrees, and « meridian of five hours west 
from London, but may without sensible error, serve all the 
adjacent places, even from Newfoundland to South-Carolina 
(Continued om next card) 
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(Franklin, Benjamin, 1706-1790. Poor Richard, 1748 ... 
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By Richard Saunders, philom. ,pseud., Philadelphia: Printed 


and sold by B. Franklin, at the New printing-office near the 
market ,1742, 


Mp ite 1. 
Bound in dark blue moroceo by W. Pratt. 
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Franklin, Benjamin, 1706-1790. 
proved (Card 2) 
By Richard Seunders, philom. ;pseud., Philadelphia: Printed 
and sold by B. Franklin ,1747, 
ep o- 


Signatures: :4,-F"*. 
At bead of title: Note, this almaneck us'd to contain but 24 pages, 
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Franklin, Benjamin, | 706-1790 
Another Franklin keepsake; being a facsimile reproduc- 


tion of Poor Richard's almanack for 1749 Los Angeles, 
Calif., Times-mirror printing and binding house, 1934 
Ip lL, fecsim.: (66), 2p wi 


Forms « whole so of: Three minutes. Vol. xu, January, 1984, ao 1 


1 Almanacs, American. 
aA%M128 


ington LAbr. Printed by L. C 
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Title from HE Hoot 


(Franklin, Benjamin, 1706-1790. 

- Poor Richard imp d: being an al k and ep 

of the motions of the sun and moon; the true places 

aspects of the planets; the rising and setting of the sun; 

and the rising, setting and southing of the moon, for the year 
r 1750. Containing also, the lunations, conjunc- 

tions, eclipses, judgment of the weather, rising and setting 

of the planets, length of days and nights, fairs, courts, roads, 

4c. Together with useful tables, ; ) 

and entertaining remarks. Fitted to the latitude of forty 

(Continesd on net card) 





cae Pepe y 1706-1790. Poor Richard improved 
oa | ) 

degrees, and a meridian of near five hours west from London ; 
but may, without sensible error, serve al] the northern colonies. 
By Richard Seunders, philom. ,peoud., ,Two lines in Latin, 
phia: Printed and sold by B. Franklin, and 0. Hall 


11740, 

a, p ties 1. 

Bound in dark red morccce by W. Pratt 

Upper and lower margins (immed 

1. Almanacs, American, =. Tithe 

‘38 $1700 
Library of Congress POT@A2 17 
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mig O in « volume of five simanace iet- 
tered : Poor Richard's al- manact. B. Franklin, 1752-1736 
_ 17m/8 sol ens 


Poor Richard improved : being an aimanack and ephemeris 
of the motions of the sun and moon; the true places and 
aspects of the planets; the rising and setting of the sun; and 

i and of the moon... By Richard 
: ia: Printed 


. 167. 
Five eimapacs bound in ome volume to which « mach later 
froatiopiece has bern and which is lettered Richards 


Saunders, philom. ,peowd., Printed and sold 
by B. Franklin, and D. Hall ,1768, 
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Franklin, Benjamin, 1706-1790. Pour Richard improved 
(Card 2) 

near five hours west from London; but may, without sensible 

error, serve all the northern colonies. By Richard 

philom. ,peeud., Philadelphia: Printed and sold by B. Frank- 

lin, and D. Hall ,1753, 
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, Benjamin, 1706-1790. 
(Card 2) ‘ 
near five hours west from London; but may, without sensible 
error, serve all the northern colonies. B 
philom. ,peeud., Philadelphia: Printed and sold by B. 
Franklin, and D. Hall ,1756, 
> ioe 1. 

Imperfect p 0-10, and ,81;-:36, wanting 
Bound ta bright red morocco by W Pratt 


Poor Richard improved 


1 Almanace, American. 1. Title 
31TH 
Labrary of Congress PST#.A2 1757 
2 sia! 


(Franklin, Benjamin, 1706-1790. 

Poor Richard improved : being an almanack and 
of the motions of the sun and moon; the true places 
aspects of the planets; the rising and setting of the su’ 


ch ations, and entertai ing remarks. 
Fitted to the latitude of forty degrees, and a meridian of near 
on next card) -_ 


from London; but may, without sensible 
error, serve all the northern colonies. By Richard Saunders, 
; Philadelphia: Printed and sold by B. 


“The way to of. Frenkiio’s A 4. by Bigeiow 
(1905), v. 1, p. G08; Ford's Franklia bibl, and Curtia collection of 
Freakiio 
Bound tn morocco by W. Pratt. 
1 Almanacs, American. 2 Success 5 Maxims 1 Title. 
ry of Congress PST@ AZ 17TH 3o-s1T 
— —— Copy 1T1* peaaaen & eae mas 
“em 


(Franklin, Benjamin 17(#-1790. 

Poor Richard improve: being an almanack and ephemeris 
of the motions of the sun and moon; the true places and aspects 
of the planets: the rising and setting of the sun; and the rising, 
setting and southing of the moon, for the year of Our Lord 
1801 : being the fifth after leap-vear By Richard Saunders. 
Philom. ,peewd., Philadelphia. Printed and sold by Hall & 
Sellers ,1800, 
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POOR RICHARD (Selections) 
Arranged alphabetically 


Franklin, Benjamin, 1706-1790. 

Bowles's moral pictures ; or, Poor Richard illustrated. Being 
lessons for the young and the old, on industry, temperance, 
frugality, &e. By the late Dr. Benj. Franklin. Manchester, 
By Bancks & co ,17961, 


Bp #20". 
‘The plates are oval vignettes, mounted on linen. 


1. Tithe. m. Tithe: Poor Richard tihustrated. 


Asie 
HE. Heatingtoo library 
for Library of Congress 


(Franklin, Benjamin, 1706-1790. 

Poor Richard comes to life, by Bessie W. Johns, illustrated 
by Richard E. Bailey. New York, The John Day company 
1942, 

%p Mus 19)". 


1. Johos, Bessie W, comp. a. Title 


P8740 AGIC 
(4242, 


a 52065 
Library of Congress 
eal 
Franklin, Benjamin, 1706-1790. 

Poor Richard day by day; pithy paragraphs from the 
writings of Benjamin Franklin dew PPhilade phia, G. W. 
Jacobs & co. (1917, 

2p 4p we 


1. Title. 
ADM 


Title from Leland Stan- ford Jr. Univ. Printed by L. C. 
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Franklin, Benjamin, 1706-1790. 

Poor Richard's almanac. By, Benjamin Franklin. New 
York & Boston, H. M. Caldwell co. ,1900, 

2p. L, 182 p, 11, facsim (86, p.) front. (port.) 134". 

Selections from Franklin, with facsimile in reduction of the almanack 
for 1754, with title: Poor Richard : being an Almanack and 
-» for the Year of our 1756 ... By Richard Saunders. 


1. Almanacs, American. =. Title. 
1—29188 
Library of Congress PS740.40C3 
Copyright 1900 4 23828 38b1, 
Franklin, Benjamin, 1706-1790. 
.. Poor Richard's almanac Franklin, edited 
by Lioyd E. Smith. Girard, t yo tee A com. 


pany "1925, 
& p. 124%. (Little bine book, no. 734, od. by EB. Haldemen-Juilas) 


Advertising matter p 58-64. 
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Franklin, Benjamin, 1706-1700. 

Poor Richard's almanack. By Benjamin Franklin (Richard 
Saunders, philomath). Selections from the prefaces, apo- 
thegma, and rimes, with « facsimile in reduction of the alma- 
nack for 173%. Ed. by Benjamin E. Smith New York, The 
Century co., 1898. 

4p. 1, 221, 2p front. (port) 2m. 


1 Almanacs, Americao. 1 Smith, Benjanio El, 1857-1018, od. 


a. Tide 


Library of Congress P8740 A6SS 
Copyright 186 55660 @lyt, 
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Franklin, Benjamin, 1706-1790. 

Poor Richard's almanack, by b Franklin; 
from the apothegms and proverbs, with « brief sketch of the 
life of Benjamin Franklin. Waterloo, le., The U. 5. C. pub 
lishing co. ,“1914, 

2 p. inet. front. (port.) 16* 





1 Title 
14-3135 
Library of Congress PS740.46U5 
Copyright A 982518 381, 


— Benjamin, 1706-1790. 
Poor Bichard's almanack being the choicest morsels of wit 
and wisdom, written during the a“ years of the almanack's 
bli by Dr. ranklin of Philadelphia. 
Mount Vernon N.Y. py oe he 5 a 
1986. 
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Frasiiie, Benjamin, 1706-1790. 

‘The sayings of Poor ay ae the prefaces, prov- 
erbs, and poems of Benj for 1788-88, collected 
ed in Poor Richard's for 17. 
and edited by Paul Leicester Ford. Limited 
lyn, N. Y., Priv. print. by G. P. Reumtanan” 

+h mie eet caguange a=. 


wid a ee eye, 


1. Ford, Paul Leicester, 1865-1902, ed. u. Title. 
361, DR 


Library of Congress P3749 A6PS 
Franklin, Benjamin, 1706-1790. 

“The sayings of poor Richard.” The prefaces, proverbs and 
poems of Benjamin Franklin originally printed in Poor 
Richard's almanacs fer 1733-1758. Collected and ed. by Paul 
Leicester Ford. New York, London, G. P. Putnam's sons, 
The Knickerbocker press, 1890. 


4p l, 28 p front. (port) 149° (Hel/-title: Kaickerbocker oug 
eeu) 


1. Maxims. 2 Proverte 1. Ford, Paul Leicester, 1885-1902, ec. 
0. Title. 


AB me 


New York. State library 


for Library of Congress (B84), 


\Franklin, Benjamin, 1706-1790. 
The sayings of ‘‘Poor Richard,”’ for young and old. 
(Boston, The Beale press, ‘1896, 


47, p. illus (incl port) 18x23" 


eee ‘ey t 
i by Charles C. Hutchinson. 


1. Hutchinson, Charles C. comp. 


12-2410 
Library of Congress PS749.A6H81 


Copyright 1896: 46676 


CATALOG OF PRINTED CARDS 


Franklin, Benjamin, 1706-1790. 

The sayings of Poor Richard; wit, wisdom, and humor of 
Benjamin Franklin in the proverbs and maxims of Poor Rich- 
a.d’s almanacks for 1733 to 1758, condensed and edited by 
Thomas Herbert Russel! m Py icanization depart. 
ment, Veterans of foreign wars of the United States ,1926, 

> = 

Portrait o@ cover 


1. Maxims. 2 Proverta t. Russell, Thomas Herbert, 1862- 
um. Veterans of foreign wars. Americanisation dept. mr Title 


TI 804 
Library of Congress PST ASRS 19280 
—— —— Copy 2 (@e1, 


Franklin, Benjamin, 1706-1790. 
The sayings of Poor Richard; wit, wisdom, and humor 
of Benjamin Franklin in the prefaces, proverbs and max- 


ims of a wy almanacks fe 1733 to 1758, con- 
Thomas rt Russell, 1. v. 
Chicago, “hawerd oT. elly company (19261, 
ao um 


Imprmt covered by label Issued by Americanization department, Veterans 
pam t,t 
1. Russell, Thomas Herbert, 1862- od ts. Tithe 
2 12087 
Library of Co «ress PS749 A6RS 
— —— Copy 2 2) 


|Preakiia, eh me 1706-1790. 


1 Comet press, Brooklyn « Tithe 
Library of Congress rp 140.4608 
~~ Ospy 2 


Franklin, Benjamin, 1706-1790. 
Poor Richard's maxims 


see hie 


Way to wealth 


Franklin, Benjamin, 1706-1790. 
Poethumous an@ other writings 
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Selections 
Franklin, Benjamin, 1706-1790. 
The private o ,) Franklin ... com- 


Soeti ir an pel Sos omy Be 
William Temple Franklin. London, Pristed Sor 
‘Eri, 668 p. tac. trent. (fecsim.) 98 2 21°. 
| Comtinesd om sext card) 
o1-16800 
a 
123 


Franklin 


ace of 


Franklin, Benjamin, 1706-1790. 


1. of. PL. Ford, Franklin 


Conrarrs —gt. L Letters om miscellansous 
STL ES SO Sa 


1 Freakin, Wiliam Temple, 1760-188, ed 
‘31-18800 
Library of Congress men.res 1617 
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Franklin, Benjamin, 1706-1790. 
Private life of the late Benjamin 
Franklin 


see his 


Autobiography 


Franklin, Benjamin, 176-1790. 

Profile of genius; Poor Richa pamphlets, edited by Nathan 
G. Goodman for the Franklin institute. Philadelphia, The 
Franklin institute “1938, 
lv = (porta) 1 itius, form 194*. 
of Renjamio Franklin, year hf year 1708-1700 - 
tL Kenjamin Fraakiin on honesty. The way to wealth, aod Words 
of «imiem from Henjamin Pouctiare Poor “hichare’e almanac fv. 
Benjamin Franklin on peace —¥. The ical Dr. Freoklin—*1. Ren. 
Jamin Franklin on \odustry, frugality, and thrift — 1. Benjamin Frank 
Hin on cittaenay vi, Renjamin Franklin on the art of virtue 4 
Kev jonin Franklin on retigion. 

wvinan, Nathan Gersen, 1880 oo 
it 


Ge Franklin institute. 
Philedetphia om. Title. 


sae 
Library of Congress 


PST45 4306 
4141, sat 


Franklin, Benjamin, 1706-1790. 





A proposal for p knowledge among the Bnit- 
ith plantations in America. Philadelphia: Printed B 
Franklin, 1743, 

abeet. 30x 18)" 

Caption title 


The American philosophica! society of. 
Frankiln's Autobiography, by Bigelow (1905), ¥. 1, p 274-877; 
Ford's Frankiia bibl. ; # americas Dib 

: Freakiin, the writer of this Proposal, offers bim- 
be 





| American society, P 1 Tithe 
31-1006 
Library of Congress Qi1 pea 
a 
Franklin, Benjamin, 1706-1790. 
Benjami ay en wake Le 


af Serena Sis = = 


“anthers quoted in this paper”: p. 
1. eet ee. 1 Tithe: Proposals relating to the 
edacaticn of youth ip 
ran 
Library of Congress LASS.FT 170 
wn, 


(Franklin, Benjamin, 1706-1790. 
ing to the Education of Youth in Pensilvania. 

Ornament, phia: Printed ,by B. Franklin and D. 
Hall, in the Year, «.ooc.x1x. 

2p =. 

Hasard pamphiets + 4, no. 8, 

Pages 11-12 misplaced in binding to follow p. 8; p. 13-14, after 16. 

“Authors quoted in this Paper”: p. rt; 

1. Eéucetion—Pennayivenia. 1 Title 


30-14019 
Librery of Congress ACOOL HZ vol. 


———— Copy 2. 1”. Misretieneous . 1. 
m4 gue, ACOOLMS vol. Tas 








Franklin 


Franklin, Benjamin, 1706-1790. 

Proposals relating to the education of youth ia 
by Benjamin Franklin; facsimi:e reprint, 
tion by William ‘a 
yivania press, 193, 

xvil p, facsim. : 2 217. 


With reproduction of original tp Philadelphia Printed in the year 
poe. KLEE 


Pensilvania, 
an introduc- 
Pulsisphia, Cuiranhy of Pam: 


“500 numbered copies printed oo handmade 3 LL}. 4 
ioe . lasued by the fellowehip in bibiiag- 
raphy.”"—p. ch 
(Contineed on wext card) 
ose 
(See) 


Benjamin, 1706-1790. Proposals relating to the 
education of youth in Pensilvania ... 1931. (Card 2) 
“Census of extant copies of the original edition of Proposals relating 
to the education of youth to Penslivania 1748”: p. :¥) 
Authors quoted to this paper”: p. ch 


1. Education— Peonay!vania. 1 Pepper, William, 1874 a. 
Cemeeereats. University. Rosenbach fellowship in bibliography fund. 
nae 
Library of Congress LASSOFT 17@¢ 
— —— Cay 8 
Copyright A 41868 (39g, 579.748 


Franklin, Benjamin, 1706-1790. 
Proverbes et sentences 


gee hie 


Way to wealth (French) 


Franklin, Benjamin, 1706-1790. 
Proverbs from the almanac of one Richard Saunders (Ben- 
jamin Franklin) New York, Duffield & company, 1908. 
Sp. Bp we 
Oraamenta! borders to color 


1. Proverte. 
620008 
Library of Congress PST@ AgDS 
Copyright A 211008 1S8e1, 


LIBRARY OF CONGRESS 


test against the appointment of Mr. Franklin an agent for 
this province ... 1764, (Card 2) 

“Lm the local elections of 1764, Franklin was defeated ip bis election to 
the Assembly. His friends, having contro! of that body, at once voted 
bie as of the province to England Joba Dickinsoa, 
Wiliam Alles, vane Lt 
Keppele, at once united in & protest action, which pov 
lished im the Pennsylvania Journal of Nov. ist, 1764" of. P. L. Ford, 
Freoklin }, Brooklyn, 1880, p. 123. 

1 |. & gort.—Colonial period. 2. Dickinson, John, 


(Franklin, Benjamin, 1706-1790. 
Remarks on a late protest against the appointment o1 
Mr. Franklin an agent for this province. 
(in Alien, Wiliam, Bxtracto trom, Chief Justico Witiam Alles’ letter 


1097. 98) 
B Franklin. Dated: Philade Foss. Nov, 5, 1764 
“In the local elections of 1764, Franklin was defeated in his election to 
the Assembly. His ante, towing control of that body. 2 once voted 
hus intment as ps @ Se grovines to England John 
‘ jentgemery saac Saunders, George Taylor, 
William Allen, willie peor’ Beye, pane Strettetl, and Henry 
Keppele, at once united in a protest against which 
lished in the Lona — Ky oe  — ee" ae 4 ord. 
Pree io watooreeny Brooklyn, “Cole 
Ivania—Pol & govt — val fy - 2. Dickinson, Jobe 
100 Reason oo son founded the protest 


7: 
h 2 pa A po the Howse of of conemnby concerning Me 
Prenuin 1. Tithe 

Library of Congress Pis2 A43 12.008 


(Franklin, Benjamin, 1706-1790. 
Rules by which « great empire may be reduced to s ame! 
une. 


In The Gentleman's fer September, 1773. Londen, 1778. 
ae % 2 woguses 

Rimmed QE 

Pir aeare, 0 te ctamag of the “Pubic “Public adverticer”, cartier 
the same apue! as Sat te totems 0 Guat enue 
toa email coe”, Landon, 


1. U. &—Pol. & govt —Revolution. 


APMtGS wi @ 
41b1, 


Library of Congress 


Franklin, Benjamin, 1706-1790. 
Benjamin Franklin's Rules for a club established in Phila- 
delphia, iibertragen und auagelegt als statut fiir eine gesell- 





9p 21". 

hed ite io the Junte 
tort yt nant renee aS” se ae SSeS 
loge. ¥ celebration, 1927. p. 


1. The Junto, Phi 2 American society, Phi! 
Geipbia t. Herder, J Gottfried von, 1744 Age te 4 
Bernhard Ladwig, 1845- 1911, ed. ot. Tithe 


ase-18 
Cloctonat’. 
for Library of Congress s 


Franklin, Benjamin, 1706-1790. 
Rules for reducing « great empire to a small one. By the 
late Benjamin Franklin, t.t.0.,7. 2.8 Dedicated to the Right 





and securing conjugal telieny. Philadelphia, 
don, Re-printed, and sold by Charles Corbet at 
in Fleet-street mpoct. 

vill, @2@p 2. 

The 34 edition, 1734, refers to Franklin as . aD 
es ee ae 2 a ee 
1. Courtship. 2 Marriage = 


‘Tite. 
Library of Congress PSTSO.R4 1700 


(Franklin, Benjamin, 1706-1790. an 

Remarks protest appointment rr. 
Franklin apts E this A om as sarang Printed 
by B. Franklin and D. Hall, 1764, 

io -. 

(Hazard pamphiets, +. 20, no. 11, 

Rigned B Preskiis, Dated: Philadelphia, Nov. 5, 1764. 


next card) 
(Continasd on 


Loughborough. To which is sub- 
joined the Deel of ind d the 
of the United States of America in - Congress amembled. 
London, Printed for J. Ridgway, 1793. 





Wp. 21=. 
eek cant cognate, © te Teme Se in oe 
ans omnes & Soe magazine” for Sept. 1 
a yb to Alexander Wi oan tad a tate, © 
tronical and appears for the fret time in this edition 
1. ©. S—#en & got Revolution. 1 U. 8 Declaration of inde- 
pendence 
Ss 81203 
Library of Congress F211. Fe 
(381, 
Franklin, Benjamin, 1706-1790. 


., Satires & bagatelles. Detroit, Fine book circle, 1937. 
199, 1; p. tien 24)". 
“Of thie ofition . 


Pharlin, there have 
oumber 107.” 


collected, designed and |iiustraved Paul Me. 
ayy copy ia 


1 MePhorlin, Paul, 1908- comp. m. Title 





Franklin, Benjamin, 1706-1790. 

Satires and hoaxes of Doctor Benjamin Franklin ; ill d 
by Herb Roth. Mount Vernon, N. Y., Printed by the Peter 
Pauper press, 1935. 

TR. 11, 6p. tl Wen wy. 





“Nine bundred and copies . hand-et in have 
been printed st tae Waltele. printing cate to ty Verma 
‘This copy ts number 464." 

1 Tithe. 

1784 

Library of Congress PeTemasrs 
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Franklin, Benjamin, 1706-1790. 
Sayings of Poor Richard 


Poor Richard - Selections 


Franklin, Benjamin, 1706-1790. 
Select pieces 


Selections 


(Franklin, Benjamin, 1706-1790. 

Some account of the Ponpertvesio hospital; from its 
first rise, to the beginning of the fifth month, called May, 
= Philadelphia: Printed by B. Franklin, and D. Hall 
1754. 

7— 3 


Saw , Caasanated with 4 ae 6 3 mounted) 
f the ac of the Pennsylvania hospital, from the oon 
of May | se, to to the fith © of * May 1761. With an alphabetical i of the con- 


—, and of the legacies which have been bequeathed irom its frst 
ms to that ste iladelphia. Primed by B. Franklin, on D. Hall 
» 


(Continued on next card) 


12) 


22-8005 


(Praaklin, Benjamin, 1706-1790. Some account of the 
Pennsylvania hospital ... 1754. (Card 2) 
‘The “Comtigussion’, perry o Loma st 
volume, olthough gaged continesusly wid Frankim’s Fyne 


22-8005 

Library of Congress RAZ PSP 1754 
ry 

(Franklin, Benjamin, 1706-1790. 
Geme cocesnt of the Pesnayivenio ; from its 
first rise to the of the fifth called May, 
1754. Printed at the office of the United 
Btates’ 1817. 
Fire edition: 1754 
first of May, oi Sian et May Ol Va = ate ot 
Fart rk =. ls 
Puce saben of = of the account of the Pemneytventa hoo- 
pial ...” appeared io 
1. Philadelphia. Pemnayivenia beapital 1. Tide. 





(Franklin, Benjamin, 1706-1790. 


Some observations on the proceedings against the Rev. Mr. 
Hemphill; with « of his sermons. The second edi- 
tion. Philadelphia; Printed and sold by B. Franklin. 1735. 

2p 1 
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1. Hemphill, Samuel, @ 1735. 1. Tithe. 


31-1123 
Library of Congress BX e225 H386rT 
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1735 


Franklin, Benjamin, 1706-1790. 

The suppressed letters of Benjamin Franklin 
York! The Black hawk press, *1936, 

Spl, @- 0p. 11, ae wri. 


dango printed 
© letters, one dated Apri! 12, 1745, the other undated. 


A4-T1 
ry Ubrary 
for Library of Coogress 12) 


Franklin, Benjamin, 1706-1790. 
To the Royal adademy ;!, of Brussels, by Benjamin Frank 
lin. New York, Printed for private distribution only, 1916. 


introductory note, p. beving adversely criti. 
ciaed bis discoveries, Frontlin wrote thie inter a8 8 satire on (he useless 
work of most of the scientific societies of t It was lntended 
for his own amusement and was Bot oe sent.” 
1. Académie royale des actences, des lettres et des benuz-arts de Bel- 
jue, Brussels 
A 33 340 Revised 


Title from Univ of Penn syivania. Printed by LC 
r33b2, 


' 1 


Franklin, Benjamin, 1706-1790. 
An tSlighe chum sai’ -bhrie 


see hie 


Way to wealth (Gaelic) 


Franklin, Benjamin, 
author 
A true estate of the proceedings in the 
Parliament ... and in the province of 
Mneeachusette Bay, relative to the giving 
and granting the money of the people of 
that province ... Philadelphia, 1774 


1706-1790, supposed 


gee 


Lee, Arthur, 1740-1792. 


Franklin, Benjamin, 1706-1790. 

Two tracts: Information to those who would remove to 
America. And, Remarks concerning the savages of North 
America, by Dr. Benjamin Franklin. London: Printed for 
John Stockdale, mpocLxxxrv. 


Bp mir. 
Page 85 incorrectly numbered 55. 


1. U. S—Deser. & trav, 2 Indians of North America. 


E164 Fas 
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Franklin, Benjamia, 1706-1790. 
Two tracts: Information to those who would remove to 


America. And, Remarks ing the savages of North 
America. B be Reajamin Franklin, 24 ed. London, 
Printed for J. Si 1784. 

Bp 27 


1. U. S—Deser & trav. 2 Indians of North America. 
8 187 
a0e1, 
Library of Congress Els Fe 
Franklin, Benjamin, 1706-1790. 
Two tracts; Information to those who would remove to 
America, And, Remarks concerning the savages of North 


America. By Dr. Benjamin Franklin. 3d ed. London: 
Printed for J. Stockdale, 1784 
wp mn 
1 U S—Deser & tray 2 Indians of North America 
1800 
Bet, 
Library of Congres E164 PRS 
WAY TO WEALTH 
Eyglieh 


Franklin, Benjamin, 1706-1790 

The way to wealth: as clearly shewn in the preface of 
an old Pensylvanian almanack, intitled, Poor Richard, 
improved, written by Dr. Benjamin Franklin.— Extracted 
from the Doctor's political works. ,n. p., n 

broadside 40) x 32" fold. to Ax 167 

“anton, Printed for J. Johnson, 177)" ?—Ford, Franklin bibliography, 
0 

Su 


whard Saunders 
First published in Poor Richard's almanac for 1758; separately issued in 
1760 under ttle Father Abraham's speech 


1146 


Library of Congress HFS386.F6 1779 


(Franklin, Benjamin, 1706-1790. 
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(Continued on next card) 





1549 


Franklin, Benjamin, 1812-1878. 


The gosvel preacher ... - (Card 2) 
1. Disciples of Christ Sermons. Sermons, 
American. I. Title. 
5-54) 


Library of Congress BX7327.F7G6 1904 
Copyrignt A 99715 


{a35b1) 


Franklin, Benjamin, 1819- 
The church and the era . 
Young & co., 1384 
Ip lit pp i 


New York, E. & J. B. 


Library of Congress, no. 


Franklin, Benjamin, 1515-1898. 


The creed and modern thought. By the Rev. B. Franklin . 
New York, E. & J. B. Young & co., 1881. 


rH, Tp 1". 


1. Aposties’ creed. =. Tithe. 


Library of Congress BTves.F7 
Copyright 1881: 15512 2, mal 


preacher: 
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Franklin, Benjamin, 1819-1894 

Marriage and divorce in physical, psychical, moral ont 
social relations: according to the ss natural an 
vealed, by B. Franklin, vp. p. New York, E. & J. B Tone 
& co., 1889. 

xi, Mp 





1. Marriage. 2 Divorce 
Library of Congress HQ814 F8 — 
Copyright 1889 7376 


Franklin, Benjamin Alvey, 1569- 

Banners in the wind, by Colonel Benjamin A. Franklin. New 
York, Orlin Tremaine company ,“1939, 

=z. ip 217 


“These little articles. written from much observation and varied ex- 
perience. are ‘otended te create thought and action towards individual 


improvement 
“First printing ” 


1 Conduct of life 1 Tithe 





oz 
Library of Congress BJ1561. FTS 
Copy 2 
Copyright A 198068 2 170 
Franklin, Benjamin Alvey, 7 
Cost reports for executives « mean f 





cor.trol, by Benj. A. Frankl in. 
Engineering magazine co., 191 


New York, The 


149 ». fold. fo 
"A series of art 
Mr. Franklin for appearan 
magazine, and published in 
ary to August, 1912." Introd. 
(Continued on next card) 





Franklin, Benjamin Alvey, 1669 
Cost reports for executives as 4 means of 
plant control... . « .(Card z 


1. Cost--Accounting. Manufactures --Costs. 


I. Title. 
13 
Library of Congress HFS686. Car 
Copy 2 
Copyright A 32210 


Franklin, Benjamin Alvey, |569- 
Experiences in efficiency, yy Henj. A. Franklin. New 
York, The Engineering magazine co., 1915 


xi 1687p 10y7. (Works management library) 


“Most of the chapters appeared originally in the Engineering mage- 
sine” - Introd 


1. Pificlency, Industrial. 1. Title 


Library of Congress TwrS 


988 


Franklin, Benjamin Alvey, 1869- 
The industrial executive, by B. A. Franklia .. New 
vou The Ronald press company (1926, 
vil 1446p 180. (Ronograph library, no. 40) 


1. Industry—Organization, control, ex. =. Tithe. 


Library of Congress HD31.F7 
Copyngtt A 85252 ant, 


129 


Franklin 


Franklin, C B. 

A century and s quarter of Hanover Methodist church his- 
tory, 1809-1934, by C. B. Franklin, lecture delivered at the 
Wesley guild of Hanover Methodist church on Monday, 23rd 
April, 1934. Port-of Spain, Trinidad, 1934. 

2p1.Gr82p. froet.port 1°. 


1. Port of Spain, Trinidad. Hanover Methodist church Title. 
42443085 
Library of Congress BXs68 POH 
2) 


Franklin, rs. Cassandra. 
Leneath the surface, by Cassandra Franklin. Philadelphia, 
Dorrance and company ,“1941, 


143 p. wim 


Excerpts from the letters aod journal of yg Fikes woven loto a story 
of ber life and friendship with the author. 


1 Pikes, Nita. a. Title, 


41-22883 

Library of Congress PSS11 1 44Z6 

3s anes 
Franklin, Charles Aubrey Hamilton, 1896- 

Th bearing of coat-armour by ladiex; a guide to th 
hearins of arms by ladies of all ranks, whether maid, wife, 
or an Eenelaml, Seothind, & Ireland, by Charles 
A. HL. Franklin with a prefaee by the Rt. Hon. (Mar 
cia) t ef Varhorowch London, J. Murray, 
1” 

at rm ti 
. 
+1 
wise 
Franklin, Charles Kendall. 

The <wtalization of humanity shaly=is and synthe of 
the phenomena of nature, life. mind and saeciety theeagh the 
law of repetitic vstem of meni-tic philosophy. by Charles 
Kenlall Franklin. Chicago, C. IL Kerr & company, 104 

Zp. 11. 41p 24" 

1. Sociology. 2 Socialiom. 1. Title 

+4916 

Library of Congress HM51 FSS 

Copyright 38e1, 


Franklin, Charles Kendall. 

What nature is; an outline of scientific naturalism, by 
Charles Kendall Franklin Boston, Sherman, Frenc 
& company, 1911 


Spl. p 19" — gOrS 


1 Seence— Philosophy 


11-1080 
Library of Congress Qs. FS 

© Jan. 12, 1911; 2c Jan 16, 1911; A 280138; Sherman, French &@ 
co. Boston, Mass 


Franklin, Charles Lionel, 1910- 

The Negro labor unionist of New York; problems and con 
ditions among Negroes in the labor anien- im M anhattan with 
special reference to the NR. AN ad post N. R.A. situations, 
by Charles ranklin New York, 1956. 






shin wnivereity. 1G 





ae Studies tm by 





eeonemics and public law. ed. by 
umbin university, aa 40 





Ritiiography p 388 « 
1. Negroes — New to City) 2 Neeree Replerment, 3 Trade 
laeeee 


unions New Verk (Clty) 4 Laher and lahering « New Vork 
“wy 1 Tithe a Tithe: Negrowe in the labor anions in Manhettan. 
34k 


Library of ¢ Fes & FTR2 
au 


Congress —_ 
Columbia Univ. Libr. 331. 88005471 








Franklin, Charles Lionel, 1910~ 

The Negro labor unionist of New York; problems and con 
ditions among Negroes in the labor unions in Manhattan with 
special reference to the N. R. A. and post-N. R. A. situations, 
by Charles Lionel Franklin, rn. o. New York, Columbia uni 
versity press; London, P. 8. King & son, itd., 1936. 

45 2" ( Helf-titie: Studies io history, economics and public 
nage by the Faculty of political science of Columbia uoiversity 
a0 420) 


Kibliography p. 306-402 


1. Negrore-New York (City, 2 Neg -Employment 3 Trade 
unione—New York (City) 4 Labor end tat laboring clasers New ork 
(City) 1 Tithe. m. Tithe: Negroes io the labor unions in Manhattan. 

bee ld 

Library of Congrens HSLCT no. 420 

- ——— Cagy 2 FI RPS 
Copyriaht A O8044 duq., (908.2) SOL agoeTATI 


Franklin, \/rs. Christine (Ladd) 1847-1930. 

Colour and colour theories, by Christine Ladd-Franklin. 
Landon, K. Paul, Trench, Trubner & co., Itd.; New York, Har- 
court, Brace and company, 1929. 

ay, 287 p. col. front, flue, var col. pl. diagra 22) 
laternational library of paychology, philosophy and ectentific method 

“Lint of Gates end original sources”: p. 281. 


(eet 


1. Color-eense. 2 Color, & Light. 1 Tithe. 


Library of Congress Qre rr 


c@lu2, 


Franklin, Clarence Payne, 1870- ed. 

Medical Philadelphia. Dedicated to the German cen- 
tral committee for physicians’ study travels by the 4~ 
delphia ittee on and enter 
tember 20th and 2ist, 1912. Editors: Clarence beeee 
Franklin, m. v., Edward Harris Goodman, m. pv. ;Phila- 
delphia? 1912, 

104 p plates, plans. 23)" 


English text followed ws German t-p. and text 
Most of the plates printed on both sides. 





i re Pennsylvania —Philadelpma. f. Goodman, Edward Har 
ris, 1879 vint ed. ut. Tithe 

13-14062 

Library of Congress R314 PSF? 

Franklin, Clay, peewd. 
nee 
Hensinger, Clayton Franklin, 1907- 

a7-71088 

Litrary of Congress a 


Franklin, Dwight. 

A method of preparing fishes for museum and 
exhibition purposes. By Dwight Franklin ... 
(Washington, Govt. print. off. Ju190] 

p- 1353-1355 pl. CXLII. 28 ((U.S.] Bureau 
of fisheries. Doc. no. 723) 

Models presented before the Fourth Internation- 
al fishery congress held at Washi » September 
22 to 26, 1908, and awarted prize off00 dollars 
in gold offered by the American museum of natural 
history for the best method of preparing fishes 
for museum purposes. 10-35652 
(Continued on next card) 


Franklin, Dwight. 
A method of preparing fishes for museum and 
exhibition purposes... . . .(Card 2) 


1. Fishee--Collection and preservation. 

10-35652 
Library of capt 8H338.F7 
__Copy 2 


{41b1) 


LIBRARY OF CONGRESS 


Franklin, Eari Ruffin, 1884- 
Henry Clay's visit to Raleigh. By Earl R. Franklin. 


Trinity college historical society. 


Us of the 
. Ti, ser. va, p. 55-63) 


Historical 
Durham, N.C. 1b 


1 Clay, Heary, 1777-1852. 
univ. Library 

for Library of Congress (P2LDSS ser. 7) 

2) (975.6008 ) 


Franklin, Earl Ruffin, 1554 
The instruction of United States senators by North Carolina. 
By Earl R. -Aeote paoe 


ns 
Dele Nees 1 


historical society. 


college 
B ABs 5) 


1. North Carolina—Politics and government. 2 U. 8. Congres. 
Senate. 


Aw 2328 
Duke univ. Library 
for Library of Congress (F251.D88 ser.7) 
2, ( 075.60082 ) 
Franklin, Edgar, psewd 
see 
Stearns, Edgar Franklin, 1879- 
17-25530 


Library of Congress 


Franklin, Edward C 1822-1885. 

A manual of venereal diseases ; Sates © contnend & 
scription of those 
ment. By E. C. Franklin ... 
bridge, 1883. 


Illp ite. 27 





Ls 


Chicago, Geese tt Del. 


1 Venereal diseases— Homeopathic treatment. 
ab, 


RX226 V4F8 
(Copyright 1883: 4040) 


7-316S4¢ 
Library of Congress 


Franklin, Edward Carroll, 1822-1885. 
The science and art of surgery, or The semeiology, pathol- 
pe and of surgery, by E. C. Franklin 





{ “ed ed., rev.. abridged and illustrated. Ann Arbor, 8. C 
Andrews, 1882. 


vill, @-187, illy-axtv, 25,885 p. Mies, 224". 
Adapted to homeopathic practice. 


1. Surgery, Homeopathic. 


6 40042 
Library of Congress RX306. FES 
Copyright 1882: 3007 (3543 
Franklin, Edward Curtis, 1862-1937. 


The nitrogen system of compounds, by Edward Curtis 


Franklin ... New York, Reinhold publishing cogporetion, 
1945. 
380 p. itus, dingr, 23y™. (American chemin! society, Mono 
graph series. (no. 48) 
Bibliographical foot notes. 
.3 ‘Tithe. 
1. Nitrogen compounds. =. — 
Library of Congress QMmia.NiFT 
-—- —— Copy 2. 
Copyright A s0801 (a 40q2, O17 


~~ Edward Earle, 1898— 

of the interests of junior hi 
aon pupils, by —— Earle Paabine ... Baltimore, 
Johns Hopkins press, 1 





vil, 4p 249* 
+ a (ra. 0.) —Johas Hopkins university, 1924 


Pablished also as The Johns Hopkins university studies in education, 
Bo 
“Selected bibliography”: p. 42-43. 
1. Junior high schools 2 Profession, Choice of 1 Tithe, m Tithe: 
Vorntional interests of junior high schoo! puptis 

ms 1431 
Library of Congress 


Johns Hopk'ns Univ. Libr. 


LBIG23.FT 19240 
31e1, 


Franklin, Edward Earle, 1493- 
.. The permanence of the vorational interests of junior high 
=~ Ams by Edward Earle Franklin, ra. 0. Baltimore, 
‘ohns Hopkins press, 1924. 
at @p 244°. (The Johns Hopkins university studies in education, 
) 


Published also as thesis (rw 0 )—Jobas Hopkins uatversity, 1924 
“Selected bibliography”: ». 62-03. 


Cholce of 2 Junior bigh schools. 


1 Profession. © Tithe o Tithe 
Vocational interests of juaior high school pupiis 


2628077 


Library of Congress LESJ6 208 
— —— Copy 2 LBie23.F7 
Copyright A s0amO (93253, 


Franklin, Zdward Zeus 


Wickes, Zdward Zeus Franklin. 


Franklin, Mre. Eleanor Anne (Porden) 17971-1825. 
The veils; or, The triumph of constancy. A poem, in six 
books. By Miss Porden ... London, J. Murray, 1815. 


viii p. 11, 0p. 219". 


1 Title. 
25—18714 
Library of Congress PR4706.FTV4 
(626b1, 
Franklin, Emmanuel Zeus 
see 
Wickes, idward Zeus Franklin. 
Praahiia, Ethel Mary. 
A wild bird’s scarlet feather, by Ethel Mary Franklin. 
izp.1L@tip @. 
Poem 
acm om 
Library of Congress PR8611 RISWS 1961 
a a 
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Franklin, Everett. Franklin, Fabian, 1863- Franklin, Frank George. 
Fuss va. Feathers, « mock trial, by Everett Franklin... New The life of Daniel Coit Gilman, by Fabian Franklin, with The legisiative history of naturalization in the United 
York, Dick & Fitzgerald, “1918. three portraits. New York. Dodd, Mead and company, 1910. States from the revolutionary war to 1861 ... by Frank George 
‘ Franklin, ov. Chicago, 1906. 
up me. 4p t, 469 & port. (inet front) 2 
ix, 308 p 104" 
Chapters one to three written respectively by William C. Gliman, 
Emily MH. Whiteey and Margaret D. Whitery, and William Carey Jones. Thesis (ra. ») University of Chicago, 1000. 
Reissued tn 1906. 
Ribliography  p 301 305. 
1. Tithe. 1. Gitman, Dente! Cott, 1881-1908 1, Naturalization—U. 8. 
ca 86-1008 Unrev'd 10-1174 — 
Linwery of Congress PNe120.MT8T Linrery of Congrecs Lpasoe.1s76 Fs Library of Congress JK 1814. FSS 
Copyright D sz308 a as Copyright A 2108 ht, e384), 
Franklin, — Franklin, Fabien, 1453- Franklin, Frank George. 
7 got whet, ty Everett Franklin .. Nuggets from the Wickersham report, with comments by The legislative history of naturalization in the United 
New ork, Dick & a Fuungerald, “19.3. Fabian Franklin. New York, Riverside press, 1931. States, from the revolutionary war to 1861, by Frank George 
sp me. »>p 1 920 Franklin ... Chicago, The University of Chicago press, 1906. 
is, SS p. 2. 
Bibliography : p. 301-306. 
ond Seen. 0 v.88 See ones oe > 
laws of = 
Ustes At um Title uw. Title Tres Wichersnem report, Nugget 
5 Te. from oem 1. Naturalization—U. 8. . " 
7 MN 
eSarems Libcery of Congress HV Sono. Ps26 Library of Congress JK1s14 PS - 
Library of Congress PNG120.MTFTS —— a Gagy 8 — ——— Copy 2. 
D a s25 Copyright A 38205 ra 178.0073 Copyright A 147982 ad3b1) 
Franklin, Mrs. Fabian Franklin, Fabian, 1553- Franklin, Frank Milton. 
People and ; a collection of addresses and editorials, The gout — of 1914; ea he for , by Frank M. 
see by Fabien Franklin. editor of the Baltimore news, 1895-1908 Franklin ... a A a The Kni er press (G. P. 
New York, H. Holt and company, 1908. Putnam’ 's sons) 1 
Franklin, mre. Christine (Ladd-) an vii, 41 p frome. oy 
1647-193u. 
. Tithe 1. European war, 1914- 2 Peace. 1. Title. 
% 14656 1S 4093 
Library of Congress Ace Paes 
Copyright A 206466 amet, Library of Congress DS2s.F8 
Franklin, Fabian, 1855-1939. Franklin, Fabian, 1853- ? — > a 
The A B C of prohibition, by Fabian Franklin New Plain talks on : iples and their ap- Mil oe Pee P' j.& drama in four acts, by Frank 
York, Harcourt, Brace and company ,“1927, plication to the issues of today, _ Fabien Franklin. New ilton Franklin. ew York, 8. French ; ete., ete., “1904 
7 York & London, G. P. Putnam's sons, 1924. 40 1,4S— mn 
mp mr 
ix, 33 p 2”. Portrait of author on t-p 
- 38 © uth 18th amendment 
bribe. 8 20 Sonsti tution. as 
24 13808 
2120874 
Library of Congress HvVSOse Faas Library of Congress BITL FT oom 
—_—- -——— Capy 2 — —— Copy 2. 
Copyright A 1004471 a30e1, Copyright A Tese05 (35h, Library of Congress (Copyright 1906 D S265) 
Franklin, Fabian, 1853-1939. 
; Fabian, 1853-1939. Franklin, George Cory. 
Cost of living, by Fabian Franklin... Garden City, New Franklin, ay ogy: 56 tite (fete Qua Oxy 
Doubleday, Page & compan What prohibition has done to America, by Fabian Franklin. eart rom wild life ( owe by 
York, oda . coun New York, Harcourt, Brace and company ,*1922, Franklin; illustrated by Gigi Shaule Johnson. Los Angeles, 
vil, 142 p11 184". (The American books) San Francisco ,etc., Suttonhouse ,°1938- 
vp. 2,812 p mr. 
+ to 157 
INustrated Haing-papers. 
Kach volume contsina ox stories 
}paeee-s s 2058 18th 
1. Cost and standard of living —U 8 i Tite L imate. to and stories of. . Title. 
Library of Congress Hewes ras =~ pow oo 
Library of Congress HvSOSe. Fes Library of Congress QLTLFT 
— ——— Copy 2. ome Copy 2 — ——- Cops 2. 
Copyright A 416404 su, Copyright A 688518 3012, Copyright A 120587 a ous 
Franklin, Frank George, 1961- 
Franklin, Fabian, 1953- ‘The legislative history of lization in the United States, Re ad tetas, we 2 E. Franklin, 
James Joseph Sylvester. Address delivered at a me- 4776 1795, By F. G. Franklin ... depicted oy es” author. 
morial meeting at the Johns Ho +4 May 2, oon niliastrated wi 316 photograph P. Dutton 
1897, by Dr. Fabian Franklin. (New York, 1 ‘ 


American historical association. Annual flow the year 
181 Washing.on, 1903. 24). ip we-8i7D Leadon, J J. M. Dent & sons, 
cover-title, p. 2-309. 24. & 00., 1 1. ‘iets 
xx, 219, typ fromt,, plates, map, plan, fecoims 


“Reprinted from the ‘ee 2 lie 
24 series, vol. m, 20.9... New York, June 1897.” 


1. Naturalisation—U. 8. 


1. Sylvester, James Joseph, 184-1897 CD 17-400 L. Palestine—Descr. & trav 
121s 
1-702 . EITZAG) 1001 volt 
Library of Congress QA29. OFS a a " (978.002) com 
lich Library of Congress pew sre 
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Franklin 


Franklin, George H. 

History of a ease of incipient phthisis treated by 
hypodermic injections of silver nitrate over the vagi By 
G. H. Franklin Philadelphiat 1899 


3p 27 


Reprinted from the Philadelphia medical journal, April 15, 1899 


1. Consumption 2 Nitrate of silver 


7.339777 


Library of Congress RCo! Pee 


Franklin, Harold Brooks, |55°- 
Motion picture theater management, by Harold Ih. Frank 
" New York, George IH. Doran « many “1927, 





incl Hus, dinars. forms front. (pert.) plates: 





1 Mees te phe tute theaters 1 Tithe 
ms 4613 
tite { Congress myio™ Pee 
my 2 
A Wise Str et 


Franklin, Harold Brooks, |»»9-1941 


Sonn motion pictures, from the lcboratory to their presenta 


tion, bw Herel BL Franklin Ciarden City, N. V.. Double 
day. Dorn & company, ine, 120 

vip FL. 3401p ies, plates, ports, diagrs 21° 

1 Mes ing pictures, Talking 2. Television 1. Tithe 

2 1T200 
brary of Congress PNIOS TPT 
Copy 2 

com be A 1TH idl 


Franklin, Harris Gilbert. 
The economics of laissez faire; a new exposition of the 
resent economic regime ... By H. G. Franklin. 
uffalo, N. Y., Progressive printing co., 1920- 


vy Bn 
1. Economics. 2. Laisser-faire 1. Title. 
20- 18733 
Library of Congress HB9S.FB 
Copyright A 600286 12) 


Franklin //.w ». Henrietta (Montagu) 1566- 


“The home training of children,’’ by the Hon. Mrs. 
Franklin ... <3d ed.> Ipswich and London, Printed 
hy W. S. Cowell, limited, 1 


over-title, 18 p. 21 





rinted from vol. vi. of ‘Special reports on educational subjects, 
issued by the Board of education 


1 Education of children 1. Title. 
17-28420 
Library of Congress Ly F7 
Franklin, Henry, pseud. 
see 


Jakefield, ors. Priscilla (de11) 


LIBRARY OF CONGRESS 


Franklin, Henry James, |+5% 
Cape Cod cranberry insects, by Henry J. Franklin Am 
herst, Mass., 1928. 





| Massachusetts Agricaltural 
Rutietia no 238) 


ep *. Plates tables 
eaperiment station. 184s 


1. Cranberries Diseases and pests 2 Insects, injurious and bene 
Grial, 2 Entomology. Economic 1. Tithe 


A RSNA 
College. Printed by L. C 
a 


Title from Mass Agr 


Franklin, Henry James, 1883- 
Cranberry growing in Massachusetts, by Henry J. Frank 
lin Amherst, Mass., Massachusetts state college ,1940, 


“4p ites 23" (Massachusetts, Agricultural experiment station, 
18s Rutletin oo ST1) 


1 Cranberries 1 Tithe 
A 808 
Mass. Statecoll, Library 
for Library of Congreas (873.54 oo. 371) 
(2) (430.72) 


Franklin, Henry James, | 553 
Cranberry harvesting and handling. (By Henry J 
Franklin, George M. Darrow, and O. G. Malde, ,Washing 
ton, Govt. print. off., 1924, 
i, 3p ius 2 (CU. 8 Dept. of agriculture. Farmers’ bulie 
tin no 1402) 
Contribution from Getee of plant industry 
ries of bulletins on the craaberry. The two 
preceding bull re bulletin 1600. Ear jshing cranberry 
fields, and Farmers ulletia 1401, Managing cranberry fella” 













1. Cranberries 2 Harvesting 1, 2. Cranberries Harvesting 
Farm produce Marketing (3 Cranberries — Marteting, 1 Darrow, 
George McMillan, 158% joint author. 1. Maide, Ole Gustay, 1880. 
joint author 

Agri 4a 


Acriculture 1AgF so. 14602 
Sigh, 


Library, U 8. Dept. of 


Franklin, Henry James, 1483- 


How to fight cranberry insects, by Henry J. Franklin 
Amherst, Mass., 1908 


ip lt, &p 27 Massachusetts. Agricultural experiment station, 
Amherst i Bulletin no. 126) 
“This bulletin a revision of Bulletin no. 115 of this stato 
1. Cranberries—Diseases and pests i. Title 
A 15-1905 
Title from Mass. Ag College. Printed by LC 


Franklin, Henry James, 1883- 
On a collection of thysanopterous insects from Barbados 
and St. Vincent islands. By Henry James Franklin. 


(in U. 8. National museum. Proceedings. Washington, 1908. 
a= ¥. 33, p. 715-730. pl. Lxm-txv) 


Issued March 4. 1908. 


1. Thysanopters 

834188 
Library, 8mitheonten Inetitation 
Library of Congress (Q11.U55 vol. 83) 


Franklin, Henry James. 
Preliminary report on yd insects by Henry 
J. Franklin ;Amherst, Mass. 


1S p. 24°" (Massachusetts. Agricultural experiment station, Amherst, 
1888. Bulletin no. 115) 


1. Cranberries— Diseases and pests 

A 15-1495 
College. Printed by L. C. 
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Title from Mass. Agr 


Franklin, Henry James, 1483- 


Reports on experimental work in connection with 
cranberries, by H. J. Franklin and F. W. Morse 
herst, Mass., 1914. 


2p t. p S48 Me™ (Massachusetts. Agricultural experiment 
station, Amberst, 1888 Bulletin no 150) 
1 Crake - Fred Winslow, 1865. yount author 
A 15-2700 
Title from M \er College Primed by LC 


Franklin, Henry William Fernehough, ed. 
A new Latin reader, edited by H. W. F. Franklin ... and 
I 


J. A. G. Bruce andon, New York ,ete., Longmans, Green 
and co. ,1939) 


vip. 1h 208p. 194" 
First published 1939 


1 Latio language Chrestomathies and readers. 1. Broce, James 
od 


Aletrader Gibson, jotat 


A «© 1838 
Cincinaatl. U 7 Libr. 
for Library of Congress 


Franklin, Irwin Chace, 1875- 
The service of cold storage in the conservation of food- 
stuffs. 


Un U. S Dept. of oii Vearbook, 1917. p. 363-370. pl tmx 
(@iagt) 23°. Washington, 1918) 


Contribution from the Bureau of markets. 


1. Cold storage. «1. Refrigeration 
Agr 18-6238 Revised 


Library, U. S. Dept. of 1AgHY 1917 





Franklin, J 


The history of ancient and modern Egypt: comprehend- 
ing a view of the natural phenomena ; the efforts of genius 
and art; and the moral, religious, commerce and polit- 
ical transactions of the Egyptians By J a 
Neweastle on Tyne London; Printed and sold by J. Miteh 
ell, Deere 








Sv 199" 
Published and sold by West and Hughes; \etc., ete, 


1 Egypt —Hist 


Library of Congress 


DT77 Fa 


Franklin, J Ez. 

The relation of Christianity and socialism, by J. E. 
Franklin, u. vo. Pub. for the Social service commis- 
sion of the Northern Baptist convention, Samuel Zane 

atten, secretary of Department of social service and 
brotherhood. Philadelphia, Boston (ete. American Bap- 
tist publication society (1914) 


4p BD™ (On cover Social service series) pio 





1 Socialism. 2 Christianity t. Tithe 


14 10322 
Library of Congress 


Copyright A 371970 


HXS36 FB 


Franklin, Jacob Aoraham, 189-1877 
see also 


J+cob Franklin trust fund for the advance- 
ment of Judaism. 
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Frankiin, Jemes. 

The philosophical & political pew J of the thirteen 
United States of America ion, J. Hinton & 
W. Adams, 1784. 

Sp L, 166 pp. iz 
E163. Fs3 


Subject entries: U. 5. —Deser. & trav. 


wre 


Franklin, James. 

The present state of Hayti, (Saint Domingo.) with remarks 
on its agriculture, commerce, laws, relynon, finances, and popu 
lation, ete. ete., by James Franklin. London, J. Murray, 1424 


vit, 411, Tome Be 


1 Heiti— Mit 2 Haiti Deer & tras 1 Tithe 


rigs! PS 
sth 


Library of Congress 


Franklin, James Henry, 1872- 

In the track of the storm; a report of a visit to France 
and Belgium, with observations regarding the needs and 
possibilities of religious reconstruction in the regions 
devastated by the world war, by James H. Franklin 
Philadelphia, Boston ete. American Baptist publication 
society (1919, 


Sp. 1, 1p. fold front, plates, fold tab. 19°. 
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Franklin, Samuel Rhoades, 1425-1909. 

Memories of « rear-admira!l who has served for more than 
half « century in the navy of the United States. By S. R. 
Franklin New York and London, Harper & brothers, 1898. 
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Franklin, Thomas Heary, 1854- 

Messages from Sidney Carton, by Thomas H. Franklin. 
New York, F. H. Hitchcock, 1926. 
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Franklin, William, of ( onnetticut. 

The building associations of Connecticut and other states 
examined, with a review of the New York and Massachusetts 
systems Also, a complete review, from official documents, 
of all the building associations ... established in Connecticut. 
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Supposed author 
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Letters from William Franklin to William Strahan, 
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Franklin, William Buel, 1823-1903. 

A reply of Maj.-Gen. William B. Franklin, to the re- 
port of the joint committee of Congress on the conduct 
of the war, submitted to the publie on the 6th of April, 
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Franklin, William Buel, 1823-1903. 

Reply of Major-General W. B. Franklin to the Joint com- 
mittee of Congress on the conduct of the war, on the first 
battle of Fredericksburg. 2d ed., with notes and correspond- 
ence. (From the Rebellion record.) New York, D. Van 
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Franklin, William Suddarda, 1863-1930. 

Advanced theory of electricity and magnetism; a texthook 
for colleges and technical schools, by Willian S. Franklin and 
Barry MacNutt. New York. The Macmillan company; Lon- 
don. Macmillan & co., Itd., 1915. 
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Bill's schoo! and mime; 8 collection of easays on education, 
by William Suddards Franklin. South Bethichem, Pa, 
Franklin, Mecnutt and Charles, 1913. 

vi 8p lee Tay 

Reprinted in part from various sogrees. 


CovTErTs — Bill's school aad mine —The stady of ecteuce —Vart of ap 
education 


1 Education Addresses, essays. lectures 1 Tithe 
163i 


Library of Congress 
Copyright A 361931 


Lei re 
a3Tb1, 
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Bill's school and mine; « collection of emays on education, 
by William Suddards Franklin. 2d ed. South Bethlehem, 
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A calendar of leading experiments. by Wm. 8. Franklin and 
Barry MacNutt. South Bethlehem, Pa.. Franklin. MacNutt 
and Charles, 1918. 
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Franklin, William Suddards, 1863-1930. 

Dynamo laboratory manual, for colleges and technical 
schools, by William Suddards Franklin ... and William Esty ... 
with the cooperation of Stanley 3. Seyfert and Clarence E. 
Clewell. South Bethlehem, Pa., Franklin and Esty, 1906. 
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Franklin, Wiliam Seddarda, 1563-1930. 

Dynamos and motors; a text book for colleges and technical 
schools, by William Suddards Franklin ... and William Esty 
... Direct-current and alternating-<urrent machine New 
York, The Macmillan company ; London, Macmillan & co., Itd., 
1909. 
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Franklin, William Seddards, 1963-1980. 

Electric lighting and miscellaneous applications of elec- 
tricity; a text book for technical schools and colleges, by Wil- 
liam Suddards Franklin. New York, London, The Macmil- 
Jan company, 1912. 
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The Macmillan company, 1909. 
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Electricity and magnetism; = textbook for colleges and 
technical schools, by William 5. Franklin ... and Barry Mac- 
Nutt Lancaster, Pa., Franklin and Charles; Longin, Con- 
stable & company Itd., 1924. 
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Pranklin, William Suddarda, 1863-1930. 

Elementary electricity and magnetism; a text-book for col 
leges and technical schools, by Wm. 8. Franklin and Barry 
Macnutt. New York, The Macmillan company; etc., etc, 
1914. 
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Franklin, William Suddards, 1863-1930. 

An elementary treatise on calculus; a text book for colleges 
and technical schools, by William 8. Franklin, Barry MacNutt 
and Rollin L. Charles South Bethlehem, Pa., The authors, 
1913. 
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The elements of alternating currents, by W. S. Franklin 
and RK. B. Williamson. New York, The Macmillan company; 
London, Macmillan & co., Itd., 1899. 
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The elements of alternating currents, by W. 5. Franklin and 
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Macmillan company; London, Macmillan & co., Itd., 1991 
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The elements of electrical engineering ; a text book for techni- 
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William Esty .. v. 1. New York, The Macmillan company; 
London, Macmillan & co., Itd., 190€-07. 
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Franklin, William Suddards, 1963-1980. 
The elements of electrical 
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Franklin, William Suddards, 1563-1930. 

The elements of electrical engineering, « text book for tech- 
nical schools and colleges, by William Suddards Franklin ... 
and William Esty .. 3d ed., 23d thousand. New 
York, The Macmillan company; London, Macmillan & cc., 
Itd., 1917 
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Franklin, William Suddarda, 1863-1930. 

The elements of electricity and nagnetiam ; a text-book for 
colleges and technical schools, by Wm. S. Franklin and Barry 
Macnutt. New York, The Macmillan company; London, Mac- 
millan & co., Itd., 1908, 
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Franklin, William Suddards, 1863-1930. 

The elements of mechanics; a text-book for colleges and 
technical schools, by W. S. Franklin and Macnutt. 
New York, The Macmillan company; London, i a 
oo., Itd., 1907. 
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Franklin, William Seddards, | 563-1930. 
Engineering mechanics ... by Wm. S. Franklin ... and Zenar 
R. Bliss Lancaster, Pa., Franklin and Charles, 1929- 
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Franklin, William Suddaras, 1563-1930. 
General physics, by Wm. S. Franklin ... and G. E. Gran- 
tham Lancaster, Pa., Franklin and Charles, 1930. 
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General physics; an elementary treatise on natural philos- 
opby, by William S. Franklin and Barry MacNutt; « text- 
book for colleges and technical schools. ist ed. New York, 
McGraw-Hill book company, inc. ; ,ete., ete, 1916. 
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Franklin, William Saddards, 1363-1930. 

Lessons in electricity and magnetism; a text book for col- 
leges and technical schools, by William S. Franklin and Barry 
MacNutt. Bethlehem, Pa., Franklin and Charles; etc., ete., 
1912. 
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Franklin, William Suddarda, 1863-1930. 

Lessons in heat; « text-book “for colleges and technical 
schools, by Wm. S. Franklin and Barry MacNutt. Bethle- 
hem, Pa., Franklin and Charles; ,etc., ete., 1920. 
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Franklin, William Suddards, 1863-1930. 

Lensons in mechanics; a text-book for colleges and technical 
schools, by William S. Franklin and Barry MacNutt. Beth 
lehem, Pa., Franklin and Charles; ,etc., ete., 1919. 
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Franklin, William Suddards, 1863-1930. 

Light and sound; « text-book for colleges and technical 
schools, by Wm. 8S. Franklin and Barry Macnutt. New York, 
The Macmillan company; London, Macmillan & co., Itd., 1909. 
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Franklin, William Suddards, 163-1930. 

Mechanics and heat; a text book for colleges and technical 
schools, by Wm. 5. Franklin and Barry Macnutt. New York, 
The Macmillan company; London, Macmillan & co., Itd., 1916. 
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Franklin, William Suddards, 1563-1930. 

Poynting’s theorem and the distribution of electric field in- 
side and outside of a conductor carrying electric current, by 
William 8. Franklin .. Lancaster, Pa., Press of the New 
era printing company ,1901, 
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Franklin, William Suddarde, 1863-1930. 

Practical physics; a laboratory manual for 
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C. M. Crawford and Barry Macnutt’... New York, 
The Macmilian company; London, Maciiilian & co., 
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Franklin, Conn. Congregational church and society. : 

Records of the Congregational church, Franklin, Connecti- 
cut, 1718-1860, and a record of deaths in Norwich soci- 
ety, 1763, 1778, 1782, 1784-1802. Published jointly by the 
Society of Mayflower descendants in the state of Connecticut, 
and the Society of the founders of Norwich, Connecticut. 
Hartford, Conn., 1938. 
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Franklin, Mase. 

The record of births, marriages and deaths in the town of 
Franklin, from 1778 to 1872. Ed. by Orestes T. Doe, town 
clerk. Franklin, Mass., Printed at the office of the Franklin 
sentinel, 189%, 
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Franklin, Mass. Public library 

Catalogue of books of the Franklin library association, 
February, 1875. Boston, Rockwell & Churchill, 1875. 
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Franklin, Mass. Public library 

Catalogue of books of the Franklin library associa- 
tion. September, 1885. Boston, Press of Rockwell and 
Charchill, 1885. 
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Franklin, Mass. Public library. 

Catalogue of the Franklin public library, ine luding a classi 
fied finding list and an index of authors Franklin, Sentinel 
pub. eo., 1892 

ID. sivp 2 

Copy 2 
Supplement to the catalogue containing @ list of the 
books added since 1892. Franklin, Sentinel pub. e9., 18% 

cover-tithe, B12 p. 2. 

Second supplement to the catalogue, contai ng a list of 


the books added 1s05-1808. Franklin, Sentinel pub. co, DS0o 
cover-tithe, 3-13 p 2. 
Copy 2 
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Franklin and Bristol railroad. 

Act of incorporation and by-laws of the Franklin & 
Bristol railroad. Coneord |N. H., Printed by EF. B. Tripp, 
1847 


1 New Hampshire Laws, statutes, ete 
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Franklin and Marshall coliege, Lan- 
caster, Pa. 
Founded in 1653 by the union of 
Franklin college and Marshall 
college 


For all publications before 
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Franklin college, Lancaster, Pa. 
Marshall college, Mercersburg, Pa. 


Franklin and Marshall college, Lancaster, Pa. 

Addresses delivered at the inauguration of Rev. Eman- 
uel V. Gerhart, a. m., as president of Franklin and Mar- 
shall college, Lancaster, Pa., July 24th, 1855 ... Cham- 
bersburg, Pa., Printed by M. Kieffer & co., 1855. 
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Contents — Introductory address By Samuel Bowman 
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dress, The vital principle of college education By E. V. Gerhart 


1. Education—Addresses, essays), lectures, rete, 1 Gerhart, Emanuel 
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Franklin and Marshall college, Lancaster, Pa. 
Charter and by-laws of Franklin and Marshal! college. 
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Dedication of Franklin and Marshall colle, 
easter, Pa., May 16th, 1856. Introductory by 
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Franklin and Marshall college, Lancaster, Pa 

Dedication of the Fackenthal library of Franklin and Mar 
shall college, Tuesday, May thirty-first, nineteen hundred and 
thirty-eight. Lancaster, Pa. ,Franklin and Marshall college, 
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Franklin and Marshall college, Lancaster, Pa. 

Formal opening of Franklin and Marshall college, in the 
city of Lancaster, June 7, 1853: together with addresses de- 
livered on the oceasion, by Hon. A. L. Hayes, Rev. J. W. 
Nevin, p. p., and Right Rev. Alonzo Potter. p. p. Lancaster, 
’a.. Pub. by order of the Board of trustees, 1853. 
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Franklin and Marshall college, Lancaster, Pa. 
Laws and regulations for the government of the officers 


and students of Franklin & Marshall college. Lancaster, 
Pa., J. H. Pearsol, pr., 1853. 
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Cover title Rules and regulations 
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Franklin and Marshall college, Lancaster, Pa. Alumai 
association. 

Directory of living alumni of Franklin and Marshall col 
lege. arranged in classes, geographically and alphabetically. 
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Robert J. Pilgram, editor. 
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association. 
Report. 
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Franklin and Marshall college, Lancaster, Pa. Goethean 
literary society. 

Historical account of the Goethean literary society of Frank 
lin and Marshall college, together with a register of members, 
1825-1940, by Henry James Young Lancaster, Pa., Frank- 
lin and Marshall college, 1941 
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comprising the towns of Franklin, Norfolk, Wrentham 
and Bellingham, Massachusetts. 1902 South Fram- 
ingham, Mass., A. E. Foss publishing co., 1902 
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Franklin bank of Baltimore. (Aarters 

Charter of the Franklin bank of Baltimore. Baltimore, 


Printed by Lucas & Deaver, 1836. 
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Pranklin before the Lords in Council, London, England, 
in the year 1774. For the first time printed, contain 
ing all the answers to the questions that were put to 
him by the Council, The answers given by Franklin 
were not found until after the death of Benjamin 
Franklin, and for the first time published in Philadel- 
~ in 1801, and never published in any other form. 

New York, T. T. Frver, 1918 
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The two hundredth anniversary of the birth of Benjamin 
Franklin: celebration by the commonwealth of Massachucetts 
and the city of Boston, in Symphony hall, Boston, January 17, 
1906. , Boston, Printed by order of the Massachusetts 
court and the Boston City council, 1906. 
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January seventeenth, 1906 ... ,Cambridge, rapa al 
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Henry S Pritchett, chairman on the part of A of Boston 

1. Franklin, Benjamin, 1706-1790. 1. Title. 
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Franklin bookshop, Philadelphia. 

Americana curiosa et Quakeriana ; a remarkable col- 
lection of printed and manuscript archives relating to the 
colonization and religious history of the United States. 
For sale by the Franklin bookshop. Samuel N. Rhoads, 
proprietor ... Philadelphia, Pa. hilade elphia, 19161 

cover-title, (-58 p. facsims. 274° 
Catalog no. 35 Season 1916-17 


Running utle Americana curiosa, ete. Cat. no. 35. 
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Franklin business association, / rank/in, Mass. 

Bicentenary of Benjamin Franklin's birth, January seven- 
teen, nineteen hundred and six. Under the auspices Franklin 
business association, Franklin, Massachusetts. (Franklin, The 
Sentinel press, 1906, 
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Franklin canal company, 
Pennsylvania section of the Erie and Cleveland rail 
road. Exhibit. New York, Printed by W. W. Rose, 1851. 
cover-title, J)-24 pp 22™. 
Caption title Ym pe rd section of the Erie and Cleveland railroad. 
condition and 


Exhibit of the of the railroad authorised to he con- 
structed by the Franklin canal company. 


|. Railroads—Pennsylvania. 1. Title. t. Tithe Eric and Cleveland 
railroad 
A23-1976 
Title from Bureau of Railway Economics. Printed by L. C. 


The Franklin club of St. Louis. 

An exhibition of books: prints: drawings manuscripts & 
letter~ commemorative of the centenary of Charles Dickens. 
‘The Franklin club of St. Louis (at the St. Louis artists’ guild> 
from February 7 to 12 inclusive, spcocexm. St. Louis, Wood- 
ward & Tiernan printing co., 1912, 
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A collection of 350 autograph letters 
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Franklin college, Athens, Ga. 
see 


Georgia. University. 


Franklin college, Franklin, Ind. 
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Franklin college, Franklin, Ind. Board of trustees. 

First half century of ... Franklin college ... Franklin, 
Ind. ,1834-1884, Jubilee exercises. June 5 to 12, 1884. 
Addresses, historical, biographical and statistical matter, 
poem, hymn, general catalogue, ete. Cineinnati, Journal 
and messenger, 1884 
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Franklin college, Lancaster, Pa. 
Founded 17&7. United in 1853 with 
Marshall college, Mercersburg, Pa., 
to form the Franklin and Marshall 
college 


For all publications after 1853 
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Franklin and Marshall college, 
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Franklin co., Mass. 
Treasurer's report of the receipts and expenditures; ; 
county commissioners’ report upon the affairs of the county .. 


(Greenfield, 19 
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Cherington printing co., 1895. 
wp 6 
caB-92 Unrev'd 
Library of Congress HG2626.C7) 


FB 
(Copyright 1895. S801) 
Xan 


Franklin county pioneer asmociatum, Columbus, 0. 

In memory of soldiers of the war of 1812 from Franklin 
county, erected by the Franklin county pioneer association, 
Columbus, Ohio, May 13, 1924 Columbus! 1924, 
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memorial tablets erected in Memorial ball, Columbus, 


Description of 1 
O., with historical address at the dedication by Edward Livingston Tay- 
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Franklin county public hospital, 
Greenfield, Mass. 
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for iowns of Ashfield, Bernardston, 
Buckland, Charlemont, Chesterfield, Colrain, Conway, 
Cummington, Deerfield, Erving, Gill, Goshen, Hawley, 
Heath. Leyden, Millers Falls, Monroe. Montague City, 
Montague Center, New Salen ;!; Shelburne, Shelburne 
Falls, Northfield, Rowe, Sunderland, Turners Falls, 
Warwick, Wendell, Whatley ... Springfield, Mass., 
H. A. Manning co., °1913- 

» ae 


1. Franklin Co, Mass —Direct 2 Hampshire Co, Mass —Direct 


17513 


Library of Congress F72 FRAIS 


Copv right 


Franklin D. Roosevelt library, Hyde Park, N.Y. 
Annual report of the archivist of the United States as 
to the Fraaklin D. Roosevelt library, Hyde Park, N. Y. 


1939 /40- 
Weshington, U. 8. Govt. print. off., 1941- 
* pl 2. (0. 8, National archives 
publication no. 16, 
Report year ends June 80. 
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Franklin D. Roosevelt library, inc. 
Transcript of the cornerstone ceremony of the Franklin D. 
Roosevelt library, inc. at Hyde Park, New York, Sunday, No- 


vember nineteenth, nineteen hundred and thirty-nine... (Hyde 
Park, 1939, 
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The national course in physics ; experiments in physics 
for secondary schools, from the report of the ‘‘ Committee 
of ten,’’ appointed by the Nationa! educational associa- 
— A list of the an a oy experiments recomme' 

l dard text-books and a 
fall. description and cost of eqnerates for performing the 
same. Manufactured and sold by Franklin educational 
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The Pranklin farmer, devoted to improvements in the 
science of agriculture, the practice of husbandry, and 
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Washington, D.C, Franklin fire company. 
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Franklin inetitute, Philadelphia. 

Founded and incorporated Ls Act of incor- 
poration amended 1864. The full corporate title 
of the institute ie "Franklin institute of the 
state of Pennsylvania for the promotion of the 
mechanic arte,” but the shorter form has been 
adopted for convenience in the headings. 
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Franklin institute, tn 
Address of the C: i and 
of the Franklin institute of the state of Pennsylvania for 
the promotion of the mechanic arts : with a list of the pre- 
miums offered to competitors at the ninth exhibition, to 
be held in October, 1 Philadelphia, T. W. Ustick, 
printer, 1835. 
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Franklin institute, PAiladel phia. 
... Announcement and program of lectures. 
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Franklin institute, P//ladelphia. 
Catalogue of the Franklin institute exhibition 
Philadelphia, 18 
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Franklin institute, Philadelphia. 

( —y and by-laws of the Institute. a - laws of 
the Board of managers. 
on science ‘and the arts. Philadelphia, The Institute, 
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Franklin institute, Philadelphia. 

Charter of incorporation, constitution and by-laws of 
the Franklin institute of the state of Pennsylvania for 
the promotion of the mechanic arts. To which is 
a list of members, and of the officers for 1824. Together 
with the first quarterly report of the Board of managers, 
made to the institute at a meeting 15th, 
Published by order of the institute. Philadelphia, Print- 
ed by W. Fry, 1824. 
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Pranklin institute, Philadelphia. 

Commemorative exercises at the celebration of the sev- 
enty-fifth anniversary of the Franklin - of the 
state of Pennsylvania for the 
arts, hgld on the evenings of October 2, 34. 5, 6 and 7, 
1899, in the convention hall of the National export exposi- 
tion. Philadelphia, Hall of the Franklin institute, 1900. 
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1890, 
Mp. 20" 


1. Periodicals — Bibl — Catalogs 
541862 


Library of Congress 


74S TRs 1990 


Franklin institute, /hiladelphia. 


The Gill school city; a new system of moral and civic 
education; testimonials from principals and teachers of 
public schools of Philadelphia and other cities, opinions 
of the press, official reports of results in Cuba, ete. Sup- 
plement to Report on the Gill school city, by the Franklin 
institute of the state of Pennsylvania, through its Com- 
mittee on science and the arts, pub. in the Journal of the 


School city committee. 


Franklin institute, for December, 1903. Philadelphia, 
1904. 
Sp 2 


1. School city—Philadelphia. 2 School city 


£9 1425 


Library, U.S. Bur. of Education LB3094 F851 


Franklin institute, 
metric system 


Philadelphia. Special committee on the 


The metric system of weights and measures; — of 
a special committee to consider the feasibility and advisa 
bility of the adoption of the metric system in the United 
States, with discussion thereon. Re »printed from the 
Journal of the Franklin institute, |une-September, 102 
Philadelphia, 1902. 
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Library of Congress. no 
Franklin institute library, Syracuse, N.Y. 
Catalogue of the Franklin institute library, of Syra- 
ense, Syracuse, 8. Haight. printer, 1851 
ap a 
& 24054 


Library of Congress 738! SWZ 


Franklin insti- 
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Franklin institution, Veo Haren 


Outline of the Franklin institution of New Haven. 
Haven, Baldwin and Treadway, printers, 183-— 
0p 21°. 


Signed Chartes U. Shepard, curator of the Frunkiio insritution 


Pranklin iiterary society, Jefferson 
(New college 
see 


Jefferson college, Canonsburg, Pa. 
Fren«lin literary society. 


1. Shepard, Charlies Upham, 1804-156. 
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Library of Congress TiS? 


Franklin lectures. v. 1. no. 1 (dune 1935) 


frandélin literury society. Larayette 
col.cge. JZaston, Fa. 
Sunapee, N. HL, Franklin lectures, ine., “1005 
. see 
The Franklin lectures is a ual created for the publication of 
tradnute schol work "6. 1, 1 4 Laf vette college. ci:iston, Pa. franklin 
titerary society. 
A #1905 
Grows ener Liwary woes 
lor Library of Congress 2 
Franklin library association, Judson, N. ¥. ?ranklin lodge, no. 6, Lebanon, W.H. 
By-laws and catalogue ef books of the Franklin library 
association of the city of Hudson. Hudson, Bryan & see 
Moons, printers, 1849. 


Zip 2 Wee Franklin 


B 24000 
Library of Congress 


7881887 49 
Franklin library association, /udson, N. ¥ 


Franklin lyceum, Hoboken, N. J. Library. 
by-laws and catalogue of hooks, of the Franklin library 











> - ) ( ‘etalogne of the library of the Franklin lyceum ... Ho- 
association, Hudson, N. Y. Hudson, R. Vau Antwerp, te 
La . RVs . Ts, 1873. 
printer, 1855. ’ boken. X. New York, Livesey bros., pris 
oo werstitle, 3tp. 144%. 
S20 
S-37S2at 
Library of Congress 2881 His87 "SS Library of Congress 7881 HOW 
Franklin library association, //idwn, V. Franklin lyceum, (003406. 
Catalogue and index to authors, of the Franklin lhrary; Dedication of Lsceum hall by Francis EF. Hop 
and bydaws of the Franklin library association, Mud« pin, and poem, by Henry ¢ del vered upon the 
Y.. March, Is72. Taebon, Dewan & Webb, printers, Is72 eceasion of opening the new rvems of the Franklin lyceum, 
ip ae November 19, Lnos, with a sketch of the other dedicatury exer- 
Phase seater bent cises. Providence. Peunted by order of the Franklin lyceum, 
1859. 
Bp 2 
1 Hepyin Peace & t Wietaker Henry tay. Ists-1887 
wm See 
Mibrary of Consress ZSsLbissT Ist Libeury of Congress LP lee a 
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Franklin lyceum, P)ovidence, RI. Library. 
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library in 1890. 


Franklin library association. /urwrence. if 


5 Collection acquired by the Providence public 
Lawrence. Mass. Free public library 
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Franklin 


Franklin lyceum, Providence, R. 1. Library. 

Catalogue of the library of the Franklin lyceum, Provi- 
rovidence, A. C. Greene & brother, printers 
to the state, 1857. 
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Library of Congress 7381 P96RZ 


The Franklin Minerva. v. 1 (no. 1-261,); Feb. 2, 1790-Jan. 


181, 1800. Chambersburg. Pa., Printed by G. K. Harper, 
1799-1800 
le @ biweekly 


Caption title 
No more published 
L_ ( set incomplete: no. 9, 11, 16-17, 20-21, 23-24, 26 wanting 


29 12804 
Linrary of Congress AP2 AQFS 
Pracklin patriot. Sept. 16-Oct. 2, 1847. Apalachicola, 
Fla., 1847 
x ny 
ed once m four or e 
rep hed 
Flonita—F & gat Is 
13-1402 
Library of Congre JKA401.F7 


The Franklin printing catalog digest. v. 1 


Salt Lake City, Utah, Porte publishing company ,192 
191" = monrhly 
T artes New 102 The Catalog digest; 


Zine of ideas (eubtitie varies) 


The Frenklio printing catalog digest 


a little maga- 


1 Printing Period 
4-16081 
Library of Congress Z119 Fes 
12) 655 06, 
Franklin printing company, /’/iladelphia 
Printing in 3° languages for export trade, a record of 
actual aecomplixhment. Philadelphia vcte. Franklin 
printing company “1422 
13 frome, Mus 23™ 
Ir a Specener 2 Type and ty pe founding 1. Title 
2-11558 
1 bear. of Congre 7290 PAS 
Comewhr A 6740S 2 


(Franklin printing trades association, 
; the picket and the wrecking crew 


Organized felony weapons 
;San Francisco, 1914, 


of San Francisco's labor monopoly 
ao =a 


Kaecutive committer FP. T A fd. Frankiio prioting trades 


cnet 
emoriation J 0D Reantree, secretary 


1 Tradeunione Seo Fraocteco. 2 Prioting—History—Sen Fras 
Cero 1 Tithe 


an—ia@ 
H EK Hootingtoo library 
for Library of (oogres 
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Franklin railroad company. 

Great publick improvement. Franklin rail-road com- 
pany ton, Printed at the office of the Mechanicks 
magazine, and journal of publick internal improvement, 
1830? 

8p 27 

Caption title 


1 Raslroads — Massachusetts 


A 22-1054 


Title from Bureau of Kailway Economics. Printed by L. ¢ 


Franklin railway supply company 
The locomotive booster speeds railroad operation 


New York, Franklin railway supply company, ‘1922 
cover-title, 16 p. illus. 19° 
1 Locomotives Tithe 
caZd-316 Unrev'd 
Library of Congress T)@8.F7 
Copyright A 676888 


Franklin railway supply company. 

The locomotive booster, types C-1 and C-2, instruction 
book no. 102, 1927 ed. New York, Franklin railway supply 
company, inc. “1927, 

4p. Mas 179. 


1 Locomotives Boosters 1, Tite. u. Tithe: Booster, The loco 
motive 
27-18743 
Library of Congress T1000 BARS 
Copyright A 10eze11 2 


rranklin reformatory home ior 
inebriates, Philadelphia 


Philadelphia. Franklin reformatory home 
for inebriates. 


Pranklin savings bank, New York. 


Fifty years after, 1960-1910. New York, The Franklin 
savings bank “1910, 


22) p front (port) illus 23° 


11-451 


Library of Congress 


© Dec *% 1910; 2c. Dee. 17, 
. New York, NY 


HG261) NMFS 


1910; A 278316; Franklin savings 


Franklin school, Chicago 
see 


Chicago. Franklin school. 


Franklin school, Pennsylvania hospi- 
tal for insane, Philadelphia 


see 
Philadelphia. Pennsylvania hospital for 
insane. Franklin school. 


Franklin, Société, Paris 
see 


Societé Franklin, Paris. 


Franklin square library 
see 


Harper's Franklin square library. 


Franklin square library company, Lowisville, Ky 
Catalogue of the Franklin square circulating library ... 
Lovisville, Franklin square library company (188-1 


Ip ivi Bip 1. 


& 260n6t 
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Franklin survey company. 

Atlas of Lloomfield, Belleville and Nutley, Essex county, 
New Jersey Compiled from official records, private plans 
and actual surveys Philadelphia, Franklin survey com- 
pany, 1932. 


5p. |. (2), 28 double pl. (loci, 40 col. maps) 614”. 
Lettered on cover Real estate atlas of the towns of Bloomfeld, Belle 
ville and Notley, New Jersey 
L 


red on back: Volume o. Essex county, N. J 


1. Bloomfield, N. J.Descr—Mape. 2. Belleville, N. J — Deser— 
Maps % Nutley. N Deser Mapes 4 Keal property —Ricomfield, 
N 5. Real property—Belleville, N. J. 6 Real property—Nutiey, 
NJ 1. Tithe 

Map 33-4 

Library of Congress Div. of Mapes 

Copyright F 5204 2, 


Franklin survey company. 

Atlas of boroughs of Caldwell, North Caldwell, West Cald- 
well, Essex Fells and Roseland, townships of Caldwell and 
Livingston. Essex county, New Jersey Compiled from 
official records, private plans and actual surveys Philadel- 
phin, Franklin survey company, 1943 

2p 1. (ly, 2 double pl. tocl 32 col maps 614 





Lett wer: Real estate atlas of well, North Caidweti, 
Weert Caldwell von um Caldwell twp. Eanet Fells boro, Roseland boro 
ead Livingston 
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survey company. Atlas of boroughs of Caldwell 
1933. (Card 2) 


Lettered on back: Volume B. Essex county. N J 


1 Caldwell, N. J. —Deecr — Ma fr Nay Tt 
Maps 8 West Caldwell, N. J —- Me 4. Eesex Fells, N J— 
Deecr—Mape. 5. Roselusd, N. J —Deecr —Maps “6 Li Ni 
Deecr—Maps. 7. Real property—Caldwell, N. J. & Real — 
North Caldwell, NJ. © Real property—Weet Caldwell, NJ. 10. Real 

y—Kecex Fella, N. J 11. Real property—Roseland, N J. 12. 
Res! property—Livingston, N J 1. Title 
Map 310 
Library of Congress Div of Mape 
a 


Atlas of East Orange, ‘Onas, and West Orange, Essex 
Compiled from official quik. ‘private 
Philadelphia, Franklin survey 
company, Lewis L. Amsterdam, 1932. 
3 p. 1, (2), 88 double pl. incl. 46 col. maps. #14* 

Lettered on cover on — atlas of (he cities of East Orange and 
Orange, and the town of West Orange, 
Lettered on back: Volume A. Essex county, N. J. 


Franklin survey company. 

Atlas of “Greater Northeast” Philadelphia, Penna., including 
portions of the 23rd, 35th, and 4ist wards. Compiled from offi- 
cial records, private plans and actual surveys Philadelphia, 
Franklin survey company, 1939. 

3p. 1. (2 double) 36 double pl. incl. 89 maps (part col.) 61 x 454* 


Scales of mage vary from 1: 1,800 or 1 inch to 190 feet to 1: 8,400 or 
1 tach to 800 feet 


1. Philadelphie—Descr.—Maps. 2 Rea! property — Philodeiphin 
1 Tithe 


Map 0 64 
Library of Congress. Div. of mays 
Copyright F 14185 2) 


Franklin survey company. 

Atlas of Montclair, Glen Ridge, Cedar Grove and Verona, 
Essex county, New Jersey .. ° ees from official records, 
private plans and sctual surveys . Phi Franklin 
survey company, 1933. 

1p. |, (S), 22 double pl. incl. 27 col. maps. 614". 

Lettered on cover: Real estate atias of Montciair, Gien Ridge, Cedar 


Grove & Verona, NJ 
Lettered on beck: Volume C. Basex county, N. J. 


1. Real property—Montclair, N. J. 2. Real property—Glenridge, N. J. 
& Mostclatr, N. J-"Descr--Maye. "8 Glenridge, Br f-—Desct-—mape 
1. Cedar Grove, N. J.—Deser & Verona, N. J—Descr.—Maps. 
L Title. 

Map 83 38 

Library of Congress Div. of Maps 
Copyright ¥F GSTT 2 


survey company. 

Atlas of “North City” Philadelphia, Penna, including the 
entire 50th ward and portions of the 22nd, 42nd and 49th wards. 
a from official records, private plans and actual sur- 

Philadelphia, Franklin survey company, 1936. 

a Aes ny toca 61 « ey". 


Maps oo the scales of 1: 1,200 or 1 inch to 100 fest and 1: 1,800 fest 
oF 1 inch to 150 feet. 


1. Philadelphia—Descr —Maps 2. Rea! property—Philedeipbia. 
. Tite 


Map 18 
Library of Congress. Div. of maps 
Copyright F 10805 2 


Franklin survey company. 

One hundred per cent “intra city” business property atlas of 
Philadelphia, Penna. This atias will embrace the fifth to tenth 
wards inclpsive, and the 14 principle ;!, outlying business 
centers in Philadel one aes from official 
private plans and actual surveys . 
survey company, 1939. 

1p. L, ®), 29 double pl. incl. 55 mape 61) x 454~ 

Maps on the scales of 1: 960 or 1 Inch to 80 feet and 1: 6000 or 1 
Inch to 500 feet. 


1. Philadelphia —Descr.— Maps. 


records, 
Philadelphia, Franklin 


2. Real property- Philadelphia 


1 Tithe. 
Map 0-85 
Library of Congress. Div. of maps 
Copyright F 1ses8 2, 
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Philadel Franklin survey company ,°1985, 
cover-title, 8 p. L, 21 cum. L incl. 4 mapa 20) 2 424". 
(| Coattpesd op next card) 
a Mapes 7 


survey company. Franklin's Original 
size” property atles, including Miami Beach .. 
(Card 2) 
Printed on one side of leaf only 


“Han-dy 
(°1985, 


1. Miami Beach, Fis.- 2. 
8 Norte Miemi, Fla —Descr—Mape 4 North Miami Beach, Fis.— 


Franklin survey company. 

Plat book of Columbus, Ohio and vicinity, including the in- 
corporated municipalities of Columbus, Grandview Heighta, 
Marble Cliff, Upper po tly Bexley and Hanford ; also por- 
tions of Blendon, Clinton, Franklin, Marion, Mifflin, Perry, 
Sharon and Truro townships in Franklin a Ss Com- 
piled from official records,.private plans and actual surveys ... 
Philadelphia, Franklin survey company, 1937. 

tha rt, 56 double pl. inci. 8 maps. 614 « 46". 


len of maps vary from 1: 1,200 or 1 inch to 100 feet to 1: 4,000 or 
1 ach i et 


O.—Descr.—Maps. 2 Franklia co, O.—Deecr. & trav. — 


cone 1, Title. 
Map 0-14 
Library of Congress. Div. of mape 
Copyright F 10888 2 
Franklin survey 


ey company. 

Property atlas of Absecon Island, N. J. Complete in one 
volume, including Atlantic City, Ventnor, ee city, Long- 
port and Brigantine. Compiled from official records, private 
plans = actual surveys . Philadelphia, Franklin survey 
company, 

lp... 3, Famtteg. tnel. 52 may 

Sen from 1: 1. 


61h x 454". 
mape vary oF 1 inch to 100 feet to 1: 20,400 or 
1 Inch to 1,700 feet. 


1 anaes Ce —Daser— —Maps. 2. Ventnor, N. ] —Deecr—Mape & 


te, N 4. Longport, N. J.—Deecr.—Mape. 5. 
Brigantine, " J ps. 6 Real property — Atlantic City. 

1 y—Ventnor, N. J. & Real property—Margate, N. J. @. 
Real property-— 10. Real ine, N. 
1 Title. 

Map 40-17 
Library of Congress. Div. of maps 

Copyright F 11507 2, 
Franklin survey 


survey company. 

Property atlas of Arlington county, be am showing the 
entire county complete in one volume. Compiled from official 
records, private plans and actual surveys Philadelphia, 
Franklin survey company, 1985. 

1 p. |, ety, 24 double pl, incl, 29 mape (1 col.) 614 x ay. 


Maps on the scales of 1: 2,400 of 1 inch to 200 feet ; 1; 8,600 or 1 inch 
to 300 feet ; und 1: 4,800 of 1 inch to 400 feat. 


Ariingtom co., Gum. & trevy—Maps. 2 Real property—ar 
aide co. Va & Title. 


May 36-88 
Library of Congress 
Copyright F Te 


Div of Mape 


Franklin survey company. 

Property atlas of Chester county, Penna. Complete in three 
volumes ... Compiled from official records, private plans and 
actual surveys by and under the supervision of the Franklin 
survey company ... Philadelphia, Franklin survey company, 
1933- 


*. col. maps. 1) 2474". 


1. Real property—Cheeter co, Pa 2 Chester co, Pa—Deer & 
trav —Maps 1. Title. 


Map 34-11 
Div. of Maps 


a, 
19 


Library of Congress 


Fraaklia 

Frenhite survey company. 
Property atlas of city of Lowell, northern district, Middle 
eux county, usetts, showing the enti 'y complete 


1p. L, &, &2 Goudie pl. tact. 46 col. maps. G2 x 4. 


Beales of vary from 1: 1,200 or 1 imch to 100 fest te 1: 14608 
oF 1 inet to 1 feat. 

1. Lowell, Mass —Deser Mapes 2 Real property—Lowell, Mas. 

1 Tithe. tap 0-2 
Library of Coogrem Div of mags 
Copyright ¥ e008 a 


Franklin survey company. 

Property atlas of city of Wilmington, New Castle county, 
Delaware, showing the entire city (volume one) . 
piled from official records, private plans and actual surveys ... 
Philadelphia, Franklin survey company, *1986. 

1p. 1, ), 24 double pl, incl. 28 col. mapa G2 x 4T™. 


Seales of maps vary from 1; 1,209 or 1 inch to 100 feet to 1: 14,400 
or 1 inch to 1-200 feet 


} 


1. Wilmington, De! —Deser——Mape 2 Rea! property—Wiimingtca, 
Dei. . Tith 


Map 87-18 
Library of Coagress. Div of mage 
Copyright F 9005 a 


Franklin survey company. 


the townships of Chester, Low: 
Aston, WAAL Nether Pp A 
Edgmont, Thornbury, Concord, Bethel a Bi 

Compiled from official records, private plans and actual sur- 





veys Philadelphia, Franklin survey company, 1934. 
Spi.d, 2 pl. incl. 43 col. maps. 61 
Delaware co, Pa.—Descr & trav Maps. Chester, Pa —Deser — 
Maps. 3. Res! property—Delewere co, Pa. 4 Real property—Ches 
ter, Pe. 
Map S47 
Library of Congress Div. of Maps 
Copyright F6«25 3, 


Franklin survey company. 
Property atlas of “lower” Fairfield county, Connecticut .. 
Compiled from official records, private plans and actual surveys 
Philadelphia, Franklin survey company, 1938- 
. maps. 61)* 
Comrents.—_y. 1. Greenwich, Stamford, Darien and New Canaan. 


1. Feirfield co., Conn —Descr. & tray —Mape 2 Real property—Fair- 
Seid co, Conn. 1. Tithe 


Map 40-15 


Library of Congress. Div. of maps 


2, 


Franklin survey company. 
Property atlas of the main line, Penna., including the town- 
ship of Lower Merion and the borough of Narberth in Mont- 
Radnor i 


Delaware county. Compiled from official records, private plans 
and actual surveys... Philadelphia, Franklin survey company, 
1937. 
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1p. 1, ct, 85 double pl. tact, 50 maps (1 col.) 614 = 454". 
Scales of maps vary from 1: 1,800 or 1 inch to 150 feet to 1: 28,400 or 
2.200 feet. 
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Franklin survey company. 

Real estate plat-book of the city of Trenton and borough of 
Princeton, Mercer county, New Jersey. Complete in one vol 
ume. From official records, private plans and actual surveys. 
Philadelphia, Franklin gurvey co., “4930. 

4p. 1, 48 pum, |, 8 1 inet, 2 col. maps. oO. 

« leaf 

a stung v0 from 1: Tabo or 1 Lach to SO feet to 1: 2,400 or 

1 me " 200 feet. 


1 Treston—Deser—Mops, 2 Princeton, N. J.—Deser.—Mape 3 
Rea! property—Trentun, 4 Heal property— Princeton, NL 1, Tithe, 
Map 37-19 
Library of Congress. Div of maps 
Copyright F 1906 a 


Franklin typographical society, Boston. 
Constitution and catalogue of library of the Franklin 


typographical society. Instituted 1824 — incorporated 
1825. Boston, Snow & Wilder, 1850. 
Wp 199" 
1 Printers—Socseties 
628027 


Library of Congress Z120 FRC ‘50 


Franklin typographical society, /o-fon 

\ few 
= aml A purprre 
th the past seventy-five years 


together with some things it has dene 


Cambridge, Mass, The So 


t 





ety. Dniversity: press. 1900. 
tp lap my. 
1} Printing — Societies. 
1 2408 
Livtary of Conares< Zi se 
a37b1, 


Franklin typographical society, Boston 


The proceedings at the printers" festival, held by the 


Franklin typographical society, at Hancock hall, January 
15. 1848. Boston, The Society, 1848 
10 p 2247 
\ddress iby C C Hazewell)”: p. %-65 
Hazewell, Charles C 
7-278 
Library of Congress 2120 FR3 
—- ——— Copy + Waterman pamphiets, v. 33, no. 14 
182641) 


Franklin typographical society, Boston. 
Proceedings of the Franklin ye pape society, at the 
observance of the of i anuary 





17, 1874: with a brief historical y LAK Boston, The So- 
ciety, 1875. 
Op wy. 
List of members, witb year of admission”: p. \57;-0. 
1. Printere—societics. 
21-20531 


Library of Cougress Ziz0res 18% 


Franklin typographical society, Huston. 

A sketch of the history of the Franklin typographical so 
ciety, aml of its library al before the savety at its April 
meeting, by the librarian. Boston, TL W. Dutton & son, 1s60 

wp. 2m. 

Henry Squire, librarian 





1 P..nting— Societies. 1 Squire. Henry 
62684 
Ubrery of Congress 72120 Feit 
3001, 
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Franciin union survey committee 
see 


Survey committee on Franklin union. 


Franklinean library, Setauket, N.Y. 
see 


Froeklinian library com,any, Setauket, 


N.Y. 


Franklinian library company, Setauket, N. Y. 
Catalogue of books, contained in the Franklinean li- 


brary, of Setauket. Instituted June 7, 1806... Sag- 
harbor, (N. Y.), Printed by Alden Spooner.—1807. 
ip 1bx9* 


-: 4 plate laid in: Franklinian library company, Setauket, May, 1806. 
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Library of Congress 


Franklin's letters to his kinsfolk, written during the 
years 1818, '19 & '20, from Edinburgh, London, the High- 
lands of Scotland, and Ireland .. Philadelphia, J. Max 
well, 1822. 
ry 15h 


Preface dated from Baltemore, July, 1822 


1 Gt Brit —Deser. & trav 


329733 
DA625.F83 


Lilraty of Congress 
Franklinton central institute, Franklinton, La. 


Annual catalogue. 
Memphis. Tenn., 


v pl 2a 


cA 10-5609 Unrev'd 


Library of Congress LD7901 FR375 


Franklinton Christian college, Fanklinton, N.C 


Annual catalogue 
Yellow Springs, 0. ete., 
v pl Dae 


Title vane Catalogue 


ca 10-1056 Unrev'd 
LC2S! F8 
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Franklyn, C M. 
Reenerdo de 
Austin, Tex 


México; prepared by C. M 
, Mexican journeys ,19391, 
cover-tithe, numb.1,1. 22228497 


Test, which ts in English, runs parallel with beck of cover 
Mi meographed 


Franklyn 


1. Mexico—Deser & trav 
travel agency) «6. Tithe. 


4iulde- hooks, 1 Mexican jouroeys (firm, 


4144 


Library of Congress 


P1215 Fase 
2 172 


Franklyn, C M 
Recuerdo de México; prepared by C. M. Franklyn. 
Tex., Mexican journeys, *1939. 


22s 2" 
ith back of cover 


;Austin 


2p. 1,98 numb. 1,11 


Test runs paratiet v 
Mimeograpbed 


1. Metice—Deser A trav Guide-books. 1. Mexican journeys (firm, 
travel agency) 1. Title. 
0 5780 
Library of Congress F1215. FSS 
Copyright AA S24) 2, e172 
Franklyn, H Mortimer- 


The unit of imperial federation, a solution of the problem ; 
by H. Mortimer-Franklyn London, 8. Sonnenschein, Low- 
rey & co., 1887 

avi, MOp Ty 


1. Gt. Brit. —Colonies. 1 Tithe 
s 296 


DAs re 
a37bl., 


Library of Congress 


Franklyn, Henry Bowles, 


Outlines of military law and the laws of evidence. By 


Henry Bowle- Franklyn Lomlon, Triibner & co. ete, 
1874 
vill, 162 p. 1220)". 


“Books referred to”: p. villi 


1. Military law 
Gt. Brit 


Gt. Brit. 2 Courtemartial aad courts of inquirs— 
3. Evidence (Law)—Gr. Brit 


19—SIs5 


Library of Congress (32e1, 


Franklyn, Irwin R. 

Flight, an epic of the air, by Irwin R. Franklyn, adapted 
from Columbia's all-talking picture by Ralph Gum, a Frank 
R. Capra production, produced by Harry Cohan, illustrated 
Hany scenes from the photoplay. New York, Grosset & Dun- 
lap “1929, 


3p. 1, 245 p. front. plates. 194". 
1. Tithe. 
20-22650 
Library of Congress PZB. Fssrr! 
— ——— Cngy 8. 
Copyright A 14435 2 
Franklyn, Irwin R. 
For hiré, by Irwin R. Franklyn New York, W. Godwin, 
ine., 1 
Spl, 2p. 19° 
1. Title 
324108 
Library of Congress PZ3.F85TFo 
— ——— Copy 2. 
Copyright A 48452 oo 








Franklyn, Irwin R. 


Knights of the cockpit; « romantic epic of the flying ma 


rines in Haiti, by Irwin R. Franklyn 


New York, L. Mac 


Veagh, The Dial press; Toronto, Longmans, Green and co., 


1931 
vill p, 11, 310. 104 


1 Title 

Library of Congress 
~~ Copy? 
Copyright A 34557 


Franklyn, Irwin R. 


Song of love, novelized by Irwin R. Franklyn 
icture by Howard Green and Henry 


all talking Columbia 





31-5708 
P23 FSOTKoe 


“ty 


from the 


McCarthy, produced by Harry Cohn, starring Belle Baker, 
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Waste in human energy and the cost of untrained youth. 
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1928 

lip 239210. 


1. Vocational education 1. Title 


Ew 2 
Education LC1063.Ft 


3 


Library, U. 8. Dept. of 
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The bee and the wasp. A fable.—In verse. With de 


signs and etchings, by G. Cruikshank Lomwlon, C. Tilt, 


1832. 
16 p. 4 pl. (inel. front.) 174°* 
Dedicated “To Richard Fr sk by his fathe 


First edition, with riginal eave paper wrappers. 


Prefa ¢ to second 
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Franqué, Wolfgang von, 1905- 

Luxemburg, die belgische revolution, und die miichte, von 
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Franquesa, Joaquin. 

Contrabando y defraudacion. Ley reformando la legis 
lacin penal y procesal en la mgteria. con arreglo 4 la ley de 
bases de 19 de julio de 1, con la jurisprudencia del Tribu 
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disposiciones complementarias, por Joaquin Franquesa 
Madrid, Hijos de Reus, 1916. 
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Franguet, Amable Charles, comte de 
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Franqueville, Amable Charles Franquet, 
comte de, 1840-1919. 


Franquet, René. 
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Frans Hals-museum der gemeente 
Le systéme judiciaire de la Grande Bretagne 





Paris, uarlem 
J. Rothschild, 1893. 
2. tales, oe see 
Covrents —t. 1. (organisation Judiciaire 


t. 2. La procédure civile et 


crimineiie uarlem. Frans Hals-museum der gemeente 
Haarlem. 
1 Law—Gt Brit Mist &@ crit 2 Courte—Gt. Brit. 3. Civil pro 
edure—Gt Brit, 4 (Criminal proedure—Gt Brit 1 Tithe 
2 ew 
Library of Congress nated 
Franqueville, Charles, 1640-1919 Franscina Santya 


see see 


Fran uevil.e, Amable Charles Franquet, 


<oravji, Franscina Santya, 
comte de, 184-1919. 


1633 or 34- 
1910. 


Franguevilie, ime. de Latour Je Franscini, Stefano. 

_ Neue statistik der Schweiz, von Stephan Franseini 
Nach der zweiten giinzlieh umgearb. ausg. aus dew it 
lienischen iibersetzt, und mit anwerkungen von eine) 
schweizerischen  stantsmanne Haller 
1848-51, 


Latour de Franquevilie, Mme. de, d. 1789 veresheu. eve 


2 ¥. tables 


Ed 


Nachtrag, aus der italienischen handschrift 
abersetzt. Bern, Haller, 1851. 





ssp. thw fold map. tables 21 

1 Switzerland—Econuame comedytren 2 Switverlawl— Stat 
5.210874 

Library of Congress 107 Pay 





Franscini, Stefano 
Nuova statistica della Svizzera di Stefano Franscini ... 
Lugano, Tipografia della Svizzera italiana, 1847. 


2. tables 2357 


— Tavole statistiche per servire di sw 
mento. Lugano, Tipografia della Svizzera italiana, 1 L 


iv, U3 p. 11 fold map, tables 27 


1 Switzerland —Econome conditions 2 Switzeriand—Stat 





$-21949- SOF 
Library of Congress HC PR 
Franse, Jasper, sane- ed 
Hypothekair-. kadastraal boek, door J. Franse. 


Zierikzee, A. M . van Dicer. 1989 


40.1, 3-35 p. 1k 9210 
1. Mortgages —Netheriands. 2 Real property —Netheriands. 3. Mari- 
time S Netherlands 1 NetDeriaods (Kingdom, 1$15- ) Laws, 
statutes, ete. u. Tithe 
‘3438815 


Library of Congress 


Fransen, J. 
Les comédiens francais en Hollande au xvrr* et au xvi 


siécles Paris, Champion, 1925 
iv p. 21, 3-476 p, 11 Mus (fecsims.) samen ot. port. 2=. 
(wee sine Bibliothéque de la Revue de littérature comparée ... ¢ r5¥) 
“Bibliographic” : p. 413-424 
1. Theater—Netheriands—Hist. 2 Actors, French. 1 Tithe 
7-368 
324, 
Library of Congress PN2712. FT 
Fransén, Natanaél, 198:- 
Utkast och riktlinjer i kyrkomusikerfrigan. En upp- 
gift, vardig reformationsjubileet. Den afgérande wah 


ten betraffande virt folks musikkultur 
Linkoping, 
eri, WF 


Af Nat. Fransén 
\. b. Ostgota correspondentens boktryck- 


ap 20 

1 Chorch munic— Sweden. 

Full name> Oskar Natanacl Fransém 
22-15571 
| brary of Congress BV 0. Fe 
Fransén, Oskar Natanaél, 1662- 
see 

Fransén, Natanaél, 1682- 


Fransen, Petronella, 1901- 
Leibniz und die friedensschliisse von Utrecht und Rastatt- 
Baden: eine aus grésstenteils noch nicht verdffentlichten quel- 
len geschipfte untersuchung. Purmerend (Holland) J. 
Muusses, 1933. 
tpl, Mop my. 
At head of title: Dr. P. ee 
Isnued also as proefechrift, Leyden. 
“Renutste Pp 
1. Lethaia, Gottfried Witheim, fretherr ron, 1646-1716 
4. Europe— 


2 Utrecht, 
feetv of, 1713. 3. Restatt, Treaty of, 1714. Hist 


1648 
‘36-10028 
40.22 


Livrary of © D2S35.F73 1983 
ongress 


CATALOG OF PRINTED CARDS 


Fransen van de Putte, Mevwr. J 
L Maris- 


Maris-Fransen van de Putte, Mevr. J 
L 


John. 

The world in minature: or, The entertaining traveller. 
Giving an account of every thing necessary and curious; as 
to situation, customs, manners and other curiosities, be- 
longing to each country With several curious and useful 
tables. The 2d ed., much enlarg’d By Mr. John Fransham 

London, J. Torbuck ,ete., 1741. 

2 ¥. plates (part fold.) 17. 


1. Geography —1Tth-18th cent 1 Title 
528148 
library of Congress 121 FS 
(a30e1, 


Fransioli, Joseph, 1417-1890. 
Patriotism, a Christian virtue. A sermon preached 
by the Rev. Joseph Fransioli, at St. Peter's (Catholic) 


church, Brooklyn, July 26th, 1863. (New York, 1863 
8p. 2°". (Loyal publication society. (Pamphlets; no. 24) 
Caption tithe 


Differs from another edition in arrangement of type, p. 8 beginning 
Who love; and from a 34 edition in having no printing on p 8 after the 
word “visitation.” 


LU S —Hist —Ciwil war—Addresses, sermons, etc 


12-27514 
Library of Congress E458.L93 
Fransioli, Joseph, 1817-1890. 
. Patriotism, a Christian virtue. A sermon preached 





sioli, at St. Peter’s (Catholic) 
26th, 1863. "New York, 1863, 


(Loyal publication society. :Pamphiets; mo. 24) 


by. the Rev. Joseph Fri 
chureh, Brooklyn, July 


8p mr 


c title 
Differs hom wo other editions in arrangement of type, p. 8 beginning 
country, his 


1. U. S—Hist —Civil war—Addresses, sermons, ete 
12-27515 


Library of Congress E458 L93 


Pransioli, Joseph, 1817-1890. 


Patriotism, a Christian virtue. A sermon preached 
by. the Rev. Joseph Fransioli, at St. Peter’s ( Eatholie) 
church, Brooklyn, July 26th, 1863. ~New York, 1963; 


8p 2~ (Pamphlets; no 24) 
Sonor title 
fers from another edition only in arrangement of ¢: & hegn- 
who re, oe — and from a 3d edits 
oe Te hot i as On in pricing at foot of 


(Lay al publication society 


1. U S—Hist —Civil war—Addresses. sermons, etc 


EAs.L92 12-27516 


E458 L93 


Library of Congress 
Copy 2 


vol 1 





\Fransoni, Domenico, marc/ics 


La vera patria di Cristoforo Colombo giustificata a 
favore de’ Genovesi contro le eccevioni di chi prete nde 
hon appartenya alla nasione suddetta, e di chi si studia 
provare non essere state il prime a scoprire il continente 
Americano, ma bensi Americo Vespucei . Koma, 
Nella stamperia di LP. Salvioni, S14 








Depp, TL geneal, tal, ° 
Subject entries: 1 vistecbemes, Tides 10) — Birthplace i 
2. Colonie family. 4. a bean Ad ily ee 
Lilvrary oof Congress, ne Hes ee 
155 


Franssen 


Franasen, Casper Johannes Hubertas. 
Aphis fabae Scop. en sanverwante soorten in Nederland ... 
Wageningen, H. Veenman & sonen, 1927. 


6p.1, 0, 2). Mes, a plop il, 249". 
 Wagrninges. 

ingen”: 1 leaf laid to. 
“Literataurtijet” : p. (73,-75. 
1, Plant-lice. (1. Aphididae, 

Agr 28-1388 
Library, U. 8. Dept. of Agricultore 4317852 
ra 
Franasen, Casper Johannes Hubertus. 


. De levenswijze en bestrijding van den sjalottenuil (La- 
phygma evigua Hbn.) o Java (with a summary in English) 
door dr. C. J. H. Franssen Weltevreden, Landsdrukkerij, 
1930. 

fv, 2), (2-23, 2) p. 3 spi 7- (Bulttensorg, Instituet voor plas 
tenziekten. Mededeelingen 

t head of title’ Depertement van landbouw, nijverheid em handel. 
sLateratwertijet” p 2 


1. Lapbygma exigua 


Agr 30-1405 
Library, U. 8 Dept. of Agricultore 464.9Ea72 a0. 77 
Library of Congress (SBT13. | DeBT no. TT) 
ca 


Franssen, Casper Johannes Hubertus. 

. Over biologie en bestrijding van den randoekolfboorder, 
Mudaria variabilis Rpke. (Lep., Noctuidae), door dr ir C. J. 
H. Franssen, dr Ph. Levert en ir J. A. van Duyvendijk .. 
Batavia, Landsdrukkerij, 1968. 

70 p.. 11. incl, tables. ye 
Algemeen proefstation voor 
At head of title Joab nan, van 
landbouw 
Mededeelingen van bet Instituut voor plantensiekten no 100. 


Summary to English 
“Literatuur™ : p. 2-48. 
1. Mudaria variabilie, 2. Silk cotton tree—Pests, Levert, 
Philip, 1906- Jotot m Duyvendijk, J 1 wea, joint author. 
Agr 42-270 
U.S Dept. ofagr. Library 100.5EaT3 ne Si 
for Library of Coagress 


Franssen, Herman. 

Jeoordeeling van de conjecturen op den tekst van het 
Evangelie van Mattheus Utrecht, A. H. ten Bokkel 
Huinink, 1885. 

xii, 199, typ. 2* 


Proefschrift—Utrecht 


64174 


Library of Congress 


Franseen, Lucy Mary Pierson- 
see 


Pierson-Franssen, Lucy Mary. 


Franssen, Max. 
Le< perspectives de I'nnification du droit de change 
depuis 1910. Paris, B. Duchemin, 1930. 


it ane 


1. Bills of 1 Tithe, m Tithe: Change, Les pertpe: thyes 


exchange 
de Vunification du drott de 
210 
Library of Congress a 





LIBRARY OF CONGRESS 


Vrantiovit, Bortvoje J 1897- Cs 











Helsingfors, 1930, 
15 p. incl. tables, diagre. 24°. (Seggre eentiosen Canta. Com 
physico 2 
Caption title 
1, Winds. 2 —Fipiaod 1 Timala, Finland. Suomen 


serologisen tutkimuksen keskoo 


Title from Joba Crerar 


Libr 
Library of Congress (Q60.F855 vol. 6, mo. 14) 


ry 


Franasila, Matti Olavi, 1905- 

Die hiufigkeit der verschiedenen windgeschwindigkeiten 
und windrichtungen am Aerologischen observatorium Ilmala, 
von M. Franssila Helsingfors, 1937, 

22 p incl. tables. diagrs 237. (Societas sclentiarum fensica. Com 
physico a tx, 12) 





Caption title. 


1 nds. 2 Meteorology ‘Putane 1. Iimala, Finland. Suomen 


pA... tutkimuksen kesku 

AC 38-8702 
(Q00.F555 vol. 9, no. 12) 
a (530.82) 


Joho Crerar library 
for Library of Congress 


Pransson, Gustav, |‘*)7 

Middle English surnames of occupation, 1100-1350, 
with an excursus on toponymical surnames, by Gustav Frans- 
son. C. W. K. Gieerup; London, Williams & Norgate, 
Itd. ; ,ete., ete., 1935, 

217 p. 2i™ (Lund studies to English; Professor Etlert Ekwail, 
etitor, mm) 

Bibliography | p @-14. 

L wy Persoval English 2 English language = 
Names 8 English language =e a “Es, ee 
4 Occupations— Terminology 

(Pell nome: Gustav Hugo Fransscoo, 
wm 00s 

CE2806.F7 

#041, vee 


Library of Congress 


Fransson, Gustav Hugo 


Fransson, Gustav, 1907- 


:Frantia, _ Marie F@icité, 1778-1868. 


oat to te deeadtnce te TRenpioe comate feats 
la mort de Charlemagne Paris, Lagier, 1 
Sy =a. 


1, Middle ages— Hist. 1. Tithe. 
18880 
Library of Congress mitre 
03041) 
Frantisek Josef, cisera kral 
see 


Franz Josef, emperor of Austria. 


sazoma o Ap casery & 
sauna. Beorpas, abd, @ EmumapCEO mpeaysehe r , 4 
1935. 





4p L.Mig. a. 


Drebavol savet. 


¥ via 2 Courte—Yagosiavia. 8. Adminis 
trative law — Yugoslavia. ¥ 


1 Yugoslavia. Laws, statutes, ete. a 


41-007 
Library of Congress 2 


Frantlovi¢, Borivoje J 1897- ed. 

Oaayre Ap casera « yup cyaosa m0 sazomy 
© menocpeamam nopesuma ... cpeaso Bopmsoje J. Opamr- 
aosnh Beorpas, Maaasavea xmamaprana [. Koma, 1932- 

. 





i “ ¥ reports, digests. etc —Yugoslavia 2 Ag oy 
law Income tax —¥ vie—-Law Yugoslavia val 
savet 7 Yugoslavia. Laws, statutes, ete Title 

87-80887 

Library of Congress 3 

Frantlovié, Borivoje J 1e0t~ od. 





3amon 0 DOCAOSHOM peay y Ap casery a 
cyaosuma. Ca ” y on 29 “Opa 1929 
fod. O6jacnno Aocagamnom ie am gem re c 
Bopusoje J. Opantaosah . com Seen ——— 


uuua T. Kona, 1930. 
2p. 17°. (36upua sanoma... ce. 190) 





1. Yugoslavia. Drshavol savet. 2. Courte— Yugosiavia. Admio- 
ietrative law — Y 1 Yugosiavia. Laws, aioe Os a. 


via 
Yugoslavia. Courts. mt. Title. 
41-88706 
Library of Congress 2, 


Franfsev, Viadimir Andreevich, 1867- 

A. C. lymaams o% vemcnon autepatypt. BaGsiorpadu- 
wecnie watepiamm co6pass B. A. Opauness Cauernerep- 
6yprs, Tanorpadia Aunepatopcwon axajemia mayer, 1898. 

ip t,wp 2. 


“Otatasuul orrucn» axe uxvi-ro Céopamna Oratsenia pyccuaro 
soma  caosecwocTH HmnepaTopcnof axaaemin Haye. 


1. Pushkin, Aleksandr ew. Bibi - Pusbkin, Aleksandr 
no, Aleksandr Se 


gevich — ‘Translations - ~ Bibi. Pusbk! 
Appreciation Bohemia 
s7-82719 
Library of Congress 78718. FSS 
2, 012 


Franfsev, Viadimir Andreevich, 1867- 
an J. Grot, napeal Viedimir A. Francev. V Praze, Nékla- 
em Ceské akademie véd a umén{, 1935. 
% p. front (port) 21°. 
“Soupis pract prof. dr. Konstantina J. Grota”: p. 87-06. 


o ER Renmente Cnortoven, 1008-1006 1 Cemté abedomie ved 


37-8410 
PO2084.07F7 
2, 928.917 


Litrary of Congress 


@panuyscnme capanjamume GOprpeTm XVI-XVjI BeKOS; scTy- 
nuressmas cratea « npawevanna E. T. Morragt. Jlennn- 
rpaa, Haaaterscrao Jlenumrpaacnoro o6aactmoro comsa Co- 
sercanx xyAomnanos, 1936 in ath 
30, 1). 21 plates (1 col. mounted) 

Added t+ Portraits trenale au crayon xvi-xvil slécles, préface et 





@ Xvi Bene Wa "op, (M4) 
“Xysomecteewnoe wacaeane moe WCKYCCTBO™: p. (1) 
: verso of aie 
1 Portraits, French. 2 Crayon drawings, 1 Leningrad 
tach. wu. Notgaft, Elena Georgievna. mi. Tithe: Por- 
traits francais au crayon. 
Library of Congress Ni@oCFT 0-enn9e 


Frants, Adolph, 1851-1908. 
Die litteratur des kirchenrechts, 1884 bis 1894; von Adolph 
Frantz Leipzig, J. C. Hinrichs, 1896. 


Ip tk, Wp Le (in Juristiocber ltteraturbericht Leipalg. 
1806. p. 267,-284) 


1 Keelestastical |aw— Bibi 


2 
7BA5) 588 


a3Tel, 


Library of Congress 





Luthers Katechi in schulbuch fiir unsere poe 
der? Aus der erfahrung beantwortet von A. Frantz . 
— E. Behrend, 1893. 


a (Om cover ait reit- und streitfragen , 
anit Meyer. 3. hit. (v. bd hf ee aes 


1. Luther, Martin, 1483-1546. Catechismus kleiner. 2. Catechisms. 
E1420 


Library, U.S. Bur of Education 


Prants, Alvin F. 
Six hundred thirty- - questions on cgrientinns, 
and arranged by Alvin F. Frantz Boston, The 
‘almer company, 1913. 


1@ p. 17>. 


1. Agriculture. Education. 
Agr 13-2205 


Library, U. S. Dept. of Agriculture 275.1 F8S 


Prants, Cl. 
Blicke und winke in die kinderstube. Treuen miittern 


wohlmeinend dargeboten von Cl. Frantz ... Langensalza, 
J. Beltz, 1868, _ 
iv, 6p x1 
1 Children—Education 
E10-231 


Library, U. S. Bur. of Education LC37.F85 


Frantz, Constantin 
see 


Frantz, Gustav Adolph Constantin, 
1617-1891. 


Prants, Erich, 1842-1903. 
Geschichte der christlichen malerei. Von dr. Erich 


Frantz ... Freiburg im Breisgaa, 8t Louis, Mo 
Herder, 1887-94 saad 
Yet. 2 published in part having special t-p. 


2 parts, each 
Cowrawts.—1. th Von den anf: bie cum echluse der romanischen 
76 meee omen des neveren stile. 





christlichen malerei von 
dr. Erich Frantz ... 109 einfache und 7 rtatela. 
Freiburg im Breisgau, St. Louis, Mo. te, , 1888— 
a 116 ph. (7 double ue 
1, Christian art and 2 Painting—Hist 3. Paintings, Re- 


10-34201-2 
Library of Congress NDSOFS 
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Frantz, Frank Flavius. 

Oreste dans la tragédie francaise ... Par Frank-Flavius 
Frantz Paris, Fontemoing & c’*, 1910. 

135, 1) po. 

Thesis Vanderbilt waiverstey. 1900 

“Bibliograpbie” : p. (133)-1 


1. Orestes. 2. French drama (Tragedy) —Hist. & crit 1 Tithe 


11-107 
Library of Congress VQ5OL.OTFT 


e351, 


Prants, Gtinther. 


Russisches tornisterwérterbuch, mit angabe der 
aussprache nach der Methode Toussaint-Langenscheidt ; 
bearb. von G. Frantz ... Berlin-Schéneberg, Langen 
scheidt, °1913 

h-191 e illus (incl. double map) 134%. (Methode Toussaint-Lan 
genscherdt M 0 
“Inhaltsangabe” on front lining-paper 


1 German language Goavereation and phrase books. 2 Russian lan- 
guage 


Glossanes, vocabularies, et 


13-96% 
Library of Congress PG2121 F8 
Copyright A—Foreign 7340 
Frantz, Gunther. 
Russlands eintritt in den weltkrieg; der ausban der russ 
sehen wehrmacht und ihr einsatz bei kriegsausbruch;: mit ge 


nehmigung des Reichsarchivs und unter benutzung amtlicher 
qnellen, von Gunther Frantz mit zahlreichen, bisher unver 
Offentlichten russischen dokumenten, darunter einer denkschrift 
des generals Danilow in deutscher tibertragung, sowie einer 
karte. Berlin, Deutsche verlagsgesellachaft fiir politik und, 
geschichte m. b. h., 1924. 

si, 3086p. fold map Pal 

“1. auflage.” 





1. European war, 1914-1915—Kussle, 2. Hussla—Defenses 1 Title. 
a 
Library of Cong Doers 
Copyright A-—Foreign — 
et, 


Frants, Gustav Adolph Constantin, 1817-1891. 

Die deutsche politik der zukunft von Constantin 
Frantz und Ottomar Schuch . Celle, Schulbuchh 
lung, 1899-1906. 

jv. 1m. 


Vols. 2 and 3 “Von Ottomar Schucharat” 
Vol. 3 has imprint: Dresden, Zehn & Jaensch. 





1. Germany—Pol. & govt.—1871- 2. Germany—For. rel —1871- 


1. *Schuchardt, Ottomar, 1856- 1, Title. 
2520600 
Library of Congress DD221.F7 
a 


Frantz, Gustav Adolph Constantia, 1817-1891. 

Die naturlehre des staates als grundlage aller staatswissen- 
schaft, von Constantin Frantz. Leipzig und Heidelberg, C. F. 
Winter, 1870, 


six, 0p 10)* 


1 State, The. 2 Political science. —«, Title 


Library of Congress ICHAT 


ra 


(Prants, Gustav Adolph Constantin, 1817-1891. 
Politique de la Prusse. Paris, E. Dentu, 1850. 
7p. 2™ 
First published Berlin, 1850, under title: “Unsere politik.” 


1. Prussia—For. rel —1848-1849. 2 Germany—Pol. & govt —1848-1809. 


8 10924" 


Library of Congress DD44.3.F8 


CATALOG OF PRINTED CARDS 


Frantz, Gustav Adolph Constantin, 1317-1891. 

Die schattenseite des Norddeutschen bundes, vom preussi- 
schen standpunkte betrachtet. Eine staatswissenschaftliche 
skizze von Constantin Frantz. Berlin, Stilke & van Muyden, 
1870. 


Hp 2" With Minster-Ledenburg, Georg Herbert, first von Der- 
neburg, gref cu. Der Norddeutsche bund and dessen uebergang su 
elpem deutschen reiche 


North German contedesation, 1866-1870. 2. Prussia—Pol. & govt.— 
seit 1870. Tith 


WW 30846 
Library of Congress 


DD442 MO 043 081 


—_ Gustav Adolph Constantin, 1817-1891. 


b uber das che gleichgewicht Ber 
te, F. Schneider, 1859. 


401, a—p 2. 





1. Burope—Politics 1415-1871. 2 Kelance of power 1 Title. 


26-32 
Library of Congress D863. P65 
87b1- 
Frantz, Henri. 
Delacroix. London, G. Newnes, limited; New York, 


F, Warne & co. ,1906, 
pacts “ep. 2 


Tents — Delacroix 
cipal ‘vores of Delacroix 


(Half-title; Newnes’ art library) 
By Henri Frantz —A chronology of the prin- 


1. *Delacroiz, Eugtne, 1706-1863. 


W 6-339 
Washington, D.C Public Library 
Library of Congress NDSS3._D33F7 
a33b1, 
Frantz, Henri. 
French pottery and porcelain, by Henri Frantz. London, 


G. Newnes, limited; New York, C. Seribner's sons ,1906, 
» ly. 176, Lxx pl., 7 col. pl. (incl. front.) 2". 
manny ¥ Wt, ‘of the applied arts) 
The colored plates are lettered A-G 
Plates tx to tax printed on both sides. 
“Useful books of reference”: p. 153-154 


(Halftte 


1 Pottery — France. 1. Tithe 


6 14558 


Library of Congress NK «OT FS 


(33b1, 


Prants, Henri. 
French pottery and porcelain, by Henri Frantz. Lon- 
don, B. T. Batsford; New York, C. Seribner’s sons ,1913, 


p. xx pl, 7 col. pl. (incl. front) 23°. (Holf-title 
y) 


Batsiond? s Cec’ . tibrar 
The colored plates are lettered A-G 


Plates .1x to Lxx printed on both sides. 
“Useful books of reference”: p. 153-154. 


1. Pottery, French 
Alsale 


Title from A.L.A. Booklist Printed by L.C. 
Frantz, Henri. 
... Le salon de 1900; Exposition décennale. 
&c"*, Manzi, Joyant & c*, successeurs, 1900. 
2p.1, 1062p. col. front. iitus., plates, ports. 33™ 
lasued to 12 parts 
Iorratine dy from small engraved pilates. 
plat by leaf with 


“Tirages de luxe. De cette édition f! a 46 tiré 890 exemplaires 
umérotés.” This copy not sumbered 


Paris, Goupil 





1. Paris, Salon, 1900 (Société des artistes francais) 2. Paria Bx- 
position décennale, 1900. a Patotings 4. Sculpt i 1. Tithe. 
35 -23616 
Library of Congress NSOS5.AS 1000 
—- -—— Copy 2 “N*. 198." 
(01, Tks 


157 


Frantz 


Frantz, Ira H. 


The eleventh mayor, peace play, by 7. H. Frantz. D, 
Til, Board of Christian education ,“1935, me 


7p mi 
1 Peace—Drama 1 Tithe 
57-8473 
Library of Congress PN6120 POFT 
Copyright D pub 36006 3 25 


Frantz, Klamer Wilhelm, }. 1774. 

Ueber den in den evangelischen kirchen einzufdhrenden 
rhythmischen choralgesang und die mangel, woran unser 
jetzige choral leiden soll. Eine zeitfrage, geistlichen, can 
toren, organisten und kirchlich gesinnten laien zur beur 
theilung polemisch irenisch beantwortet von Klamer Wil- 
helm Frantz Quedlinburg und Leipzig, G. Basse, 1852. 

7p a 


1 Chora 


10919 


ML3184 GIFT 


Frantz, Klamer Wilhelm, 5. 1774. 
Ueber die dltern kirchenchorile. 


Durch beispiele erldutert 
von Klamer Wilhelm Frantz 


Quedlinburg und Leipzig, 


G. Basse, 1818. 
vi, (7-77 p. 3 fold. pl. (music) 174" 
1. Choral 
21-20047 
Library of Congress ML3184. G3F72 


Prants, Klamer Wilhelm, b. 1774. 
Vogsechlage zur verbesserung des musikalischen theils 


des cultus, von Klamer Wilh. Frantz Quedlinburg, G. 
Basse, 1816. 

2p im 

1. Church music 

25-18572 
Library of Congress ML3001 F7 
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Frantz, Gustav Adolph Constantin, 1617- 
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Country window, by Mabel Goode Frantz New York 
ete, Fleming H. Revell company ,*1938, 
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Diary of a lady-in-waiting, by Mabel Goode Frantz New 
York ,etc., Fleming H. Revell company ,“1939, 
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The divine adventure: poems by Mabel Goode Frantz 
New York. H. Harrison ,1938, 


ep 2 
i Tithe. 
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Frantz, Mrs. Mabel (Goode) 


The right to happiness, by Mabel Goode Frantz. New 
York ,ete., Fleming H. Revell company ,“1941, 
Tp. 10". 
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Frantz, Mabel Goode. 

‘The sign-post; a little book of pocket philosophy. by Mabel 
Goode Frantz. New York ,ete., Fleming H. Revell company 
(1937, 
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Woman with alabaster, by Mabel Goode Frantz New 
York ,ete., Fleming H. Revell company 1940, 

1% p. 1i* 

1. Mary dagdalene, Saint — Fictivo. 1. Tithe. 

40-3082 
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Praatz, Mary Alison, 1% )3- 
Byzantine illuminated ornament: a study in chronology 
by M. Alison Frantz (New York, 1934, 
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Prants, Milton Newberry. 


Odd-moment verses (by, Milton Newberry Frantz ... 


Collegeville, Pa. “1925, 


4p. lL, Mly-125 p. 2 port (incl. front.) 184%. 
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Ueber die alpha-naphtoesdure und die sich davon ablei- 
tende bromnaphtoésaure Halle, Gebauer-Schwetsch- 
ke'sche buchdruckerei, 1875. 
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Frantz, Ray William. 
The English traveller and the movement of ideas, 1660 
1725, by R. W. Frantz. ,Lincoln, The University, 1934, 
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Frantz, Theodor. 

Die gesetzlichen eigentumsbeschrankungen nach (fran 
zosisch-)badisehem und reichsrecht. Von Th. Frantz 
Freiburg i. B., 1. C. B. Mohr, 1887 
228 p. 23° 
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Frantz, Veronica C. 
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Franz, Wolfgang, 1564-1628. 
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Frantzius, Alexander, von, 1821-1877 


Ueber das vorkommen von fliegenlarven in der nasen- ] 
héble von tropenbewohnern, die an ozaena leiden. Von 


Dr. A. v. Frantzius Berlin, G. Reimer, 1868, t 
2p 247 \ 
Separatabdruck aus Virchow’s Archiv fur pathologische anatomie und t 

Physiologie und fur klinische medic. 43. bd t 
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Frantzius, Alexander von, 1821-1877. 


Ueber die verbreitung der malariafieber in Costa-Rica. 
Von Dr. A. v. Frantzius (Berlin, G. Reimer, 1867, 
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Separatabdruck aus Virchow’s Archiv fur pathologische anatorme und 
physiologie und fir klinische medicin Dreiundvierzigster band. 
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Frantsius, Alexander, von, 1321-1877 
Veher die wahre lave der in Cosarica verveblich 
gesuehten reichen goldininen von Tisingel und Estrella 
Von Dr. A. v. Prantzius 
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Prantzius, Alexander von, 1821-1877. 


Die warmen mineralquellen in Costarica. Von Dr. 
ay Frantzius. Berlin, Gedruckt bei A. W. Schade, 
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Frantzius, Friedrich Wilheim von, 1865- 

The book of truth and facts; facts which every American 
should know, by Fritz von Frantzius. German culture, Eng 
lish culture, American culture. Sth ed., enl. (70th thourand) 

Chicago, TIL, The authtor, 1916. 
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Frantzius, Friedrich Wilhelm von, 1865- 

Das buch der wahrheit. Deutschland, der triger der welt 
kultur, wissenswerte tatsachen fiir jeden Deutschen und 
Deutsch Amerikaner, von Fritz von Frantzius; deutsche kul- 
tur, englische kultur, amerikanische kultur. 9. unverénderte 

auf Deutsche ausg. (iibersetzung der ischen sung. 
“The book of truth and facts”) Chicago, Im verlage des 
verfassers, 1916. 
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29-2020 
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Frantsius, Friedrich Wilhelm von, 1865- 

Deutsebland, der trager der welt-kultur; wissenswerte 
tatsachen fiir jeden Deutschen und Deutsch-Amerikaner 
von Fritz von Frantzius. Englische kultur, deutsche kul 
tur, amerikanische kultur. 6. unverinderte aufl., 125. 
tausend. Deutsche ausg. (tibersetzung der englischen 
ausg.) Chicago, Im selbstverlage des verfassers, 1916. 
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In answer to an article by (Protessor Brander Matthews in the New 
York times of September 20, 1 

1. Germany—Civilization. 2. Matthews, James Brander, 1852 
1. Title 
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Frantzius, Friedrich Wilhelm von, 186.) 


(iermans as exponents of culture, by Fritz von Frantzius 
Chicago, 1914 
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Frantzius, Friedrich Wilhelm von, 1865- 

Germans as exponents of culture, by Fritz von Frant- 
zius, in answer to an article by Professor Brander Mat- 
thews ... in the New York times of Sept. 20,1914. (2d ed, 
Chicago, 1914. 
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1. Germany —Civilization 2 Matthews, James Brander, 1852 
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Frantzius, Friedrich Wilhelm von, 1965- 

Germans as exponents of culture, by Fritz von Frantzius 
3d ed., Chicago, 1914. 
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1. Germany—Civillaation. 2. *Matthews, Brander, 1852-1929. 
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Frantzius, Friedrich Wilhelm von, 1865- 

Germans as exponents of culture, by Fritz von Frant- 
zius ... 4th ed. Chicago, 1914. 
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Frantzius, Friedrich Wilhelm von, 1865- 


Franulic, Lenka. 

Cien autores “ ilacién de Lenka Franu- 
lie Santiago de Chile, Ediciones Ercilla, 1940. 

2¥. Wes (porta) 22y*. (Half-title: Coleceiéa Oéndor) 

‘Fe de erratas” (2 leaves) 


, logerted. 
“Catalogo de obras de autores contenides en ‘Clem autores cootem- 
pordnecs’ y publicadas por la Editorial Ercilia”: v. 1, p. 487,608. 





1 Authors . Title. 
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Franulic, Lenka. 

Cien’ autores contemporineos; recopilacién de Lenke 
Franulic 2. ed. Santiago de Chile, Ediciones Ercilla, 1941. 

2. hus (porta) 23°. ( Malf-titie: Colecciéa Céndor) 

Katre los autores franceses y lus de nuestro propio idioma, 1 ~4 
fueron estudiades por et autor Ge aut prélege ilomect Bewares 
Matte,"——-¥. 1., p. xii. 


“‘Cathlogo de obras de autores contenidas ea ‘Clen autores cootem- 
poraneos’ y publicedas por la Editorial Ereilia”: +. 1, p. 487)-008. 


1. Authors. 1. Edwards Matte, Ismael, 1802 n. Title 
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Franz, prin: zu Solms- Braunfels 
ace 
Seilms-Braunfels, Franz, prinz zu, 1906- 
‘Bo 27300 
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Franz Joseph 1, emperor of Austria, 1830-1916. 

Briefe kaiser Franz Josephs 1. an seine mutter, 1838-1872: 
hrsg. und eingeleitet von dr. Franz Schniirer. Miinchen, J. 
Késel & F. Pustet, 1930 
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& Sophie, consort of Frans ea, archduke of Austria, 1906-1872 
m. SchaGrer, Frans, 1*50- 
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Copyright A—Foreign 576 
ay 023 1436 


Franz Joseph 1, ¢mperor of Austria, 1830-1916. 

Franz Josef 1. in seinen briefen, auf grand von for- 
schungen im Haus-, hof- und staatsarchiv za Wien hrsg 
von dr. Otto Ernst. Mit 4 kupferdruckbildern des kaisers 
und zablreichen brief-faksimiles. Wien ,ete., Rikola ver- 
lag, 1924. 


ix, 1) po. 11. 399 1) po front. illus. (facsims ) ports. 27 
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Franz Joseph 1, (pro: of Luofria, 1890-1916. 

Franz Joseph as revealed by his letters; edited by Dr. Otto 
Ernst, translated by Agnes Blake With four portraits and 
two facsimiles. London. Methuen & co., itd 1927, 


<i, 292 p. frout., 2 iius (faesiow 





.-rme 2 


1 Ernst, Otto, edu. Blake, Agnes, tr 


Library of Congres« DBST.AG 
sai 


Franz Joseph, prince of Hohenzollerr 
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Hohenzollern, Franz Joseph, ffirst von, 1691- 


Franz, Adolf, 1542-1916. 

Die kirchlichen benedikti alter. Von Adolph 
Franz Freiburg im Bréisgeu, ‘St _ Mo. ,ete., Herder, 
1909. 





2y. a. 
‘Verseichnis der wiederholt benutsten bicher™: v. 1. p. fag 
~Veresicbale de) oft Deputsten iturgischbes handscbriften’ 5 
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Library cf Congress BX2048. BSFT 
(°37b2, 


Franz, Adolf, 1842-1921 

Die messe im deutschen mittelalter. Heitriige zur geschichte 
der liturgie und des religiisen volkslebens. Von Adolph 
Franz. Freiburg im Brei-gau. St. Louis. Mo. ete. Herder, 
1902. 
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Verzeichnis der wiederbelt benatzten bicber” : p. xitl,-xiz. 
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Franz, Albert. 


Adolf Kolping, der Gesellenvater, von dr. Albert Franz 
M iinehen Gladbach, Volksvereins-verlag, gmbh., 1913. 
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Franz, Albert. 

Der soziale kathol n Deutschland bis zum tode 
Kettelers, von dr. Albert Ree. M.iinehen, Gladbach, 
Volksvereins-verlag, gmbh., 1914. 
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Franz, Albin, 1883- 

Johann Klaj. Ein beitrag zur deutschen literaturge- 
schichte des 17. jahrhunderts. Von dr. Albin Franz 
Marburg, N. G. Elwert, 1908 


x al = (Added ¢-9 Beitrage ror deutachen literaturwissen- 
schaft 


Published uP part as wnaugura!l dissertation. Marburg 
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Franz, Alfred. 

Der padagogische gehalt der deutschen romantik. Zur 
erziehungswissenschaftlichen wurdigung des romantischen 
romans, von Alfred Franz. Leipzig, F. Meiner, 1937. 
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Franz, Arnalf. 

The new wine book, by Arnulf Franz; information and 
directions for making wine from grapes, raisins, oranges, 
berries, and fresh or dried fruit. Los Angeles, Calif, Western 
beverage corporation ,°1934, 

“1,57 p Was 167° 
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Franz, Arthar, 1581- 
Zur galloromanischen syntax, von dr. Arthur Franz 

Jena und Leipzig, W. Gronau, 1920. 
vill p. 11, 1228p. 249°. (Supplementheft « der Zeitechrift fir fran 
rhaische =e Utteratur) 
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Franz, August, ed. 

Ordynacja podatkowa, komentarz; rozporzgdzenia wykona 
weze, opracowali August Franz ;i) Zbigniew Komorek 
Warszawa, Wydawnictwo naukowe “Wiedza”, 1935. 
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1. Income taz—Poland—Law. 2. Taxation—Poland— com 3. Exe 
cutions (Law)—Poland. 4. Forms (Law)—Poland ome 
Zbigniew, joint ed. u. Poland (1918- ) Laws, qututan ete. OL 


Tithe. 
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Franz, August, ed. 
Ustawa o patistwowym podatku dochodowym, komentarz; 


jednolity tekst ustawy z rozporzgadzeniem wykonawezem, od- 
nosnemi przepisami ordynac)i podatkowej oraz innych ustaw 
i rezporzgdzen, okélnikami Ministerstwa skarbu i orzecznic- 
twem NajwyZszego trybunalu administracyjnego. Opracowali: 
August Franz i, Zbigniew Komorek Warszawa, Wy- 
dawnict wo naukowe “Wiedza”, 1935 

ati, 351, 37, p. forma 24™ 
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Franz, Karl i.e. August Karl, 1668- 


Franz, Carl August Otto, 1870- 


Kriegschirurgic; von oberstabsarzt dr. Carl Franz 
mit 205 abbildungen und 17 tafeln. Leipzig, W. Klink- 
hardt, 1920 


S42 pilus. plates (part col) 238°* 


. (Leitfaden der praktischen 
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1 Surgery. Military 


Fu ye war, 1914-1918 Medical and sanitary 
2 World war, 1914-191 


aflarrs, Medical and sanitary affairs Germany) 
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Franz, Carl August Otto, 1870- 
Lehrbuch der kriegschirurgie, von dr. Carl Franz 2. um 
gearb. aufl. mit 121 abbildungen. Berlin, J. Springer, 1936. 
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1. Surgery, Military 1 Title. 
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Franz, Constantin 
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Frantz, Gustav Adolph Constantin, 
1617-1891. 


Franz, Edgar. 
Le soleil qui tue, “Ewuys wo kum”; roman colonial. 
Lausanne Imprimerie centrale s. «., 1937, 
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Franz, Erich, 1878- 

Deutsche klassik und reformation; die we'terbildung pro 
testantischer motive in der philosophie und weltanschanungs 
dichtung des deutschen idealismus. Halle, Saale. M. Nie- 
meyer, 1937 

svill, 486 p. 249" (Mal tities Deutsche vierteljobreschrift far lite 
raturwissenacheft und geistesgeschichte, breg von Peul Kiuckhohe und 
Erich Rothacker. Buchrethe, 22. bd.) 
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Goethe als religiser denker, von Erich Frans Tbingen, 
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Das realititsproblem in der erfahrungslehre Kants. Eine 
Kkritiache studie mit besonderer riicksicht auf den neukantianis- 


mus der gegenwart. Von dr. Erich Franz. Berlin, Reuther 
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Franz, Ernst Rudolph, 1826- 

Zur wiirdigung der sectio alta . 
W. Plotz ; 1869, 
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Pranz, Eugen, 1892- 

Der entscheidungskampf um die wirtschaftspolitische fh 
rung Deutschlands (1856-1567) von Eugen Franz Mun 
chen, Verlag der Kommission, 1933. 

xvi, 464 p. 25°. (Added t p> Schriftenreihe cur bayeriechen landes- 
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bet der Bayerischen skademie der wissenschaften, bd 12) 
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Franz, Giinther, 19/2- 

Bicherkunde zur geschichte des deutschen bauerntums, 
herausgegeben von Ginther Franz. Neudamm und Berlin, 
J. Neumann, 1938 
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a, --1 1920 25°". abt. 1x, Methoden der 
der leistungen des tieriechen orgenismes. t 1, | hilfte 
(1924) p. 185-192. les.) 
Bibitographica!l foot-notces. 


1 Zoological specimens Collection and preservation. 





AC 36-4700 
‘Title from Ohio State Univ. 
Library of Congress (QHE24AS 1920 adt.0,t 1) 
2 (814.072) 
Franz, Victor, 1883- 
Datogenie und phylog nte biogenetische 
und die modi, von professor dr. 


eae aor trod 
. Berlin, J. Springer, 1927. 


1p. lL, Si, @) p 24° (Abbamdiungen cor theorle der organisches 
entwicklung ... bf mm) 


Bibliographical foot-sctes 


1. Embryology. 2. Phylogeny. 


‘Title from Jobo Crerar 





Franz, Victor, 1883- 

Paludinenstudien zur frage der resenten Paludina dilu- 
viena, vou V. Franz ... Leipzig, Gebriider Borntraeger, 1928. 
MAPLE & Seem com 
anes (Die frage der resenten Peludine éGeciene bisher)” : 
“Literatur”: p. (144;-144. 


1. (Palodina, 


Library, U. 8. Dept. of Agriculture 437785 


a 


Franz, Victor, 155%- 

Probiologie und organisationsstufen ; eine hypothese und 
ihre anwendung auf die morphologie, von Victor Franz. Ber- 
lin, Gebriider Borntraeger, 1920. 

vip, 11, 3p (Abhandlungen tur theoretischen blologte 
hft. 6) 
Bibliographical foot notes. 


254°. 


1. Life—Origin. 2. Phylogeny. 3. Evolution. 1. Title 
AC 38-378 
Jobo Crerar library 
for Librs -y of Congress 2) 


Franz, Walther. 

... Kénigsberger altertiimer und ihre beziehungen zu Orient, 
antike und nordischer welt; vortrag, gehalten in der Konig 
lichen deutschen gesellschaft zu Kénigsberg, Pr. am 6. mai 
1937, von Walther Franz: mit 8 abbildungen. Kiénigsberg, 
Pr., Griife und Unzer, 1937. 

x 4p 21. 239". (Schriften der Kinigiichen deutechen ge 
selischatt au K. inignbers. Pr. bft. 13) 





1. Kiinigaberg—Antiq. 1 Title 


S8-19211 


DDOOL KSFT 
3, O13.4311 


Library of Congress 


Franz, Walther, 1893- 

Kénigsbergs gewerbe im mittelalter, von dr. Walther Franz. 
Kénigsberg ( Pr.) Berlin, Ost-Europa-verlag, 1939. 

vip. LL, 128 p plates, double plan, faceim. 21". (Added tp: 
Alt-Kénigsberg , schriften cur Coe ee und kultur der stadt Konign 
berg (Pr.) brag. vom oberbiirgermeister ( Stadt-archiv) bd. 2) 

With Krotimann, Christian Anton Christoph. Die entetebung der 
( Pr.) /Bertin, 1980. 





( 
Bibliographical foot-notes 


1 Kéniguberg— Indus. 1. Title. 


1006 


DMOOLKSA2 bd. 2 
2) (943.11) 


Library of Congress 
830 4311 


Die druse der pferde und ihte behandlung 
. dr. Jess-Piorkowski (Deutsche schutz- und heilserum- 
achaft) . Leipzig-Gautzsch, Buchdruckerei “Merkur” (A. 
Haufe) 1908. 

S1,jp mI. 


fn te 
dteraturangaben” : p. 81. 


mit serum nach 


1. Adenitis eqaorum. 2 Serumtherapy. 
Agr 10—1227 
of Library 417854 
bat = Lasrery af Congas r41b1, 
Franz, Wilhelm, peeud. 
nee 
Dreyse, Nikolaus von. 
‘SD 24885 
Library of Congress 12) 





(Franz, Wilhelm 1859- 


Britannien und der krieg, von Germanus ;pseud., Hei- 
delberg, C. Winter, 1914. 
2p .@p 2 
“Literatur”: 2d prelim. leaf 
1. European war, 1914-1918—Gt. Brit, 1 Title 
w2N2 
he 
Library of Congress DS17.F6S 
Franz, Wilhelm, 155°- 
Britannien und der krieg, you W. Franz 2. verm 
auf. Tibingen, Kloeres, 1915 
Ho 4 idle t-p : Durch kampf zum frieden, Tubinger kriegs- 
sehriften, bit ans 
Luropean war, 1914-1916 Gt Brit 
24-0950 
loorar ures PS.DS bie 115 


Franz, Wilhelm, 1859- 

Britische kulturkraft im dienste national-deutecher ar- 
beit, von W. Franz... Tiibingen, J. C. B. Mohr (P. Sie- 
beck) 1914. 

iv, @p,11 2 


Literatur”: leaf at end. 


1. Ge o> “emnaee 2 Germany—Civilization. 3. Gt. Brit —Pol 
! 


& gow 
1410419 
Library of Congress CB417.F7 
Copyright A—Foreign 1011) 
Franz, Wilhelm, 1859- 
Die feindschaft der Angelsachsen. Von dr. W. Franz 


Dresden und Leipzig, (. A. Koch (H. Ehlers) 1917. 
4p 2I~. 


“Der am 14 junt 1917 io einer 
parte! gehaltene vortrag erecheiot bier 





der 
in wenig veriinderter gestalt.” 


1 Sangue war, 1014-1018—Addreases, sermons, ete. 2 Ot. Brit 
For Germany 3. Germany—For rel—Gt. Brit. 4 European 
wer, ise 1918—U. 8 1. Title. 

2I-20280 

Library of Congress D626.FS8 


Franz, Wilhelm, 15°. 
Die grundziige der sprache Shakespeares; von W. Franz 


Berlin, E. Felber, 1902 
vill, 225, 1) p. 21 21g 
“Verseichnis der ausser Shakespeare benutsten texte”: 1 p. at end 
1 Shakespeare, William—Language 
38510 
Library of Congress PR3O16.FT 
e20d1, 


Frans, Witham, 1859- 


Die | 1 im 
schen ... Cerne x ; Tribner, 1883. 

Spl Mp wm. 

Inaug diss — Strassburg. 


iMhachdent 





1. German language —Old High German—Foreign words and phrases. 
10-30974¢ 
(Jab, 


Library of Congress PFI904.LSF7 


CATALOG OF PRINTED CARDS 


Franz, Wilhelm, 1459- 


Shakespeare-grammatik, von W. Franz Halle a S., 
M. Niemeyer, 1900 
ai, (1), 427 p. 229". 
1 Shakespeare Williauw) Language Grammar 1 Tithe 
1—T228 
Library of Congress PROT. P73 
3ed1, 


Franz, Wilhelm, 1559 
Shakexpeare-grammatik Zweite aufl 

und verbessert, von W. Franz 

universititsbuchhandlung, 1000 


wesentlich vermehrt 
Heuletberg. Carl Winter's 


ssvill, 2p 2 


Literater p wil savitl 


1 Shakespeare William — Language 





Cieemmar 
Aloo 
Tithe from Ha Uolv 
Library of Congress rhaecs rms ime 
bt 
Franz, Wilhelm, 1859- 
Shakes; -grammatik, von W. Franz 3. verb. auf. 


peare 
Heidelberg, C Winter, 1924. 
sxziv, 8, 1, p We” (Added tp: 


Germanische biblicthes 
1 ee | - ype elementar. und handb@cher 1 reihe: Grem- 
matiken bd) 


“Literater”: p. aiv;-aas “Nechtrag”: p. «exly-auxty 


1 Shakespeare, William Language (iremmar 
‘SS NBS 
Library of Congress PRSOTGO.FTS 194 


a 2s 


Franz, Wilhelm, 1559- 

Shakespeare's blankvers mit nachtragen zu des verfassers 
Shakespeare-grammatik (in dritter auflage) von Wilhelm 
Franz Tubingen, Englisches seminar in Tubingen, 1932. 

Sp 2 

Literatur”: p (7, 


ConTents. res blankvers- Nachtriige 


keepes| Prageform EE) 
lipme uod en et 


Britieches und amertkaniaches Englisch 
William —Versifi 
as 3 Americacisms 





2 English language Killip 


3 
Library of Congress PROS FT 
Copyright A--Foreign 18273 
Mel, a2 33 


Franz, Wilhelm, | 4'0- 

Die sprache Shakespeares in vers und prosa, unter beriick 
sichtigung des amerikanischen entwicklungsgeschichtlich dar- 
gestellt. Shakespeare-grammatik in 4. auflage Uberarbeitet 
und wesentlich erweitert, von Wilhelm Franz Halle/Saale, 
Max Niemeyer verlag, 1939. 

5ax1,730p. 2. 


Previously issued under tithe: Shakespeare grammatik 
“Literatur”: p. avil)-aaxx. 


1 Shakespeare, William Language Grammar 
Shakespeare 


1. Title 
gremmatit 


u. Tithe 


ACO 
New York. Public library 


for Library of Congress (PRS075 F } 
Franz, Wilhelm, 1864- 
Fabrikbauten. Von W. Franz Mit 421 in den text 


eingedruckten abbildungen. Leipzig, J. M Gebhardt, 1923 





vi, 241 iMus., plans, tad. di 2°. (acted ' rae Handbueb 
~ architektur, begrandet von Tdverd Schmitt hall . 
bf) 
“Literatur”: p. 
Ribliographical foot notes 
1 Mill and factory buildings 
POM: 


Library, U 8 Patent Office NA2510.H3 


2, 


165 


Franz 


Franz, Wilhelm, 1964- 

Das technikerproblem ; grundsitzliches zur frage kunftiger 
auslese fiir den héheren verwaltungsdienst, von professor «ir 
rer. pol. h. ¢. dr.-ing. eh. W. Franz ... mit einem literaturver 
weichnis. Berlin, VDI-verlag g. m. b. h., 1929. 


2p li. @p ue 


“Literaturverzeichats 





aster mir 
wirkong des herrea biblicthekerat C. Walther, Aschen”: p 33-48. 
nical education Germany 2 Technica! educetion—-Bibi 
' Water, Cari, 1877 
30-11708 
Library of Congress 123.97 
Copyright A—Foreign 10 
a 


Franz, Wolfgang, 1564-1625 

Wolfgangi Franzii ... Historia animalivm, in -~ ple- 
rorumque animalium precipue proprietates ad usum 
daovohoyindy breviter accommodantur, cum commentariis 


et supplementis .., opera johannis Cypriani Franco 
furti & Lipsia, apud G. Leschivm, 1712 
2¥. front. (port) 20) = 157°. 
Paged continnously ; ¥. ly: 17 p. 1, 1836 py ¥. 2h: 13 pL, kW-3824, 
:208, p. ‘ 
Comtinged on pest card) 
o4ans 


Franz, Wolfgang, 1564-1628 Wolfygangi Franzii 
Historia animalivm 1712. (Card 2 


fcithe. v1, p. 445, Sctennie Cypetent contnvatio Histor an 
malin Wolfigans ne 





mote € yprian 


Histone asimaliim al) W 
commentaris & supplements 

ved at Wittenberg, 112, with title 
oore, onde with p 446 


feango 





Histona aniualin 


1. Loology—Pre-Linnean works 1. Cyprian, Johann, 1642-1723, comtin 


te 
Library of Congress QU. Fas 


Copy 2 


Franz Adickes, sin leben und sem werk. Frankfurt am 
Main, Englert und Schlosser, 1929 


ai, 457 p. plates, ports 


264° (Frankfurter lebensbiider bd a 

Bibdliographie” p 455-457 
Tents — Frans Adickes sis mensch. von Erich Adickes.— Frans 
Adickes als stantsmann und politiker, von Alfred Hugeoberg —Frans 


Adickes als kommunalpolitiker, von Heinrich Bleicher 
els jurist, von Karl Weidiich 
von Berthold Freudenthal 


Freos Adickes 
Frana Adickes als oniversititagrinder, 


1 Adickes, Franz Burchard Ernst Friedrich, 1846-1015. 


30-9751 
Library of Congress DD231 aA6r7 
Copyright A-—Foreign oz 
2 
Franz Joseph I. jubilaumse-stiftung 


fiir volkswohnungen und wohlfahrts- 
einrichtungen, Vienna 


see 


Keiser franz Joseph I. jubilaums-stiftung 
fur volkswohnungen und wohlfahrts- 
einrichtungen, Vienna. 


Frans Joseph-orden. 


Almanach der mitglieder des kaiserlichosterreichi 
schen Franz Josephordens. Nach amtlichen quellen 


und direkten angaben bearb. Wien, L. Weiss, 1905 
v ports 17° 
1. Orders of knighthood and chivalry—Austria. 1 Title 
A699 VUnrevd 


Library of Congress CREOBIAS 








Franz 


K. K. Franz-Josephs-universitat 
Ozernowitz 


zernowitz. Universitat. 


Franz Rosenzweig; «1 buch dex gedenkens. Berlin, 1930. 


IplLSAap se 

Fifte put@ikation der Searing gevelle hif! der freande de- jidischen 
barhes fersusgegeten von Herrm on Meret Gesetat im itatient 
erber sotiqus fo 4) exemploren cedrw kt tom Aldus drock, Berio 
Den drock <tifteren Reinhold und Erich schotem zor julresversamm 


tung io Kerlin om 3° mars 19 






odt Str lex gedenkens Margarete 
paws Fr die sache der treue 
Sims © Versuch ther Rosenzweig Prage 
Victor Ehrenterg Persinlicheg gedenken 
ao vignerenme 4 Scholem Diere Askare 





1. Kesenzweia, Prong, 198-1929 1 Meyer. Herrmean, ef 
1 Bon ine geselisehott der freunde des judisches buches ¢ ©. Ke: lin 
ASH 
Title from Columita 


Coie, Printed by L.C 


Franz Schubert; beshouwing over de liederen, voorafgegaan 


door een biegrafie en gevelgd door een keuze uit het vorale 





werk van den componist, getlustreerd met zestien aquarellen 

van Anton Pieck. Amsterdam, N. ¥. uitgeversmaatsch"’ 
mot van den Vondel™ 1935 

2. ind plates (part col) ports, 32" 


“Geraadpleegde Schubert litterataur” © 1 p. 127 
Costests —Franz Schubert, door lou van Strien —Frang Schubert 
bieemiezing uit zijn hederen met zeatien aquareilen vam Anton Pieck 








Vel 2 contains the following songs (plano accompaniment) Adelaide. 
Aw weer An die leer An die musik, Der doppeiginger. Du bist 
(Continued oo nest card) 
8 
2 
Franz Schubert (1935, (Card 2) 
roh. Erik/inig Die foreiie, he Der @ Gret 
chen am spinnrade Gruppe aus dem Tartarus. Hagare kiage Helden 
rimiein othe bild Der jngling und der Tod. Die krithe, Der iter 
mann Ir lindenbaum Litanel. Der neugterige Die poet. Prome- 
theus lastione liete Die stadt. Stindehen. Der Tod und das mad 
chen = Toteneriiters heimweh Ungeduld. Der wanderer, Wanderers 


nachtlied = Wirgeniied. Wohin? 


1 Schubert. Franz Peter, 1707-1828. 1. Strien, Low van. 1 Pleck, 
Aaton, iilus 
SAD 
Library of Conareas MLAIO S3801 
2, wera 


Praaz Schubert und sein kreis, mit +4 - > ho 
Weingartner. Ziirich und Leipz fisali ,“1928, 
24 p las. 64 pf (incl eee an fat 1%? 

vou Emil Schaeffer": p. 13-24. 








Peter, 1707-1828 


1. Bebobert, Frans 1. Schaeffer, Emil, 187¢- 
m *Wetagertner, Feliz, 1963- 


m® ibe 
Library of Congress MLA1O BBwi8 
a 
Franz Schulze t. 
Landw vere stat bd 16, p 401 408. (Choma ta, 1973 
1. Mehelen, Frees Ferdinand. scan 


Litrary, 1. 8 Dope of Agrcokere 


LIBRARY OF CONGRESS 


Fren2z Theotore stone 1 boretory, 
Putle-iti-Ue 


see 
Ohio strte university, cols ous. 
sFenz Theosore Stone l«vor tory, rute- 
ineJsry. 
Frenz Thinm's series of surove>n 
er-mucrs rfrer ene 


y ON yrnte 


Frenz, & co's series of 


eurove n 
3 fter n e-sy nd or 


etic» 


Franzblau, Abraham Norman, 190)1- 

Religious belief and character among Jewish adolescents, by 
Abraham N. Franzblau New York city, Teachers college, 
Columbia university, 1934 

vii p11, MO p.ah ae 


ante (ru. 0) —Columbia university, 1935. 


Pubtiohed also os Teachers college, Columbia university, Coatribu 
tons to educatt Bo 
Bibiiography p 72-80 





1 Jews—-Religion, 2 Adolescence 3 (Character tests 4 Attitude 
(Pepeheteay? 5 Peychology, Religious ‘Title, o Tithe: Jewish 
adolearen' 

ss 6T97 


Library of Congress 
Columbia Univ Libr 


BMIOG.FT 1005 
(30d1, 28 


Franzblau, Abraham Norman, 1901- 

Religious belief and character among Jewish adolescents, by 
Abraham N. Franzbleu ... New York city, Teachers college, 
Colymbia ee 1984. 


ii p. 1 1, aie 
Contributions to rie thon, BO. 


Issued also as thesis (rm. 0.) Columbia aniversity. 
Bibliography: p. 70-40. 





Gaten college, Columbia university. 
» 


1. Jews—Religion. 2. Adolescence. 8. Character tests. 4. Attitude 
( Peycbology) 





5. Peychology, Religious, 1 Title. m Tithe: Jewish 
35-5708 
Library of Congress BMIOR.FT 1984 
—_ Copy 2 LBS.C8 no 684 
Copyright A 82455 (16, one 


Franzblau, Mrs. Rose (Nadler) 1905— 


Race differences in mental and physical traits: ane in 
different environments, by Rose N. Franzblau . w York, 
1935 


in.#@p 249". 
Thesis (rm. »)—Colambia aniversity, 1985. 


Vite 
Published siso as Archives of psychology, no. 177. 
Bibliography p 43-44. 


1 Race 2. Ethnopsychology§ 3. Man—In@uence of envircemest. 


4. Puberty. 1. Tithe. 
35-16186 
Livrery of BFT3i.765 1985 
Cotembta Univ 2 (190.9234) 1364 


Franzblau, .\/rs. Rose (Nadler) 1905~ 
Race differences in mental and physical traits: stucied in 
flovent environments, by Rose N. Franzblan New York, 





ix. 4p fy 


tenet aime ne theme (Pe 8) Columbta university 
HibHegraphy p 43 44 


CArchives of pay chology ne 177) 





nepeschelgy A Man lefivence of environment 
the 


1 Kare 
4 Puberty 





a 11S 
Library of Congren nrLE AT 


Sune, 


‘(homey (rem) [Omri be 


Franze, Bruno. 
Die nieders blagsverhdlinisse in Sucdamerika, von dr. Bruno 





Franze mit einem literaturverzeichnis und einer karten 
tafel. Gotha. J. Perthes, 1927 

vill, 7) p fold diagr 274% (Ergiesungebeft or 193 su “Pe 
termaans mi'teiiuagen’) 

“Literetur”: p 77-79. 


1 Rete and rainfall South America 1 Title 


w1—21987 
GLP or 1% 
(32e1, 


Library of Cougress 


Franze, Johannes. 
... La personalidad faustica; andlisis del alma faustica en le 
caltura germana, por Johannes Franze. Buenos Aires, 1938. 
144p. 21 224" (Publicaciones de la Instituciée cultural argeatinc 
germana, or 4) 


1 Peust. 2 Germany—Civiliation = t. Tithe. 
17012 
Library of Congres PNST.FSrT 
— ——-Cagy 2. % 09 


Franze, Paul Christian. 


Das héchste gut: fiihrer auf den pfaden der vollen- 
dung, von Paul Christian Franze. Berlin, L. Simion nf., 
1912 


Ip Livp. 11, 5-19 247 Mé 
1. Life 
12-2129 
Library of Congress B3244 FISH 
Copyright A—Foreign 5745 
Franszé, Rudolf H. 
.. Ueber einige niedere algenf y 
J ‘ormen. V 
Pesset ee on Rudolf H. 


(Wien, Im selbstveriage des verfassers, 1893, 
Mp col pl 2 


* Severe abdruck aus der “Ocesterr. botan. seitechrift.” jahrg 1893, nr. 6 


1. Alge. 


Library, U. S. Dept. of Agriculture 461F8S 


Franzel, Emil, 1901- 


Ahendlindiech. 


; geist und 
pes. Bratislava, Eugen ~— verlag 1°1936, 
272 p. ios. (maps) 21°. 





echicksal Euro- 


1. Burope—History. 2. Europe—Soctal conditions 


1. Tithe 
AC 81-8100 
New York. Public library 
for Liang of Cenaeans 2, 
Franzen, Andrew. 
Poems of and other verse, by Andrew Franzen. 


Portland, Or., Chausse-Prudhomme co., 1914. 


Top me. 
1 Tithe. 

‘3021386 
labrary of Comgrees PSSS11 RAPA 1914 us 








Pransen, Bernard, 1585- 
De usu accusativi cum infinitivo coniuncti apud Livium 
scripsit Bernardus Franzen-Swedelius. Novi Eboraci, 
typis expresserunt L. Weiss et socii, 1907 
Sib p we 
Te (ren o)—Columbia university, 1908. 
a 


ome 


Library of Congress PAG47S.F7 


— ——— Cagy 2 ralSeh 
Franzén, Carl Gustave Frederick, 1486— 

A comparison between general and special methods courses 
in the teaching of high schoo! subjects, by Carl Gustave Fred- 
erick Franzen, ru. 0. lowa City, The University 1922, 


Mp “3 tables 2347 = ( University of lowa studies in education 





vol i, ne 
On cover. University of lows studies, tet ser, oo SA March 1, 1922 
Teaching. 2 High schools 3 Education, Secondary 3. Second. 
ary eduration Tithe 
kK2 47 
U.S Off ofedue Library Lee rs 
for Library of Congrems LBO.I6 vol. 2.00.3 
4tbt (370.2) 


Franzén, Carl Gustave Frederick, 1886- 

... A comparison of the results made on certain standard- 
ized tests by pupils in the Bloomington high school who were 
taught in classes of the same grade by university student 
teachers and by regular high school teachers, by Carl G. F. 
Franzén ;Bloomington, Ind., Bureau of cooperative re- 
search, Indiana university ,1926, 


Zip tables 22y". (Bulletio of the School of education, Indiana 
university. vol. m, 00.4 March 1926,) 
1. Mental tests. 2 Teachers. 3. (Pupil-teachers, 1. Tithe 
Es 


U.S. Off ofeduc. Library 
for Library of Congress 


L.B2157. ASS 
on, 
Franzén, Carl Gustave Frederick, 1886- 


Suggestions for deriving standards of measuring 
achievements of kindergarten-primary children. 


(In National education association of the United States. Addresses and 
proceedings, 1921. p. 467-469) 


1. Mental tests. 


E2182 

Library, U. S, Bur. of Education 

ds 
Freanzén, Frens Hjelwr 
see 
Fronzén, Hyelmer, 1A7s- 
Ce Seems. 

Columbus; eller, Poem af Frans M 
Fransén. Forres delen. Tryckt has N. H. Thom- 
son, 1831. 

2pl. Me ap op 14m 

No more published 

1. Colombe, Cristoforo—Poetry 1 Tithe. 

2-315 

Library of ( ongress riso rss 

aStel- 


CATALOG OF PRINTED CARDS 


Franzén, Frans Michael, }p . 1772-1547 

Esaias Tegnérs leben, gezeichnet von Franz Michael Fran- 
zén. Nebst ener Einleitung Tegnérs zu seinem Frithjof. Aus 
dem schwedischen von Gottlieb Mohnike. Zu Tegnérs Simmt- 
lichen gedichten. Leipzig, (. Cnobloch, 1540 

Wp.tl treat dbp oe 

“Die beiden aufsitar weiche bier gleichzeitig mit den dret bAnden 
Ger Sdmmtiichen gedichte von Eanias Tegnér eracheinen, sind sticke 












eines 6 fo Starkhoim bet racegebammencs huches, das den titel 
fOhrt: Bihang till Frithtefs sage sceter lexneinen tet der 
engiishe urbersetzer von Tegnérs Frith jo fesage wnterzeichnet G 
& ¢ George 
1. Tegnér, Pastas, 17*2- 164 1 Mebnike, Gottited Chetetian, 1781- 
41, tr 
wil 
Litrery of Congress Pre? rv 
Franzén, Gosta, 1 906- 
Vikbolandets by Av Gosta Franzén. 


Uppsala, Appelbergs bektreborichtisbaing. 1937 
+ hes, mape tt 4" «=«(Nomioa ennantn, arkiv fe 
germansk oamoforekning utgivet av Joran Sabigren 
Vol 1 Akademisk avhandiing Uppaala 
Extra tp. with thesis note, inserted in + 1 
Bibliographical foot notes. 


Conrerts 1. Léisings Mired = Bjirkekinds birad 

1 Names, Geographical - Sweden Vikbolandet 1. Title. 

(Pull seme: Kout Géeta Fransém 
ACS-318 
Princeton univ Litrary 

for Library of Congress 2 
Franzen, Hans. 

Gesetz und richter; eine abgrenzung nach den grundsatzen 
des nationalsozialistixhen staates, von dr. Hans Franzen. 
Hamburg, Hanseatische verlagsanstalt 1935, 

Sp 2 


“Literaturverseichais” : p. 63-4. 


1. Judges--Germany. 2 Justice, Administration of Germany 
La and . Tithe. 





Library of Congress 2 


Yransen, Hans, 1884- 
Margarine, von dr. Hans Franzen. Mit 32 figuren im 
text und auf einer tafel. Leipzig, O. Spamer, 1925. 


4p. 1, 1009. illus, fold. ‘phe 24. (Half-title: Chemische tech- 
pologne in einzeldarstelhungen relle chemische technologie ) 


1. Oleomargari 
‘aod 2516823 
Library of Congress SF268.F7 
Copyright A—Foreign 202s 
2 


Pransen, Hartwig. 
Exercises in gas analysis, by Dr. Hartwig Franzen . 
Tr. from the Ist German ed. (with corrections and ad- 


ditious by the author) by Thomas Callan ... London 
ete. Blackie and son limited, 1913 
vil, OID p. ites. 185° 
1. Gas analysis 
Agr 13-1768 


Library, U. S. Dept. of Agriculture 387F8S2 
Franzen, Heinrich, 1865- 


Ober die bewegung eines materiellen punktes unter 
der gleichzeitigen einwirkung einer Newton'sc! cen- 
tralkraft und der erdschwere ..._ Halle a. S., Hofbuch- 
druckerei von C. A. Kaemmerer & co., 1896. 

50 p., 11. diagra. on double pl. 22" 

Inaug. die —Hatle. 

View 


1. Dynamics of « particle. 


Library of Congress QARSS. PRS 


167 


Franzen 


Franzén, Hjalmar, |579- 

Representationsfrigan 1410-1830; ett biirag ull represen 
tationsreformens historia .. av Hyalmar Franzen Norrko- 
ping. Lithogratiska aktiebolaget. 1914 

svi 1p Zi 


Akademisk avbaodiing -' ppsais 
KAllor ocb litteretar’ 





Dp vil-av 
1 Sweden Ritedagen—Hist 2 Sweden—Constitutional bistory 
i Tithe 
Pell seme: Frace Hjalmar Freazén, 
nae 

Librery of Congress INTIZFT 1014 

3 378 33400455, 
Franzen, Raymond Hugh, |»: 

The ACH index of nutritional «atus by, Raymond Fran 

zeu, eu v. and George T. Palmer, ow. rou. New York city, 
The American child health assoriation ©1934 


wp 2 


1 Growth 2 Childrea—Nutrition 


3) Schoole—Medical inapectioo 
4 Anthropometry 1 Palmer 


George Troman, 1887 }uot author 
1 American child health asseriatien om Tith rr Tithe Nutritional 
status The 40H indes of 
* 191 
Library of Congress RJ1S1 POT 
tel 4 


Franzen, Raymond Hugh, |>95- 
The accomplishment ratio; a treatment of the inherited 
determinants of disparity in school product, by Raymond 


Franzen New York city, Teachers college, ( Columbia 
university, 1922. 

3pl. Mp.ih 2° 

Thesis (r# 9 )—Columbia university, 1922 


r 
Published also in Teachers college contributions to education. no 125 


1. Mental tests. 2 Educational psychology 1. Title. 

23- 14215 
Librar: ress LBt'31 F72 
Colu Pune or Sart 


Franzen, Raymond Hugh, 1595- 
The accomplishment ratio; a treatment of the inherited de- 
terminants of disparity in school product, by Raymond Fran 


zen New York city, Teachers college, Columbia university, 
1922. 
Spl. Sp. 24" (Teachers college. Columbia university, Contri- 

butions to education, Bo 125) 

1, Mental tests, 2. Educational peychology L Tithe 

a 4136 

Library of Congress LB1131 FT 
— —— Copy? LBS.C8 so. 125 
Copyright A G67 031)2, 

Franzen, Raymond Hugh, 1895— 


An ~~ of school health procedures by, Raymond 
Franzen New York, American child health association, 
1933. 


sip. 2b. 1227p diagra 24°. (American child health association 
School health research bo. ¥) 


1. School hygiene 2 Schools — Medical inspection Soheois — 
U. S—Sanit. affaira L Tithe m Tithe School heal: 0 procedures. 
33 17884 
Library of Congress LAS411 FT 
—— —— Copy 2 
Copyright A G08 ant 371 7087s 


Franzen, Raymond Hugh, |+9)- 

Health education tests; a description of the tests used in the 
School health study, with norms for fifth and sixth grade 
children, and directions for giving the teats (by, Raymond 
Franzen New York, American child health association, 
1929. 


=z p. 11, 7p tcl tus (map) todien Giagre 924" 


| Amertcen 
child health association, 


@osographa, wo 1) 


Hygiene —Stody and teaching 2 Meataitests = 1 Tithe a Tithe 
rab crhact teat erode A deacription of the tests used te. 
> 13 
Library of Congress RAFT 
Copyright A ST ol, 
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Franzen, Raymond Hagh, |595- 

Influence of social and economic 
the school child (by, Raymond Franzen 
sean child health awormation, 1992 


factors on the health of 
New Amer- 


xiv p. 1, 1440p. Mus (map) diagrs. 24° 


(American child beaith 
asmetation School health research m no. mY) 


1. Beheo! bygiene. 2 Schoo! children, 3. Mao—Infuence of environ. 
ment 4 Child study t Title, o. Title: Goctal and 
om the health of the shee! child, Tadurece of. mi. Title: The besith 
of (be schon! child 
s2—S141 


Library of Congress LBSe0e USFT 
Copy 2 
A 40185 (38g? 


Cepsrignht 371. 70073 


Franzen, Raymond Hugh, 1495- 

Physical measures of growth and nutrition (by, Raymond 
Franzen New York. American child health association, 
1929 

1 |. 198 p tmel tables, diagrs front. 26°. (American ebild 
beaith amociation school health research monographs wo 1 


1 (bid study 2 Children—Nutrition 3. Growth 1 Tith 


2 le, 


Librery of Congress RdI131 FT 


Copyright A Tene sTdz 


Franzen, Raymond Hugh, 1495- 
The program of ‘measurement in Contra Costa County, 
and William H. Hanlon 


by Raymond H. Franzen 
Martinez, Calif., Standard print, 1925 
Sp \.%p 2m 


1. Mental yom. 2 Groting and aastins (Students), 3 wy .< F 
Califorma-Contra Costa Co. (3. Education—Contra Costa Co. Califs 
t Hanion Willa H., joint author - Tithe. 
E®-51 
Library, U S. Bur. of Education LBIIS1.F73 
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Franzen, Raymond Hagh, 1+¥5 
Public health aspects of dental decay in children ;by, Ray- 


mond Franzen New York, American child health associa- 
tion, 1930. 
al A” ay 1, 121 p tel, 1 Mus, tedles, diagra 24" (American 
, health research monographs, 00 mI) 


child bee! 


hygiene. . Tite, uo Tithe tantat deray lo children, Public health 
asperts of 

& TY 
Library of Congres BKS2T 
Copyright A 2m (3A2, 


Franzen, Raymond Hagh, 1405- 
Textbook selection, by R. H. Franzen .. and F. B. Knight 
with an introduction by Ernest Horn. Baltimore, Md., 
Warwick & York, inc., 1922 
4p inc! tabies I 


1 Text books 1 Kaight, Frederic Butterfield, 1401 - Joint author 
7410 
Livrery of (ougress LB9065 FT 
Coogan A Oem? sais 


Franzen, Wilheim. 

I +hriommentar cum Polizeiverwaltungagesetz, von Wilhelm 
Franzen. Greifswald, L. Bamberg, 1992-44. 

2 eo! of 


1 Potre Germany & Germany Lows, cates, ote om Tithe 


% 160n8 
081 100Re8 


ldbrary of (eugrems nvesarT 


LIBRARY OF CONGRESS 


renese- ee ete Lisbeth. 





neven staat, von L. 
amet Hellersberg. 


Sp aye 


mTiseen Ag 1934 
(Recht and staat in geechichte ond gegenwart 108) 


Childrea--Charities, protection, ete-Germany. 2 Nationaleoat- 
altettocbe deutsche arheiter-partel 1 Tithe. 


345308 
Library of Congress BVI63.F7 
2 3 10S 
Frenzen-Swedelius, sSernerdus 
see 
Franzen, sernari, 1885- 
Frenzens-museum, Briinn 
se~ 
Briinn. WMorevske zemske museum, 
K. K, Franzens-universit#t, Lemerg 


Lemberg, Austrin. Universyte' 


Franzene-Universit2t in Olmutz 
see 


Olmutz, Austris, Universit*t. 


Franser, Berthold. 
Die amerikanischen kriegslieferungen und wir (zu- 
leich ein mahnwort an das amerikanische volk) von 
rthold Franzer Hamburg, Gebriider Paustian, 
915. 


Bhp 2xlan 


1. European war, 1914- 2 'U. S—Neutrality. 1. Tithe. 


Library of Congress 





Franzero, Charles Marie, 1892- 
Inside Italy, by C. M. Franzero. London, Hodder and 
Stoughton, limited 141, 
1p. 1 
First printed March, 1041 


1. Italy—Pol, & govt 1922 2. Fasciom--Italy 1, Tithe 
41 1028 
Library of Congress DOSTLET 1041 
2, es ee 
Franzeru, Charles Marie, 1892- 
Roman Britain, by C. M. Franzero. London, G. Allen & 


Unwin ltd. ,1935 


188, 1, p. front, plates. 19° 


“The Italien ortginal, ‘Rritenoia romana’, poblished 1935" 


1. Gt_ Brit.Antiqutties, Roman. 2. Gt Brit —Deser. & trav. 3 Gt 
Brit —Hist...Romean period, s c. S-a 0. 440. 1 the 
SSA 
Library of Congress DAMS. FTO5 
3 913.42 


Pransheim, 0 Merts. 

A practical ceramic dictionary for the potter, tile and 
ccna cotta manufacturer, those engaged in the silicate 
industry, and students of ceramics, by C. ‘Merts Franz- 

eim. New York, Demarest publications, ine, 1924. 

84, Do tables 17%. $2.00 

Blank pages for “Memoranda” (9 at end) 


1. Pottery—Dictionaries. t. Tithe; Ceramic dictionary. 


24—138)1 
Library of Congress 


Copyright A 792575 
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Franzinetti-Guastalla, Ada. 
John Keats. Roma, A. F. Formiggini, 1922. 
Mp 17. (Added t.p.: Profil, 2 #1) 
“Bibliografia” : p. (70-80 


1. Keats, John, 1706-1821 
87-86140 
Library of Congress PR«887 FT 
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Franzini, Hieronymus 
see 


Franzini, Girolamo, 16th cent. 


Franzini, Marino Miguel, 1779 /-1861. 

Routier des cétes de Portugal, ou Instructions nautiques, 
pour servir & l’intelligence et & l'usage de la carte qu'on a faite 
et des plans particuliers des ports les plus remarquables de ce 
royaume; par Marin Michel Franzini Traduit de la langue 
portugaise, par G. d'Urban aris, De I'Imprimerie royale, 
1822. 


tip = 
“Extrait dee Annales maritimes et colonialas” 


1. Urban, G. a, tr 
s-e0Tee 


1. Pilot guides Portugal. 2 Coaste- Portugal 
1. Title. 
VKS0. F756 
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Franzini, Marino Miguel, 17791-1861. 
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Franzius, Georg, ed. 
Der hafenbau, bearb. von F. Franzius, O. Franzius, 








Routier des cétes de Portugal, ou Instructions nautiques pour P. Hedde, H. Minch, R. Rudloff, C. und G. de 
servir & l’intelligence et & l'usage de le carte qu'on 8 faite et Thierry; hreg. von G Frenzius a 4 verm. suf. Mit 879 
plans particuliers des ports les plus les de ce bbildung Li und 15 litho- 
royaume ; par Marin-Michel Franzini Traduit de la langue graphierten tafeln. Leipzig, W. Engelmann, 1912. 
portugsise par G. D’Urban 2. éd. Paris, Imprimerie 2¥, 576, ty p. illus. xv fold. pl. (part col.) diagre 25". (Added t-p 
royale, 1836. ertodet ve Ladwig Vraunton (1) ued Bévard Bonne brag von G. Pras 
87 p. incl. tables (1 double) 214" ome Oe @. 6 4, verm. « 
At heed fie" ther ‘eames tm. ( Gee Handbecks dor tage 
Includes bibliogrs 
1. Pilot guides—Portugal. 2 Coaste—Portugal 1 Urban, G. ¢’, tr. : wi i "heme "hodott a hae 
um. Tithe. 30 s3808 boret, Mo wry se2- Title 
Library of Congress TAS HD St.b4.11 13-o1z2 
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Franzis, Emerich. 
Bernard Bolzano, der padagogische gehalt seiner lehre ; zu 

gleich ein beitrag zur gi des 

schen raumes, von Emerich ‘Franzis. Miinster in Westfalen, 

Aschendorff, 1933. 





x, 2400p. 2 (Added t.-p.: Deutachtom und ausiand | gute « mum 
asuslanddeutschtun a sur ausiandkultur, brag. von Georg Schret 
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“Quellennachweis”. p. (xvil;-xx 


1 Bolzano, Bernard, 1781-1848 2 Education—Philosophy 


80-83727 

Library of Congress LB6@TS. BST2F7 
2, 370.1 
Franziska, pecud 
nee 
Porges, Franziska, 1919 

0 8877 

Library of Congress 2) 


Fransiskus, Pius. 
Mother love. A manual for Christian mothers, with 
ay! ho Aochcentoaternlty of Chststign met 

by Rev. Pius Franziskus 8 Capuchin 
fa yf O Anguetios’ eee New York and Cin- 
cinnati, F. Pustet oo., ine. “1926, 


1p |, vill, 4p. front, illu 144". 


1. Title 
6443 
Library of Congress BX2353.F7 
Copyright A 889514 a 
Franziskus Maria vom Kreute, pater 
sae 


Jordan, Franziskus Maria vom Kreuze, pater, 1848-1918. 


Loaasy or Concanes Ravexance 
Congram cocentinr} catrns which do wot appear ao Wandings in depestiory cotalags. 
X41-e25 
ay 
Fransius, Frans. 
See- und hafenbau, von Franz Fransius .. und Karl 


Békemann ... mit 100 abbildungen. Berlin und Leipsig, W. 
de Gruyter & co., 1927. 

182 p. Mus, diagre, 16°. (Sammiang Giechen. @52)) 
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Franzius, Georg. 

Kisutechou, Deutechlands erwerbung in Ostasien, 
Georg Franzius Bilderschmuck unter leitung des prof W. 
Rése. 7. aufl. Berlin, A. Schall ,1900, 


4p lL. 1442p col. front. Mus, plates, ports, maps, facsim. 25j”. 


1 Klaochou—Deecr & trav 2 Germany—Colonies —Kiso-chou 
L Réee, W., tlias 

G 281 

Library of Congress DST705.08F8 


a1, 


Franzius, Ludwig, 1832-1903. 


Project for the improvement of the Hwang Pu River, 
to the port of Shanghai, China, based upon reports, plans, 
designs, and estimates, prepared by Ludwig Franzius 
and Lindon W. Bates ... in consultation with representa- 
tive engineers in Europe. Accompanied by proposal for 
its execution, by Linden W. Bates. London ;V. Brooks, 
Day & son, Itd., 1902. 


35 p. 4 fold. pl. (incl 2 maps) 3H 


1. Hwang Pu Giver 2 Shanghai Harbor t. Bates, Lindon Wallace, 


1858- joint a 
17-2083 

Library of Congress TCS02. H8SF7 
Pransius, Ludwig, 1832-1903. 

Seekandle. Strommiindungen. Seehiifen. Als er- 
@ainzung des dritten bandes des Handbuchs der ingenieur- 
wissenschaften, 3. abteilung, bearb. von Ludwig Franzius 

.. Georg Franzius ... Rudolf Rudloff ... Mit 42 text- 
7 ond 5 zeichnungstafeln. Leipzig, W . Enge' 
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Bibbographoes at end of secnons 


(On cover: Fortschritte der inge- 


Canals, 2 Ri 3 . 2 
a beh mee arbors 4 Docks 1. Fransiua, Georg. 
397321 
Library of Congress TAM6.FT 
Pransius, Ladwig, 1832-1903. 


Der wasserbau. Handbuch der ingenieurwissenschaf- 
ten. mi. band... Hrag. von L. Franzius, und Ed. Sonne. 
2. verm. auf. Leipzig, W. Engelmann, 1882-84. 


2. end atlas of xxx fold pl 2™ 
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Wasserbau am meere und in strommiéndungen. In 
verein mit G. Fransins, H Méneh, Sy og — Chet | 


Thierry, a. von und 
ec und professor Ed. Sonne —" 3. verm. anf. 
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of Gas: Ear cometen 111 bd des Hamdbuchs der ingemear- 
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Franzius, L.adwig, 1832- ed. Wasserbau am 
meere und in strommindungen 1901. (Card 2) 
owrents —Das meer und , 4 seeschiffahrt, Bearb von L. Fransvus und 
an 


dungen und deren korrekt Thierry — 
Seehater. Bearb von L. Frangius, unter mitwirkung von G Frarsius und 
G. de Thierry —F nd sc Bear. 
von G. Franzius und H. Ménch. 





1. Harbors 2 ay engineer t Sonne, Eduard Heinnch 
Christian, 128- om ed m Pronsies, Georg, m Ménch, H. wv. 
Schilling, Carl David "as? v. Therry, G de 


Library of Congress TAI45 1123 


Franzius, Otto, 1877- 

Der grundbau, von O. Frenzius .. 
ersten bearbeitung von O. Richter ... mit 389 tb cannatbintongen. 
Berlin, J. Springer, 1927. 

xil pl iL, 380 p Ulos 25°. (Added tp: Handbiblicthes far 
beulngenieure mt Wasserben. 1. bd.) 

“Literaturverseichais” : p. 287)-854. 


1. Foundations 2 Hydrealic engineering. 1, Richter, O. a Tithe. 





21-217T88 
Library of Congress TAIGH2 m. t, 1. 
Copyright A-—Foreign ers 
a 
Franzius, Otto, 1877- 
Der verkeb rbau; rbau-handbuch fiir stu- 
dium und prexis, von Otto po ranzius Mit 1022 abbildungen 


im text und auf einer tafel. Berlin, J. Springer, 1927. 
ai, 1), 880, 2) p. Mus. (imel. plans) maps (1 fold) diagre, 254" 
“Literaturverseichais”  p. (706,-819 


1. Hydreniic engineering. 2 Harbors. 3. Canale. 4 Water 1. Tithe 
mle 
Library of Congress 


TC16.FTS 
Copyright A> Foreign aos 
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Franzius, Otto, 1877- 

Waterway engineering; a text and handbook treating of the 
design, construction, and maintenance of navigable waterways, 
by Dr.-Ing. ¢. h. Otto Franzius translated by Lorenz G 
Straub Cambridge, The Technology press, Massachusetts 
institute of technology, 1936. 

xvi, S27 p tilus, mape (1 fold.) tablew (1 fold.) diagra 24™ 

i 2 the entire book an (ransiated into English and edited 


was decided to print only — perts which provide information 
se A. 4 accessible to American eng! 


Tansiater's 

1. Hydraulic engineering. 1 Straub, Lorena George, 101 ur 

n. Tithe. 
* on 

Library of Congres TCM. 

- Copy 3 
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Pransius, Wolfgangus 
see 


Frans, Wolfgang, 1564-1628. 


Livrary of Congress 


Franzke, Clifford J. 

Crop judging and identification, by Clifford J. Franzke 
Minneapolis, Minn., Burgess publishing compeny, mimeoprint 
publishers, *1935. 

4p lL. oom Lo 27) 2 219 


Tactades twelve copies of leaf 38: form for “Purity test record” 


1 Agricultore—Study aod teaching 1 Title 
S7 3804 
Library of Congress smiorrm 
Copyright AA 190088 See?) (qo Te) es 








Pranzke 


Franzke, Mex. 

Untergang der welt goliwahrung’ Von dr. jur. Max 
Franzke Breslau, J. U. Kern, 1931 

2p a 

Beourtste literatur’: p 32. 

1. Gold. 2. Currency question. 1 Title 

32 lose 

Library of Congress Hog? FT 

Copyright A- Foreign 15168 
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Franzmedhes, Mat 





ee 


Franzmadhes, Johann Matth‘as Josevh Anton, 


72 


Franzmeyer, Fritz, 1854- 

Presse-dissertationen an deutschen hochschulen, 1885-1938; 
auf grund der jahresverzeichnisse der deutschen hochschul- 
schriften und der verzeichnisse fur die Ostmark und das protek- 
torat Béhmen bearbeitet von dr. Fr. Franzmeyer ; herausgege- 








ben von dr. Walther Heide Leipzig, Borsenverein der deut- 
echen buchhandler, 1940. 
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41-16815 

Library of Congress Te40 FS 
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Fraazmeyer, Fritz, 1554- 
Studien uber den k nd vokal der neu- 





engliachen dialekte auf oe der Ellis'schen listen und des 
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Die fransosisch-belgische gewaltherrschaft im Rubr 





Gebiet; eine zusammenfassende darstellung auf grund 
authentischen materials. Berlin, Zentralverlag ¢. m. b. 
bh, 1923 
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Die frangésische armee in ihrer gegenwartigen whi 
formierung. Mit 18 tafeln in lithographisehem farber 
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Franzoni, Andrea. 
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suce. Wilmant, 1907 


Lodi, Societa tip 
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ERAN 
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Andres. 
a La scuola del k.voro. Milano Tip. indipendenza, 
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cover-title, Mp 2H" 
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(Quadernm: di dirett: dal 
of ii foteereia. iret A. Fran- 


“Notizie bibliografiche”: p. (76-80. 
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E 17-246 


Library, U. S. Bur. of Education LB1594.F8S 


Franzoai, Andrea, ed. 


Storia degli sport, diretta dal 4 Andrea Franzoni ... 
Milano, Societa editrice libraria, 1933-38. 


3S. Mas. (part col.) tee ( . 
- pe pia! mepquanbens eum. den eten, 


1. Sporte—History 


for Library of Congress 12) 


Frausoni, Ansonio 
Colonizzazione e proprieta fondiaria in Libia, con 
speciale riguardo alla religione, al diritto ed alle con- 
suetudini locali, prefazione degli editori, lettera dell’ 
amm. Giovanni Bettdlo. Roma, Athenaeum, 1912. 
2p 1.309 mn 


Appendice bibhografica”: p. :359)-:365) 


1 Tripoli taly—Colonies—Africa. North 3 Land tenure— ma seg 
North ' proprieta f. 


Fite tt. Title: Libia, Colonizzanione ¢ 
1612273 


Library of Congress HCS67 T7F6 








Franzoni, Domenico, merchese 


Frersoni, Vomenico, marchese,. 


Franzoni, Francois, 1887- 
Le bois sacré; sonnets. Paris, Stock (Delamain et Bou- 
telleau) 1936. 
1. 11. 
1 Tithe. 
6 THD 
Library of Congress PQ2811.R326B6 1906 
Copyright A—Foreign 32290 
2) 191 


Franzos, Karl Emil. 
Allerlei aged geschichten, 2. auf. Berlin, Cun- 
cordia deutsche vodigpenstelh 1897 


Spl, u7p i 


Cowrawts. — Allerie: — Einleitung Amanda Waidso 
Eduard von Zawden vi aund -kunatier Der religionen-eammler. 
Peter von Boor Der Wiener Lope de Vega Derechulmeiser von Thaifels. 

1a 6 

Library of Congress, no. 


Franzos, Karl Emil, 1448-1904. 


The chief potion, by Karl Emil Franzos, Author 
ized edition. New York, J. W. Lovell company 1890 
Spl. d-272 p 19". (Lovells foreign literature series, no. 5) 

The introduction is by Edmund Gosse 
1. Tithe 
6 4310 


PZ3.FRS9C 
valdely 


Franzos, Karl Emil, 1848-1904. 
Eveiitengen © und skizzen von Karl Emil Franzos 
und Gustav Droz .. Chicago, L. Schick ,1885, 
4p, 11, S44 p, 11, Si-O p. 19°. (Collection Schick, no. 6) 


Crmmeve~ Der Shylock von Barnow, von Karl Emil Franzos.—Nach 
oheren gesetz! von Karl Emil Franzos —Das kind, von Gustav Droz 


Library of Congress 


' pres. Gustave i ¢. Antoine Gystave, 1832-1895. 1. Title. ut. Title: 
Der Shylock von Barnow. tv. Title: Nach dem hoheren gesetz! v. Title: 
Das kind 

17-20442 

Library of Congress PTi397 4 
Copyright 1885: 13649 
Franzos, Kari Emil, 1848-1904. 


For the right, by Karl Emil Franzos; given in English 
by Julie oa, with @ preface by George Macdonald, u. vo. 
New York, Harper & brothers, 1888. 

cover-title, 198 p. 214°. (Harper's Franklin square library. so. 616) 


1 MacDonald, George, 1834-1905. 1m. Sutter, Julie, tr. m1. Title. 


Library of Congress Pz.resor 


CATALOG OF PRINTED CARDS 


Franzos, Kari Emil, 1048-1904, od. 
Die geschichte des erst sel he auf- 
sétze von Rudolf Beumberk, Felix Dahn, oo fine a a 
Eingeleitet von Karl Emil Franzos. Mit den jugendbild- 
nimsen der dichter. Leipzig, A. Titze ,1894, 
= 





evil, 28 p inet ports 
Errata slip inserted 


1 Authors, German. 2. German literature— 19th ceat.—Hist. @ crit. 


215177 
Library of Congress PTIS6.FT 
3801, 
Franzos, Keri Emil. 
Der Gott des alten doktors; erzihlung. 2.aufl. Ber- 
lin, Concordia deutsche verlags-anstalt ,189-) 
ipl, Wtp mm. 
‘Title od.; the Berlin ed of 1802 (F, Fontane & co ) with new title-page. 
ome 
Library of Congress, no, 
Pransos, Karl Emil, 1848-1904. 
Heines geburtstag, von Karl Emil Franzos ... Berlin, 


Concordia, Deutsche verlags-anstalt, 1900. 
Re mm 


t-abdruck der “Deutschen band heft 5, 
, Pn a oy py aus dichtung’, xxv, vom 


1. Heine, Heinrich, 1797-1856. 


Library of Congress PT2390.F7 


Franzos, Karl Emil, 1548-1904. 

The Jews of Barnow; stories by Karl Emil Franzos, 
translated by M. W. Macdowall. Edinburgh and Lon 
don, W. Blackwood and sons, 1882. 

vip. 2Ld-Mip Im. 

Shylock of Barnow Two saviours of the 


Conn. The Chane 


ape child of atonement.”—Esterka Regina —-“Baron Schmule.”— 
picture o ra Christ —Nameless graves. 
1. Macdowall, M. W., tr 
24 8875 
Library of Congress PT 1865.F3J63 


Franzos, Kari Emil, 1848-1904. 

The Jews of Barnow. Stories by Karl Emil Franzos. 
Translated from the German by M. W. Macdowall. New York, 
D. Appleton and company, 1883. 

sxitp, 21, 21-36 p 18. 


—The Shylock of Barnow — —Chane — Two saviours of the peo- 
—Easterka Regina —“Baroo Schmaie.”— 


t Macdowall, M. W., tr. 1. Title. 

643158 rev 
Pz Feces 
(73802, 


Library of Congress 


Franzos, Karl Emil, 1445-1904. 
Die Juden von Barnow; geschichten von Karl Emil Fran- 


zos. 6. aufl. Berlin, Concordia deutsche verlags-anstalt, 
1899 

2p. bl, ie p. 1h, 2p 18y™. 

Contests Me Shylock von Barnow —Nach dem biheren greets — 
Zwei retter wilde taromt und die achine — —Deas “Kind der 
sfthne” — Esterka Regine —“Barom Schmule”—Das Christusbild —Ohme 
ineecbrift 

1. Title 

14575 


Prin PRJ6 1988 
e274), 


171 


Library of Congress 


Franzos 


——— 
; erzahlung. 
aul tenet deutsche 
ipl, mp i. 
‘Title edition. 44h ed, Breniaa, E. Trewendi, 188, with new ip. 
ane 


md, 


Library of Congrem, no. 


Franzos, Kari Emil, 1548-1904. 
Judith Trachtenberg, s novel, by Karl Emil Franzos 
Tr. by (Mrs.) L. P. and C. T. Lewis. New York, Harper 
& brothers, 1891. 


lp. t. 21 p 2a" (Om cover: Harper's Frenkiio square library, 
po 707) 


t Lewis, Mere L. Pte 
joint tr. ut Title. 


a Lewis, Charitos Thomas, 1834-1004, 
6 43158 
P23 ree 
a3s7b1., 


Library of Congress 


Franzos, Keri Emil. 


Junge liebe. Zwei geschichten. Breslau, S. Schott- 
laender, 1879. 


4pl, mp 12 
Cowrmrra — Die braane Ross —Die vettern von Brandenegs 
ioe 


Library of Congrem. no. 


Fransos, Karl Emil, 1848-1904. 


oo aS ‘s recht. Roman von Karl Emil Fran- 
New-York, G. Munro ,1882) 


@p. RB. (Die deutsche library, bd. 2, a0. 79) 


1. Tithe. 


Library of Congress 
Copyright 1682: S140 


PTis2 D4 


Franzos, Kari Emil, 1548-1904. 

Ein kampf um's recht. Roman, von Karl Emil Franzos 
2. auf. Stuttgart, A. Bonz & comp. ,1884-93,, 

a, 1. 


Vol. 2: 3. auf, 1888. 


1—20800 


Library of Congress Prise. FIKS 19M 


Frenzos, Kari Emil. 
Der kleine Martin ; + > eo 
deutsche verfags-anstalt, 1896 


ipl, Uap #. 


Bertin, Concordia 


Library of Congrem, an 








Franzos 


Freazos, Keri Emil. 

Leib Weihnachtskuchen und sein kind; etrahlung. 
Berlin, Concordia deutsche 1896. 

ipl. Sip . ; 


Library of Congress, no. 


Franzos, Karl Emil, 1448-1904 
Moschko von Parma. Geschichte eines jiidischen 


soldaten. Von Karl Emil Franzos ... New-York, G. 
Munro (1882, 
Dp R™ (Die deutsche library, td. 2, no. 71) 
1 Tithe 
v-ms3 


Library of Congress 
Copyright 1882: 27799 


PTIs2 D4 


Pranzos, Karl Emil, 1444-1904 
Mosehko von Parma; erzahlung, von Karl Emil Fran- 


zos. 3. aufl. Berlin, Concordia deutsche verlags-anstalt, 
1899 
pt. ae me” 
Title 
19148 
Library of Congress PTI86S FIM6 1899 


Franzos, Kari Emil, 1545-1904. 
Ein opfer. Erzahlung, von Karl Emil Franzos. Stutt- 
gart, J. Engelhorn, 1895. 


1S p 18" (Engetberns aligemetae romanbibilothek 10. jabrg., 
ba % 


1 Tithe 


Library of Congress PT2611 R806 1808 


(422, 


Franzos, Kari Emil. 


Der prasident; erzihlung. 3. durchgesehene aufl. 
Berlin, Concordia deutsche verlags-anstalt, 1896. 


tpl, mp mw 
ee 


Library of Congrem, no. 


Pranzos, Kar! Emil, 1548 1904 


“Die reise nach dem schicksal.’’ Erzihlang von 
Karl Emil Franzs New-York, G. Munro ;1885, 


Bp RW (Die deuterhe library, b4 9, no. 173) 


1 Title 


Library of Comeress 
Copyright 1S 8279 


PT13R22 D4 


LIBRARY OF CONGRESS 


Frenzos, Karl Emit. 

Die schatten. Erzahlung. 2.aufl. Stuttgart, A. Bonz 
& comp., 1889. 

2p.1,37Opp is. 


Library of Congrem, a0. 


Frenzos, Kari Emil. 


Stille geschichten. 2. auf. Berlin, Concordia deutsche 
verlags-anstalt (n. d., 

2p..,273p. i. 

Title ed. ; 2d ed., Dresden, Minden, 1881, with new t.-p. 

Cowrerm.—Die locke der bei —" Sophie!" —Friedrich 
Sehiller —Der Hiob voo snore Es in der laft —Uneer Hane 


| Me 


Library of Congres, no. 


Frenzos, Kari Emil. 
Ungeschickte leute. Geschichten. 2. aufl. Jena, 
H. Costenoble, 1894. 
3p.l, Mp 
—Eio inten. —' reche —Dee setieichen —De go 
Loposch na 


Corrarn. Komowice 
beimaisee einer kieinen seitang —Der stern voo 
lms 


Library of Congrem, no. 


Franzos, Kari Emil. 


Der wahrheitsucher. Roman... Jena, H.Costenoble, 
1893 
ay. 


Library of Congres, no. 


Pranzos und Russ in spiritus. Miinchen, Simplicissi 
mus-verlag 1915) 


cover-title, 120 p. illus. 19°. 


1. European war, 1914- 


~H . : 
end coteeen-Onetony jumor, caricatures, etc. 2. Caricatures 


222071 
Library of Congress DS26.5.F7 
Frapan, Ilse, pseud. 
aee 
Akanian, Frau Ise (Lévien) 1852-1908. 
T—14876 


Library of Congress (3641, 
172 


Frapan-Akunian, Ilse, pseud. 
see 
Akunian, Frau Ilse (Lévien) 1852-1908. 


13 16333 
Library of Congress 


Frapié, Léon, 1863- 
... Les amis de Juliette. Paris, E. Flammarion ,“1926, 
28». 1™. 


1. Title 26-9027 
Library of Congress PQ2611 RISAB 1926 
Copyright A—Foreign wo18 
2, 


Frapié, Léon, 1863- 
Bonnes gens; nouveaux contes du temps de la 
guerre. Paris, E. Flammarion “1917 
2p.1, Mp 19 fr 350 


1. European war, 1914- Fiction. 1. Title 


18-4713 


Library of Congress PQ2011 R3I3B6 1917 


Copyright A—Foreign 14976 


Frapié, Léon, 1563 
Les contes de la guerre. Paris. E. Flammarion “1915, 


2p..hMp wer 


1. European war, 1914-1918— Fiction 1 Title 
15— 228 
Library of Congress PON Rees 1915 
Copyright A—Foreign et 
;a35d1, 


Frapié, Léon, 1863- 


La divinisée, roman d'une femme. Paris, E. Flammarion 
(1927, 


235 p. 189". 
1, Title. 
700M 
Library of Congress PQ2611.R33D5 1927 
Copyright A—Foreign ‘53001 
2 
Frapié, Léon, 
La figurante. Paris, Calmann-Lévy ,1908, 
2p 1. Bp we 
1. Title. 
s—8117 
Library of Congress PQ2611. RIES 
Copyright Ree no. 1600 a33d1, 





19 





Frapié, Léon, 1863- 
Les filles & marier, roman. Paris, E. Flammarion 
(1925, 


Mp wn 


1. Title. 
25 8246 
Library of Congress PQ2611.RIIFS 1925 
Copyright A—Foreign 26723 
2 


Prapié, Léon, 1863- 


.-» Gamins de Paris, les Ligues de bonté. Paris, V. Ras- 
musesen (1925, 


157, ty p EL a. (Rcheatillons”) 


. Tithe 
, ome 
Library of Congress PQ2611.RIIGS 1925 
Copyright A—Foreign 23518 
2 
Frapié, Léon, 1563- 
Le garcon & marier, roman. (Paris, E. Flammarion 
(1934, 
Map. tt 1. 
1. Title. 
3414719 
Library of Congress PQ11 R33035 194 
Copyright A— Foreign 24436 sa 
Frapié, Léon, 1863- 
.. La maternelle. 65. &4., Paris, Librairie universelle 
(190-1, 


Spl, Mp 1 


1 Title 

17— 10029 
Library of Congress PQW1LRSSM3 1906 

a36e1, 
Frapié, Léon, 1863- 

... Le métier d’bomme, roman. Paris, E. Flammarion ,1929, 
ip. 2. 19. 
1. Tithe. 

380-4078 


Library of Congress 
Copyright A—Foreign 


PQ2611. R33M4 1029 
ors 


Frapié, Léon, 1863- 
... Nowvegux contes de la maternelle. Paris, E. Flam- 
marion “1919, 
29.1.8» 0 
On cover: 4 mille 


fr. $ 


“—_ 1916986 
Library of Congress PQWII.RIIN7 1919 
Copyright A—Foreign 1631S 
a 


CATALOG OF PRINTED CARDS 


Frapié, Léon, 1963- 
La reine de cour, roman. Paris, E. Flammarion ,1936, 
“Aap we 


wm ee 

Library of Congress 
Copyright A- Foreign 
a 43 91 


Frapié, Léon, 156: 

Sevorité: pitee en un acte, par Léon Frapie et Paul Louis 
Garnier representee pour la premiére fow & Paris, sur le 
seéne du theatre Antoine, le 3 avril 1906. 


(in L'Iiustration thédtrale Paris, 1906. 29°. no. 38, 7 avril 
1906. p B36) 


Tithe vignette ‘portrait of authors) 


1 Garnier, [aul Louwl+, 1970-1016, joint author, mm. Title 
ACe-268 
Title from New Yorks Valv. PQIZI6 1906 


Library of Congress (PQIZZ14 so 30} 


Frapié, Léon, 1863- 
... La virginité, roman. 
Bp mm. 
On cover: 6. mille. 


Paris, E. Flammarion (1923, 


1. Title 
Library of Congress 
Copyright A—Foreign 


PQ2ILRISVS 1923 


Frapier, Mareel. 
L’usurpation du titre d’avocat, par Marcel Frapier .. I’a- 
ris, Librairie générale de droit & de jurisprudence, 1933 


iM p. lk 2. 


“Bidllegruphie”: p. 140,-151 


1 Lowyers—Freace 2 Lege! ethice—France % Freud—France 
1. Title 
s7-24004 


Library of Congress ry 


Frappa, Jean José, 1882- 


A Paris, sous |’eil des météques! roman. Paris, 

E. Flammarion ,“1926, 

248 p, 1b 1m. 

1. Title. 

Library of Congress PQ2MILRISAGS 1926 
Copyright A—Foreign Brat°3 

2 

Frappa, Jean José, 1882 

... A Salonique sous |’eil des dieux! Roman, Paris, 
F. Flammarion, 1917. 

Jp. lp 19" fr. 350 

1. European war, 1914 Fiction 1. Title 

ws 


Library of Congress 
Copyright A--Foreign 


PQ2IIRISAGS 1917 
14935 


173 


Frappa 
Frappa, Jean José, 1482- 

A Salonique sous |'wil des dieux! Roman. Illus- 
trations de J. Touchet et P.M. Chabrier. Paris, E. 
Flammarion ,1922 

258 p. 11 plates. 184. 
1. European war, 1914-1918—Fiction. 1. Title 
23-4311 


Library of Congress PQ2611 RISAGS 1922 


72) 


Frappa, Jean José, 1882- 

on , ~~ ; comédie en quatre actes, tirée du roman 
m. vost... par JeanJosé Frappe et Henry 

Dupuy-Mazuel ... Paris, 1914 


“pte wy 
“Supplément gratuit ac no. 2988 du Monde illustrée, $1 janvier 1914" 


t Dupoy-Mamel, Henry m. *Prévost, Marcel, 1862- ™ Le 
Moode lustre, Bupplément. 1. Tithe. 


15—asT 


Library of Congress ‘PAIZSAB POA6e 
ash, 


Frappa, Jean José, 1582- 
--» 1930. Paris, La Nouvelle société d’édition ,“1932, 
25 p, 21 plates, 184". 


1. France-—Soe. life & cust. 2 France—Pol. & govt.—isi¢- 
3. World politics. 1 Tithe. 


33-18781 
Library of Congress DCI FT 
Copyright A—Foreign 18078 
a o14e4 


Frappa, Jean José, 1882- 

Enquéte sur la prostitution ; ce qu'elle est aujourd hui — 
Les trottoirs de Paris. — Les agences. — Prostituées clandes- 
tines. — Maisons de tolérance — Maisons de rendez-vous. — 





Maisons d’abatage. — Faut-il regi la prostitution ou 
V'émanciper! , Paris, Flammarion ,“1937, 

Z12p. 1. 14". 

1. Prostitution. 2 Parte—Moral conditionn 1. Title. 

87-20687 

Library of Congress Q196. PST 
— -——- Copy? 
Copyright A-—Foreign 35547 

2) 176.5004436 


Frappe, Jean José, 1882- 


... Le fils de Monsieur Poirier, roman. Paris, E. Flam- 
marion (1925, 
xii, 15-2403 p, 1k im. 


Ti 
—_ 2S 15836 
Library of Congress PQW1I.RISFS 1925 
Copyright A—Foreign wes 
a 


Frappa, Jean José, 1882- 
L’idée; roman. Paris, E. Flammarion (1919, 
2p.1, 0p, 1k 1am. 
Cover-title: L'idée; roman dialogué 


1. European war, 1914- Fiction. 1. Title. 


24611 
Library of Congress PQMIRISIS i919 


Copyright D $3999 2 








Prappa 


Frappa, Jean José, 1882- 
... Makédonia; souvenirs d’un officier de liaison en 
Orient. Paris, E. Flammarion (1921, 


Bp. wr. fr. 730 


1. European war, 1914 —Campaigns—Balkan Peninsula. 


21-10707 
Library of Congress DS02.F7 
Copyright A—Foreign 181% 
2) 


Frappa, Jean José, 1882- 

Moliére; piéee en 4 actes et 6 tableaux ... Moliére 
a été représenté pour la premiére fois, le 17 mars 1922, 
au Theatre national de 'Odéon. ,Paris, Impr. de |'Illus- 
tration, °1922. 


Wi (On cover & Petite sllustration, roman-théatre no. 92, 
PP 1922. Théatre, nowy , no. 67) 
INustrated cove 
At head of “ae: _~ José Frappa et H Dupuy-Mazuel 


t Duy -Mazuel, Henr), joint author, u Tithe 


AM 4 
Printed by L. C 


Mel 


Title from Newberry Libr 


Frappa, Jean José, 1882- 

The princess and the clowns, by Jean-Jose Frappa; trans- 
lated from the French by Marie Louise Swinburne. New 
York, Duffield and company, 1924. 

Sp.1,3-208p. 18)* 


1, Swinburne, Marie Iauiee, tr. 
2427148 
Linrary of Congress P73 Paseerr 
2 


Copy 
Copyright A wrT"88 flel, 


Frappe, Jean José, 1882- 


.. La princesse aux clowns, roman. Paris, E. Flam- 
marion (1923, 


Mp mi. 
1. Title. 
wae 
Library of Congress PQ2611.R3SP7 1923 
Copyright A—Foreign 23325 
ra 
Frappa, Jean José, 1882-1989. 


- La princesse aux clowns; roman ... Paris ;Tallandier, 
"1939. 
Sp. 1. @-221p, 11 1”. (Collection “Pour cubiier la vie". (2;) 


1 Title. 
85043 
Library of Congress PQ21L RS6PT 1989 
Copyright A--Foreign om 
i SA 
Frappe, Jean José, 1882- 


Que je t’sime! roman (illustrations de Guy Frachetti.) 
Paris, J. Tallandier ,“1932, 
3p.l, G10 p. 1h Mo 19 


1 Tithe. 
82 -3iSw 
Library of Congress PQ2011.R3ssQs 1882 
Copyright A—Foreign 18183 
a 843.01 


LIBRARY OF CONGRESS 


Frappa, Jean José, 1882- 


_ Les vieux bergers; roman. Paris, E. Flammarion, 


Spl, D258 p. 1h 19° fr. 350 


t. Title 
70m 
Library of Congress PQBN.RISVS 1919 
Copyright A—Foreign 19997 
2 
Frappa, José. 





Les exp de la phy humaine, par José 
Frappa. Paris, C. Schmid (1902, 
140 p, 21. incl. illus, pl 28a" 


1 Expression 1 Tithe 
7708 
Library of Congress BFS88 FR) 
sald, 
Frappier, Jean. 


Etude sur La mort le roi Artu, roman du xu* amy der 


niére partie du Lancelot en prose ... Paris, E. Droz, 1936 
4p. 21 yr. 
Thése— Univ. de Paris. 
“Bibliographie”  p. 411,419. 
1. Mort Artu. 
41-24802 
Library of Congress PQMSEMTSFT 10866 
2 M8 


Frappier, Jean. 
Etude sur La mort le roi Artu, roman du xu sidcle, 
derniére partie du Lancelot en prose. Paris, E. Droz, 1986. 
14 p. 3k 2. 
Ribliographie”. p. 411)-419. 


1. Mort Arta. 
‘37 38084 


Library of Congress PQ1606. MTSFT 


aang > Jean, ed. and tr. 
Le théatre comique au moyen age; textes et traductions, 
avec une notice historique et littéraire, des notes explicatives, 
des ires et des sujets de devoirs, par 
Paris, Larousse 1935, 
16)". (Clamsiques Larousse, pub. sous la direction de 





Jean Frappier et A.M. Gossurt 
118, (hy BD 
Félix Guirand) 
Contents — chronologique du théAtre comique au 
a Bibliographic semimaire—Le jeu de la teultiea 
La farce de maistre Pierre Pathelio.—La condamoation de Kanquet.— 

Jugements. J .--d, Rujets de devoirs. 
1. French drama (Comedy) 2 French drama— Medieval. 1 Coe 
aurt, André Marie, 1680- Joint ed. and tr. m1. Title. 


ACw® 457 
Rochester. Univ. Library VQ1361 Fs 
for Library of Congress PQIs8LFT 
patel, B42 10eD2 


Frappier, Jean, ed. and tr. 

e Se Oke eRiiees oo Grane Spe cutee tata, 
analyses, avec des notices, des 
un seumannsien & Spechitp dotereicn, ann Dean Frappier .. 





et A.-M. Gomart ... Paris, Larousse ,1985, 
ee ™. (Chassiques Larousse, pub. sous la direction ée Félix 
» 


Contanta — Tableau chronologique du tbéatre religieur 
Age. — Notice — oe (pe 32) ta jou Adam A 
Hy ¢ LIL A eS 5 Os SES — te putes o 
N.S Jéous-Christ — Jugements— Questions Sujets de devoirs. 
1. Gomart, André ed. andtr. a. Title. 

© S204 


1. Mysteries and miracie- French 2 French drama Medieval. 
ieee Marie, 150 jolet 


Li rary of Congress PQ1Ms FT 


3 e211 


174 


Frapporti, . 
Studi sopra aleuni luoghi della prima cantica della 
Divina commedia, del pootoenese d.’ Giuseppe Frapporti 
Gorizia, Tip. Mailing edit., 1878. 


Wp,tl 2 


With Martinetti Cardeni, G. Dante Alighieri in 
Ravenna Ravenna, 1864, 


1. Dante. Div. com. Inferno + 


Library of Congress 


PQ4322 SEM 
1a20b1) 


Fraprie, Frank Roy, 1874- 

American photography exposure tables and hand book, by 
Frank R. Fraprie 106th thousand of the exposure tables. 
Boston, American photographic publishing co., 1925. 


2ph.1%4, 2p 28. 


Poste 6 four ruled pages for exposure records and 6 blank leaves at 

eval of m 

contains net only all matter included in previous 
‘ef photography exposure tables, hut also all of the 

n contained in ‘The secret of exposure’ completed and brought 

up to date Pref 








1 Phetography—Handbooks, manuals, ete 2 Photography —Expe 
1. Tithe. 


23 2100 
Library of Congress TRIM FT 


Copyright A seg047 3001, 


Fraprie, Frank Roy, 1874- 

. Among Bavarian inns; being an account of little journeys 
to ‘the Bavarian and to various quaint inns and hos 
telries in and out of the ancient towns, together with reminis- 
cences of student and artist life in Munich, by Frank Roy 
Fraprie ... Boston, L. C. Page & company, 1906. 


xii, 387 p. front. Si pl. 109°. (Little pligrimages) 
Maps on end papers 


1. Bavaria—Descr. & trav. 1 Tithe 
647 
Library of Congress DDe01 BS43F7 
Copyright (#001, 


Fraprie, Frank Roy, 1874- ed. 
Beginners’ troubles ... ed. by Frank R. Fraprie Boston, 
Mass., American photographic publishing co., 1915. 
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Studies in the syntax of the Old English passive with 
special reference to the use of wesen and weordan ... by Louise 
Grace Frary Baltimore, Waverly press, inc. ;1! 

7 |) p» Dy (Lenguage dissertations a) 
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Frary, Marie Harriette, 1483- 
The crystal dg ants other legends; retold by Marie 


H. Frary M. Stebbins, with illustrations 
by Herbert E. Martini. New York, Stebbins and com- 
pany (1909, 

124» front, plates 19° wo 


1 Stebbuns, Charles M., joint author 
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Library of Congress 


© Dec 24, 1909; 2c Jan 3, 1910; A 255742; Stebbins and oo, 
Brooklyn, N.Y 
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The sunken city, and other stories, retold by Marie H. 
Frary and Charles M. 8 with i by 
Herbert E. Martini. Springfield, "Mass., Milton Bradley 
company (1913, 

124» front, plates. 19° 

Published in 1909 under title: The crystal palace. 
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Manuel du démagogue, par Raoul Frary. Paris, L. Cerf, 
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Fraschery, Ch Samy, bey. 
Dictionnaire ture-francais ... Par Ch. Samy-bey Fra- 
schery Constantinople, Imprimerie Mihran, 1885. 
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Fraachetti, Stanialao, 1875-1902. 
Il Bernini, le sua vita, le sus opers, il suo tempo; con 
prefazione di Adolfo Venturi; 
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Fraschetti, Stanislao. 
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Alighieri, 1900. 
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Roma, Societa editrice Dante 
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Fraschetti, Venceslao. 


. Manuale del peceataattis soccorsi dui e tras- 
rt. 4. mi gliaio, ed. speciale ad uso dog infermieri 


la Onsto lame. Roma, Tip. tiberina di F. Setth, 1901. 
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t. Red cross. Italy. Croce rossa. 
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Frascino, Salvatore, ed. 
Testi italiani antichi, a tura di Salvatore Frascino. Halle, 
M. Niemeyer, 1925. 
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Frascona, Joseph Lohengrin. 

Visit, search, and seizure on the high seas; a proposed con- 
vention of international law on the regulation of this belliger 
ent right, by Joseph Lohengrin Frascona ®. py Priv. 
pub. ,Printed by Quinn & Boden company, inc., Rahway, 
N. J. 1938. 
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Frase, Robert William, 191 2- 

The administration of unemployment insurance and the pub 
lic employment service in Germany, January, 1938, by Robert 
Frase on 1938. 
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Fraser, Abel McIver, 1856~- 

Doctor Fraser and his sermons, ed. by Rev. William F. 
Hudson New York, Chicago jete., Flemine H. Revell 
company (1920, 

19 p. front. (port.) plates. 194° 

Comrents.—Personalia and appreciation —Some of his messages 


1. Hudson, William E., ed. 
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Fraser, Agnes, 1459- 

British Columbia for settlers; its mines, trade, and agri- 
culture, by Frances Macnab ,psewd., With three maps 
London, Chapman & Hall, id., 1898. 

Sp lL, 980, 1) p 8 fold. mape (incl front) 20" 
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On veldt and farm in Bechuanaland—Cape Colony — 


the Transvaal—and Natal, by Frances MacNab pseud 
London, New York, E. Arnold, 1897. 
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Relics, by Frances Macnab ,pseud., 
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A ride in Moroceo among believers and traders. by Frances 
Macnab (pseud., London, E. Arnold, 1902 
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Fraser, Agnes Renton (Robson) “Vrs. Donald Fraser.” 
Donald Fraser of Livingstonia, by Agnes Ro Fraser 
London, Hodder and Stoughton Itd., 1934 
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Fraser, Agnes Renton (Robson ) “Mra. Donald Fraser.” 
Donald Fraser of Livingstonia, by Agnes R. Fraser... Lon- 
don, Hodder and Stoughton, limited, 1984. 
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Fraser, Agnes Renton (Robson) “Mrs. Donald Fraser.” 
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Donald Fraser, ». ». With « foreword by Thomas B. Adam 
London. New York ,etc., Longmans, Green and co., 1932 
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Praser, Alexander. 

Natural history of the salmcn, herrings, cod, ling, &e. ; 
with a short account of Greenland, its inhabitants, land 
and sea animals, and the different tribes of fishes found 


on the coast. By Alexander Fraser, tacksman of Doch- 
nalurg, near Inverness. Inverness, R. Carruth- 
ers, 1 
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Fraser, Alexander, M.D 


Dissertatio medica inauguralis, de phthisi: pulmonal:; quam 


ex suctoritate d. Georgii Baird Academiae edin 
burgenae praefect: pro gradu doctoris eruditorum ex 
amin: suljicit Alexander Fraser, a. m., Scotus Ad diem 
24. junii .1799 Edinturgi, excudebant C. Stewart et socii, 


academiae typographi, m pec xctx. 
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Fraser, Mrs. Alexander. 
A fashionable marriage, by Mre. Alex. Fraser ... 
York, John W. Lovell company (1891, 


New 


20.1. 1% Ie (Om cover: Lovell’s Westminster series. no 35) 
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Library of Congress PZ3 
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Fraser, Alexander (of Kirkhill) 

A key to the prophecies of the Old & New Testaments, 
which are not yet accomplished: containing. 1. Rules for their 
arrangement. 11. Observations on their dates. it. A general 
view of the events foretoid in them. By Alexander Fraser 
Philadelphia: Printed for D. Hogan, no. 51, South third- 
wtreet. nearly opposite the United States bank. From the 
prem of John Bioren ore 
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Fraser, Alexander, 17th baron Saltown Fraser, Alexander, 186%) 
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, District of Hesse 
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1 Courts—Omtario 2. Ontario— Hist —Sources 1 Ontario. Courts 
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92108 Library of Congress F1086.049 vol 14 tains 
Library of Congress * 
Al der, 1860 ed. Fraser, Alexander Campbell. 


A book of prayers for various seasons and sundry occasions, 
in large part adapted from ancient sources, and arranged in 
order of the church year, compiled and in part composed by 
A. Campbell Fraser With « foreword by the Bishop of 
Ripon. Oxford, B. Blackwell, 1934. 


Brock outaeth, 1812-1912; account of the celebration 
at Queenston Heights, a - the 12th October, 1912; 
ed. by Alexander Fraser ded.) Toronto, Pub. for 
the Committee by W. Briggs, os. 


92 p. trot, plates, ports 24) a1v, 0p. 17° 
Piret printed, July 1082. Reprinted, January, 1984." 
1. Brock, Sir Isaac, 1760-1812 1 Title 1 Chureh of Ragland. Liturgy and ritual. Collects. 1. Title 
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Fraser, Alexander, 1860- Fraser, Alexander Campbell, 1819-1914. 


The 48th Highlanders of Toronto. Canadian militia. Berkeley, by A. Campbell Fraser Philadelphia, 
The origin and history of this regiment, and a short ac- J. B. Lippincott and co.; Edinburgh, W. Blackwood and 
count of the Highland regiments from time to time sta- sons, 188 
tioned in Canada. By Alexander Fraser... Toronto, viii, 234 p front. (port) 174°" 

E. L. Ruddy, 1900. 
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Fraser, Alexander, 1860- 
The last laird of MacNab: an episode in the settlement of 
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Fraser, Alexander Campbell, 1819-1914. 
Berkeley and spiritual realiem, by oe Campbell 
Fraser London, A. Constable & co, Itd., 
ai, 5. 1) p 179%. (Half-titie: Philosophies ancient and modern) 
“A short list of books bearing on the subject”: p. 85 


Fraser, Alexander, 1460- 
The Ontario archives, by Alexander Fraser ... 
(In American historical association, Annual report ... for the year 
1911. Washington, 1913. 24)°*. +. 1, p. 358-362) 


Part of appendix 4 of the proceedings of the Conference of archivists. 
19 


1 Archives (etarto L Tithe 1 Berkeley. George, bp of Cloyne, 1645-1753. 1 Tile, m Title 
CD11-#8 Spiritual ree'tem 
10 14088 
Library of Congress Card Div, BI72400 1911 +1 Labrery of Congress RIM4T PSS 
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Fraser, Alexander Campbell, 1419-1914. 

Biographia philosophica: a retrospect by Alexander Camp- 
bell Fraser Edinburgh and London, W. Blackwood and 
sons, 1904. 

aly, 335, 1) po 

Conrents.—In the lend of fae early memories.—in Edinburgh : 
the enigma of the universe.— ecclesiastical digression —Returo to 


gn loaephy Hind Britten ae Th In the chair of Hamilton. —The 
Biversity of Edinburgh — Academical vacations —lo tenepris lus. 
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Fraser, Alexander Campbell, 1419- 

Essays in philosophy. By Alexander Camphe!! Fra- 
ser Edinburgh, W. P. Kennedy; ,etc., ete. 186 

vp. 21, 4-38 p 187 

Cowrents. — Life and philosophy of Leibnitz — Hamilton and Reid 
theory of perception — Scottish metaphysics Gewry 7 causation —The 


insoluble problem disquisition on our the infinite —The 
metaphysis of ped ne» ~ ye Ferrier's theory of foo and being — 
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1 Philosophy—Addresses, essays, lectures 
11-1962 
Library of Congress BIS#O F73E6 1856 
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John Locke as « factor in modern thought, by A. Campbell 
Fraeer 


(in British academy, London. 
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“Read October 28, 1906.” 


Proceedings, 1963-1904. Leadon 


1. Locke, John, 1682-1704 
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Fraser, Alexander Campbell, 14)9-1914. 

Life and letters of George Iterkeley, v. ., formerly bishop 
of Cloyne; and an account of his philosophy. With many 
writings of Kishop Kerkeley hitherto unpublished: metaphy- 
sical, descriptive, theological. [iy Alexander Campbell Fraser 

Oxford, The Clarendon press, 1871. 
xvill p.. 1, 672 p incl, front. (port) iitus 234" 
Also tamued with the author's edition of the works of George Derkeley 


1. Berkeley, George, bp. of Cloyne, 1685-1758 
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Fraser, Alexander Campbell, 1819-1914. 
Locke, by Alexander Campbell Fraser Edinburgh 


and London, W. Blackwood and sons, 1890. 


=, 29. i p front com 179%. (Half-title: Philosophical classics 
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1. Locke, John, 1632-1704 
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Fraser, Alexander Campbell, 1419-1914. 

Philosophy of theism; being the Gifford lectures delivered 
before the University of Edinburgh in 1894-95, first series, by 
Alexander Campbell Fraser New York, Scribner's 1895. 

Spi. e8p mM 


1. Thetam. 2 Religion — Ihilasophy 


1 Gifford lectures, 1804 05. 
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Fraser, Alexander Campbell, 1519-1914. 

Philosophy of theimm; being the Gifford lectures delivered 
before the University of Edinburgh in 1895-06, second series, 
by Alexander Campbell Fraser New York, Scribner's, 1896. 
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Thomas Reid, by A. Campbell Fraser Edinburgh 


and London, Oliphant, Anderson & Ferrier ,1898. 
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The designs and ornaments of this volume = 1° | -_ Brown * 


1. Reid, Thomas, 1710-1796. 
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Fraser, Alexander David. 


The potamic system of the Trojan plain, with five maps, by 
A. D. Fraser Charlottesville, Va., The Jameson book store, 
1987. 
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Fraser, Alexander Duncan. 

Some reminiscences and the bagpipe, by Alexander Duncan 
Fraser ... Illustrated. Edinburgh, W. J. Hay; (ete., ete., 
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ati, 482 p35 pl (incl. col front.) 2249" 

Plates accompanied by guard sheets with letterpress. 
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Africa and peace; 


y_ L- memorial lecture for 
the year 1986, by A. G. Fraser 
press, 1986. 


Burge 
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Fraser, Alexander Louis, 1870— 

Sonnets and other verses, by Alexander Louis Fraser 
Saint John, N. B., The Saint John globe publishing company, 
limited, 1909. 
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(Fraser, Alexander N » 1880- 

The social gospel and the Bible; a business man turns to his 
Bible to learn the truth concerning the social gospel Pitts 
burgh, Pa., Printed for free distribution by the author, 1939 
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On cover: By Alexander Fraser 
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Rules and regulations governing freight | traffic by Al- 
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Fraser, Allan. 

Growing Scotland's food; the farmers’ plight, by Allan 
Fraser. With a foreword by Sir John Orr . Edinbu' 
and London, Pub. for the Belhaven press by Oliver and Boyd, 
1939. 
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Fraser, Allan. 

Hansel Craig, by Allan Fraser ... 
London and Edinburgh, W. & 
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Illustrated lining-papers. 


illustrated by L. M. Dufty. 
R. Chambers, itd. ,1987, 
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Sir William Peterson; an address, by Rev. Principal 
D. J. Fraser ... at a memorial service arranged by the 
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of the co-operating theological colleges, Montreal, in con- 
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The marches of Hindustan, the record cf a journey in Thibet, 
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The life and diary of the Reverend Ebenezer Erskine, a. »., 
of Stirling, father of the secession church. To which is pre- 
fixed, a memoir of his father, the Rev. Henry Erskine, a. - ep 
of Chirnside. By Donald Fraser ... Edinburgh, W. 
phant, 1831. 
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The life and diary of the Reverend Ralph Erskine, a. «., 
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The American magazine of wonders, and marvellous chron- 
icle, intended as a record of accounts of the most extraordinary 
productions, events, aml occurrences, in providence, nature, 
and art. that have been witnessed at any time in Europe and 
America Hy D. Fraser New-York: Printed by South- 
wick and Pelsue, no. 3, New-street, 1809. 
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Fraser, Donald, 7. 1797 


A collection of select biography; or, The bulwark of truth 
being a sketch of the lives and testimonies of many eminent 
laymen. in different countries. who have professed their belief 
in. anil attachment to the Chystian religion To which are 
prefixed two letters to Thomas Paine, containing some impor 
tant queries and remarks relative to the probable tendency of 
his Age of reason By D. Fraser New-York: Printed 
for the author, at the Literary printing-office. 1798. 
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A compendium of the history of all nations: exhibiting a 
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The history of man; or, A view of the virtues and vices 
of human nature in both sexes, with examples ancient & 
modern : together with some original essays on a variety 
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prudence and politeness. The whole one being inter- 
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torical, geographical, and chronological com jum : contain- 
ing a brief copie bene history of England, Ireland, 
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The mental flower garden : or, An instructive and enter- 
taining companion for the fair sex. In two parts. Con- 
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African idylis ; portraits & impressions of life on a Cen 
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Fraser, Donald, 1870-1983. 

Winning « primitive people; sixteen years’ work among the 
warlike ihe tribe of the Ngoni and the Senga and Tumbuka peo- 
ples of Central Africa, by Donald Fraser . _ with an introduo- 
tion by John R. Mott .. _ with 27 iltustrations & 2 maps Len- 
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Contributions to the geology of the Reading hills, Penn 
sylvania, by Donald M. Fraser Bethlehem, Pa., Lehigh 
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Fraser, Donald McCoy, 1903- 

Geology reprints. 1. Interpretation of fault movements 
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Soldier and sailor words and phrases: including slang of 
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British army; compiled by Fdward Fraser ... and John Gib- 
bons London, G. Routledge and sons, Itd., 1925 

vil, 872. front, plate, 22° 


1 European war, 1014 1018 Language w words, slang. etc) 2 
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1912. 

xvill, 444 p. front., ag porta, fold. maps, plans (part fold.) 224. 
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Fraser, Edward Smith, 1891- 

Fraser and Jones’ Motor vehicles and their engines. 5th ed. 
By Norman G. Shidle ... and Thomas A. Bissell ... with the 
assistance of Tench Francis ... New York, D. Van Nostrand 
company, inc., 1941. 
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Capt. Edward 8. Fraser, c. 4. and, Capt. Ralph B. Jones, 
c. a Fort Monroe, Va., Coast artillery school ,“1919, 
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the care, repair and management of motor trucks and auto 
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cutta, Office of the sup it printing, 


India, 1906. 
Spt S $08 9.8 1 vii p. fold plans, diagrs 367. (On cover: 
India Education Occasional reports, *) 

Series tile also at of tp a 


At head of title Cates of ths Givecter-qunerel of etucation in tndie 
Conte one 
4 ish & St Loui 
ding ggoenere iS Rata Lacon “Son 
it. 

E 11-008 
Library, U.S. Bur. of Education LST?.AT 





if 





Fraser, James Nelson, 1869-1918. 

The life and teaching of TukAram, by the late J. Nel- 
son Fraser ... and the Rev. J. F. Edwards Madras 
yete., Christian literature society for India, 1922. 

xx, 4%, 323» plates. ports. facsims. 22™ 

Bibliography 9 (29-298 


1. Tukéréma, Marathi poet, ca. 1608-ca 1649. 1. Edwards, James F. 
jotnt author 


Bas 


Library of Congress PK239RTSZS 1922 


rr) 


Fraser, James Roy. 


Memoir of John Fraser, Newfield, Johnstone. By his 
son, James Roy Fraser. Paisley, J. & J. Cook, 1879 
108 p. 2 port. (phot.) 229". 
1. Fraser, John, 17947-1879 
ome 
Library of Congres: DASI6. PSPS 


Fraser, John. 

American children's annual; the wonders of creation, 
science and art; little things, their importance ; entertain- 
ing stories of animals, their language and habits ... Chi- 
cago and New York, W. B. Conkey co., 1898. 

238 p. illus, pl. 8° 

Cover-title: The new American children's annual 


Nov 9,335 
Library of Congress 


© 198. ssaze 


Fraser, John. 

The Etruscans : were they Celts? or, The light of an in- 
ductive philology thrown on forty Etruscan fossil words 
preserved to us by ancient authors; with incidental no- 
tices of the AK. Aan of 2000 words in the classical and 

modern on Greek and Roman 
uities and | mythology. By John Fraser ... Edin- 

. Maclachlan & Stewart; \etc., etc., pref. 1879, 
vii, 3769. 23". 





1 Etrurians—Origin, 2 Etruscan language. 3. Celts. 


1020484 
Library of Congress PA2@2.F8 
s26e1; 
Praser, John. 
Select carnations, picotees, & pinks: the history & cul- 
tivation of all sections. B Sha Poagee .. 
ble printing and publishing o., itd. agit; 
vill, 198 p> ies 219° 
1. Carnation. 
Agr 11-1762 
Library, U. 8. Dept of Agriculture 97F86 
Praser, John. 
Select dahlias and their cultivation by amateurs... By 
John Fraser ... London, Maclaren & sons, 1906. 


Rp. ius. 214%. (On cower: “Gardening world” handbooks (no. 3)) 


1. Dahlia. 
Agr 17-9 


Library, U. S. Dept. of Agriculture 97F86S 


CATALOG OF PRINTED CARDS 


Fraser, John. 

Twentieth century potatoes. B London 
The Cable printing ana sonmainy ©o., 4" 119301, 

Ip 2p 2 


1. Potatoes. (1. Potato— Varieties: 1. Tithe. 


Ag 20-1826 


Library, U. S. Dept. of Agriculture 7SF@Q2 


Fraser, dete, | F.C. 4. 
English 


Fraser 


tatiaticall 2 ry 


Ea E. Wilson, 1903. 
si, Php we 





By John 


1 Ratlroads—Get Brit —Fmance 


325248 


Library of Congress HEDIO Pe 


Fraser, John, of Lachine Rapids, Can. 
Canadian pen and ink sketches, by John Fraser, Mon- 
treal. Montreal, Gazette printing company, 1890. 
3p, Bip 2 


1. Canada. 1. Title 


Library of Congress 1027 Fe 
al%e2) 


Fraser, John, of Lachine Rapids, Can, 

Historic Canadian ground. The La Salle homestead of 1066 
and other old landmarks of French Canada on the lower 
Lachine road ... By the author of “Canadian = and ink 
sketches.” Montreal. “Witness” printing house, 1 

Dp. front. (port.) titua 2. 


1. Lachine, Que—Hiet, 2 La Satie, Robert Cavetier, sieur de, 1643- 
1687 1 Tithe. 


1s 
Library of Congrees rie Liss 
aSTbl., 


Fraser, John, of New South Wales. 

... The aborigines of New South Wales. By John Fraser 
Sydney, C. Potter, gov't printer, 1892. 

2p, 102p. front. (fold map) 4pl. (i fold) 244”. 


At bead of title: Published by authority of the New South Wales 
commiasioners for the World's Columbian exposttion, Chicago 1808. 


Ethnology New South Wales. 1, New South Wales, Commie 
shenete tor Car World's Catuubian e3 etposition, Chicagu, 1808. 
> Sxoe7 
Library of Congress GNOST NSFR 
01, 


Fraser, John, 18461-18861 


Chaucer to Longfellow, a choice selection ous pe 
on English li ; giving a 





| lly me and how to master it . "By John 
Fraser ... Chicago, Johnson & Erskine, 1887. 
2. fromt (port) ies 28". 
Paged continvously 
1 Engtieb Weereture— Hist & crit 
11-19786 


Litrery of Congress 
Copyright 1886: 2112; 1958: me 
195 


Fraser 


Fraser, John, 15461-15861 


: The humorous chap-books of Scotland. By John 
Fraser New York, H. L. Hinton, 1873-,74 

2 inl front (port) im 

Paged continuously 

1. Chap-books. 

ooo? 

Library of Congress PRY2F7 
— ——- Copy? 

Smal! paper valtel, 
Fraser, John, 1860- 


Sixty years in uniform, by John Fraser; with a foreword by 
Major-General Sir George Younghusband With 11 illustra 
tions. London, S. Paul & co., ltd. ,1939, 


24 p. front. plates. porta. 22" 


Reminiscwaces of twenty five years with the Northumberiand fusiliers 
and thirty-fve years ae « yeoman warder and gaoler of the Tower of 
London 


1 Gt Brit -Army— Military life t Title. 


38 DOR 
Library of Congress UM.FTAS 


a FAA 


Fraser, John, 1882- 


History and etymology. an inaugural lecture delivered be 


fore the University of Oxford on 3 March, 1923, by John 
Fraser, ™. a Oxford, Clarendon press, 1923. 

Wptk wo 

1. Celtic languages. 2 Picts 3 Celtic languages — Etymology — 
Names 1, Title. 

24 S874 
Library of Congress PHwoery 
(2, 
Fraser, John, 1h 
Linguistic evidence and arg@gaeological and ethnol: 1 





facts, by J. Fraser 
Ula ye ae, 
bel 257-272) 
At bem! of tithe: The ~; Joba Rhfe memorial lectare. 
“Head November 26. 1°26 
Bibliograpbics! fort notes 


Leadon. Proceedings, 1926. London (1928, 


1. Arven"languages =. Aryans. 1. Title. 
Title oon ate Valv 
Library of Congress (ASIZ214 vol. 12) 


a 


Fraser, John, 1882- 

L id ont extent 8 end chad A 
facts, by J. Fraser. ‘Fomm tho Fortotings of te Bleu 
academy> London, Pub. for the British academy by H. Mil- 
ford, Oxtord university press, 1997. 





18 p WW. (The British academy. The Gir John Rhfs memorial 
lecture) 
“Read 28 Nor. 
1. Aryan languages. 2. Aryans 1 Tithe. 
28117 
Library of Congress Poa.rT 
a 
Fraser, John, 1885 
Surgery of childhood, by John Fraser Landon, E. 
Arnold, 1928, 
2+. Mie ye 
1. CBiidree- -Sergery, 2. Chikdren- IMerenes 
sana 


Lidrery, U 8. Surgece- 


Coveral - Oftce 
ea, 








Fraser 


raser, John, 158: 
Tuberculosis of the bones and joints in children; by John 


Fraser . with 51 full page plates (2 in colour) and 164 figures 
in the text. Landon, A. and C. Black, 1914. 

Ip lt. svi Sip Mes as (part col.) 26°. (Edinburgh medica! 
series, General editor John D. Comrie) 


Hibiiographical foot notes 
Contains bibliographies 


1 HKenes- Tuberculosis Children, 2 Joints — Tuberculosis Chit 
dren + A )ihtren— Disew 
soz 
1. S Surg. geo of Lite. 
for Library of Congress 401 
(Fraser, John A } 
Blinky Morgan, the detective’s foe. By *‘Hawk- 


shaw” ;pseud., Chicago, The Eagle publishing co., 1888, 


217 p. pl 19%. (Globe detective series. no. 5) 


6ANISIP 
PZ3 F8635B 


(Fraser, John A } 

... The Cronin mystery. A complete history of the 
murder, and the quarrel in the brotherhood. Written by 
an ex-member. Chicago, The Eagle publishing co., 1889. 


1p 1, 5214p 19%. (Globe detective series no. 18) 


643150 
PZ3.F863SC 


Library of Congress 


(Fraser, John A } 
Escaped from Sing Sing. By ‘‘Hawkshaw’’ :pseud., 
Chieago, The Eagle publighing co., 1888. 


180 p. 199°". (Globe detective series. no. 7) 


643140 
Library of Congress PZ3 FOOSE 
(Fraser, John A } 
Kemmler ; or, The fatal chair. A thrilling detective 


story, by “Hawk shaw’’ «pseud.; 
publishing co., 1890. 


19m. 


Chicago, Eagle 


235 p. incl. front (Globe detective series. v. 1, no. 21) 


643148 
PZ3.F8635K 


Library of Congress 
(Fraser, John A 

... A wayward gi 
dens. By ‘‘ Haw w 
publishing co., 1890. 

Ip lL. S28_ 1h 


's fate; a sory of the Wisconsin 
”* pseud.) ... Chicago, The Eagle 


(Globe detective series. y, 1, no. 19) 


Library of Congress PZ3 FOOISW 


LIBRARY OF CONGRESS 


Fraser, John Arthur. 


The merry cobbler: an original comedy drama in four 


acts, by J. A. Fraser, jr hiengo, The Dramatic pub 
lishing company “1895. 
48 po thes. (pene) ISS 60m corer: American amutenr dram) 


At bend of tithe: Author's edition 


t. Title 


Peites POM 


Library of Congress 


Copsrheht INKS. aOnnT wazot 


Fraser, John Arthur. 


A modern Ananias; a comedy in three acts, by J. A. 


Fraser, jr Chicago, The Dramatic publishing company 
(1895, 
wy itius. (plans) 189%. (On cover: American amateur drama) 


At head of tithe: Author's edition. 


1. Title 
12-3381 
Library of Congress PS1704. FOM6 
Copyright 1886; 60112 a33b1 


Fraser, John Arthur. 

(ur starry banner; an original patriotic drama, in 5 
acts, by J. A. Fraser, , jr. ... Chieago, The Dramatic pub- 
lishing company (1897 


1p 1, 5-30 p. 18%. (On cower: American acting drama) 
t Tithe 
12-32380 
Library of Congress PS635 ZOPR4 
Copyright 1897: SoR69 


Fraser, John Arthur. 

Santiago; or, For the red, white and blue; a war drama in 
four ects, by John A. Fraser ... Chicago, The Dramatic pub- 
lishing company (1898, 


58 p. tus (plans) 18°. (On cover: American acting drama) 
1 Title. 
12—82379 
Library of Congress PS1704.F9S8 
pa4idl, 


Fraser, John Arthar. 
Sound money. by John A. Fraser, jr. and Charles H. Sergel 
Cheage, CH Sergel company, 1895 


4p lb. 2) 20 iu 1TY* (On cower: Berari’s economic Ut 
brary. oo. 1) 


An stewer to “Coln's Gonactal eboot 


4 Silver aire 2 Harvey, William Hope, 1851 Coto's finan 
etal «choot Sergel, Charles Hubbard, 1861 Jott satbor 
6 71296 Reviaed 
Library of Congress AOS Fas 
Copyriabr 1808 4502 ed 


Fraser, John Arthur. 
Sound money, by John A. Fraser, jr., and Charles H. Ser- 
gel. Chicago, C. H. Sergel company, 1895. 


~ = 4p (0m cover: Bergel’s ratiway lbrary, 
no. * 





owe 
’ 

Complete expemare of the forged and falsified statistics of Cotn's 
fnanciat shoot 








1. Silver ~ stion 2 Harvey, Willem Hope, 1851- Cotas finan. 
chal se brevet veel. Charles Mutherd, 1961 Joint author 
6 21204 Revinedt 
LAbrary of ¢ 128 PM 
$202, 
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Fraser, Sir John Foster, 1565- 

The amazing Argentine; a new land of ya ge by John 
Foster Fraser; with forty-eight plates p 
New York and London. Funk & Wagnalls pan mony ivi4 


vii, 201, (1) p 48 pl. (tel. fromt.) 20° 


1 Argentine Republic— Deser &@ trav 1 Tithe 


14—11768 
Library of Congress Posies 
wn 
Fraser, Sir John Foster, 1568-1936. 
America at work, by John Foster Fraser ... with thirty-eight 


full-page plates from photographs. London, Paris, New York 
and Melbourne, Cassell and compeny, limited, 1903. 

vill, 284 p. pl. (toe. froat.) 

First edition, March, 1908. A May, 1908. 

Conrenta —Foreword.-The newest New York 

ment stores.Rapid transit in New York 
botlt. Scenes in 
mercial training in New York - 
American farmer — Agricultural 
ways and ratiway — ihicago 
cago — Methods of heas in Chicago 
can working man chy of boots and 


The work in depart 
How ratiway engines are 
Pittsburg — Some ways they — in Washington Com. 

Some commercial life 


‘The 








Electrical work —The woolen industry — The cotton industry - Some gen 
eral concinatons 
1 U S&.—Indus. 1 Tithe. 
3 sue 
Library of Congress T?L PS 
Copy 2 Oe, 


Fraser, ‘ir John Foster, 1868-1926. 
Australia: the making of a nation, by John Foster Fraser 


With 56 illustrations from photographs 3d ed. London, 
New York ete, Cavell and company, ltd., 1910. 
six 21 pA ph Cipel. frome) 20 
1 Australin, 2) Australia— Keon. condit 1 Title. 
10 250m 
Librney of Congress DU106 F* 
a3 


Fraser, Sir John Foster, 1863-1936. 
Australia: the making of a nation, by John Foster Fraser 


3d ed. Published for the Bay view reading club Detroit, 
Mich. London, New York ,ete., Cassell and company, Itd., 
1911 


vi, -th-eix, 2080p. ius (map) diagrs 19°. 


1. Australia, 2 Austratia—Econ. condit 1 Tithe 
41-S17T50 
Library of Congress DUIOLFS8 $1911 
12) o104 


Fraser, Sir John Foster, 1868-1936, 

Canada as it is, by John Foster Fraser With forty-seven 
full page plates from photographs. London, New York ,ete., 
Cassell and company, limited, 1905. 


vill, 308, 1) p. incl. front. 4 pl 2 


1. Capada—Deser. & trav 1 Title. 
5 s5T78 
Library of Congress P1015. P84 
peal, 
Fraser, John Foster, 1868 
Canada as it is, by Jobn Foster Fraser ... With an 


introduction by the Right Hon. Lord Strathcona. Four 
plates in colour and over fifty black-and-white illustra- 
tions. London, New York ete., Cassell and company, 
limited, 1911. 


xii, 303, (1) p. inel col front. plates. 21. 


1 Camada—Deser & tray 
12-17272 


Library of Congres» F 1015 FBS 





Fraser, Sir John Foster, 1868- 

The conquering Jew, by John Foster Fraser. New York 
and London, Funk & Wagnalls company, 1915. 

2p lap = 


1. Jewe—Political and sociei conditions, 2 Jews 1 Title. 

A 18-484 Revised 
‘Title from City Library, Sortagete, thems. 
Library of Congress pele FS 


(73502, 


Fraser, John Foster, 1868- 
Deeds that will never die; stories of heroism in the 


at war, collected by John Foster Fraser. London, 
ew York ,ete., Cassell and company, ltd. 1914, 
vii, 223, ty) p 18™ 
1. European war, 1914 Anecdotes. 1. Title 
1S- 14994 
Library of Congress 1S44 F6 


Fraser, Sir John Foster, 1868-1936. 

The land of veiled women, some in Algeria, 
Tunisia and Morocco, by John Foster Fraser; with forty-four 
illustrations in colour and black-and-white. London, New 
York ,etc., Cassell and company, itd., 1911. 

vill, 286 p. col. froot., plates (part col) 20°. 


1. Africa, North—Descr. & trav. 2. Africa, North—Soc. life & cust. 
i Tithe o Tithe yams women ). The land of. 
1128875 
Library of Congress DTwort 
aed, 
Fraser, John Foster, 1868- 
Life's contrasts, by John Poster Frases With por- 


trait and cight illastrations. London, New York jete.; 
Cassell and company, limited, 1908. 


4p. 1, 9p from. (port) 8 pl Ayr 

Contents. —Rather personal The man who came back — The « tashe 
of religion —Glasgow on Le | ny ~The land of bread 
mon pair of ginne The tragedy of the potteries. ine re en, x of ithe 
wanderer — the balance — Dancing m many land: 
worker —The rich man's burden —Mainly about nie rr Ls to 
eating in Parliament.—Fast and slow. women pe 

1. Sorial conditions. 2 Gt. Brit—Soc. condit 

9-207 


Library of Congress HN27.F8 


Fraser, Sir John Foster, 1868-1936. 

Penama and what it means. by John Foster Fraser, with 
a map end forty-eight plates from photographs. 12th thou- 
sand. London. New York ,etc., Cassell and company, 1913. 

ix, 291 p. front. (port) plates, maps 20" 








1. Paname—Deseription and travel. 2 Panama canal. 1. Title. 
War 13-108 
Library, U8. Army War College 
Library of Congress rises Pee 
\a30b1) 
Fraser, John Foster, 1868- 
Der P kanal, seine ng und bedeutung, 
von John Foster Fraser; aut , mit 
2 karten 46 ill or 





und 
1. bis 10. tausend. Berlin ete., y Fe > verlagshaus 
Bong & co. “1914 


viii, 274 p. front (port) plates. maps. diagr 214°* M3 


1. Panama canal 
14-9500 


Library of Congress 
Copyright A—Forcign 10294 


TC774 F7S 


CATALOG OF PRINTED CARDS 


Fraser, \/, John Foster, | 65-1956. 

Pictures from the Balkans, by John Foster Fraser, with 
map, coloured frontispiece and 40 full page plates from photo 
graphs. London, Paris, New York, and Melbourne, Caswell 
and company, limited, 1906 

ai, 298 p col front, pl, fold map 20°. 

JonTents.—A kettle of fish —Belgrade—A sitting of the Servian 
Partiawent mpnastic retreat —The peasant aation —Sofia —A bit of 

wigaria Over the Shi The rose cone queen c—— ‘The 

city of the plain.—In the land of the Where t “best Bor 

ux” comes from —In the berderiand. "tie anes reprementaa 
(Continued on next card) 


* 82376 





rasigl, 


Fraser, Sir John Foster, 1965- Pictures from the 
Balkans 1906. (Card 2) 
Contexts —Continned 
tive —The Turk «» ruler Under the eye of Britain. —The condition of 


Movedoula Ralonion Hitmi Pasha, “Benhum's babies 


of Ochrida 


and ~ome 
stories —Monastir —The quaint city ‘The mountains of 


Albania —Fibasun The Albanians Bernt —Rough experiences in the 
@ountains.—A night storm Uskup The finish. 
+ 1. Balkan Pentosula ae & trav. 2 Pinstern question (Halkan) 
3. Macedonia — Pol. & go’ i. Title 
6 3376 
Library of Congress DRIS PTS 
atid, 


Fraser, Sir John Foster, 1868-1936. 

Quaint subjects of the king, by John Foster Fraser 
6s full-page plates from photographs. 
yete., Cassell and company, limited, 1 


With 
Lanuion, New York 











av, 304 p. G8 pl. (incl. front., face 
Contents —The Kachins and Chi f Upper Buorma.—Men of the 
mangrov amps. — Desert tribes of Australia he trade of thief 





Savage doctoring —Some people of Malay 
cir. —The lone lands of the Terth  Maneuters of New Guineas — Many 
ways of getting # breakfast The Queensiand —— w The land 
of wowen's righta —Juju and fetich —The Toda dairy worshippers of 
southern India —Savage children —Head a. at home.— Some fron 
foal od of uae ‘The Papuan and his ee Life in the sunny 
ik and write. —Tattowis 


A warrior nation — Dancing 





Sout savages 
1 Bebochegy— Aste 2 





Ethnetogy— India 3 Ethnology Austrelia 
1 Tithe. 
ow 
Library of Congress UNOS 
awn 


Fraser, Sir John Foster, 1968-1936. 
The real Siberia, together with an account of a dash through 


Manchuria, by John Foster Fraser London, Paris, New 
York and Melbourne, Cassell and company, limited, 1902. 
svi, 279, (1) p. fromt. (port.) plates, map, 20. 
1, Siberia—Deser. & trey. 2 Menchurin—Deecr. & trav +, Tithe 
2—21903 
Library of Congress DKTM. PS 
w3Tdl, 


Fraser, John Foster, 1968 


The real Siberia, together with an account of a dash 
through Manchuria, by John Foster Fraser ... London, 
Paris, New York and Melbourne, Cassell and company, 
limited, 1905. 

xvi, 279, (li) p. front. (port.) plates, map. 2™ 


“First edition April 1902, reprinted June and September 1902 .. Feb- 
ruary and September 1905” 
1. Siberia—Deser. & trav. 2 Manchuria—Deser. & trav 
82555 


Library of Congress DKSS.FR8s 


Fraser, Sir John Foster, 1868- 

The red passport ; being some experie aces in the life of 
the Hon. Hubert Gresham, king’s messenger, carrier of 
despatches for His Britannic Majesty's government. By 
John Foster Fraser .... 2d ed. London, Chapman and 
Hall, Itd., 1918. 


v, 248 p. 199" 


1. European war, 1914- —Fiction 1. Title 


18-1940, 


Library of Congress PZ3 F86O%R 


Fraser 


Fraser, Sir John Foster, 1368-1936. 

Red Russia, by John Foster Fraser; with forty-eight full- 
page plates from photographs. New York, The J. Lane com- 
pany, 1907 

ai, 2388p. front, 47 pl. (lect porta) 1) 


1. Russia—Pol. & govt 1804-1017. 2 Jews in Russia. 3. Russia— 
Sor. condit 1 Tithe 
720041 
Library of Congress DKo FS 


adorn, 


Fraser, ‘ir John Foster, 1868-1936. 
Round the world on a wheel: 
bicycle ride 


leing the narratuve of a 
through seventeen countries and across three 


continents by J. F. Fraser. 8. E. Lawn, and FH. Lowe. Low 
don, Methuen & co., 1899 
sii, 582 p inet. Crent. ites, pl. facsim = Isg® 
1 Voyages around the world 1. Title. 
1— Tos 
Library of Congress CHORE 
a3Tol 


Fraser, Si; John Foster, 1568- 


Russia of to-day, by John Foster Fraser with forty 


four plates from photographs. New York, Funk & Wag 
nalls company, 1916 
it, 36 p. fromt, plates, port 194 
Vrnted in Great Pritain 
1. Russia 
ie Ls 
Libvary of Congress DKot2 F85 


Fraser, ‘ir John Foster, 1868-1936. 
Through upper Burma and western China. 


(in Asiatic society of Japan. Transactions. (Yokohama, etc., 1898. 
23°". +. 26, p. \¥ ~axwil) 


An address delivered by Joho Foster Fraser in Tokyo in 1994. 


1. Burma —Deseription aod travel 2. China Description and travel 


AC 39-1416 
Chicago. Univ. Library ASSS2.A83 vol. 8 
for Library of Congress (AS552.Y8 vol. 26) 
4 (088 52) 


Fraser, John F rank, 1867- 


Sexual science; a popular treatise on the causes, symp- 
toms and treatment of the common diseases of the sexual 


and urinary functions, by John F. Fraser . New York? 
1905 
1607 p. mel front (port) illus 23 
1 Sexual diseases 
S19 


Library of Congress RCI PSH Copyright 


Fraser, Joshua, 

Shanty. forest and river life im the backwoods of Canada 
By the auther of “Three month. ameng the moose” Mon 
treal, Printed by J. Lowell & son, Iss 

201 p. toed, plates, ports, front. pt na 

1, Ottawa valleys, 2 Frontier and pioneer ar 4 Ootere 3 Lember 
ine Ontario 4 Masewaske river Comeds Tithe 

2-1 

Library of Congress Pree corres 

1, 








Fraser, Joshua, 

Three months among the moose, “a winter's tale” of the 
northern wilds of Canada. .*: a military chaplain. Montreal, 
Printed by J. Lovell & son, 1881. 

ap 2 

Title vignette 

1. Black River, Quebec. 2 Moose bunting. 1. Title. 

2 10 

Library of Congress F104 Bers 

ated), 
Fraser, Juan Alban. 
Spain and the west country, by J. Alban Fraser... London, 


Burns, Oates & Washbourne, Itd. 1935, 
5, 330 p. front. plates, port. fecsims 27”. 


“Barly books of Spanish interest io the Bristol reference library”: 
p 31%-320 © Documents of interest relating to pieoene to the Ovuna ar 
chives, Medrid, 1931": p. 

Bidliography at eud of each chapter 


1. Spein— Relations (geners!) with Gt. Brit. 2 Gt Brit—Relations 
(genera!) with Spain. & Bristol, Eng—Hiet 8 1 Tithe 
Bena 
Library of Congress DPS6.OTrT 
6) 6 


Fraser, Juan Alban. 
Spain's pilgrimage of grace, by J. A. Fraser 
J_S. Burns & sons, printers, 1937? 


(Glasgow, 


6p 27 
1 Spaln—Hiet—Civll war, 1986-1909. 2 Spain--Hist. Republic. 
123). st. Tithe 
41-1434 
Library of Coogress Dp2ee.FT2 
2 6 08 
Fraser, Leon, 1589- 
Educational factors toward peace, by Leon Fraser ... 


New York city, American association for international con- 
ciliation ,1915, 


bp te (Ipterpations! conciliation ye by the American 
ciation for international conciliation, Special bulletin .. April 1913) 
1. Peace—Stody and teaching 1. Title 
ASS 543 
Title from Carnegie Endow Int Peace 
Library of Congress (JX1063. F815) 


2 


Fraser, Leon, 1489- 
English opinion of the American constitution and gov- 
ernment (1783-1798) by Leon Fraser ... New York, 1915. 
Sp 
‘Thesis (ru 0 )-—Columbia university, 1915. 
Published also without thesis note 


1.U S Constitution 2 U S—Pol & govt —1783-1800 1. Title 


(Stet, 1524824 
Liteary of Congreve KUO PS 1915 
Cotumbes Univ Libe W279 


Fraser, Leon. 


English opinion of the American Constitation and 
Qenans (1783-1798) by Leon Fraser. New Yow 


4p si 


1U S Conmnution 2 U. S—Pol & govt—I783-180). 1. Tithe 


1> 10008 
Latrary of Congress 


-~— -— — Copy? 
Cayrgm A We 


JKOFS 


LIBRARY OF CONGRESS 


Fraser, Lindley Macnaghten. 


Economic thought and language; a critique of some funda 
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Fraser, Lovat, 1871- 
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David Kennedy, the Scottish singer: Reminiscences of his 
life and work, by Marjory Kennedy, and Singing round the 
world, a narrative of his colonial and Indian tours, by David 


Kennedy, jun. ... Paisley and London, A. Gardner, 1887. 
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... Hebridean song and the laws of interpretation (by, Mar- 
jory Kennedy-Fraser. (Glasgow, etc., Paterson sons & co., Itd., 
1922, 


cover-titie, 1 


pt aD tus (mesic) 187°. (Festival booklets, 
oa ‘ty FH Biewst, ne. 


1. Singing and voice culture 2. Gongs, Scottish. 1 Title. 
38-4321 
Library of Congress MTe88 FHS 
a 74.88 


CATALOG OF PRINTED CARDS 
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The brown ambassador. A story of the three days’ moon. 
By Mrs. Hugh Fraser New York and London, Macmillan 
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Fraser, Mary (Crawford) “Mrs. Hugh Fraser.” 
A diplomatist's wife in Japan ; letters from home to home, by 
Mrs. Hugh Fraser With two hundred and fifty illustrations 
London, Hutchinson & co., 1899. 
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2p 1.35 p mm $180 


ear sal 
Library of Congress 


9 
Onn.2. mm, Tae 


PZ3 FRG 
13, 1909; A 26726; Mra H. Fraser, 
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mann. New York, Dodd, Mead and company, 1912. 
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In the shadow of the Lord; a romance of the Washingtons, 
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Italian yesterdays, by Mrs. Hugh Fraser New York, 
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2. fronts, tus, plates, porta 234™ 


1. Japan—Descr. & trav. 2. Japan——-Sor. life & cust. 


91119 
Library of Congress D S800 FR4 
Copy 2 
Copyright lame 17H oj, 52 


Fraser, Mary Crawford, “//rs. Hugh Fraser.” 
A little grey sheep; a novel. Philadelphia & London, 
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New York, Dodd, Mead and company, 1912. 
xi, 36 p. front. pl, porta 23y™. 





& Tithe 
19— 267% 
Library of Cougress D400. FBA4 
—_ Copy 2 
Copyright A 32675 3S, 
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Hugh C. Fraser New York, Dodd, Mead and company, 
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Philadelphia, J. B. Lippincott co., 1900 (1899) 
Mop ol 12” 


99-4912 
Library of Congress Copyright 


Fraser, Mary (Crawford) “Mrs. Hugh Fraser.” 


The stolen emperor, by Mrs. Hugh Fraser ... New 
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Fraser, Maxwell. 
In praise of Manxland, by Maxwell Fraser. With 16 plates 
and an end-paper map. London, Methuen & co., itd. ,1935, 
at, 276, 2) p. fromt, plates. 19°. 
Map op lining paper 


1. Man, Isle of—-Deecr. & trav . Tite. 


3571860 


Library of Congress DAGTO M2FTS 


ea 91429 
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The college of the future, an appraisal of fundamental! plans 
and trends in American higher education, by Mowat G. Fraser 
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General view of the county of Cornwall. With obser- 
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raser Urbana, 1995. 
2p illus Lae 4 Urner of Illinois’ Agricul. cal experiment 
station. Circular no 
1. Cow 
All-1719 
Title from Ihnois Univ Printed by L. C 


Fraser, Wilber John, 1869- 
Standard milk and cream 
bana, 1902. 


Dp 2-208. ius 234". (University of Ilinols 
periment station Bulletin ne. 74) 


By Wilber J. Fraser Ur 


Agricultural et 


1 Duirytag 
All—wH 
Minneapolis, Public tibr 
for Library of Congress yasibt 
Fraser, Wilber John, 1869- 
.. Standard milk and cream. Urbana, Il, 1902 


2p. 225 


51, University of linois. 
periment station 


y' Circular no. Agricultural ex- 


1, Milk. 2 Cream. 


A 13-2190 


Title from Illinois Univ Printed by L. C. 


Fraser, Wilber John, 1869- 

Why and how to test dairy cows, by Wilber J. 
Fraser ... The uel of one year’s ay illus- 
trated story ... Directions for weighing the mil 
taking samples for testing. Urbana, Ill. . 


12 pilus 224 


(Uni f Iinois. Agricul periment 
station. Circular no. 11S) © te aoe m 


1. Milk—Analysis and examination. 2 Cattle 


A13-2191 


Title from Illinois Univ, Printed by L. C. 


Fraser, William, 1793-1864. 


Memoir of the life of David Stow: founder of the training 


system of education. By the Rev. William Fraser. London, 
J. Nisbet and co., °868 
svi, 330 p. fromt.(port.) 184”. 
1. Stow, David, 1793-1864. 2 Education—Svotiand. 
Eis 
U.8. ofeiuce Library LB675 88F8 
foots Library of Congress ya37b1., 


Fraser, Sir William, 1816 1998. 

The Annandale family book of the Johnstones, earls 
and marquises of Annandale. By Sir William Fraser 
Edinburgh, 1994 


2 fronts, itlus. plates. ports. faceims (part col) col coat of arms 
x 


Titles within ornamental borders 


Costents —v. 1. Memoirs wd charters —*. 2. Correspondence and in- 
ex 


1. Johnston family. 2 Annandale, Earls of 1. Title 


13 424 


Library of Congress DA7S8.3 J6F7 
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Praser, Sir William, 1516-1998. 


The book of Carlaverock; memoirs of the Maxwells, 
earls of Nithsdale, lords Maxwell & Herries, by Williemy 
Fraser .. Edinburgh, 1873. 
2v. illus, plates (partly col) ports, facsims. in colors 2™ 
Title within ornamental border; added t -p., illus 
“Priv: printed for William lord Herries .. Impression one bun- 
dred and filty copies. 20. 530” 

ComwTents 1 Memoirs —t1 Correspondence & charters. 


1. Maxwell family. 2 Herries family. 3. Nithsdale, Earls of 


11-2177 
DA7S8.3 M4PO7 


Library of Congress 
Fraser, Sir William, 1516-1898. 


The cartulary of Pollok-Maxwell. 
Constable, 1875. 


Edinburgh (T. & A. 


xiv, 421, ip idlus, facsim 29° 
Ittus. t-p im colors. 
This ompression consists of only 2D copies, privately printed for Sie Wm 


Strleng Maxwell 


1 Maxwell family 
822985 
Library of Congress DA7S8.3. M4F7 


Fraser, Sir William, 1816-1898. 

The chiefe of Colquhoun and their country ; b A... 
Fraser ... Edinburgh ;Printed by T. and A. 
1869. 


2. plates (partly col, partly fold.) ports, facsims. 25 x2" 
Engr t-p.; title in red. 


1 Colquhoun family. 2 Dumbartonshire, Scotland 


bt) 
DA880 DFS 


$-17401 
Library of Congress 


Fraser, Sir William, 1816-1898. 
The chiefs of Graat, by William Fraser ... Exinburgh, 
1883 


3. ius, plates (part col.) ports, facsims, col. coat of arms 29". 
ope wate epee tents. 

Heost" ox Koctis decemente, entrasted to the oftter by the Mart of 
Beafieid 


Conranrs —1. Memoirs —tl. Correspondence —1n. Charters. 


1. Grant family. 2 Benfield, aris of. 1. Tithe 
112178 
Library of Congress DATS#.3.G8FT 
a3Tb1., 
Fraser, Sir William, 1816-1898. 
The Douglas book, by William Fraser ... Edinburgh, 


Printed by T. and A. Constable, at the Edinburgh uni- 
versity press, 1885. 
Po 4, illus. plates, facsims. (part fold.) coats of arms (part col.) 25x 
Title engraved, with armorial tents text within red line borders. 
Bese the hoo and Angus oo Tene in the f the 
on is of 
ae possession 


Cowrents —t Douglas memoirs. Angus memoirs.—im. Charters — 
WV. Correspondence. 


1. Douglas family. 2 Angus, Earls of. 1. Tithe. 
11-21775 Revised 
Library of Congress DA7S8.3.D6F7 
r22e2; 


Fraser, Sir William, Istii tsi. 
The earls of Cromartie; their kindred, country, and 
correspondence, by William Fraser Edinburgh, 1876. 
2. illus, plates (partly col.) ports, facswms 20" 
Title with ornamental border 
—t. tosy & the earls of Cromartie Cromartie corre- 
spondence, 1662-1705 wmartie correspondence, 1706-1774 The Cro- 
martie charters, 1257- im "The Cromartie patents of honour, etc, 1685~ 
1661. Narrative by John, lord Macleod .. of the insurrection in Scotland 
in the years 1745-6 Narrative by pd lord Macleod of his campagn 
the seven years’ w: = Gomes, F —The Grandvale and C 
branch The Royston 6 trene Foy a castles ‘aherised on and acquired 
George. first earl of Saute 1654-1714 History | 4 the family of 
Mackenzie, by Sir George Mockenne, first ear! of Crom: 
1. Mackenzie family, 2 Cromartie, Earls o! 


11-21773 


Vabeary of Comarece perce rcwry 


LIBRARY OF CONGRESS 


Fraser, Sir William, 1816-1898. 


The Elphinstone family book of the lords Elphin- 
stone, Balmerino and Coupar, by Sir William Fraser in 
two volumes ... Edinburgh Printed by T. and A. Consta- 
ble at the Edinburgh university press, 1897 


2. fronts, plates, ports, facsims, geneal tab 25™ 
Title within heraldic border 


1 Elphinstone family 
11-1812 
Library of Congress CSA79.E6 


Fraser, Sir William, 1816-1898. 


Genealogical table of Lieutenant Cua =~ Thomas 
Makdougall Brisbane, of ay = 
baronet ... and of Dame Anna Maria Makdeneall Bris. 


bane, his spouse ; shewing their descents, alliances and 
connections in the female lines : framed from family docu- 
ments, pee and historical writers, and other authentic 
sources, by Wm Fraser ... Edinburgh, Lithographed by 


& 
—— LY fold. to 54x42. illus. (coats of come) 


Sir Se ee Makdougal Hrutane, Anna Wars Hay ta (Hay- 


Makdougall) lady, b. 1 descent, Families of. 


21-4982 
CS479.B6RS 1840 


2, 


Library of Congress 


Fraser, Sir William, 1516-1898. 
The Lennox, by William Fraser 
Constable, 1874. 
2 plates, ports, fuctims, 20° 
Tithe vignette in colors. 
Impression, 150) coptes, 


Edinburgh ,T. & A. 


Cowrents.—-v. 1. Memoirs._v. 2. Muniments. 


1. Lennox, Karis of 2. Seotland— Iist.— Sources. 1. Title. 


Ss 2a 


Library of Congress DATA3.LAFS 


at2vl, 


Fraser, Sir William, 1516-1898. 

The manuscripts of Mrs. Dorothy Mary Maxwell Witham 
of Kirkconnell, and her husband, Robert Maxwell Witham, 
esquire. 

Us i gw ye goatee Fifth report. 

Signed: William Fraser. 


1. Segweh etan, tie, Qesethy Dose (ecweh 6. WS. ou. Max- 
weil-Witham, Robert 


Shawe James, 1819- 
Acom 
ALA-Coop. cataloging com. 
for Library of Congress (DAZ.M1 vol. 5) 
3, (942.0081) 


Fraser, Sir William, 1816-1898. 

Manuscripts of the family of Carruthers of Holmains, in the 
county of Dumfries. 

In Gt. Brit. Historical manuscripts commission. Sixth report. 
London, 1877. 32". Appendix, p. 709-712) 

Signed: William Fraser 


Carruthers family. 
‘ aces 
ALA-Coop. com. 
tor Liteary of Conerem {(DA26.Mi vol 6) 
12 (942.0081) 


Fraser, Sir William, 1816-1898. 

‘The manuscripts of the family of Home of Renton, in the 
county of Berwick, now in the possession of Miss Mary Eleanor 
Stirling of Renton. 

rite 
te O. eet eet ea repert. 
‘Signed WilMem Fraser. 


1. Home family 
a1 


fee Uitrary o Sonar 


1 Stirting-Ocoksca, Mire. Mary Gleaner (Stirling) 
s4c@-@ 


(Da25.M1 vol. 6} 
* (948.0081) 
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Fraser, Sir William, 1816-1898. 
The manuscripts of the Honourable Mrs. Isabella Erskine 
Murray of yo in the county of Clackmannan. 


(Un Gt. oe comaission Fourth 
London, 1874. ay pack my at — 


Signed Wilitam Fraser 


1 Erskine Murray, Hon Mea. Isavetia (Erskine) 4. 1875 
acwen 
ALA Coop cataloging com. 


for Library of Congress (DAM vol. 4) 


a (042.0081) 


Fraser, Sir William, 1816-1898. 
The manuscripts of the Right Honourable Henrietta count 
eas of Rothes, at meee house, in the county of Fife. 


(in Gt. Brit. peteress qanncaiate queateston, Fourth report. 
Lendon, 1874. oa, Appendix, p. 11) 


Signed: William Fraser. 


1. Rothes, Heortetta Anderson Morshead Lesile, countess of, 1882-1886. 
Pr ac#as 
pay te ny (DA25.M1 vol. 4) 
2 (942.0061) 


Fraser, Sir William, 1916-1898. 
The manuscripts of the Right Honourable James earl of 
Southesk, x. r., at Kinnaird castle, in the county of Forfar. 


(in Gt. Brit. Historical commission. Seventh report. 
London, 1879. 33°. Appendix, p. 726) 


Signed: William Fraser 


1. Southesk, James Carnegie, car! of, 1827-1905. 


tor Libcary of Convene 


acwTs 


(DA25.M1 vol. T} 
a (942.0081) 


Fraser, Sir William, 1316-1898. 


The manuscripts relating to Lord Monbodd , at Monboddo, 
in Kincardineshire 7 ‘ " 


(In Gt. Brit. Histories! commission. Fourth 
London, 1874. 32". Appendix. p. 518-821) ened 


Signed: Wilitem Fraser 


1. Monboddo, James Burnett, lord, 1714-1799. 


ALA Coop. cai 


for Library of {(DA25.M1 vol. 4) 


rea) (942.0081) 


Fraser, Sir William, 1816-1898. 


The Melvilles, earls of Melville, and the Leslies, earls 
of Leven; by Sir William Fraser ... Edinburgh, 1890. 


Sv. fronts, illus, plates, ports, facsims. (partly fold) 267. 
“Impression : one hundred and filty copies. No. 76.” 
Cowrawts —v. 1. Memoirs —v. 2. Correspondence —v. 3. Charters 


1. Melville family. 2 Leslie family. 
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Library of Congress DA7S8.3. M42F7 


Fraser, Sir William, 1816-1898. 
Memoirs of the Maxwells of Pollok, by William Fraser 
Edinburgh, 1863. 
2 v. illus, plates, ports, facsims. 29)" 
Engr. t-p ; plates printed on both sides. 
Contents —v. 1. Memours & charters —9. s. Correspondence 


1 Maxwell family 
820% 


(32v1, 
Library of Congress DA7S83 M4F8 
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Fraser, Sir William, 1816-1998. 
Memorials of the earls of Haddington, by Sir William 
Fraser ... Edinburgh, 1889. 

2+. fronts. (ports) illus, 5 faqgim. (3 fold) 24™ 


‘Tithe illus. 
“Impression; one hundred and fifty copies No. &2” 
Cowrurrs 1 Memoirs — Correspondence & charters. 


1. Haddington, Earls of 2 Hamileon family 
1-199 


Library of Congress DA7S8.3.H1SF7 


Fraser, Sir William, 1816-1896. 

Siegel BG Cay of Cenguct Cangm, ty Ge WS 
liam Fraser... Edinburgh, 1688. 

Sv. tus, coats of arms (part col) faceims (part double) S2*. 


Titkes within ornamental borders. 
Privately printed. 


Conrunte.—t Memotra— a. Charters —aL Correspondence. 


1. Wemyss family, 2 Manuscripte—Fe.cimilesn 1 Tithe 


2 r85 


Library of Congress CMT.WS 


(30b1, 


Fraser, Sir William, 1816-1898. 

Memorials of the Seectonnesion, earls of Eglinton, by 
William Fraser. Edinburgh, 1859. 

2. illus, plates, ports, facsims. 26 

Engr. t 


1. Montgomerie family. 2. Eglinton, Earls of 


Library of Congress DA7S8.3 M7F8 


Fraser, Sir William, 1816-1898. ; 
Muniments of Sir John Bethune, baronet, at Kiloonqahar in 
the county of Fife. 
manescripts commission. Fifth report. 
FR Ie a ny Appendix, p. 623-436) 
Signed: Willtam Fraser 


1. Lindsay, Jobo Trotter Lindeay-Bethune, 10th ear! of, 1827-1804. 


acwm 
a egy ny (DA25.M1 vol. 5) 


2, (942.0081) 


Fraser, Sir William, 1816-1898. 
aur from the collection of Sir William Fraser ... 
os TL R.N. anne © & Edinbu Printed at 
peaty press by T. and A. itd. for the 
Senttion ry society, 1924. 

xxvi, oe i narra = (Helf-title: Publications of the 
Papers resting to te Menten We coletag to fchings tote Yehon.— 
Royal proclamations. — Miscellaneous papers. 4 
seo “ie Se Lines | 12h a fa 2 erm = 
James Robert Nicolson, ed. 
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Library of Congress DA7SS.F7 


Fraser, Sir William, 1816-1898. 


The red book of Grandtully, by William Fraser ... 
Edinburgh, 1868. 


2. plates, ports, facsims, col. coat of arma 254™. 
ite to cad with eomenanasd aster 


One hundred copies Printed for Sir William Drem- 


aul baronet of Grandtully. ‘po Si” 


Cowrants. —t Introduction, Memoirs Charters Pedigress—a Let 
ters. 


1 Stewart family. 


Library of Congreds 


CATALOG OF PRINTED CARDS 


Praser, Sir William, 1416-1898. 


The red book of Menteith, by William Fraser .. Edia- 
burgh, 1880. 


2. Muse, plates (part col.) porte, facsime 25)" 
Tithe in red. Ulestreted 
Contents, 4 Memoirs —a. Letters and charters 


PY eae Farts of 2 Grehem femily. 3. Drammead femuy 
iy | 


Library of Congress DATSAS MASFT 


ale, 


Fraser, Sir William, 1816-1896. 
Report on the charters of His Grace the Duke of Athole, x. 1. 


in Gt. Brit. commission. Seventh report. 
London, 1878. 39>. a mare 
Signed William Fraser 


& Atholl, John James Hugh Henry Stewart-Murray, Tth duke of, 
‘1840-1917. 


tor Litvary of Conarens 


sc@em 
(Da.Mi vel. 7) 
a (oe2.0081) 


Fraser, Sir William, 1816-1898. 

Report on the manuscripts of Augustus John William Henry 
Kennedy Erakine, esquire, of Dun, in the county of Forfar, by 
William Fraser, 


(in Gt. Brit. Historical » 
Leadon, 1876. 


commission. Fifth report. 
32". Appendix, p. 


1 Kennedy Erskine, Augustes Johan William Henry, 1886-1908 


aco 
pr a (DAZh.M1 vol. 5) 


2 (942.0081) 


Fraser, Sir Wiliam, 1516-1898. 


tae nt Been ty Wien Fae Shakes 


(is Gt. Brit. Historical comuatanten Seventh report. 
Londen, 1879. 82°. Appendis, p. 


1. Dougias, James, 1823-1878 ao 
pap te (Dawu vel 7) 
2 (942.0081 ) 


A 
1. Hamilton, Grace, 4 1887. sce-w 
Ate Utrary of Somers (Paman wis) 
a eLoCR 


Fraser, Sir William, 1516-1896. 


tale ten tem noentins Ph BOT -oNe) . 


1 Arbothsett, John Arbutnectt, Sth vieropat, 1808-1801. 


A-p cnn om ace-m 


(Da2iM1 vel 6) 
ry (e@eonl) 


Prac: 
Fraser, Sir William, 1516-1898. 

Report on the muniments of His Grace the Duke of Mont 
rose at Buchanan castle... Second report on the muniments of 
Hie Grace the Duke of Montrose at Buchanan castle. And also 
reports of inspections of other ies made in the 
year 1871, by William Fraser, Edinburgh. 

(is Gt. Brit. Historical 
repert. Londen, 1871-72. 32°. 24 rept, app. p. 165-177; 84 rept, 
con p 268 463) 

Cowrenre.—let, rept. Ancient aod 


act-2m 
ay (DA%M1 vel. 2-8) 
oy (942.0061) 
Fraser, Sir William, 1816-1898. 
Report on the muniments of the Right Honourable 
Frederick earl of Glasgow, at Crawford priory in 


county of Fife, by William Fraser, 


(in Gt. Brit. 


Historical manescripts commission. Bighth report. 
Londen, 1881. 32°°. Appendix, pt. i, p. 304-306) 


1. Glasgow, George Frederick Boyle, 6th ear! of, 1825-1890. 
ACT 
ALA Coop. 
ar te (DA25.M1_ vol. 8) 
2 (942.0081) 


Fraser, Sir William, 1816-1898. 

The Scots of Buccleuch, by William Fraser ... Edin- 
burgh, 1878. 

2¥ illus, places (part col.) incl. ports. facsims, coats of arms. 25)" 


Tithe-page illus Besrowy of, of ape bali 
Impression —one hundred ifty copies. no. Il 
Cowrents —¥. 1. Memoirs, etc —¥. 2. Muniments, etc 
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Library of Congress DA738.3.S4F7 


Fraser, Sir William, 1816-1898. 
The Stirlings of Keir, and their family papers. By Wi! 
liam Fraser. Edinburgh. Priv. print., 1858, 
tux, 22 p. toet. ttus., plates, ports, facsime 27°. 
Plates, portraits, ete, printed o both sides Illustrations part col- 
Ove hundred and Stty copies ... no. 23. 
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Fraser, William Alexander, 1859 


The blood lilies, Wy W. A. Fraser ... 


¥. E. Schoonover 
3p i. M2p from, Spl we 


Library of Congress 


Copynght 


Fraser, William Alexander, 1559- 


illustrated 


New York, C. Seribner’s sons, 1 


324932 


Brave hearts, by W: A. Fraser. New York, C. Scribner's 


sons, 1904 
4p. 307 p front 104°. 





My friend the count.-The Ba! 


Brave Heart,—The rechristening of Diablo —The remit 
ygunge cup.— Diplomat's 


te 
sacrifice The scoring of the Raja —Her Majesty's guineas. — According 


to orders. —Honors easy —By grace of chance. 


The luck of the Babe. 


1. Title. 
412775 
Library of Congress P73. F865 Br 
Copyright ad0b1, 
Fraser, William Alexander, 1859- 
Bulldog Carney, by W. A. Fraser ... New York, George 
H. Doran company (1919 
vp. 11 O86 p. 199. $1.50 
— 19-1460 
Library of Congress PZ3.F86SBu 
— —— Copy 2. 
Copyright A S29883 iS 


Fraser, William Alexander, 1859- 
Caste, by W. A. Fraser 
Doran company 1922, 
4p. wy". = $2.00 


1. Title. 

Library of Congress PZ3 F86SCa 
— —— Copy 2. 
Copyright A 02469 Ss 


Fraser, William Alexander, 1859- 


New York, George H. 


22-25227 


The eye of a god and other tales of East and West, by W. A. 
Fraser. New York, Doubleday & McClure co., 1899. 


4p 1, 20p from. 179°. 


Conrerts.The eye of « god. —" "tas Gee 0 ee eine Ses ent 


the pegan.—Hile passport —-The conversion of 8 


1 Tithe. 
Library of Congiess PZ3.FMOE 
Copyright 1899: 28680 (£3002, 


Fraser, William Alexander, 1859- 
The lone furrow, by W. A. Fraser 
D. Appleton and company, 1907. 


viii, 384 p. 199". 


1. Title. 


Library of Congress 
Copyright A 166819 
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Fraser, William Alexander, 1859- 

Mooswa & others of the boundaries, by W. A. Fraser; illus 
trated by Arthur Heming. New York, C. Scribner's sons, 
1900. 


xivp.11,20p frost, plates 2)" 


1 Animals, Legends and stories of 1 Tithe 


Library of Congress P23 FOOM 
Copyright 1900 A 25780 #01), 


Fraser, William Alexander, 1859- 


The outcasts, by W. A. Fraser; illustrated by Arthur Hem- 
ing. New York, Charles Scribner's sons, 190 


¥, dy p. 11, 197, a) p front. plvtes. 2Oy™. 


1. Autowis, Legends and stories of. 1 Tithe. 
1268 
Library of Congress 710. PaO 
Copyright A 17687 3Oet, 
Fraser, William Alexander, 1859- 
Red Meekins, by W. A. Fraser ... New York, Geo 
H. Doran company (1921, ” 
7p Im. $1.90 
t. Title. 
Library of Congress PZ3.T865Re sata 
—- -—— Copy 2. 
Copyright A 627190 dh 


Praser, William Alexander, 1859- 


The Sa’-zada tales, by W. A. Fraser; illustrated by 
Arthar Heming. New York, C. Scribner's sons, 1905. 
xii, 231 p. front, illus, 23 pl. 20> 


1. Animals, Legends and stories of 1. Title. 


$2686 
Library of Congress PZ10.3.F864S 
Copyright A 127311 
Fraser, W liliam, A,lexander, 1859- 
Sorrow and old friends, by W. A. Frazer... Philadel- 


phia, H. Altemus co. ;1901) 


2p, 741p. 16g. , 1» ams 


Library of Congress, no. Copyright. 
Fraser, William, Alexander, 1859- 
Thirteen men, by W. A. Fraser. New York, D. Apple- 
ton and company, 1906. 
3 pst 1, 95 . Ea 
3 — The cfeasing | the Nic! 


turbulent hemous. — The 
mo comi TX. the Nakanmes —The “misled” collie — infatuation. of 
Ackerly. — stealing of the ha pearl — The net of 


nnerty elephant Keddah — of Pyu —Newas 
Khun the pit of Aah The Booting oft =~ capture of Shei- 
6 Os 


PZAFROST (Copyright A 148816) 
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Fraser, William Alexander, 1859- 


Thoroughbreds, by W. A. Fraser ... New York, Me- 
Clure, Phillips & eo., 1902. 
Spl. 459. front, pl 2”. 
A novel 
t. Title. 
2—25516 


Library of Congress 
Copy right 


PZ3 F86STh 


Fraser, William Alexander, 1859- 

The three sapphires, by W. A. Fraser ... illustrated by 
Arthur Heming. New York, George H. Doran company 
(1918, 

321 p. incl. fromt plates. 20° 


1. Title 


. 18-2225) 
Library of Congress 


Copyright A $06743 


PZ3.PROSThe 


Fraser, Si, William Augustus, bat., 1826-1898 
Catalogue of the ... library of Sir William Augustus 

Fraser, bart Which will be sold by auction, by 

Messrs. Sotheby, Wilkinson & Hodge, auctioneers the 


22nd of April, 1901, and seven following days .. ,Lon- 
don, Drvden yom, J. Davy & sons 1901 
lp lt, 1p 255" 


The 1.852 lots sold for 20,16. 
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Library of Congress D.\5e4 BIPR 
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Hie et ubique, by Sir William Fraser hl thousand. Lon 
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Fraser, Sir William Augustus, bart., 1826-1898. 
_late self-governed. Sir William Fraser, bart 
London, Olnove, 1988 
Wp Vv 


1. Lendon—Pol. @ govt. 


Library of Congress JS3999 1866 FB 


Fraser, Sir William augustus, bart., 1826-1898. 
Napoleon ut. (My recollections) by Sir William 
Fraser, baronet ... ed. London, Sampson, Low, 
Marston & company, limited ,1896, 
2p. 1, 24— mm 


|. Napoléon 11, emperor of the French, 1808-1873. 


4—25810 


Library of Congress DC280 FR 
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Fraser, Sir William Augustus, bart., 1826-1898. 


The Waterloo ball: by Sir William Fraser ... London, F. 


Harvey, 1897. 


Ip... 7%) 2plens 16)". 


1. Waterloo, Battle of, 1815. 1 Title. 
15— 2358 
Library of Congress DCM4ATFT 
fib}, 


Fraser, Sir William Augustus) bart., 1826-1898. 
Words on Wiages; The duke—Waterloo—The ball, 
by Sir William Fraser... London, J. C. Nimmo, 1889. 
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& Chalmers ... (Chicago; Fraser & Chalmers, "1892. 
cover-title, 24 (i ¢ 26) p. illus. 23°. (Publication no. 9... 3d ed) 
1. Gold—Metallurgy 2 Silver—Metallurgy 
6- 18820" 
Library of Congress ‘TN700. FS 
Fraser & Chalmers. 
Fraser & Chalmers’ telegraphic code (Chicago, J. C. 


Winship & co., ‘1891-92, 
2. = 


Binder's title 
Vol. 2 has title: Telegraphic code no. 2 


1 Cipher and telegraph codeo— Mining. 


0s T—4601 Unrer'd 


METOTT.MOFS 
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Fraser & Chalmers, 





What the Rand drills are doing in Africa (Chicago, 
Press of Keogh & Schroeder, *1892; 

cover-title, 8p. illus 23" 

Caption title. Catalogue no. 42 Furst ed 

From the Juhannesburg ‘Star f April 2th, 192 with hustra 





tions and explanavons 





1 Rock drills 1. Title 


cal Unres'd 
rary of Congre TNO FS 
Copyright 1992. 35078 aldb! 


Praser & Chalmers. 
Wire tramwa: 


rope & Chalmers 
(Catalogue no. 36. Ist a Giieuge Me Keogh & Schroeder 
co., printers “1892, | 


cover-title, 2,12,2,49 lus 2™. 


1. Wire rope transportation. 


Library of Congress Tyas Pe 


Fraser and Squair grammar series 
see 


Fraser and Squair series. 


Fraser institute, Montreal. 


a report. 
1878 
Sentech 1879- 
v in 2 (v1: @™) 
eport year ends jae B 
ree varies 1878/79-18R2/K3, First, y-| report of the Fraser institute 
183/84 ‘ Sixth annual won of the Fraser institute. 
BRR /RO, wenth; report of the Fi 
1989/90-1858,/99, Twelfthy-twenty-fraty anmusl report of the Frome 
institute 
/ 1900 


Free public library. 


annual report 


Twenty -second)— 
of the Fraser institute, Montreal” (Free public library) 


12-28279 


Library of Congress 27%.M75 


Fraseri, S$. Sami, bey 
see 


Fraschery, Ch. Samy, bey. 


Fraser’s Canadian trade directory. 


Montreal! ,etc., Fraser publishing company ,19 
*. Sy". anovel 


1. Canada Manuf — Direct. 


Library of Congress HFEF 








Fraser's magazine. v. 1-80, Feb. 1830-Dec. 1869; new ser., 
¥. 1-26, Jan. 1870-Oct. 1882. London, J. Fraser: ,ete., ete. 
1830, -82. 

108». ius, plates. maps. 22-234". monthly 
bie varies 1590-40. Fraser's magazine for town and country 
70-82. Fraser's magazine 


baton 1870-Aug. 1874. J. A. Froude —July 1870-June 1881, John Tul 


joc 
a by Longmans magazine 


1. Froude, James Anthony, 1818-1804, ed. 1. Tulloch, John, 1823-188, 


14847 


Library of Congress AP4Fs 
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(Frasheri, Mehdi, 
Avenir: i gy ~ pikpamje bujqéeore. Tiran’, Shtypeh- 


kronja “Tirana”, 
2p 14. 
Signed Mebdi Frashert. 


1. Albania—Civilisation, 1 Title. 
ca 83-118 Unrev'd 
Library of Congress DRT01 868F7 
2 ses 


Frasheri, Sh. Sami, bey 
see 


Fraechery, Ch. Samy, bey. 


Frashuer, Mrs. Ethel (Fisher) 1899- 

The Tennessee valley authority ... by Ethel F. Frashuer ... 
(Kingsville, Tex., 1940, 

ii, 4 numb. fold map. 22 22". 

Thesis (m. c.) —Tesas college of arts and industries, 1940. 

Fs rang tten (carbon 


copy) 
‘vided map, with iJustrations on verso, attached to leaf 64 
Ribtearaphy loaves 00-48. 


1. Tennessee valley authority 

41-22082 
TK1425.Mar7 
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Frasier, George Willard, 18¥0- 

The control of city school finances, by George W. Frasier 
(Milwaukee, 1922, 

4p.l, 7-188 p. 11 ties 19. 

Thesis (rm. o.)—Columbia aniversity, 1922. 

Published also without theste note. 

Bibliography : p. 126-128. 


1. Béucation—U. 8.—Finance. 2. Public echools—U. 8. 1 Tithe. 
16008 
Library of Oougress LB2a25. Fes 
(281, 


Frasier, George Willard, 1890- 

The control of city school finances ;by, George W. Frasier .. 
Milwaukee, Wis., The Bruce publishing company ,°1922, 

4p Lip te we 

lenved also as thesis (ru. p.) Columbia university 

Bibliography p 126-128 


1. Eéucation—U. 8.—Finance. 2 Public schoole—U. 8. 1 Tithe. 
72—1p08T 
Library of Congress LB2828.FT 
aaisi, 
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Frasier, George Willard, 1890- 

Experiments in teachers cbllege administration, by George 
Willard Frasier with the assistance of ... F. L. Whitney 
.. W. D. Armentrout ... J. D. Heilman . . and others, Bal- 
a Ty bal and York, inc., 1929. 

pA 
eg tune attempts that are being made in Colorado etate teachers cot- 

Ce ee tional research — "he eaperimeat instruction — 
Gapetion—Vusnen—as eavesten a aieona - 


1 . 
Colorado. 3 of Colorado i Tithe. a Tithe 
Teachers college administration, Experiments in =. 
12748 
Librery of Congress LBIT31 FT 
—_—— 2 
Copyright A 8402 edd, 


Frasier, George Willard, 1890— 

The how and why club; the how and why science books, by 
George Willard Frasier, Helen Dolman, Francis Shoemaker 
yand, Kathryne Van Noy; illustrations (by, Guy Brown Wiser. 
Syracuse, Chicago ,etc., The L. W. Singer company, *1939. 


520 p itus. (part col.) 24". (The scientific living series) 

1. Readers and speakers Science 1 Dotman, Helen, joint author 
nm. Shoemaker, Francts, joint author m. Veo Noy. Kathryne, joint av 
thor, rv. Tithe. 

38 27535 

Library of Congress PE1127 S3P 
— —— Copy 2. 

Copyright A 120416 ns, mo 


Frasier, George Willard, 1890- 
.. How and why discoveries ; the how and why science books, 
Frasier, Helen Francis 


On cover: How and why discoveries, The how and why club. 


1 Readers and 1 Doiman, Helen, jolot author. 
™ Shoemaker, Francia, jolot author. m. me Kathryne, joiot 
cohen TY. Lithe. ¥. Tithe: The how and why club, 
083872 
Library of Congress PE1127.s8Fe52 
—- —— Copy 2, 
Copyright 6; 500 


Frasier, George Willard, 1890- 

How and why experiments; the how and why science 
books ;by, George Willard Frasier, Helen Dolman, Francis 
Shoemaker ,and, Kathryne Van Noy; illustrations fs Guy 
Brown Wiser. Ba spans Chicago ,ete., The L. W. Singer 
company, “1939. 

384 p. ius. (part col.) 209". (The scientific living series) 
On cover: How and why experiments, The how and why club. 


1. Sctence — Juventie literature. . joint a 


1 Dolman, Helen. 
Shoema| it author = Van Noy, Kathryne, 7-7 
author tv. Tithe. ¥. Tithe: How and why club. 


3022017 


Library of Congres Qi61 FT2 


412, 00 


Frasier, George Willard, 1890- 

io eniete ochatn, te nap Want Frasier .. 
and Winfield D. Armentrout ... Chicago, Atlanta ,etc., Scott, 
Foresman and company ,°1924, 

Hii p.1 1,274 p front. porta, 19)". 

“References” at end of each chapter. 


1. E@ucation L Armentrout, Winfield Dockery, 1880- Joint 
author. 
2414184 
Library of Congress LB1025.F8 
Copyright A T2868 Ow?) 370 


a George Willard, 1890 
introduction to education, by oe | Willard Frasier 
aa Winfield D. Armentrout . Chicago, At- 
pide - oT ER, 
xv p.11,8%4p front, porta 10)". 
“References” at end of each chapter. 


L Education. 1 Armentrout, Winfeld Dockery, 1880- Jotat 
71—19878 
Livrary of Congres LBI0.FS 1927 
Copyright A Gges17 001, 


Frasier 


Frasier, George Willard, 1890— 
An introduction to education. (3d ed.) By Gump Wetast 
Frasier ... and Winfield Dockery Armentrout .. 
Atlanta ete. Scott, Foreaman and company "1933, 
xill p11, 422p. front, porte 19) 





“References” at ood of each chapter. 

1 Eéucation 1. Armentrout, Winfeld Dockery, 1880- Jotat 
author. 

3320706 

Library of Congress LBI023.FS 1983 
— —— Copy 2 
Copyright 4 48840 140b1, 870 
Frasier, George Willard, 1890- comp 

An i duction to the li of ed , by George 
Willard Frasier ... and Winfield Dockery Arment rout ... Chi 


cago, Atlanta ,etc., Scott, Foresman and company, 1931 
xiv, 42 p. 18)". 


‘A companion volume tu 


a . (the compliers’; ‘An introduction to edu 
catton’.”—Pref 


1 Education—Collections. 1. Armentrout, Winfleid Dockery, 1880- 
Joint comp. u. Tithe. 
12987 
Library of Congress LB10s5 FRO 
ama, S708 


Frasier, George Willard, 1890- 

Remaking the machinery of our association; the president's 
message ;by, George Willard Frasier. 

(im National educa 


of the United States. Addresses 
and proceedings, 1931 


0M essociatlion 
p. 847-851) 


1. American association of teachers colleges 
Ese 


jucation LISN212 1931 
fase 1981) 


Library, U. 8. Office of 
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Frasier, George Willard, 1890— 

The seasons pass; the how and why science books, by 
George Willard Frasier, Helen Dolman ,and, Kathryn Van 
Noy; illustrations by, Guy Brown Wiser. Syracuse, Chicago 
yete., The L. W. Singer company, *1938. 

288 p. illus (part col) 20)". (The scientific living series) 


L and speakere—Science 1. Dolman, Helen, joint author. 
um. Van Noy, by my hy pe m1. Tithe. 


38—277RB 
Library of Congress PE1I27.s3Fe8 

—— ———— Copy 2 

Copyright A 120150 (89m7, (87285) s8T24 


Frasier, George Willard, 1890- 

Sunshine and rain; the how and why science books, by 
George Willard Frasier and, Helen Dolman ; rn leg 
Guy Brown Wiser. Syracuse, Chicago ,etc., The L. W. Si 
company, 1937 


Cp col ius Bj". (The scientific living series) 


aumatiahe atm _ _ 
S1--s3088 
Library of Congress PELI27 S857 
—- —— Copy2 
Copyright A 110714 40k4, s724 


eases, Gomnge Wiland, i000- 
Sanse dp; Genage Wierd Praer 
Greeley, Col, Colorado 


forms. 24". (Oslorade. 
teachers college education so 


1. 5 . &.—Finasce. 3. Cole 
redo. teachers college, Oresiey Whitney, Tam 
ea, jotat euther. a Tite ° 

Library ef Congress LBs — 
——— Cov 2. 
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Fraser, George Willard, 1590 
= the year; So Sen and why ates teatn by 
Gangs Willard Prosier Heletn Dolman ,and pment 
Noy; illustrations by, Guy Brown Wiser. Syracuse, 
yete., The L. W. Singer company, *1937. 
158, 4) Dp 2. 


hue (part col) (The actentific living series) 


1. Readers and epeakere—Scieoce. 1 Dolman, Helen, joint author. 
nm. Van Noy, Kathryne, joint author m. Tithe 
37 33885 
Library of Congress PE1127 S3SET2 
= Copy 2 
Copyright A 110718 (4p8, s724 


Frasier, George Willard, 1890- 
We see; the how and why science books, by George Wil 
lard Frasier and, Helen Dolman; illustrations ,by, Guy 


Kirown Wiser. Syracuse, Chicago ,etc., The L. W. Singer 
company, °1937. 
Sp col ius 109°. (The ecientific living series) 
1. Primers 1870- 1. Delman, Helen, joint author. a. Title. 
s 0 
Library of Congress P1127 SBFTS 
Copyright AA 247476 (302, sT24 


Frasier, George Willard, 1890— 
What has happened to the finances of the teachers colleges 
during the depression! ,By, George W. Frasier. 


(Jn National education asseciation of the United States. Addresses 
and preceedings, 1935 p. 662-464) 


1. Normal schools—U. &—inance. (1. Teachers collegee—U. 8.— 
Finance, 1. Tithe. 
ES 427 
U.S. Off ofeduc. Library LISN212 1985 
for Library of Congress {(LIBN4 1985) 


yasibl, 


Frasier, George Willard, 1890- 

... Winter comes and goes; the how and ty gene, 
by George Willard Frasier, Helen Dolman ,and, Kathryne Van 
Noy; illustrations ,by, Guy Brown Wiser. Syracuse, Chicago 
ete., The L. W. Singer company, *1938. 

224 p ius (pert col.) 204". (The scientific living series) 


L kere Science. 1 Dolman, Helen, jotnt author. 
m Van Noy, Kathryoe, joint author. 


mu Tithe. 
3827088 
Library of Congress PE1127.S8FTS 
—- -—~ - Copy 2. 
Copyright A 118088 fie, 372.35 
Frasier, Melville P 1863- 


Realty laws of California; talks 
Los Angeles, Calif., 8. M. Cho: 
3p 2. $5.00 


Melville P. Frasier 
(1916, 


1. Real property. California. 
Library of Congress 

ome eno Cagy 2 

Copyright A 431657 
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Frasier, Perry Gilbert. 
Changes in the occupational pattern of Iowa. By P. G. 
Frasier, research specialist... ,Des Moines, 1938, 


D. incl tables, diagra 22" (;lowa. State board for vocational 
Bulletin, no 28 Research series 2 March, 1988) 
At head of title State of lowa Board for vorationa! education, Des 
Motnes =F. E Moore, director. 


ae 2 Occupations 1, lowe. State board for 
vocational . Tithe. 
Ew sm 


U. 6 Of ofeduc. Library 101061642 00.28 
for Litrery of Congress (2, 


LIBRARY OF CONGRESS 


Frasier, Perry Gilbert. 
Occupational 4 + in Towa with implications for voca- 





tional ed of Iowa. Some educa- 
tional trends. Y trends. By P. G. Frasier, re- 
search specialist .. ,Des Moines, 1938, 


36 p inci tables, diagra 22". (;lowa. State board for vocational 
education, Bulletin, no 27. Research series 1. February, 1988) 

At head of tithe State of lowa Board for vocational education, Des 
Motnes =F E Moore, director. 


education—lowa 2 Education—lowa 8. lowa—Popu- 


1 Vocational 
lation. 4 lowe & Iowa State board for vocational 
education. 


™ Tithe, 
BwosTD 
U.S Of ofeduc. Library 1010461842 0 27 
of Congress 2 


Frasier, Perry Gilbert. 
Occupational trends in the distributive occupations of 


lows, by P. G. Frasiet, research  ecialist Des Moines, 
1938, 

2 p incl. tables, diag s, form. 22”. (;lows. State board for voca- 
tional education, Bullet a, 00,81. Research series 4. December, 1988) 


At bead of title: State of Iowa. Board for vocations! education, Des 
Motos =F. E. Moore, director. 


1 lowe 2 3. Vocational education— 
lowe. 1. lowa. State board for vocational education, m Title ot 
Title: Distributive occupations of lowa. 
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Frasier, Perry Gilbert. 

... Occupational trends in the production occupations of 
Iowa. By P. G. Frasier, research specialist ,Des Moines, 
1938, 


# p. incl. tables, diagra. 22". (,lowa State board for vocational 
education, Bulletin, no 30 Research series 3. December, 1988) 
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lowe, 1 Iowa State board for vocational education. o. Tithe ui. 
Title Production occupations i 
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Frasier, Perry Gilbert. 
.. Occupational trends in the service occupations of Iowa. 


By P. G. Frasier, research specialist ... ,Des Moines, 1938, 
48 p. incl. tables, dlagra, form. 22". (lows. State board for voca- 
tional education. Bulletin, no 82 Research series 5. December 1938) 


At head of title: State of lowa Board for vocational education, Des 
Moines. F. E. Moore. director 


1. lowa — Oceu, 2 Occupations. 8. Vocational education— 
lowa : Iowa. Sate board for nova education. a, Tithe. mz. 
Title : Service occupations of 
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for Library of Congress 12 
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for s vocational education survey of a local 
aaa by P. G. Frasier, research specialist ... Revised, 
December 1939. (Des Moines, 19891, 


cover-titie, 7 p. L, 146 numb. L incl forma 28x21)". 
board for vocational education. Miscellaneous, research; 1 

At bead of title: State of Iowa. Beas8 tre, vemmpenat efnentien, Bp 
Moines. Jessie M. Parker, 
man. F. K Moore, director of vocational education. 


y= State 
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U. 8. Off. ofedue Library 
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Frasier, Mrs. Scottie MeKenzie. 
As we see it, by Scottie McKenzie Frasier. Headland, Als., 
Wiregrass farmer, *1985. 
2p. Trp 1°. 
“Appeared as « dally colama in the Dothan Eagle.” 
. Title 
81-1T840 
Library of Congress PSS511.R34A9 1985 
—- —— Copy 2. 
Copyright AA 173663 a a8 
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Frasier, Scottie McKenzie. 


Fagots of fancy, in free verse, Scotti i 
Frasier; with an introduction elen s. Wonlrete 


Ist ed. ... Whee Ww. Vv onl 
publighore, ‘IS00 =” 7° ev “meng” cota Progressive 


55, p. port, 19. 


1. Tithe. 


Library of Congress PSISILRMF3 1920 wae 


Copyright A 4773 Pa 


Frasier, Scottie McKenzie. 


Things that are mine, by Scottie McK 
Chieago, 8. Hinrichsen, 1922. a oe 


Spi,46p.il 2. 
Fd numbered copies bound in hand made ‘Gooelin’” 
Poems 
1. Title. 
Library of Congress PSISILRMTS 1922 om 
- Copy 2 
Copyright A 090990 2, 


Frasil; informador mensal de marcas registadas 
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Frasil ; informador mensa! de propriedade industrial. 


Lrsaary or Cononess Rererence 
Congress soconsa'} eatrian welch de bot appear as beadings in Sepeatior) catalegee 
x 41-942 


Frasil; informador mensal de propriedade industrial ... 
ano 1- jan. 1931- 
Rio de Janeiro, Brasil ,1931- 
. =a. 
Title varies: Jan. 1981-May 1988, Frasil; iaformador mensal de marcas 
June 1983- 





Frasil; mensal de 
industrial. 

Editors: Jan 1981- Franklio Silva Araujo and others. 

1 2 Trade-marke—Brazil. 8. Pateots—Period. 
4 Patents—Brazil. 1, Silva Araujo, Franklin, ed. 

41-88022 
Library of Congress TaLTiFT 
2) 8 


Fraso, Pedro 
see 


Fraseo, Pedro, fl. 1675. 


Frasqueri, Guillermo Estrella 
see 


Estrella Frasqueri, Guillermo. 














Frasse, Peter A, & co. 

Frasse-electric and open hearth steels New York, 
Philadelphia ,ete., Peter A. Frasse & co., ine. 1917) 

% p front, illus. 18°. 


1. Steel 1 Title 


17. 23805 


Library of Congress TS300 Fos 


Copyright A 473199 
Prasse, Peter A., & co. 


One century in business, 1816-1916. New York, Phila- 
delphia ,ete., Peter A. Frasse & co., inc. “1916, 


p11 front. (port) illus (incl ports.) a. 
1. Title 
1614325 
Library of Congress TS330 F7 
Copyright A 431437 
Frassetto, Fabio. 
Lezioni di antropologia 2. ed.. con egginnte 
Milano, U. Hoepli, 1918. 
Sv. in 4 ites, plates (part fold) 25° 
Vol. 2 in two parts 
Indexes: 45 p. at end of v3 
1. Anthropology 2 Somatoiogy 
19 184615 
Library of Congress ON2PT 
371, 


Frassineti, Carlo. 
Raccolta di fatti storici risguardanti i] paese di Castro- 


caro, per cura di Carlo Frassineti ... Rocca San Casci- 
ano, Tip. Cappelli, 1884. 
@p.il mi” 


1. Castrocaro, Italy— Hist 
8 M976 


Library of Congress DG975.C27F7 


Frassinetti, Raphael. 

Sermons for children’s masses. According to the Sundays 
and principal festivals of the year. With advice to the young 
on the last day of the scholastic year, and after a retreat. 
Adapted from the original of Rev. Raphael Fi etti 
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Prasso, Antonio de lo, 16th cent 
fortuna de amor ... (Card 2) 
son, a la Didna enamorada de Gil Polo, pues es el ae 
ait publicd una gramatica por la lenges espafiola, y 
iecinario ;!) por el mismo eféto Londres, H. Chapel, 


Los diez libros de 


2 ¥. front (port) plates. 19)". 
Vol. 2 has titles Los cinco ultimos libros de fortuna de amor ... 
Dedication signed Pedro Pineda 


& Pineda, Pedro, ed a. Tithe. 


Library of Congress 
—— -~— Copy2 


PQ700 FS 


Frasso, Pedro, fl. 1675. 

De regio patronaty, ac aliis nonnvilis regaliis, regibys ca- 
tholicis, in Indiarvm occidentalivm imperio, pertinentibvs 
Qvustiones aliqve desvymptae, et dispvtatae, in qvinqvagints 
capita partite. Avetore D. Petro Frasso Matriti, ex typo- 
graphia imperiali, apud losephum Fernandez 4 Buendia, 1677 
79. 


2. 2 port. 3° 
Title varies Half-tithe: De regio patronaty India 
Added tithe pages and portrait of euthor, duplic —~} tr + 2 engraved 
by Geagectne 
athalogvs avctorvm, quorum sripti«, In viroque De we oO tadierem 
a. tomo, vtimur; alpbabeticu ordine digestus”: ¥ \ 42d 
preliminary leaves 
1 Spain—Colonies—ad ministration 2 Spanish Americ a— 
Politics. 3. Ecclesiastical jaw--Spenish America. 4 Indians 
1. Tithe: De regio patronaty Indiarvm. 


Library of Congress 2 28 14600 


Frassoni, Ferruccio Pasini 
see 


Pasini-Frassoni, Ferruccio, conte, 186l- 


Frassus, Petrus 
see 


Frasso, Pedro, fl. 1675. 


Frasure, Carl Maynard. 
British policy on war debts and reparations, by Carl M. 





Very Rev. Dean A. A. Lings. New York, Cincinnati ,etc., 
Renziger brothers, 1900. 


2p.1, 3-887 p my. 


. Children's sermons. 2. Catholic church—Doctrinal and controver- 
sist works—Catholic authors. 1 Lings, Albert A. 


1-29189 Revised 
Library of Congress 


Copyright 1900 4 27428 


BX1756.Z9F7 
«rtTa2, 


Frasso, Antonio de lo, 16th cent. 

Los diez libros de fortuna de amor, divididos en dos 
tomos; compuéstos por Antonio de lo Frasso’ . 
hallaran los honéstos, y apazibles amdres del pastor Fre- 
xano, y de la hermdsa pastora Fortuna, con mucha varie- 
dad de invencidnes poéticas historiddas. Y la sabrosa 
historia de Don Floricio, y de la pastora Argention, J y 
una invencidn de jistas reales, y tres trium; de da- 
mas Por el que a revisto, enmendado, ito en buén 
orden, y corregido a Don Quixote, impresso por J. Ton- 


card) 
(Continued on next 


Frasure Philadelphia, Dorrance‘and company ,“1940, 
1p. 14". 
p 183-184 
FT aos Public. Brit’ 2. European war, 1914-1918— Reparations. 
‘ «© 82700 
Library of Congress vOee.OTrT 
aang, 398.42 
Fratcher, William F. 
Fratcher's instantaneous caiculator. (Detroit, Mich. 


The Instantaneous calculator co., ‘1911, 
cover-title, G& p my ssa 


Mounted on boards, p | and 6 being on inude of covers 
Two copes 


of Key card to Fratchers imstantaneous calculator are in 
serted (loose) 
HFS FB 

Copyright A 26446 
Book of instructions. Detroit, Mich., The In- 
stantancous calculator co. (1911, 

cover-title, 6p. 24 

1 Ready-reckoners 





11-10402-3 
Library of Congress HPS PR2 
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Copyright A 
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Fratcher, William F. 


Fratcher's instantaneous calculator 

The Instantaneous calenlator co., ‘113 
over-tithe, hp mm ban 

Mounted on boards. p 1 an 10 being on inside of covers 

Chart od Some mal parts 4 * dollar, and two copes 
inserted (la 

Date of ce capgright corrected in manuscript from 1912 w 1913 

~ Book of instructions. 

Instantaneous caleulator co. n.d. 
IG p. 
1 Ready-reckoners 


Detroit, Mich . 


of “Key card” 


Detroit, Mich., The 


Library of Congress UMwom 


Copyright A 43059 
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Fratcher, William F. 
Fratcher's instantaneous calculator 
Instantaneous calculator co., 1919 
cover-title, & p. 3. 


Mounted on boards, and 8 being ide of 
ey card inserted od (loose) _ ae 


Copyright A 514101 


Detroit, The 


— Book of instructions Detroit, The Lostan- 
taneous calculator co. (1919, 
6p 2 
1. Ready-reckoners. 
1949-9 
Library of Congress HFS FS 1919 
Copyright 2, 


Fratcher, William F. 

Fratcher’s instantaneous 8 hour wage calculator. De- 
troit, Printed by Duncan & Ferschneider co., "1916. 

2 mounted eb 244 x $100 


Title from ori 
‘compame: 


bles mounted on inside of covers 
Wy “key card.” 


1 Wages-- Tables and ready -reckoners 


Library of Congress 
Copyright A 444673 
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Costantino 
S. Maria del Monte sopra Varese. Testo di Del Frate sar 
Costantino Prefazione dell’ onorevole Corrado Ricci 
Opers illustrate con n. 350 riproduzioni in rotoraleo riwavate le 
fotografie dirette, inedite, dell’ autore, n. 175 tavole fuori texto 
compresa una tricromia, cocuxxxtx-mcmaxau. Chisvern, 
Incisioni e compe dello stab. Civicchioni ,“1933, 
2p... sp. a5 » OEP 06. 0 SUBD. ado ties cana (6 14) ot a 
doable. i col tinct ports. facsime. plan) oo Som 
List of plates: —s Ulustretions, io Italian, Preach. German ~# Enq 
lsh, in paratie ¢ ——- p a xexts 
1. Varese 8 Moria del Monte (Shrine) 
sem 
‘Title from N.Y. Pub. Libr. Printed by L.C 


Frate, Gastone del. 


The Italian bar; an address at the meeting of the Asso- 
ciation of the bar of the city of New York, October 13, 





1914, by avvocato Gastone ww Aaa Printed under 
lution of the iati New York, 1914, 
4p 2 
1. Lawyers—Italy. . Title. 
18 22180 
Library of Congress 
Frate, Gastone del. meni 
... Soda parlor (novelle) ... Firenze, Societd editrice 
cana 1932, 


2p. 7-2 p. 1h 


wns ot 
Library of Congress PQesis RETERS 1082 











Prateili 


Frateili, Arnaldo, 1888- 
Le avventure notturne. Milano, A. Mondadori ,1934, 
Spl. Alp 200p. 1b iy. 


1 Title 
85-14711 
Library of Congress PQ471S. RIBAS 1004 
Copyright A—Foreign oTss 
2 863.91 


Frateili, Arnaldo, 1888- ; 
Capogiro; romanzo. 2.ed. Milano, V. Bompiani, 1932. 


ap 


1. Title. 33 sas 
Library of Congress PQ4s815.R38C3 1982 
Copyright A—Foreign 10406, 
2 53.91 


Fratelli Oliva, Genoa 
see 


Oliva, Fratelli, Genoa. 


Frater, Maurice. 

Midst voleanic fires; an account of missionary tours 
among the volcanic islands of the New Hebrides, by 
Maurice Frater ... with eight illustrations on art paper. 
London, J. Clarke & co., Itd. (1922, 


287, (1; p. front. plates. 19). 


1, Missions—New Hebrides. 2 Volcances—New Hebrides. 3. New 
Hebrides—Descr. & trav. 1, Title 


23-12807 
BV 3680. N6F7 


sh 


Library of Congress 


rrater acuad, pseud. 
see 


Jones, Suarles Robert Stansfeld, 1886- 


Frater Jocundus, pseud. 
see 


MQller, dilhela, 1645- 


LIBRARY OF CONGRESS 


Frater Occidentalis, pseud. 
see 


Occidentalis, Frater, peeud. 


Fraternal alliance. 


Ritual of subordinate lodge, Fraternal alliance, adopt- 
ed February Ist, 1893. Milwaukee, Swain & Tate co., 
printers, 1893. 


Mp. diagrs 2™ 


D3254et 


Library of Congr: HS1510.F872 1893 
witiachy ™ (Copyright 1893: 10358) 


Fraternal camp-meeting sermons, preached by ministers of 
the various branches of Methodism at the Round lake camp- 
meeting. New York, July, 1874. With an account of the 
fraternal meeting. Phonographically reported by S. M 
Stiles and J. G. Patterson. With an introduction by Bishop 
Peck. New York. Nelson & Phillips; Cincinnati, Hitch- 
cock & Walden, 1875. 

408 p. incl. front. 19”. 
1. Sermons. \merican. 1. Round lake camp-meeting of the Methodist 

Episcopal church. Fraternal meeting, Ist, 1874. 0. Title: Camp-meeting 

eermons 


33-3412 
Library of Congress BXSS33. ALFT 


Copyright 1875. 21378 252 07 


Fraternal censer. 
Ritual of the Fraternal censer. n. p., 1902; 
Bp. diagrs, 18)™ 
Caption title 


ca 10-3835 Unrev'd 


Library of Congress HS1510 Pag2 1902 


Fraternal congress, Pennsylvania 
see 


Pennsylvania fraternal congress. 


The Fraternal insurance compend, 1926- ed 
Cedar Rapids, Ia., H. R. Taylor, 1926- 


1. Insurance, Life—U. 8. 2 Insurance, Life—Canada 8. Friendly 
societion—U. 8 4 Friendly societion—Canada 
727 
Library of Congress HOOZ2 FS 
Copyright 14041, 
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The Fraternal monitor. 


Rochester, N. Y. (The Fraternal monitor company, 
. ius. (ports.) 30°. monthly. 


1. Insurance, Assessment— Period. 2. Friendly societies—Period 


ca 8—2257 Unrev'd 


Library of Congress HO9201.F7 


(820b1, 


The Fraternal monitor. 
The consolidated chart of insurance 
Rochester, N. Y., The Fraternal monitor, *1911- 
» xt 


1 Insurance, Assemement—U. & 2 Insurance, Life—t 5 —Stat 
1 Title. 


11-- 12480 
Library of Congress 
yn42da), 


The Fraternal monitor. 

Fraternity; a compilation of historical facts and addresses 
pertaining to fraternalism in general and the fraternal sys- 
tem in particular. Helpful and timely suggestions for or- 
ganizers and addresses on varying occasions and ceremonies 
in both local and supreme bodies. Rochester, N. Y., The Fra- 
ternal monitor, 1910. 

S76 p. 20". $200 


1. Secret socteties. 2. Friendly societies. 1. Tithe. 
11 452 
Library of Coogress S115. Fs 
Copyright A 278407 31d), 


The Fraternal monitor. 


The lure of deq rates, reproduced from the 
Fraternal monitor ... Rochester, N. Y., The Fraternal 
monitor, *1910. 


8» 2 10 





1, Insurance, Assessment. 2. Insurance law—U. S. 1. Title. 


Library of Congress : 
Copyright A 271740 


Fraternal order of American lions. 


Ritual of the Fraternal order of American lions for 
subordinate dens. This ritual is issued by the Supreme 
den, and is the only authorized official ritual of the order. 
Philadelphia, Supreme den press, ‘1910. 

Ap diag, 171 


11-836 


Library of Congress 
| 15, 1910; 2c Dee 25, 
Mme Pe 


HSISIOLAS 10 
1910; AZ78488; S. B. Molin, Phile- 


Fraternal order of American sportsmen 
see 


American sportsmen, Fraternal order of. 


Library of Congress 














Fraternal order of Gaselles. 


Laws governing Fraternal order of oy general 
laws and constitution governing grand, sta’ te and sub- 
ordinate branches, Fraternal order of tA Organ- 
ized May 2, 1922. Richmohd, Va., “1922. 


6, 2p 2m. 


cs 22-658 Unrev'd 


Library of Congress HSISIOGMAS 1922 


Copyright A 674814 
Fraternal order of Old settlers 
see 


Old settlers, Fraternal order of. 


Fraternal society law association. 
1909/11- 
(Chicago, 1911- 
+. port. ay”. 
List of officers aad members inciuded. 


1. Law—Societies. 2 Insurance law—U. 8. 


Library of Congress noe28 FT 


Fraternal society, Union university, 
Scnenectady 
see 


Union university, Schenectady. 
society. 


and the church, by a devotee to both. 


Praternalism 
(Dowagiac, Mich.; The Mac C. Chamberlin co., *1910. 
Ip lL Dap mm F100 


Library of Congress 
Olu 17, 1910; 2e. 7 he 19, 
Fraternidad centro-americana 
sce 


Central american fraternity. 





Fraternal 


1910; A 256073; Mac C. Chamberlin 
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and ble, La F idad piadosa de 
Rn me (mp. “1987. 
ap we. 
Caption title. 
88 2650 


Library of Congress BXS00.FTAS2 1987 
—- ——— Copy 2. a 207242 


“La Fraternidad”, sociedad de personal ferroviario de loco- 
— 
io de “La F idad”, sociedad de personal 
eae de locomotoras (sociedad civil) adherida a la Fede- 
racién internacional de los obreros del transporte .. Funda 
cién, desarrollo, obra, 1887-20 de junio 1937. Case social 
Ba. Aires, Rep. argentina. Buenos Aires! 1937, 


575 p. tus (inel. ports, map, facsima.) diagrs. 234". 





1 Rallroads—Argentine republic Employees. t Title. 


‘38 S0884 
Library of Congress HD6604 RSFT 
3, 331 58156 
Praternidade brasileira. 
‘ee Rio de Janeiro, Typ. de Pinheiro & «., 
1875. 
Bpit 2 
ca 9-3066 Unrev'd 
Library of Congress HG290. RSPB 


Praternidade militar, Lisbon. 
.. Associagéo Fraternidade militar: estatutos, 


mento interno e caderneta da mocidade. Decreto 19 


de agosto de 1911. Lisboa, Imprensa nacional, 1913. 
184 p. incl. tables, forms 24. 
At head of title: Secretaria da guerra. Repartic§o do gabinete 


1. Portugal. Ministerio da guerra. 1. Title. 


Library of Congress U4F8 


Fraternita di Santa Baroara, Florence 


Compagnia di santa Barbare, Florence. 


Fraternitas sanctee Barbaree, Florence 


Compagnia di Santa Barbara, Florence. 
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Fraternity 


La fraternité arméno-grecque; discours de M. Archag Tcho- 
banian ... M. Boghos Nubar ... et de M. Vénizélos .. pro- 
noncés au banquet donné par les Arméniens de Paris le 16 
janvier 1919 en Vhonneur de M. Vénizélos. Paris, BE. Le- 
roux, 1919. 
a7 pat -. (welt tithe: ¥ 

rménieane de Pa 





de Union 


Delegation propaganda Mr by the Armenian delegation at 
Peace 


the Parts conference, 

1 Armenta— Kelations ary * with Greece 2 Greece—Relations 
(general) with Armenia Chobanian, Arshag, 1872- uu. No 
bar, Boghos. ut. Venizelos, Eieutherioa, 18t4- 

AD 2 


Tithe from Hoover War Libr. Stanford Univ. Printed by L. C. 
Library of Congress DSI76.FT 
a27b1, 


Praternité musulmane, Paris. 

. Statuts de l'association. Les statuts sont précédés 
dune ~ réface qui résume les principales idées d'aprés 
lesquelles la Fraternité musuimane se guide. Aprés les 
statuts, on trouvera un appendice relatant la vie de 
Vassociation depuis sa naissance jusqu ‘aujourd ‘bui (1907- 
1921) Paris, 1921, 

cover-title, 15p. 214™ 
At head of title La Fraternité musulmane, rondée 4 Paris en 1907 


24-1085 
Library of Congress HS1SS7.F72 1921 
Fraternity; a romance ... New York, Harper & broth- 
ers, 1899. 


vi, 25 p. 219. (On cover: Harper's Franklin square library, no. 645) 


Library of Congress PZ3.F86652 
The Fraternity editor's handbook ... ¥. 1- 
‘Chicago! The Dolphin print shoppe, 1927- 
©. 1 mounted illus (ports) 234". 
Editor: 1927 


c 
“Published by the aE. +7 editors’ association of the Inter. 
fraternity conference.” 


1. Journeliam. 2. Greek letter societies. 1. Cleveland, Chester Wil- 
son, ed nm. College fraternity editors’ association. 


33-18077 


Library of Congress War 


2 (871.8505) 070 489 
Fraternity in education 
see 


New education fellowsuip. 


fraternity lodge, no. 10, Independent 
order of good teaplers, Boston 


Independent order of good templars, Soston. 
Fraternity lodge, no. 10. 








Fraternity 


fraternity of German Baptists 
see 


cuuren of tue breturen. 


Fraternity of odd fellows, Worcester, Mass. 


An oddity ; a diploma issued by ‘‘The Fraternity of 
odd fellows"’ at Worcester, 1828 Boston, Priv. print 
for the members of the Chile elub (1921, 


3) 2y'". (Rosemary press brochures) 


1. Tule ns 
Library of Congress HS1S10.032 1828 
Copy 2. 
Copyright A 630664 2 
Fraternity sons of Osiris. 


Ritual. Fourteenth to eighteenth degree. Fourth to 
eighth degree. Of an arcane fraternity which has been in 
existence 2000 8. c., and which is now teaching humanity 
the old truths Issued under authority of the Supreme 
exalted temple. By instructions of the Royal 7 
association. ;Allentown, Pa., The Philosophical publish. 
ing co., “1999, 

Zp l.%p 147 

10-1675 

Library of Congress 


© Dee 16, 1909; 2c. Dec. 21, 
mer Allentown, Pa 


BF1623. R6074 
1909. A 253375; R. Swinburne Cly- 


Fraternity sons of Osiris. 

Ritual, Second temple, Fraternity sons of Osiris. (Al- 
lentown? Pa. The Supreme exalted temple, 1909. 

1p 1,7 2p illus 16 


10-1674 
Library of Congress 


© Me-. 12, 1909; 2c. Dee. 21, 
mer, Allentown, Pa 


BF1623.R607 
1909; A 253373; R. Swinburne Cly- 


Fraternity sons of Osiris. 

Ritual. Temple of ‘‘Osiris-Isis."’ Eighteenth to twen- 
ty-first degree, eighth to eleventh degree, of an arcane 
fraternity which has been in existence 2000 s. c., and 
which is now teaching humanity the old truths ... Issued 
under authority of the Supreme exalted temple. By in- 
atructions of the Royal fraternity association. ,Allen- 
town, V’a., The Philosophical publishing co., 1909, 

Sp 1sj> 


10-1676 
Library of Congress 
Ole i 199; & Dee 21, 


mer Allentown, 


BF1623.R6075 
1999; A 253574; R. Swinburne Cly- 


tue Craternitye of vacabondes 


aeveies, Joun, (1. 1959-1577. 


LIBRARY OF CONGRESS 


Frates y Sureda, Antorio, }. 1829. 

Escenas baleares, por Antonio Frates y Sureda .. Palma, 
P. J. Gelabert, 1876, 

sip wo 


Cowrants — Les dos amores — Un Gestajo 4 media uoche — Las 
mejores 


1. Title. 


Library of Congress 


Frateur, Joseph Constant Léopold, 1877- 
The age of the horse according to the teeth, by J. L. 
Frateur With 27 plates by E. Tschaggeny. Author- 


ized translation by G. Mayall . London, Bailliere, Tin- 
dal! and Cox, 1923. 


xp, 11, 1365p Zeol pl 16" 
1. Horses—Age 2. Teeth 1. Mayall, Gladstone, tr. 
Agr 24-1039 
Library, U.S. Dept. of Agriculture 42786 
2) 
Frati, Carlo, 1863-1930. 
Dizionario bio-bibl fi bibl ie bibliofili 





italiani dal sec. x1v al x1x; raccolto ¢ pubblicato da Albano 
Sorbelli. Firenze, L. S. Olschki, 1933. 


of 3 5 705 p. 11. 24". (Biblioteca di bibiiografia italiana 


Completed by Albano Sorbelli after the death of Carlo Frati. of Pref. 
“Elenco delle opere e degli seritti citati” p. 606,-706. 


1. Librarians—tItaly. 2. Book collectors—Italy. 3. Italy—Bio-bibl. 
Borbelli, Albano, 1875- 


Library of Congress 


Frati, Carlo, 1863-1930. 

iP enge St» eotign & bb ite & Stee Seep Cae 
y Pedro Martir de Angleria, por el dr. Carlo F; ~- 

io por el lic. acad. Feterco Henrique y Carvayl 

Baicion al cuidado del gobierno dominicano. Secretaria de 
estado de agricultura y inmigracién. Firenze, L. 8S. Olschki 
(1929, 

iv, 2p pl, 2mape(i fold) SI” 


“Edicion de mil ejemplares, de los cuales treinta sumerades pro 
gresivemente 1-80.” This copy not oumbered. 


(Continued on next card) 
8023008 
(a1, 
Frati, Carlo, 1563-1930. El mapa més antiguo de la isla de 


Santo Domingo 1929, (Card 2) 
“Traducido por el dr. R. Ciferri. Revisado por el prof. A E. 
Barthe."—p. 


“Extrectado det tomo xxitt, entrega 1-2, de la Biblinfilia bajo la 
direceién del comm Leo 8 Olechki.” 


Ministerio de agricultura e inmigracién. rv. Tithe 


Library of Congress E141 AG 
— —— Copy 2. 040d], 012 7206 


Frati, Carto, 1863-1930. 
Nécrologie. Giuseppe Ottino. 
(in. Revae des biblicthtques ... Paris, 1898. 25°. 6. année 

p. (178,174) 

Signed: C. Fratt 


1. Ottine, Giuseppe, 1541-1896. 
ACHATIO 
‘Title from Cleveland 


Pub. Libr. 
Library of Congress (2671. RAS 1806) 


Northwestern univ. Libr. 
for Library of Congress 


Prati, Ludovico, 1855 
La legazione del Card. Benedetto Giustiniani a Bolo- 
gna dal 1606 a! 1611. Genova, Tip. Sordo-muti, 1887 
lip 27 


Caption ttle 
Estratto dal Goornale ligustico, fascie di marzo ¢ aprile 1887 
in a collection of pamphlets lettered: Miscellanea historica et 
topographica 


1 Grustiman:, Benedetto, cardinal, f. 1606-1611 2 Bologna—Hist 


S 24389 
Library of Congress D6 M67 


Frati, Ludovico, 1855- ed 
Rimatori bolognesi del quattrocento, a cura di Ladovico Frati 
Bologna, Romagnoli dall’ Acqua, 1908 


Sp. 1, vill, 3p. 2". (Heif-titie: Collezione di opere inedite o rare 
dei primi tre secol! della lingua = 98,) 


Ribliographicn! foot notes 


1. Itallan a 15th cent, 2 Itallen lterature-—Bologna 5% Poets, 
Italian 


Aa-4eiT 
Northwestern univ Libr 
for Library of Congress (PQ ASCH vol. OS) 
2, (a0. 82) 
Frati, Ludovico, 1855- ed. 
Rimatori del trecento, a cura di Lodovico Frati. 


bolognes 
Bologna, Romagnoli dall’ Acqua, 1915. 


ivi, 282 p. 2". (Malf-tithe: Colleaione @i opere inedite o rare dat 
primt tre secolt detia Hogua 104) 


1. Italian poetry —Early to 1400 2. Itallan iiteratare— Bologna. 
1 Tithe. 


AM4TI6 
(PQ4204.4305 vol. 104) 
2 (850.82) 


Northwestern uniy. Libr. 
for Library of Congress 


Frati, Ludovico, 1855- ed. 
Rime inedite del cinquecento, s cura di Lodovico Frati. 
Bologna, Romagnoli-dall’ Acqua, 1918. 


xxvil, 330 p. 23)". (Half-titie: Collestone di opere inedite o rare 
dei primi tre secoll detia lingua. (108) 


1. Italtan poetry—16th cent. 1. Title. 

AHI 
(PQ4204.4305 vol. 108) 
1 (850.82) 


Praticelli, Pietro, 1803-1866. 

Chi fossero i due Malaspina, amici ed ome di Dante; 
lettera di Pietro Fraticelli ad Alessandro T: 
of SE EP oo roe Pirenss, 1646 24)" p. (195)- 


Library of Congress 
—— ——~ Separate 


Fraticelli, Pietro Jacopo, 1503-1566. 

Storia della vyita di Dante Alighieri, comp. da Pietro Frati- 
celli sui documenti in parte raccolti da Guiseppe Pelli, in 
parte inedite . Firenze, G. Barbéra, 1861. 


vil, 371 p. incl. geneal. tables (part fold.) 104”. 


1. Dente—Biog. 2. Alighieri family 1. Pell, Giuseppe Renctvennl, 


1720-1808. 


Library of Congress PQ4330.F7 


—— ——— Copy 2 (33e1, 

















Fratres arvalen 
. Carmen arvale ... Roma, Tipografia del Senato de! dott. 
G. Bardi, 1983-24. 
2+ =. 
At head of title: Dott Marto Nactaovich. 
afirres © eme-0. S Gam oO om, ee Da 


1 Nectaovich, Marto, ed. 


Clagtanart, Unly. Library 
‘or Library of Congress 


Fratres nospitalitatis Sancti Joannis 
de Deo 


geemenas us 
a 


Brothers uwospitallers of St. Joiun of God. 


Fratzacher, Alfred. 


Landwirtschaftliche versicherung (hagel- und viehversiche- 
rung) von dr. Alfred Fratzscher Berlin, E. 8. Mittler und 
sohn, 1914. 

167 24". ( tdded tp: Versicherungs-bibliothek, brag. voo 
ovat ar altro Manes... ¥. bd.) 
“Literaturverteichais”: p. ,163,-164 


1 Insurance, Agricultural Gone, 2 Josurence, Hall, 3. In- 
surance, Agricultaral—Live (Title, 
Agr 20-1967 


Library, U. 8. Dept. of Asricultare 234.6786 
Congress HO@888 G3FT 


‘orary of € 
3401, Pon 
Frau, José Gallostra y 
see 


Gallostra y Frau, José, 1833- 1688. 
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vues Senne. 


La Babel de hierro. New York-Habana, 
press of Cuba, 1918. = Guagiie 


%p 2. 


1. U. S—Deser. & trav. 2 New York (City)—Deser. 1. Title. 


Library of Congress E10.Fe om 


& 


Die Prau, monatsschrift fir das gesamte frauenleben un- 
serer zeit . 


Berlin, W. Moeser buchhandlung 18 -19 
v. ius. (incl. ports.) 279° 


Editor Helene Lange 


1 Woman— Period t Lange, Helene, 1848- ed 


ca 8-243 Unrev'd 


Library of Congress HQ1103 F7 


alVl 


Wie Frau in der politik; gonate- 
beilage der “Deutschen stinmaen” 


Deutscue stiagen. 


, Meinrich, 1845- 
Die akropolis von Baalbek. Von Heinrich Frauberger. 
Frankfurt a. M., HL Keller, 1892. 
Lp lip. Mian, 2 pt 4px aay. 
le portfolio. 





1. Baslbek—Antiqg. 1 Tithe 
& 16086 
Library of Congress NASS6.B278 
a38D1, 
Frau Abrines, Lorenzo. Frauca, Julio Cejador y 
nica nad wey Reh gt = 
en su el conocimien' - 
raleza, simbolos, practicas y fines de la masoneria ... comple Cejador y Frauca, Julio. 
tado con un taller general de la francmasoneria, guia de digna- 
tarios y oficiales de las logias, capitulos y grandes cimaras, 
el pefio de sus +. @serito y ordenado 
Frau Abrines 7 publicedo bajo la direceiée de Ro- 
sendo Ards y Arderiu .. ha ——y puesta al dia, 
por Luis Almeida (Villalar) . Barcelona ( ) Publi- 
caciones mundial ,19—, 
2y. Mus. col. plates, yorts., diagrs. 80)”. 
Ceeee 7~30n 
a Library of Congress 
Frau Abrines, Lorenzo. Di iclopédico dela = Frauchiger, Ernst, 1903- 
masoneria... (19—, (Card 2) Die nervenkrankheiten des rindes; eine grundiage fur eine 
genteut . vergieichende neurologie von mensch mensch und haustier, von dr. med. 
i E. Frauchiger ... und dr. med. vet. W. Hofmann Bern, 


861 p. tus. (part col.) rv col. pl, diagra 25™. 
“Literatur-auswabi” at end of part 1 and at end of each chapter of 
part2 


1. Cattle—Disenees, 2 Nervous system—Disenses. 1 Hofmens, 
Walter, 1902- Joint author. 1 Title 
42-10865 
Libeary of Ooagress SresLr7 
rm wr 
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Praed 


Der Schwei eae 





Bundesverfassung, von 
Friedrich Frauchiger ... Ziirich, Schulthess & co., 1922. 
av, 0p 19°. 


“Literatur und quellen”: p. xiv. 


1 Switzertand—Constitutwonal law League of nations Switrer 
land. Bundesverfassumg. 1. Title. . aad . 
Library of Congress JN@781.F7 atatad 
adtbi, 


> Senta, 1907- 
Der englische modernismus in seinen pay 4 aus- 

wirkungen nach den werken von Dean I 
Frauchiger Zirich, ian Qadend oo Ute Lane 
o., 1937, 

4a. ap Be. 

Abhandlung—ZO@rich 

Curricutum vitae. 

Published in full as Schweiser anglistische arbelten. bd 5. 

1 Inge, William Ralph, 1880- 2 Modertiam —Cdurch of Bngiand 
1 Tithe. 


10828 


Library of Congress BXSi0.16F7 i987 


12 mm 


Frauchiger, Senta. 
Der englische modernismus in seinen neuzeitlichen aus- 


wirkungen nach den werken von dean Inge ... Ziirich und 
Leipzig, Max Niehans verlag ,1987, 

120 (ages 6. Schweiser 
eredice ia me Hireg. von Ay prof. dr. Decnbeee Dene pret . pret. ar. one 
Funke » prof. dr. Hemry LAdeke .. 56. bd.) 

Issued also as the author's thesia, Ztrich. 

“Sehrifttam”™: p. 116,-120. 

1. Moderniam. 2 Inge, William Ralph, 1980- 3. Mystictam. 

AC 81-87 

Tilieots, Univ. Library 

for Library of Congress 2, 

Fraud and fair dealing in stocks! An expose 


of the impositions practiced, especially on 
country and distant dealers, through the U. S. 
maile and otherwise. By a New York etock broker. 
New York, J. Thompson, jr., 1 


90 p. 18 x 146%, 
1. Speculation. 6-39058; 


Library of Congress #G6021.F64 


.. Praad and falsehood 

h face. (Washingt 
1848) 
8p um 


Caption title. 
At head of tithe: Circulate. Published by a committee of Democrats. 


.. General Taylor's 
Greer’ 's printing office, 





1 Campaign literature, 1848—Democratic 
10-18729 


Library of Congress F420 Fe 


... rand in accounts, by the editor. London, Gee & 
co., 1904. 

vi, yp. 11,%p 2 (The Accountants’ library,” vol. xxx) 
“The Accountants’ library’ (Second series) Ed by the editor of 
"The Accountant.” ” 


$10897 


Library of Congress HFS@O1 AZ 








Fraude 


Fraude, Otto Wilhelm, 1595- 

Heinrich von Kleists Hermannsschlacht auf der deutschen 
bihne ... von Otto Fraude ... Leipzig, Spamersche buch- 
druckerei, 1919. 


ia oe 
Inang iss — Kiel 
Lebensiauf 


1. *Kietst, Heinrich von, 1777-1811. Herrmannsschiacht 

z2-11081 
PT 2378. H6FT 
aSTb1, 


thrary of Congress 


. Les fraudes fiscales, vues par un témoin. Paris, M. 
d'Hartoy , 1933, 
Spi, &p.2. me. ( Boquétes et pampbieta. (No. 2,) 


1. Pinance—France. 2 Fraué—France. t. Un témoto. 
42-1474 
Library of Congress HJWe8 FT 
2) me 
Fraudet, H. 
Physique; rédigé conformé officiels 
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frauen 
Berlin, W. & 8S. Loewenthal 
Ry. semimonthly 


Minna Caver 
Capvent supplements were issued with Die Frauenbewegung, entitled 
“Parl und eb Red 





P 
Anita Augspury 
“Zentschrift fur frauen-stimmrecht 


- H Hreg. von 
Anita Augspurg” 1907- 


‘oman— Social and moral questions 


1. Cauer, Mrs. Minna, ed 
u y Rg Anita, ed 


cad-S24 Unrev'd 


Library of Congress HQII01 G3F7S 


Bra hn " 





a4. und te whl in Onter- 
reich ; a de im auftrage des Bundes dsterreichi- 
scher frauenvereine von dr. Martha Stephanie Braun, Er- 
nestine Fiirth, dr. Marianne Honig (Ue By Wien, Im 
ome des Bundes 6 fra ne, 





2pi,tep we 


1 ene te Acstria. 2. Education of women—Austria. 3: Woman— 
Employment — 1. Breen, Marthe Stephenie, ed. om. Bund 
Setarveiebtorbet te 


32 5004 
Library of Congress 8Q1608. FT 
3 mon 488 
Mes relcten an zeitechrift fiir die gesamten interessen 
des weibli terrichtswesens, hreg. von prof. dr. 


Wychgram ; 1 
Lagos und Berlin, B. G. Teubner, 1902- 
v. lus, plates, diagra 254°. monthly. 














Das frauenbuch; das weib als médchen, gattin, mutter, pfle 
gerin und erzieherin in gesunden und kranken tagen, heraus- 
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mandra maculosa Laur. nach mittheilungen von Herrn 
Dr, Richter und Dr. Steindachner. Von G. ritt. v. Frau- 
enfeld. Wien, Druck von C. Ueberreuter, 1864, 


Aus den Verhandlungen der K. K. Z 
m a ven Gahrgang 1804) besonders abgedruc! 
gclegt m der Sheeng vom 3. februar 1854 


‘h-hotamsche: geselischaft 


a title 
1 Salamanders 

ca8-1811 Unrev'd 
Library of Congress QL608.C2P8 


Prauenfeld, Georg, ritter von, 1807-1873. 


Versuch einer aufzihlung der arten der gon 
nia Leh. und Nematura Bos. ... Von G. ritt. 
feld ... ;Wien, 1862, 


Bp m7 
Caption title 
Aus den Verhandl der K. 5 Seeuntee geselischaft 
ogee besonders 

wk, £-—d. , Se p 17-2. 


1. Bithynia. 2 Nematura. 3. Vivipara 
ca9J3S32 Unrev'd 


Library of Congress QLAMS.V7FR 


Prauenfeld, Georg, ritter von, 1807-1873. 
Verzeichniss der namen der fossilen und lebenden 
arten der gattung Paludina Lam, Ly > r nachst- 
od n die hied 
neueren quttenaen. Von | Georg, ritter von Frauenfeld .. 
Wien, Im selbstverlage der Gesellschaft, 1865. 
2p LU2p By. 





Verhandlungen der KK. Zoolog -botan. 
sclischatt in Wiee, jube jahrg Taek ba. ai - 


1. Vivipara. 


Library of Congress QL490.5 V7F8s 
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Frauenfeld, Georg, ritter von, 1807-1873. 
Der vogelschutz. Von Georg ritter v 

(Wien?! 18711 
8p 2m 
ee utle 


ws den Verhandlun a4KK Sat ‘botanischen i Sf 
Wien jahrgang 1871) besonders abgedruckt ne 


Frauenfeld 


1 Birds, Protection of. 


12-2792 


Library of Congress SKIS3 FSO 


Prauenfeld, Georg, ritter von, 1807-1873. 


Weitere mittheil aber die Von Georg 
food von Frauenfeld. (Wien, Druck von C. Ueberreuter, 





4 — 


< ,~ Wernandiangen 4K K Soctegiedy-tataniachen lg ay in 
Vorgelegt in der siteung 


Wien < > besonders abgedruckt 
vom 3 ‘ocwher lass 
1 Saw-fles 


ca? Unrev'd 


Library of Congress QL TiFs 


Prauenfeld, Georg, ritter von, 1807-1873. 

Die wirbelthierfauna Niederésterreichs. Von G. r. v. 
Frauenfeld ... Wien, Eigentam des Vereines, 1871. 

ip tWptl we 

“Separatabdrock aus 


- des Vereins fir landeskunde von 


den _“Blittern 
Jabeg. 1071, 2. 108 


1 Zoology—Austria, Lower 


Library of Congress QL261 Fas 


Frauenfeld, Switzerland. His- 
torischer verein des kantons 
Thurgau 


Historischer verein des kantons Thurgau, 
Frauenfeld, 


Reference card 
Prauenfeld| Thurgauische kantonsbiblicthek 
see 


Thurgau. Kantonsbibliothek, Frauenfeld. 


Library of Congress 


Frauenfeld. Thurgauische naturfor- 
echende geselischaft 





Thurgauische naturforechende geselischaft, 


Frauenfeld, 


Fravenhols 


Frauenfelder, Gustav. 


Bischel von raumkurven 4. ordnung 1. art mit zwei 
stationaren tangenten ... Ziirich, Druck von Ziircher & 
Furrer, 1903 

2p. diagre.. 2 double pl. B=. 

Inaug dia —Zunch 


1. Curves of double carvatare 
+o 


Library of Congress QASsI. Ps 


Fravenfeld:r, K iY) Z. 


. Der grafit in Finnland, seine entetehung und verwer- 
tung, von rauenfelder Helsinki, Helsing- 
fors, Valtioneuvoston Kirkjapaino, 1924. 


Sip illus, tables. 249° (Finland Geologiska kommissionen. Geo- 
meddel: no B) 


tekniska 
At head of tthe Suomen geo! komsissiom: = Geologiska komais- 
sionen i > Hise julkarsuja 
Quel Si 
1. Graphite 1. Tithe. 
GSw171 
Library, U.S Geological Survey (579) G n:0B 


2, 


Frauenfeider, Max. 

Tas geld als alignmeiner waehe eine | untersuchun 
liber das verh 
- 7 von dr. = Frauentelder. Bern, Stimpfii & cie., 





i, 2a ai" Neve 
Roe oem st 
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Lasved also as |naugura! diesertation, Bern 
“Literaturversetchais” : p v—vil. 





1 Money. 2 Money-—Law. 3 Money—Switseriand 1 Tit 


41-17 


Library of Congress 2 


Frauenfelder, Reinhard, 1901- 
. Die geburt des ae ee, entwicklung und wandlung dee 


Ww. hechild bis zum auagang 
pA en ey Laipeig, Verlagt bei Hegner, 1939. 


Spl.0108p incl Bpl wir. 
“Quelies und literatur”: p 101-102 





pf Gao 2 Jesus Christ—art & Art, Medieval 
. 


4Cco-uTs 
Rochester. Univ. Nevo. FS 
+ BBY 2 


Frauenfleiss, ein beiblatt der 
Abendschule 


Die Abendschule, ein deuteches 
fasilienbdlett. 


Fravenhols, Eugen von, 1892- 
Féhrer in die weltkriegsliteratur. von Eugen von Frauen- 
holz. Berlin, Verlag E. S. Mittler & sohn, 1982. 


ap De. 


1. European war, 1914 1918 Bibdlicgraphy t Tithe. 
amen 


‘Tithe from N.Y. Ped Lite. Printed ty LC. 








196, 1) p. plates, maps (1 fold.) @iagra. 24". 
“Eweite sufiage” 





1, Military art and science §=2 Germany — History, Military. 
& Tithe. 


20-478 
New Yort. Public brary 
for Library of Congress 2 


Fravenholz, Eugen von, 1882- 
Das heerwesen der germanischen friihzeit, des Franken- 
reiches und des +: pane, von Eugen von Frauen- 


holz. Miinchen, Beck, 
xill, 908, 0 - a tp Roroichienengaechichte Gun Gout 
echen beer: vou Buges roo 1 


aw 4 art ead ecience—Hist 2 Germany—-Army—Hist. 38. Ger- 
le tribes 4 Koights and knighthood & Tite. 
‘S68 S431 
Library of Congress UATI2Z@S b41 
3 (805.0048) 855.0002 
Franenholz, Eugen von, 1882- 


.. Prinz Eugen und die kaiserliche armee. Hans Oskar 
Laber, Die Schweden in Augsburg, 1632-1635. Heinz Ment- 
zel, Die kiimpfe in Kamerun, 1914-1916. Méinchen, Beck, 





1932. 
2a oa Op ef 2 
a ae beereageechichte, brag. von Eugen + Fravenhola 


At bead of title: Bogen v. Frecenbols. 

“Quellen- ond yy Dp a, @, 

1. Bagtne, Fg A SevoleCarignan, 1663-1736 2 Austria — 
Army — Hist Augeburg—iist. 4 Thirty years’ war, 1618-1608. 5. 
Swedes in Augsburg. 6. war, —_——_ af 


riee—Camercons. 1 Laber, 
34100 
Librery of Congress DOMS 2 rethe, bft.1 
Copyright A Foreign 2orTe 
2 (8.2) oe 


hich leh 





des yon major 
eee el Berlin, 


6p. 1, 18 p. fold. map (im pocket) Zi¢~. 
“Quelies- und literaturverseichnis” Sth and 6th prelim leaves. 


1, European war, 1914-1918. 1 Title. eam 
Library of Congress Ds.res 
Copyright A—Foreign s35@2 
2) 
Eugen von, 1882- 
Wehrpolitik und wehrwissen, von dr. Eugen v. Frauen- 


holz ... Leipzig, Veriag von Quelle & Meyer, 1935. 


14 p. 1847. (Wissenschaft und Dildung: einseidarsteliungen sus 
allen gedteten das wissen 812) 


1 —Detensss. 2 Germany— History, Military 8 Germany— 
aap Tien 
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‘tor Library ot Congress a 
Freuenholz, Bugen von, 1682- od 
see 


Entwicklungegeechichte des deutschen 
heerwesens, 


LIBRARY OF CONGRESS 


K. FPrauenklinik und hebassenlehr- 
ansetalt zu Dresden 


Dresden, Frauenklinik und hebeamen- 
lebranstalt. 


Frauenknecht, Ferdinand. 

Billige und gesunde nahrungsmittel sus dem wald; ein 
beitrag zur nah des deutschen volkes, mit einem 
yee des Reichsamtsleiters dr. Kernhard Hérmann ... 

n und Planegg, Miller 1939, 





Gp. Wy. (LiL-echriftenrethe. bft. 8) 

“Empfehienswertes echrifttum™ p. 55-56. 

Pages 57-44, advertising matter. 

1. Botany, Fronomic. 2. Botany Germany. 38 Food supply — Ger. 
many 1 Tithe. 
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Library of Congress 8B108.G4F7 

Copyright A—Foreign wort 
2) 341 82 


Frauenlob, Heinrich von Meissen, known aa, d. 1318. 
Frauenlobs Marienleich, von Ludwig Pfannmiiller. 
burg, K. J. Triibner, 1913. 


23". (Added t.p.: Quelien und 
und pt A der germanischen 


Text: p. @0)-73 


iachen vOlker .. OEE) 


t PfanamOller, Ladwig, 1887 el m Tithe: Martenieieh 
18—21331 
Library of Congress PD2.Q4 


a35b1, 


Frauenlob, Otto. 

Bettel und landstreicherei nach schweizerischem straf- 
recht ; ein beitrag | zur abgrenzung des Schweizeriachen straf- 
Brugg, Buch- 





vor k 
druckerei Effingerhof ag, 1939. 
Sp =. 
The author's dissertation, 
Literaturversetchais” 


Bern 
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1. Begging—-Switseriaod 2 Trampe—Owitseriand 8 Crimina! law— 
Switseriand 1 Tithe 
ei 


Library of Congress a 


Frauenstadt, Christian Martin Julius 
see 


Frauenst&dt, Julius, 1815-1879. 


° Pell come: Christian Martin Julies Frecensthiét, 
‘83 S088 
Laprary of Congress smser TH 


Strass- 


forschungeo tur eprach. 





Fravenstidt, Julius, 1813-1879. 
Briefe Uber die Se’ 

Julius Frauenstadt. 
exert! 44p,.11 219" 


"sche philosophie. Von dr. 
Leiprig, F. A. Brockhaus, 1854. 


1 Schopeohauer, Arthur, 1788-1860. 

Pull name Christian Martin Julius Pravenstidt, 
Library of Congress BSI FT 
2 


Deeenste, Seite i.e. Christian Martin Julius, 1813- 


Schopenhauer lexikon. Ein po yl worter- 
buch, nach Arthur riften 
und handechriftlichem nachlass bearb. von Seliue Fs Frauen- 
stadt Leipzig, F. A. Brockhaus, 1871 

2v.int 2 





1 Schopenhauer, Arthur, 1788-1860. 2 Philosophy— Dictionaries. 


1119825 
Library of Congress B3101 S37 
Frauenstadt, Post, 1aat~ 
Tietanch hlagsiihne im deutschen mittelal 





ter. Studien zur oe kultur- and rechtageschichte 
von Paul Frauenstédt. Leipzig, Duncker & Humblot, 
1881. 


x, 2p 2™ 
“Urkendenbuch” : p. :179)-250. 


1. Vendetta. 2 Wergild. 3. Criminal law—Germany—Hist. 1. Tithe. 
228728 
Library of Congress DD6«res 
a2Sd1, 


Fraventhal, Barney W comp. 
Barney's information guide to St. Louis; po. condensed and 
accurate guide for the World’s fair city . p. by Barney 


W.. Franenthal Saint Louis, Barney's ‘teheemation guide 
pub. co., 1902- 


232 p. ius, fold. map. 104°. 
Folded map to pocket 


1. 8t. Loule— Deser —Guide-dooks. 1. Tithe. 
21564 
Library of Congress W414 8278 
‘opyright a2Tel, 
Prauenthal, Barney W. 
Barney's street ary of St. leu . comp. by Bar- 


ney Ww. Frauenthal ... St. Louis, 1903 
%p Wn 
At head of tithe: 1903. 
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jahrbuch fiir hauswirtechaftliche 
ind gewerbli fraueawirke r. vom Verband fiir 
seziale kultur und woblfahrtspiege (arbeiterwoh!) 
jahre Midnehen, Gladbach, Volks 
ereins-verlag, iY! 
v itlus, diagre 2 

sn Neb 

Fravenwirtachalr erschernt ais ‘Zeitschrift fur das hauswirtschaftliche 
4 gewerbliche frauenwirken’ jahrich begnnend mit dem in 12 
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ge des 





fr fe s }UrERe } rawenwirtechaft it sent oktober 1910 neve fo! 
entralblattes des Verbandes f wirtschafthehe (rauenbildung’” 
isomestic economy erwd Weber erhand [ve 
sonale kultur und wohifahrispiege (arberterwohl 
"—— 
Library of Congress XLFS 
prtight A—Forengn 7583 
Frault, Adrien. 
Manue! postal théorique et pratique. par Aviriew Fra 
Paris, A. Frault 169 
s. 11-088 p 4 tab = 
A bead of tithe 6 
Mables are separate 
~ braoce 
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Praanberger, Georg, 1875 
Studien uber die jibriichen niederschiagamengen des 
afrikanischen kontinents Gotha, J. Perthes, 1906 








map. Zia" 


os. —Tech. 


echule, Mircher 





1 Ram and rainfell—Africa 
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Library of Congress 


Fraunce, Abraham, fi. 1587-1633. 





The Countesse of Pembroke’s Emanuell, together 
with certaine Psalmes, By Abraham Fraunee: (1591) 
Ed. with introduction and notes Printed for private 
cireulation, 1871. 

(/s Grosart, A. B., e¢. Miscellanies of the Fuller worthies’ library. 
Blackburn, 1670-76. 16)°°. ¥. 3, p. 145)-146) 

“1% copies only” 

Ist edition has title’ The Countesse of Pembrokes Emanuel! Con- 
teining the Nativity. Passion, Burall, and Resurrection ot Christ: to- 
geather with certaine Psalmes of David All in English Hexameters 


1. Pembroke, Mary (Sidney) Herbert, counters of, 1561-1421 





16-12125 


Library of Congress PRII2S.F8 vol.3 


Fraunce, Abraham, 7. 197-1633. 

The lawiers logike. exemplifying the precepts of logike, by 
the practise of the common lawe, by Abraham Fraunce. Lou- 
don, Imprinted by W. How. for T. Gubbin, and T. Newman, 
1588. 


2p. lL, 151 numb. 1. fold tab. 10x 149". 


1. Logic. 1. Tittle. 


9 279 
Library of Congress BC1S1.F8 
(38el, 


Fraunce, Abraham, fl. 1587-1638. ' 

The | Third part of the Countess | of Pembrokes Yuy- 
church; | Entituled, Amintas | Dale. | Wherein are the most 
con- | ceited tales of the Pagan Gods j in English Hexame- 
tern: together | with their auncient descriptions | and Philo- 
sophicail ex- | plications. | By Abraham Fravnce. | One line 
in Greek, | At Lyndon. ' Printed. for Thomas Woodcocke, 
dwelling in Paules Church-yeard, | at the signe of the blacke 
| Beare. 1592. 

1p. 1, fecsim,: G8 sheets mounted on 321. 22) 2359". (The Mod- 
ern lnnguage association of America. Collection of photographic fac- 
vlmities, no. TS. 1028) 

(Continued on next card) 
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Fraunce, Abraham, 7 87-143, The ' Third part of the 
| of Pembrokes Yuvcehur Lio Card 2) 
‘ ¢ prelim. lent: Library of Cong 
& Deposit e Lily 
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bh sheet he foenimiie reg were tai 
and the opposite recte) beginning with the blank verso of the & 
pei the reeto of the second tenf (ibe Sret priu 
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1. Tithe: Amintes Dw 
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Praunce, Abraham, 7. 1587-1 





Victoria, « Latin comedy by Alia Fra I f 
the Penshurst manne t by G. C. Moore Smitl Ly 
A. Uvatpruyst: ete., ete. 1906. 

al, 10 p facxt * (Added top? Materialien sur kunde des 
Biteres engiiachen dramas 14. it 

i. Smith, George Charles Moore, Isis 4 

6 4100 
Library of Congress 1" 


Fraunces, Andrew G. 

An appeal to the legislature of the United States, and 
to the citizens individually, of the several states, against 
the conduct of the secretary of the Treasnry. By An- 
drew G. Fraunces (New York?, Printed for Andrew 
G. Fraunces, esq., 1793. 

Bp me 

At end. New-York, August 25, 1793. 

Relates to Fraunces’ attempt to get payment on two Treasury warrants 
of 1787 and 1788 

L. Hamilton, Alexander, 1757-1804 2. U. S—Pol. & govt —1789-1797 
3. Finance—U. S. 

11-1661 


Library of Congress E3026.H2F8 


Fraungruber, Hans, 1863- comp. 

Fiir kaiser und vaterland! Bilder aus dem soldaten- 
leben. Gesammelt von Hans Fraungruber. Wien und 
Prag, K. K. Schulbiicherverlag, 1915. 

303 p., 1 front. (col, port.) illus.. plates. 19° 

A collection of short prose selections and poetry relating to the history of 

ustra 


1. Austria—History—Juvenile literature. 2. Patriotic poetry, Austrian. 
1. Title. 


A22-743 


Title from Stanford Univ. Printed by L. C. 


Fraungruber, Hans, 1863- 

Meine bergbauern ; ernste und heitere volksgestalten aus dem 
Ausseer landl, von Hans Fraungruber. Wien und Leipzig, 
ienieeiater bundesverlag fir unterricht. wissenschaft und 

inst, 1930. 


152 p. 199%. \Deuteche hauxbicherel .. bd. 190, 


1 Title. 
library of Congress PT2611.R315M4 1990 
Copyright A-—Foreign 10420 
2 833.91 


Fraunhofer, Joseph von, 1787-1926. 

Joseph von Fraunhofer's Gesammelte schriften. Im auft- 
rage der mathematisch-physikalischen classe der Kéniglich 
bayerisch kademie der wi haften Lrag. von E. Lom- 
mel. Mit einem bildnisse Fraunhofer's und vierzebn tafeln. 
Miinchen, Verlag der K. Akademie; In commission bei G. 
Franz, 1888. 

a” Dp. 11, S10 p. front, port. 14 pl. (4 double, 2 fold.) tables, Ox 








rbenserst: 
migens verechiedever gissertes, in besug auf die ver: cllkommoung 
acbrumatiacher fernrdare —Verseche her die 
(Continued on next curd) 
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Fraunhofer, Joseph von, | 7#7- 1626 
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Fraunhofer, Joseph von, 1787-1926 





Fraunhofer 
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(Continoest on vest card) 
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1 ' Collected works 1 Akademie der wirsenechaften 
‘ Muthermatiact sikalieche Klasse 1. Lowmel, Eugen Cor 
+ ius Jomey Iti La, edt 
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rary of Congress Qt Pee 
ath 


Fraunhofer, Joseph von, |7*7~1"26 


Aufsatz tiber parabolische spiegel und beschreibung 


krummliniger segmente in anwendung auf die verfertigung 
elliptischer ; 
teleskopen. Von Joseph Fraunhofer 





parabolischer ur hyperbolischer spiegel zu 


(Jv Forschungen rar geschichte der optik Berlin, 1929. 274°". 


1. bd, 2 (Preanhofer-)hft.; mal 1929. p. 42-74. illus. diagrs.) 


7 schriftaticke ta Fraunbofers geerhichte”: p. 53-74. 
1. Telescope, Refecting. 
AC 33904 
Title from Obio State tate 
Library of Congress 2) 


Fraunl.afer, Joseph von, 1787-1886. 

... Bestimmuw des brechungs-und farbenzer- 
streuunge-verm§gene verschiedener glasarten, in 
bezug auf die vervollkonmung achromatischer 
fernrShre. Von Joseph Fraunhofer ... 

(In K. Akademie der wiseenechaften, Mlinchen. 
Denkschriften ffir 1814 und 1615. Mlinchen,1817. 
264M, p. 193-226. 3 fold.pl., tables) 

1. Dispersion 9-104064 

Library of Congress AS1S2.M816 

__Copy 2 Qcki5. FAs 
TWith his Neue modifikation des lichtes durch ge- 
penseitige einwirkung und beugung der strahlen, 
und gesetze derselben. [Mlincken, 19e-] 25°™) 





Fraunhofer, Joseph von, 1757-1826 

Kestimmung des bree und farbenzerst rewungsverme- 
gens verwhiedener glasurten in bezug auf die vervollkomm- 
wung achromatischer fernrdhre, von Josef Frannhofer. Hrag. 
von Arthur von Oettingen. Mit einem bildnis, 6 figuren im 
teat und 2 figuren auf einer tafel. Leipzig. W. Engelmann, 
1, 
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Miinchen fr die Jahre 1614 wu. 1815, bd. +.” 
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Library of Congress QcaLras 
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Fraunhofer, Joseph von, 1787-1826. 


Neue modifikation pT FF 
wirkung und beugung der strahlen, und gesetse derselben, 
von Jos. Fraunhofer ... (Miinchen, 182- 
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Fraunhofer 


Fraunhofer, Joseph von, 17871926. 

Prismatic and diffraction spectra; memoirs by Joseph von 
Fraunhofer. Tr. and ed. by J. 8. Ame New York and 
London, Harper & brothers, ist 

Pp. 1h, OT he 2 feid pl. 2° | Mall title: Marper's actentific 
memoies ” 

Bibtiography : p. 44 

Costests— Determination of the refractive ond the diepersive 


of Aiffeteat wines 





othe perfecting of 


1 Spectrum analysis 


tr nh Wollaston, Wil 
Library qonpes qemrrss 
Qast vol 2 
Copyright ‘— “as m1 
Reference cara 
see 


Miiller.Fraureuth, Carl, 1859- 


Library of Congress 


Fraustidter, Werner. 

Das deutsche auslinderrecht; die bestimmungen des 
reichsrechts und preussischen landesrechts; textausgabe mit 
erliuterungen und sachregister von dr. Werner Fraustidter 

und dr. Max Kreutzberger. Berlin, W. de Gruyter & co., 
"7 

1 ~ & — Dp 16° (Gattentagsche sammiung deutscher reichs- 
ah: ar 
aa lteratur”: p. (16; 





1. AllensGermany. 2. International law and relations, * 1. Kreutz 
berger. Mex, joint ed. um. Germany (1918- ) Laws, statutes, ete. 
mt. Germany. Laws, statutes, ete. tv. Tithe: Austiinderrecht, Das 
denteche 
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Library of Congress 2 
Fraustidter, Werner. 

Die k last in von dr. Werner 
Fraustidter 2. verm ». onl Halle Secle ete, 2. Sack & Mon. 
tanns, 1931. 

+p. 187° = (Keebtefragen der praxis. 04. 5) 

Advertisements p 45-48 

1. Costs (Law) —Gev . 2 Dedtor sod creditor—Germany 
3. Replevin -Germany 1 

Se alied 

Library of Congress a 


Frauweiler, Hans, freiherr von 
Steffens- 


Steffens-Frauweiler, Hans, freiherr von. 


Frauz, Emil aa 1681- 
Die verfassu hi} 
seit 1861 ... ht 4 - Trabner £908. 


2047p myn 
Inaug -diss —Strassburg 
“Quellen und literatur”. cl) p following p. 78 





1 Italiens 


1. Finance—Italy. 2 Currency question—Italy 3. Money—italy 
Mn 


Library of Congress HG1029.F7 
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Frauz, Emil Richard, 18s! 
Die verfassung der staatlichen zahlungsmittel Italiens 
seit 1861. Von Emil Frauz Strassburg, K. J. Triib 
ner, 1911 
LL.174p. Ul 29. (Added t-p 
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Abhandlungen 4 dem Staats 
hit. xavu 


Appeared in part as the author's inaugural dissertation, Strassburg, 1908 
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1 leaf following p. = 


“Quellen und literatur” 


1. Finance Italy 2 Currency question— Italy 


3 Money — Italy 
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Library of Congress HG1029 F72 


Frawenlob, Johann, pseud. 

Die lodwirdige (sic, gesellschafft der gelehrten weiber das 
ist : Kurtze historische beschreibung / der fi gelehr- 
ten / verstindigen vnd kunsterfahrnen wei / die in 
der welt biss auff diese zeit gelebet haben. Auss vnterschiede- 
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trations by Donald A. Sprout. Charlotte, N. C, 
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Voyages and travels, 2. Burope—Descr. & tray 8 Egypt—Deecr 
ater. 1. Tithe. 


Library of Congress 0463 FTS > 
————— Copy 2 
Copyright 4 1088724 3 
Frear, W. 


Analyse et détermination de la valeur des matiéres 
fertilisants. 


Aum ei agron. 1890, tome 2, p. 291-561 Parts, 1901. 


1. Fertilizers. Valuation 


Library, U.S. Dept of 
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Frear, Walter Francis, 1863- 


Amendment of organic act of Hawaii, H. R. 13426. 
Statement of Hon. Walter F. Frear, governor of the ter- 
ritory of Hawaii, December 9, 1909, Sixty-first Co: = 
Second session. Washington, Govt. print. off., 1 

@> um 


At head of tithe: House of representatives. Committee on the territo- 
ries 


1 Hawaiian ~~ Pol 


a —1900- 
House. Committ Lath 


on the territories. 


1 US Congress. 


9 39987 
Library of Congress 


Copy 2 


JQ6093.1909.AS3 





Frear, Walter Francis, 1863- 

Anti-missionary criticism with reference to Hawaii, by Wal- 
ter F. Frear; « paper read before the Honolulu Social science 
associatiqn, January 7, 1935 ... Honolulu, Hawaii ,Advertiser 
publishing co., Itd., 1935. 

op me 


1 Misstons—Haewellen islands 1 Title. 
358980 
Library of Congress BY3e80.HSF7 
a (208) 27940 


— Walter Francis, 1263- 

Anti-missionary criticiam with reference to Hawaii, by 
Walter F. Frear; « paper read before the Honolulu Social 
science association, January 7, 1985 Horolulu, Hewaii 
;Advertiser publishing co., Itd., 1985. 


op mr. 
aan Joomer?. VES, , Sosend printing, wth efeiticns! ectes 
1. Miasione—Hawalien islands. +. Title. 
38 488s 
Library of Congress BVSeR0 HEFT 10856 
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Frear, Walter Francis, 1963- 

k ghy Gt By. 5 Ay Frear, governor of Ha- 
waii, to the complaint of Hon. Jonah Kuhio Kalania- 
naole, in Congress from Hawaii. ;Honolala, 
Hawaiian gazette co., Itd., 1912, 

Sp mm 
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Frear, Walter Francis, 1863- 
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Hawaii (Ter.) Governor, 1907- 
(Walter F. Frear) 


Frear, William, 1860- 

. Breakfast foods, containing the results of an investi- 
gation of breakfast foods and pancake flours on sale in 
the markets of Pennsylvania. Analyses made by Dr. Wil- 
liam Frear ... assisted by G. C. Given, s. s., and A. W. 
Broomell, a. s. Harrisburg, Harrisburg publishing co., 
— printer, 1 


23°. (Commonwealth of Pennsylvania. Dept. of agriculture. 
Dow Sod food pha Bulletun no 162) 


1 Cereals, Prepared. «1. Breakfast foods, 1. Pennsylvania Dan of 
. a: and food division. u. Broomell, Arthur V ilhams, 
ie. author. ut. Given, G. C, joint author 
Agr 8-32 
Library. U.S. Dest. of Agriculture 2P38B no. 162 
Frear, William, 1860- 


Cider vinegars of Pennsylvania. By Dr. William 
Frear ... Harrisburg, C. M. Busch, ete printer of 
Pennsylvania, 1897. 


Bop BW. (Pennsylvania. Dept. of agriculture Bulletin nv 22) 


1. Vinegar 


Agr 12-1825 


Library, U.S. Dept of Aariculture 2P38B no. 22 


Frear, William, | 860-1 vzz. 

.. The cigar tobacco industry in Pennsylvania, by William 
Frear FE. K. Hibshman Otte Olson. Harrisburg, Pa., 
1922. 

1 p ius 2. (Pennsylvania. Dept. of agriculture 
v.5.n0. 8 Novenher, 1922 General bulletin no. S71) 

“Tobacco publications” p &®-00. 


Kolletin 


1. Tohacce manufacture and trade—Pennsy tvanin 2. Tobaere Penn 


ayivapie, 1. Hitehman, Edward Kraats, joint author 1. (laen, Otte, 
Joint author 
Acr 48 
U.S. Dept. of agr. Library 2PBRK vol. 5. 
for Library of Congress (8107.42 vel. 5. ne. 8] 
n30e1, 


Frear, William, 1860- comp. 

... Commercial table siraps and molasses, by William 
Frear ... Harrisburg, C. E. Aughinbaugh, printer to the 
state of Pennsylvania, 1912. 


9B p. incl. tables. 23°. (Pennsylvania. Dept of agriculture .. Bul- 
letin no. 224) 





Frear, William, 1860- 

-etuffe in 1 
vania. By Wm. Frear... An a by the 
—— of conan 8 

station ... Ray, state of 
ment o Marrisbere, W sing y, printer 


135 p 237. (Pennsyivenia. Dept of agriculture Bulletia oo. 6i) 


1. Feeding stu@s Analysis 2 Fesding stuf Legislation 
Agr 12-1082 
Library, U.S Dept of Agriculture ZP3B oo Gi 
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Frear, William, 1860- 
Condition of fertilizer potash t Rageectove 
silty loam soil. By Willis Pre Pree oat E. 8. E 


Je U.S. cope Joon of agricultural research vel 
wn ineks Vaingen, S00 


® iw ftom P leu i tation (Pa— 
“Literature cited”: p. 81. 





1 Potash 2 Soils 2 eee be t Erb, Edward Sa 
1877- — joint author. m. Tithe: Potash residues im Hagerstown 
loam soil. 

Ag 18-935 


Library, U.S. Dept. of Agriculture 1Ag@4J vol 1S 
Frear, William, 1860- 

Limestone resources of Pennsylvania (supplemen 
tary report) by William Frear and F. J. Holben. Sep 
arate no. 9 (pp. 366-406) Harrisburg. Pa., W. 8S. Ray, 
state printer, 1917. ’ 

1p l,l), 366-400 p29" 


At head of title: The Pennsylvania state college 


Agricultura! expen- 
ment station 


First report appeared in Annual report re} 12.9 224 
Reprint from the Annual report for 1914 


1 Limestone 1 Holben, Fred Jacob, 1889- jownt author 


GSi8-37 
-- Copy 2 


Library, U $. Geological Surves 
(Frear, William, 1860- 


Pennsylvania limestone and iy supplies (by Wil- 
liam Frear, State College, Pa., 1 


tp hp. 71-106. 23° 
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(Pennsylvania Agricultural experiment sta- 
Bulletin no. 127) 


1. Limestone— Pennsyly ama 
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.. The production of cig@-leef tobacco in Pypaatve 
nia. By William Frear ... and Hibshman . 
Washington, Govt. print. off., 1910. 


ab p itlue 2. (U. S. Depe of agriculture Farmers’ bulletin 


1. Tobacco. 1. Hibshman, Edward Kraatz, joint author. 


Agr 10-1588 
Library, U. S. Dept. of Agricalt-rs LAg#F 00.416 
Frear, ‘Yilliam, 1860- 


The production of cigar leaf tobacco in ee 
By, William Frear ... and E. K. Hii 
March, 1918. Washington, Govt. print. off., 1918. 
2p. illus 23". (U.S. Dept. of agricuiture. Farmers’ builetia 416) 
Contribution from the Bureau of plant industry 


1. Tobacco. 


1. Hibshman, Edward Kraats, joist author. u. Tithe 
Agr 16-384 
Library, U. S. Dept. of Agriculture 1AgHF no 416 


Frear, William, 1860- 
-.. The production of ¢,ar-leaf tobaceo in Pennsyl- 
vania. By, William Frear ... and E. K. Hi 
Issued October 18, 1910; rev. November 1921, Wash- 
ington, Govt. print. off., 1921, 
2p. ius 2. (U.S. Depe of agricuitere. Farmers’ bulletin 416° 
Contmbutron from the Bureau of plant edustry 
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Frear, William, 1960-1922. 


The production of cigar-leaf tobacco in Pennsyl- 
vania. By William Frear and E. K. Hibshman 
Issued October 1910; rev. June 1922 
Govt. print. off., 1922 

Mp is. 2. (US 
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1 Tobacco. Memmey hy ania |. Hibshman, Edward Keaats, joint author 
um. Tithe 
Agr 22-640 
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Frear, William, 1860- 


... Sour soils and liming. By Dr. William Frear ... 
1915. Harrisburg, Pa. W. S. Ray, state printer, 1915. 


lp lt, 22p 23°. (Pennsylvania. Dept of agriculture. Bulletio 
20 21) 


Ah igmente and brings up to date the material pub. in Bulletin so. 
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1 Lime (1. Liming of soils: 2 Soils. 2 Soil acidity, 1+ Title 


Agr 15-1421 


Library, U. S. Dept. of Agriculture 2P3B no 21 
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The use of lime upon Pennsylvania soils. By Dr. 








William Frear farrisburg W.S. Ray, state printer 
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1709 illus e 2 Pennsylvania Dept of agriculture Bulletin 
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Library, U S Dept of Agriculture 2PB no 61 
Fréard de Chambray, Roland 
see 
Préart de Chambray, Roland, d. 16767 
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Prearson, John, 
The relative rights and interests of the employer and 
employed discussed ; and a system proposed by which the 


conflicting interests of all classes of society a be recon- 
ciled. Ky M. Justitia :seud., ... London, Simpkin, Mar- 
sbal!, and oo., 1855. 
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Fréart de Chambray, Roland, /. 1676! 

Idea detla perfezione della pittura di m’. Rolando Freart, 
tr. dal francese da Anton Maria Salvini ¢ pub. per la prima 
volta dal onico Domenico Moreni. con una dissertazione 
apologetica in fine di Michelangelo Buonarroti scritta dal sig. 
Onofrio Boni. Firenze, Carli e comp.’, 1808. 

xxx, 06% p 2 








Kiflession| sopra Michelangelo Kuemarroti det cay. Onofrio Boni ta 
risposte ato be wrinse Rolando Freart de Chambray nell opera 
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Fréart de Chambray, Roland, /. 16761 

A parallel of the antient architecture with the modern, in a 
collection of ten principal author- who have written upon the 
five orders, viz. Palladio and Seamozzi. Serlio and Vignola, 
D. Barbaro and Cataneo. L. B. Albert and Viola, Bullant and 
De Lorme. compare! with one another. The three Greek 
Doriek, Lonick andl Corinthian, e¢ rise the first part 
of this treatise. And the two Latin, Tuscan and Composita the 
latter, Written in French by Roland Freart, sieur de Cham 
bray: made Englich for the benefit of builders, To which is 
added An account of architects and architecture, in an histori 

(Continued on next card) 
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Fréart de Chambray, Roland, ¢. 1676? 

Parallele de Varchitecture antique avec la moderne, suivant 
les dix principaux auteurs qui ont écrit sur les cing ordres. 
Par mm. Errard & de Chambray. Nouv. ed., augm. des 
piede-taux pour les cing ordres, suivant les mémes auteurs, & 
du paraltlele de m. Errard avec m. Perrault, &c. Par Charles- 









Antoine Jombert. Paris, L’auteur, 1766. 

ax. Op Gh 48) pl 28. (Melf-title; Bibliotheque portative 
Garebiter tur entire 4. ptie) 

Kerme of t printed op both sides 

\hied (4. enereved: Puratiele de larchitecture antique avec la 
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(Préart de Chambray, Roland, ¢. 1076! 

The whole body of antient and modern architecture: compre 
hending what has been seid of it by these ten principal authors 
who have written upon the five orders, viz. Palladio and Sca- 
mozzi, Serlio and Vignola, D. Barbaro and Cataneo, L. B. 
Alberti and Viola, Buliant and De Lorme, compared with one 
another. Also An account of architects and architecture, in 
an historical, and etymological explanation of cervain terms 
particuiarly used by architects. With Leon Baptista Alberti's 
Treatise of statues. ‘The three Greek orders, Dorique, lonique, 
and Corinthian, comprise the first part of this treatiw, And 

(Continued on next card) 
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Fréart de Chambray, Roland, d. 1676! The whole body 
of antient and modern architecture (Card 2) 
the two Latine, Tuscan and Composite the latter. Published 
for the benetit of builders, limners, and painters. By John 
Evelyn Adorned with fifty one copper plates. London, 
Printed for J. V'., sold by C. Wilkinson ete. 1680, 
ipl. ep Mies, degre 34" 
Acidet tp. engraved, with namo 
nocient & inederne by Roland Fréart, 
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etyn, John, 1d 1708. 
ure antique aver la wolerne 
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Fréart de Chantelou, Roland sieur 
de Chambray 


Fréart de Chambray, Roland, d. 16767 


Freas, Raymond, 1886~ 


rifieation limits of benzoie and toluic acids with 
lower alcohols by Raymond Freas Easton, Pa., 
Eschenbach printing co., 1918 





4p. th 23 
Thesis (ru. v)-Johns Hopkins university, 1917 
Biogvaphy 


1 Esters. 2 Benavic acid. 3. Toluic acid 


18- 14051 


Library of Congress 
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Freas, Thomas Bruce, 1868- 
A study of thermostats ... by Thomas Bruce Freas 
Faston, Pa., Eschenbach printing company, 1913. 
4p. illus. dingra. (1 fold.) 244". 


Thesis (rn. 0.) University of Chicago, 1911 


1. Thermostat 
8 1eanS 
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Freas, William S. 

Memorial sermon by the Rev. W. . Dee, v. v., Church of 
the Ref w , D. C., October ‘13th, 1907. 
Washington, 1907, 


cover-title, 15 p. 234". 
A memorial of Dr. William E. Parsons. 





1. Parsons, William Edwin, 1845-1906. 
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Frease, Harry. 

Canton’s contribution to enforcement of existing law by ju- 
dicial and executive officers of city, county and state govern- 
ments; a historic symposium with an appendix re legislation, 
by Harry F vease Canton? O., 1938, 

cover.title, 3p. 1, 3-85 p. incl. plates, ports 

In regard to tthe’ strike in the plant of the 
and the case of & Smith, et al, plaintiffs, vs 
thon of tron, steel & tin worken ‘orth America, et al, defendants, in 
the Court of common Stark co., in which the Plaintiffs sought an 


ic steel gosporation 
ted amsocia- 


tajenction restraining defen dan from fy doing of anything in the 
ae ye of the strike other than | picketing 
Strikes and lockouts Canton, O. 2 Republic steel corporation. 
L deste, S. H., plaintiff. sanenen association of iron, steel and 
tio workers of North ica, defendant. im. Title. 
018073 
Library of Congress 2) 


:Frease, Harry, 

The judicial aftermath of a political paradox; or, The new 
deal in court. Philadelphia, Chicago ,ete. The John C. 
be 


Agricultural Speiiaees oo Jurtete in different 


states. cf. i" 

Conrents National recovery ect: section © OU regule- 
tlea.— se -- Presidential —eections 
Sand 4. Limited to interstate .—eection 8(c) Kequires state 
t ~ eect 7. Collective bargaining, striking and picket- 
tng. —Code ™, wages and —A adjust ect: 
pt. 2 Commodity beveite—List of jurists. Table of cases. 
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The judicial aftermath of « political 


paradox... *1985, (Card 2) 


1 National (ptuseetas recovery act, 1983. Ss wy laws aod 
. «& 





tee and taguiotion-U" 8 5. U. 8.-Constitations! law—Casss. 6 Law 
reports, digesta, ete —U. = i Tithe. m Tithe: The sew deal in court. 
MS TBR 
Library of Congress HN8616.046F7 
oa — Copy 2 
Copyright A S08TS 5 338.973 
Frease, Harry. 


A political paradox; « review of the United States consti 
tutional law of commerce and currency, and ite history, by 
Harry Frease Philadelphia, Chicago ,ete., The John C. 
Winston company ,*1934, 
riv, 28 p 21°. 


List of cases”: p. 257-258 





1 Interstate commerce 


2 te commerce- 
Commercial policy. 4. Commercial law—U. 8. 5 ating pa g a 


6 Currency question—U. 8 1 Title 
34 1004 
Library of Congress JK371 S6F75 
—- Copy 2 
Copyright A 72086 355, 42738 


Frease, Hurxthal F. 


Proposals to change U. S. patent laws relating to patent 


licenses and assignments, by ‘Hurxthal F. Frease Canton, 
0., Controversy press, °1938 
Ipt.ep 1. 
i Patent laws and legiola S 2 Licenses—U. 8 3. Assign- 
ment» 1, Tithe Pomnt licenses and amsigameots 
12-308 


Library of Congres 
Copy 2 3 


Frebold, Georg, 1891- : 
rstittenkunde, von dr. dr. Georg Frebold 
Berlin rm yocn W. de Gruyter & co., 1929 


y. ius. (incl. profiles) diagrs. 26°. (Sammlung Gischen, 

(1014 1015, 

“Literatur”: v. 1, p cy) ¥. 2D 4 

1. Ore-deposits 1 Tithe 

3107 

Library of Congress TN268.FT 
Frebold, Georg. 

Grundriss der bodenkunde. von Georg Frebold Mit 39 


abbildungen im text und 2 tafeln. Berlin und Leipzig, W. de 
Gruyter & co., 1 

vill, 166 p. lus, 2 fold. maps, dinars 
wirte, brag. von prof. dr. Hanns +. Lengerk: 


247°. (Bieheret fir land- 
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Frebold, Georg. 
Ube: Aa teatink Free 
bold in Hannover Berlin, Im vertricb bei der anes: 


#4 p. incl. ies 20". (Prussia PS 
ttegee or abuong fr gang ore Robie ued ae eaeroucbam 


“Literaturverseichnis” : p. 41-44 
ude. 
1 Ores (Metamorphosts, 1. Tithe. 
osmm 
Library, U8. Geological Survey (530.1) Méag o0.5 
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Frebold, Hans, 1899- 

Geologie von Spitzbergen, der Bireninsel, des Kiénig 
Karl- und Franz-Joseph-landes, von professor dr. Hans Fre 
bold mit 81 textfiguren und 8 tafeln. Berlin, Gebriider 
Borntraeger, 1935 


5.195 p. 21 Hee, Spl (pert fold: incl maps) 2 (Added tp 
Geologie det erde bree ron F Krenkel) 
“Literaturverzcichnia”: p .181)-180. 
1 Geology Spitsbergen. 2 Geology Arctic regions 1. Title 
Full name: Hans Witbelm Ludwig August Frelotd 


37-1000 
Library of Congress QETO.FT 
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Frecenon, Joseph E 


les Promesses dn Saeré-Ceeur, 50 illustrations 


1. mille, 5. aL Chicago, Pred. Klein company, im 
primeurs, 1D 

Cn front, illus. (incl. ports, facsims, music) 18°° 

\t head of tithe: Rev. Jos Frecenon, ¢ 5. sp 

1 trated t -p 

1 Sw ved Heart, Devotios 1. Tithe 

18 108 

' of Congress BTS8SFS 1915 

Frech, Fritz Daniel, 1961-1917 
Aus der vorzeit der erde von dr. Fritz 


Freel 2. wesentlich erweiterte autl Leipzig, B. G 
Teubner, 1910 
+. fronts, ie. plates (part fold) maps (part fold.) 189. 

(Aus patur und getsteswelt; sammiung wissenschaftiich geaeinver 
stindiicher durstellungen 207 bdchen 

1. tieolay, 2. Physical geography 1. Title 

10-2270 

Library of Congress QEwI FS 
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Frech, Fritz Daniel, 1861-1917. 

Die bedeutung der Ukraine fiir den weltkrieg, denk- 
schrift, bearb. unter mitwirkung von geh. rat prof. dr. Ae 
reboe—Breslan, im auftrage des Verbandes deutscher fér- 
derer der ukrainischen freiheitsbestrebungen ‘‘Ukraine’’, 
von gch. bergrat prof. dr. F. Frech—Breslau. Mit 2kar- 
ten. Miinchen, J. F. Lehmann, 1917. 

73 p. 3 illus. (maps) 24°° 

“Erweiterter sonderdruck aus ‘Osteuropiische zulkunft’, reitschrift.” 

Bibhographica! foot-notes 

1. Furopean war, 1914-1918—Ukrane 2 


Ukraine 1. Aereboe, Fried- 





1 Selle, 2. Geochemistry 1 Title: Bodenkunde. rich, 1865 joint author, on férderer der ukrain- 
28 S06 schen fretheitshestrebungen “Ukraine” 1. Title 
Library of Congress o00t.7es 20-1436 Revised 
evn 
Copyright A- Foreign 35806 Library of Congress DKS08.F7 
12) 232) 
Frebold, Georg. Frech, Frits Daniel, 1861- 
» , : 
fer und die D hlands steinkohlenfelder u. steinkohlenvorrate, 





ov he ht EE i hi 
der und Rammelsberg, von dr. Georg 
Frebold Mit 47 abbildungen und 9 tafeln. Halle (Saale), 
Verlag von W. Knapp, 1927. 

ot ee ae. ius, tables, diagre. m pl. 244". (Abbandlungen 

geologie und bergwirtechaftaiebre: brag. von prof. dr. 

o. Bere. bd. 18) 

“Literatur-verseichnia” : p. 116-119. 


1. Oredeposita. 2 Alom. 8. Mines and mineral resources—Ger- 
many—Hars Mountains 4. Pyrites. 
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Survey 408 Abé no. 18 
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Library, U. $. Geological 


ein kurzgefasster iiberblick der neuesten erfabrungen, 
mit 7 karten und profilen sowie 18 textfiguren, von dr. 
Fritz Frech ... Stuttgart, E. Schweizerbart, 1912. 


Sp 1, 165 p. front. illus, plates (part fold.) tables (1 fold.) maps. 
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Frech, Fritz Daniel, 1561 

Die devonischen aviculiden Deutschlands. Ein beitrag 
zur systematik und stammesgeschichte der zweischaler. 
Von dr. Fritz Frech Hrsg. von der Koniglich preussi- 
schen geologischen landesanstalt Berlin, In commis- 
sion bei der 8S. Schropp'schen hof-landkartenbandlung 
(J. H. Neumann) 1891 

viii, 261, ot p 2 fold tab. 26° xvut pl 
Mx Bs". (Added t-p Abhandlungen cur geologischen speciaikarte von 
Preussen und den thuringischen staaten. bd. rx, hit. 3) 


Mus and atlas of 2p | 


1. Aviculidae, Fossil, 2 Paleontology—Prussia. 3. Paleontology—De- 
vonian 
GS 10-38 
Library, US Geol survey (SILIPC vol Ope3 


Frech, Frits Daniel, 1361 





«» Geol der Radstaédter Tavern. Von poet, d@ F. 
Freeh Mit einer geologischen karte und 38 abbildun- 
gen im text. Jena, G. Fischer, 1901. 

6 p illus, plates (part fold.) fal soap. 31. (Geologische und 
palaont: sagherhe abhandlungen f, bd v ... hfe. 1) 

1 Geology —Austria— Salzburg 

13-17305 

Library of Congress QEIG4#2 a. f,bdv,hitt 


Frech, Fritz Daniel, 1501 


Geologie der umgegend von Haiger bei Dillenburg 
(Nassau) Nebst einem palaeontologischen anhang. Von 
dr. Fritz Frech. Hrsg. von der Koniglich preussischen 
geologischen landesanstait Berlin, In commission bei 
der 8, Schropp'schen hof-landkartenhandlung (J. H. Neu- 
mann) 1888, 
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Abhandlungen zur 
ringischen staaten 
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Frech, Fritz Daniel, 1861-1917. 

Geologie Kleinasiens im bereicht Bagdadbahn. Ergeb 
nisse eigener reisen, vergleichender studicn und palaon 
tologischer untersuchungen, von Fritz Frech Mit 20 
paliontologischen tafeln, 3 geologischen karten, 1 pro- 


filtafel und 5 textbildern Stuttgart, Verlag von 
Ferdinand Enke, 1916. 
¥. 22 pry fold. pl 23" 


Sonder-abdruck aus der Zeitschrift der Deutsch geol. geselisch., bd. 68. 
Berlin, 1916. 

Fach plate accompamed by descriptive letterpress 
Asia Minor 1. Deutsche geologische gesellschaft. 1. Title 


$ 22-35 


1, Geology 


Library, U.S. Geological Survey 203(680) F87 


> 


Frech, Frits Daniel, 1861-1917. 

.. Die paged wirtschafteverjiingung, 
von F. Frech ... A. Hi . and, A. Sack... Berli 
G. Reimer, 1916. _ ~ 
neste adel ite Set, gre pee. 








. und 
Stanstische daten und D A 
Ackerbau und viehzucht. 

Turkey 


1, Mines and mineral resources — 
3. Reconstruction (i914 )—Turkey. 


ut, Tithe. 


Library of Congress HCOLWS bd 
——— Copy 2. 2 


Ra Ay a 


Frech, Frits Daniel, 1861- 

Kohlennot und kohlenvorrate im by ag =e 
dr. F. Frech ... mit 5 abbildungen im text. prig, Wen 
& comp., 1915. 


.. hans Gow 2 pe {Added 5-9; Ketegngengregtionse reitbalder 


1. Coal. 2 European war, 1914- — Economic aspects 
16-18534 
Library of Congress D6SS.K67 hit. 2 
Copyright A—Foreign 182 








Frech 


Frech, Fritz Daniel, 1961-1917! 

Die koblenvorriite der welt, von geh. ey prof. dr. F. 
Frech Mit 22 abbildungen. Stuttgart, Ferdinand Enke, 
1917. 

29°. - (Finn fe 
tache eatéragee: py - #- gesteaner 4 "a = vee Schens 
und geb regierungsrat professor dr Jullus Wolt 


os7n-3 
Survey #1 FST 


\s27b1, 


Frech, Fritz Daniel, 1961-1917. 

Der wy in Armenien und Mesopota- 
mien, von prof. dr. F, Frech ..._ Mit 13 abbildungen auf 
4 tafeln sowie 3 kartenskizzen. Leipzig und Berlin, B. G 
Teubner, 1916. 


LIBRARY OF CONGRESS 


Freche, Hertha Rumsch, 1896— 


The chemical action of ammonium hydroxide upon mer- 


curous chloride ... by Hertha Rumsch Freche... ,Easton, Pa, 
1938, 

p. (O1%,-824. 2 ilius, diagr, 264 x 20". 

‘Thesis (ru. 


1. Chemical reactions, 2 Ammoalum hydroxide. 3. Mercurous chic 





ride L ery Mayce Cannon, 1886- joint author = 
Library of Congress QDIsL. HEFT 1931 
Univ. of Minnesota Libr. 
-_- Copy 2. 2 546.58 
Fréchet, Maurice, 1878- 


Algorithmes illimités de nombres complexes , exposé, d'aprées 
Varticle allemand de A. Pri im ... par M. Fréchet ... 


U des sciences mathématiques. Parts, 1904-16 
aon” restr tene: (i008) p a80,-a88) 





2p. 1, 91. 11) p. illus. (maps) 4 pl (1 fold.) 224°. (Die keriegsschau- -«BtBllographical foot-ecten 

plitze. 5. hit.) 
1. Numbers, Complex. L Pringaheim, Alfred, 1860- 
Armenia. 2. Mesopot LE , 1914-191 : 
aT. a t Me pene. }, Foveoee war. 4-1918—Campaigns— |Full name: René Maurice Fréchet, 
A 1B-147 Revised 
Brown univ. Library 
40 
Library of Congress DS20K7 bft. S —_ for Library uf Congrem IQASREES © 1, veh. 23 
a (r40b2) 

Frech, Frits Daniel, 1361- a a tri eee O 

Studien tiber das klima der isch Dg Hen pay ao ’ - 
heit. Von Prof. Dr. Fritz Frech . ~~ 1902, poem agp = ere 

. Ex posts enalyes gtaerae dirertics 

611)-93 p. 2 fold. col. mapa 267. de Maurice a) 

Caption utle Actualités scientifiques et indust: 

“Sonderabdruck aus der Zeitschrift der Gesellschaft fir erdkunde su “Références lat leaf at end 
Berlin, 1902." 

. Aggregates. Tite. 
1. Climate . e (Pell seme: Root Maurice Fréchet 
38-1B6TT 
Lieory, U. 8, Cost CSS Library of Congrem = ows) QUILAS moles = (608) SIZ.AL 


survey 


Frech, Jacob. 

Perspicuous demonstration of how logic stands ready 
to teach us to do frank, honest, sincere, telic thinking; a 
prerequisite to frank, honest, sincere, courteous stating; 
A prerequisite to an enlightened, altruistic conscience, 
veracity, and sineere courtesy; all prerequisites to uni- 
versal social harmony, thus incidentally terminating the 
present conti ega and killing of in. 
trians. Copyright ... by Jacob Frech. W 





Fréchet, Maurice, 1878- 
Le calcul des probabilités & la portée de tous, par Fréchet 
et Halbwachs... Paris, Durtod, 1924. 
=i, 27 p. diegrs. 10)" 
“Indications bibliographiques” . p. ;283;-204. 





D. C., Acme printing co., °1921. 
cover-title, 15, 11, 13,7 p. 28™. 


(Continued on next card) 
22-13608 
12) 

Frech, Jacob. Perspicuous demonstration ... 1921. 

(Card 2) 

Four letters to “The Honorable commissioners of the District 
Wed ged Dirac yt ce 
of syllogism and enthymeme, « vy Jace 'rech” (fold. chart, with 


text on verso) mounted on p. 3 


1. Traffic regulations—W. apg, B.C. 2 Automobiles—Laws and 
regulations—Wi D.C 


‘ashington, 
22-13608 
Library of Congress HEI72.W3 19218 
Copyright A 628421 re) 
Frech, Theodore Frederick, 1861- 


evils of 
F. Frech 
(1916, 


The ene ae ie ee white imps; or, The 
tL et oe ee ee LE 
3p. 1, Sr125p. 1 illus. 24. 


. Ti : . Hi Jo 
«yo mate 1. Higley, Luther Hume, 1867- jout author. 
7. 
Library of Congress HVS733.F8 ated 
Copyright A 455710 


1? t Maurice, joist author. 
(Pull name: René Maurice Frécbet, 
24-0652 Nevised 
Library of Congress QAz73 FT 
Coprright A—Foreign 2433 
(r2Te2, 


Fréchet, Maurice, 1878 
Les espaces abstraits et leur théorie considérée comme 
introduction & Vanalyse générale, par Maurice Fréchet . 
Paris, Geuthier- Villars et c*, 1928. 
xi, 26 p. 25°. (Collection de 
Nona, publiée sous la direction de M Smile 


“Bibliographic” : p. .270)-287. 


sur la théorie des fone- 
, 


1. Aggregates, 2 Functional anaiysie 1. Title, m. Tithe: Analyse 


cénérale. 
—we7T 
Library of Congress QAI FS 
(@0r1, 512.81 


Fréchet, Maurice, 1878- . 
Lecons sur les séries trigonométriques, par Maurice Fréchet 
Paris, Tournier & Constans, 1937. 
SplLemp way 


Mimeographed. 
“Indications bibliographiques” p 61 


sis (Pull name: René Maurice Fréchet, 


4 C 87-247 


Niisots. Univ. 
tor Library 


Library 
of Congress 2 


Fréchet, Maurice, 1878- 
Nomographie, par M. Fréchet ... et, H. Roullet ... 
figures) Paris, A. Colin, 1928. 
2p, mp Se. , oo (Collection Armand Colle (Section de 
mathématiques) o° 108: 
aaa eoperteens 6 & consulter™ : 
udex bibliographique’ p (201, 


(80 


Db. (200, 


1 Graphic methods 1. Roullet, H., jolat author. um. Title. 


(Pall meme René Maurice Fréchet, 





13828 
Library of Congress Qawrt 
Copyright A—Foreign 1755 
Bee, 
Fréchet, Maarice, 1575- 
. Recherches théoriq di sur la théorie des pro- 
babilité ... par Maurice Fréchet ... Gauthier-Villars, 
1937- 





¥ dingre 25" (Tralté du calcul des probebilitée et de ses 
cout Op Sate Sas - & & Las princtpes de ln théorie der 
fase m) 
ype henna v1. p 207,01. 
Cowreyts —1. livre. our Variables site 
tolres, Avec une note de Paul Lévy 
1. Probabilities, 1. Title 
Puli name: René Maurice Fréchet, 
s7—ssTT 
Library of Congress QA2TS BS 1, fase. 8 
(S82, (618) S84 


Frechet, Maurice, 1873- 

Représentation des lois empiriques par cles formules ap- 
prochées, i l'usage des chimistes, des physiciens, des ingénieurs 
et des statisticiens. Par M. Frechet ... et R. Romann... Pa- 
ris, Libraire de l'enseignement technique. L. Eyrolles, 1930. 

vil, ®-302 p. dingrs 247°. (Encyclopédie industrieiie et com- 
merciale) 

Louvrage tiré son origine d'un cours public fait per l'un de nous 
& l'Université de Strasbourg eo 1921-1922 et en 1924-1925 et résumé & 
Paris en juin 1928, en trols Conservatoire dee arts et 
métiers "—Préf. 


1 Approsimate computation 
1, Title. 


1 Romana, René, joist author 
A 32-1261 


Title from Univ of Mich QA221. FSS Printed by L. C 


Fréchet, Maurice, 1878- 

Théorie élémentaire des équations my per Mau 
rice Fréchet Paris, Tournier & Constans, 198 

2p 1. 6p dingre 267° 

Mimeograpbed 


1 Differential equstions. 
(Fell nome: René Maurice Fréchet, 


40 81-2548 
Iltsoia Univ. 
C25, ae 2) 
see 
Frechet, Maurice, 1878- 
ce) 
Library of Congress a 


Fréchette, Mrs. Annie (Howells) 
The farm's Pm ry amt 


sm stn 


farm," Howe 
American 7 st publication society (1897, 
1@7 p. col. front, illus. 19°. 


SE Ram cat's kittens —Hollyhock ladies —Are there fai- 
res? 


Library of Congress P27 FO72F 


Copyright 1897: Sones 














Préchette, Mrs. Annie (Howells) 
On grandfather's farm, by Annie Howells Fréchette. 
ae, American Baptist publication society 


85 p col. front, illus 19° 


Contents —Juno —"Bingo was his name”—Lily and Lupine 
1 Tithe 
12 22404 
Library of Congress P27 F8720 
Copyright 1897: S311 


Fréchette, Howells, 1579- 

Western portion of Torbrook iron ore deposits, Annapolis 
county, Nova Scotia. By Howells Fréchette, «. sc. Ottawa, 
Government printing bureau, 1912 


Dp ww pl tinel front) fold map 2. (Canada. Dept. of mines 
Mines branch. Ralletin 7) 

1. Tron mines and mining Nova Scotia Annapolis co. 

Gsi2—™m 

V8 Geol survey. Library #2; 100) CIS = no T 

for Library of Congress TNMAS) no.7 

Copy 2 TN CONS 
awl, 


Fréchette, Louis Honoré, 1839-1908. 

Christmas in French Canada, by Louis Frechette; with il- 
lustrations by Frederick Simpson Coburn. Toronta, G 
Morang & company, limited, 1899. 

av, 282 p. front. ius, (incl, music) plates, 21”. 

Stories 


Conrants —Volx de Noel.—On the ¢ —Santa Claus’ victin— 
A godseud—In « snow storm —Little Pauline —The Christmas ing — 


Jeannette —The phantom eee —Tom Cart 
-Titange —The loup- ga: 
1. Canada—Sde. life & cust. 2 French-Canadians. 1, Tithe 
190-4082 
Liberay of Congress PRAT. FTICS 1900 


flel, 


Fréchette, Louls (Honoré, 15 39- 
Jean-laptiste de la Salle, fondateur des écoles chréti- 


ennes: poeme lyrique par Louis Fréchette. Montréal, 
50, rue Cotté, 1889 

Mp.2h 2 

Title 11 rect ard thar 

Cm ttf grey tinted paper 

Privately printed 

am 
1. bew ‘wr gress, no. 


Fréchette, Louis Honoré, 1839-1908. 
La léyende d'un peuple, avec une préface de Jules Clare- 


tie Illustrations de Henri Julien Edition du centenaire. 
Montréal, Eclitions Beauchemin, 1941 
234 p. 21. inet. front, ius, porte, 2397. (His Podeies choisies, 1 
rn 
1 Tithe 
42-0830 
Library of Congress VOR FTL 141 
ra “8 
Fréchette, Louis Honoré, 1839-1908. 
To- 


Louis Fréchette, par Henri d’Aries wseud,, ... 
ronto, The Ryerson press 19241, 
7p 


t 19%. (Added t-p.; Makers of Canadian lit- 
erature, ) 


c, it 
a Pierce, anor 
“Présentation” dated: 10 février 1924 
“Library edition 
TENTS — Biographie — Florilege — Critique —Relquiae —Bibliographie 
(p. oe 21) 
4. *Beaudé, Henri, 1670- = ed. 
Library of Congress PQRIPF7TAG 1924 
s 


CATALOG OF PRINTED CARDS 


(Fréchette, Louis Honoré, ; 8 39- 
Petite histoire des rois de France, 


i e ee rs 
chroniqueur de la Patrie. Montreal. Ty = Keane 
(1885?) 
Ipl, isp 169 
Subject entries France— Kings and rulera. 
foe 


Library of Congrem, no. DC36.6. P86. 


Fréchette, Louis Honoré, 1839- 

Poésies canadiennes. La légende d'un peuple, par 
Louis Fréchette. Avec une préface de Jules Claretie ... 
Paris, Librairie illustrée (1887, 

Spl, vii, M7 pth 2a. 

Cover dated 1858 


Library of Congress no. 


Fréehette, Pauline. 


Tu m’a donné le plus doux réve, par Pauline Fréchette. 
:Montréal, Imprimé au “Devoir,” 1924, 


exxii p. 5 mounted pl, mounted port. 16) x 16". 
Portrait and (hree of the plates laciuded In paging. 
Errata slip \aserted. 


. Tithe 
Library of Congress 


Fréchette-Handfield, /m- Pauline 
ace 


Fréchette, Pauline. 


Lawrary or Cononzss Rerrazance 


Users of depository catalogs should bet references may be to Library of 
Congress secondary ‘catcles eich do Ay Neer as beediags |e depository catalogs 


X 41-2234 


(Frechou Stacey, José, 
Guia prictica para la solucién de problemas tacticos. Quito, 
, Lmprenta nacional, 1936. 
98, 1) p. dlagra 15". 


On cover: J. F. Fréchou S.; “Premisa” signed: Mayor José Frechou 


1. Tactics. 1 Title. 


Library of Congress UDIOLFT 


Frechtling, Louis . 
Africa and the world conflict, by Louis E. Frechtling. 
New York, Foreign policy assoctation, incorporated (1941, 
1185, -108 ius (map) 27. (Foreign policy reports. Vol, xvi, 
nol 15. October 15, 1981) 


Bibliographical foot-notes. 


1. Africa—Econ. condit.—1018- 2. World war, 1080-9 —Africa. 
1. Title. 
spe 
bat py ely nn (1D410.FO5 vol. 17, no. 18) 
3 (341.05) 


247 


Freckleton 


Frechtling, Louis E. 
Allied strategy in the Near East, by Louis E. Frechtling 
New York, Foreign policy assuciation, incorporated ,i941, 


(273,234, p. ittus. (map) 27" (Foreign policy reports. vol. xvu, 
no. 2 February 1, 1042) 


A guide to material on the Near East \by Ons K D. Ringwood and 
(, 


Louis E. Freehtliag,” : p. 

Bibliographical foot notes. 

1. Asia, Western Econ condit Ey Econ. condit 3. World 
ver, 1 Asia, Western wer, 1 Turkey 
1. Ringwood, One K. D. 

sDeans 
U.S Dept. of state. Libr. 

for Library of Congress (D410. P65 vol. 17, 20, 22) 

5) (341.06) 


Frechtling, Louis E. 
. Oil and the war, by Louis E. Frechtling. New York, 
Foreign policy association, incorporated ,1941, 


wi 80 p. 27°. (Foreign policy reports, vol. svu, no. & June 1, 
’ 


Dibliographical foot notes. 


1. Petroleum. 2. World war, 1990- 


— Econom: aspects 1 Tithe 
spe 
U. & Dept. of state. Libr. 
for Library of Congress (D443.765 vol. 17, 20.6) 
3 (341.05) 


Frechtling, Louis E. 
War in the eastern Mediterranean, by Louis EF. Frechtling. 
New York, Foreign policy association, incorporated ,1941 


;280),-280 p. 26°. (Foreign policy reports, vol. xvi, no. 22. February 
1, 11) 


Bibliographical foot notes. 


1. World war, 1080- —Campaigne—Turkey and the Near East. 


t Tithe 
SD4-H 
8. Dept. of state. Libr. 
for Library of Coagress (D410.F65 vol. 16, oo. 22) 
3 (M108) 
Frechulphus, bp. of Lisieuz 
ar 
Freculphus, bp. of Lisiewr. d. ca. 80 
AC 36-3958 


‘Title from N.Y. Pub. Libr, Printed by L. C. 


Freck, Laura F ed. 


Short stories of various types, ed. with an introduction 
and notes by Laura F. Freck New York and Chicago, 
Charles E. Merrill company ,“1920, 

327 p. front. (port.) 17° (Merrill's English texts) 

“Suggested reading list for sbort stories”: p. 317-320 

Contents. The gift of the . by U Henry —A rewart of merit 
‘by Mary K. S. Andrews —Jobo 6, 


trip, 
Fisber —Chu-Chu. by 

F. B Harte.—Feathertop, by ry _ a league 
by At bogie inconsiderate waiter, by JM. Rarrie The «iege 
of Berlin, by A. Daudet —The stiver arine, by Selma | ageriot. 

1. “Bort stories. 1. Title 

—31i7 

Library of Congress PZ1. FST 

Coprright A G016s6 2, 808 83 


Outlines of omene pathology. By George Freckleton 
London, J. W. Parker, 1838. 


xiv p, 11, 17-267, hp 2D. 


Library of Congress RBI19. Fes 








Freckleton, George. 
Outlines of general pathology. By George Freckleton 
Philadelphia, Haswell, Barrington, & Haswell 1839. 


wip 2. 


1. Chareb architecture, 2 Church architecture—Germany. 1 Title 
AM 


Tide from Columbia Univ, Printed by L. 0. 


Freckmann, Wilhelm 1876- 

Atlas der samenkunde, von professor Freckmann und dr. 
Brouwer 23 tafeln mit 625 abbildungen der samen o 
wichtigsten klee- und rten und der b 
kriuter. Neudamm, J. "Neumann (1927, 


cover-tithe, xxm pl. 362 51*. 





In portfolio. 
“Versetchnis der im Atlas flr samenkunde wiedergegebenen samen” 
artes mit kurzer angabe ibres vorkommens’ (16 p, 25%) laid tn 


1. Seeds. t. Brouwer, Walther, joint author. 
28-17880 
Litrary of Congress Que FT 
Copyright A—Foreign s180 


Freckmann, Wilhelm. 

Die erschliessung and bewirtschaftung des niederungs- 
moores. Auf grund der tatigkeit und der Bay men 
der Moorversuchswirtachaft 
von W. Freckmann. Berlin, P. Parey, 1921. 


Zp... 1583p. 241. 





1. Moors and heaths. 
Agr 22-1145 
Library, U. S. Dept. of Agriculture 33.27F87 


Preckmann, Wilhelm, 1878- 
.-. Kartoffelbau auf moorboden. Von W. Freckmann ... 
Berlin, 1919. 


24 p. 22. (Arbeiten der Kartoffelbaugeselischaft. hit. 20) 


1. Moors and heaths. 2. Soils. 1, 2, Moors and heaths—Soils, 3. Po- 
tatoes. 3, Potato, : 


Agr 20-821 
Library, U. S. Dept. of Agriculture 75.9633 no. 20 
2, 
Freck mann, Wilhelm. 
. Die kultur der von professor Freck- 


mann Berlin, P. Parey, 1930. 


£28 &. Se S01”. | (Dee soematie metas 2 


tur im Deatechen reiche. 3) 


1 Moore aed beaths 


Library, U. 8. Dept. of 


LIBRARY OF CONGRESS 


Freckmann, Wilhelm. 

Ueber den einfluss der nutzung, dfingung und ung auf 
den pflanzenbestand und die ertrige eines eo and 
Von W. Freckmann und W. Brouwer. diagrs. 


Landw. jahrb. bd. 80, p. 36-72. Berlin, 1934. 
1. Clover 1. Brouwer, Walther, joint author. po 
Library, U. 8. Dept. of Agriculture 18123 bd. 80 
Library of Congress (87.127 bd. 80) 
7 (2) 


Freckmann, Wilhelm. 

Untersuchungen fiber den einfiuss von natérlichem und 
kiinstlichem regen auf die feuchtigkeitsverhiltniase eines 
lehmigen sandbodens. Von W. Freckmann und W. Brouwer. 
illus. 


Landw. jahrb. bd 76,» 1-82. Berlin, 1932. 


1. Soll moteture 1 Browwer, Walther, jotet author 


Ag 3 lS 


Library, U. 8. Dept. of Agriculture 18123 bd. 76, bft.1 
Library of Congress (87.L27 bd. 76) 


6 2 


Freckmann, WAlhelm, 1878- 
Untersuchungen tiber die rentabilitat der niederungs- 
moorkultur. Von W. Freckmann und dr. Sobotta. illus. 


Landw. jabrb. bd. 46, p. 275-926. Berlia, 1914. 
1, Moors and heaths. (J. Moor culture; 1. Sobotta, ———, joint author, 
Agr 14-1247 


Library, U.S. Dept. of 
s 


Agriculture 


Freckmann, Wilhelm, 1878- 
P os = aay - moorboden. Von W. Freckmann und 
rr. 


Lanéw, jabrb. ba 45, p. 695-709. Berti, 1913. 


1. Wheat. Culture. 2 Moor soils 1. Sobotta, 


Library, U. S. Dept. of 
7 


Freckmann, Wilhelm, 1878- 

a ne in wald und See epioms 8 o> 
besserung, von Kh) . Neudamm und Berlin, 
J. Neumann, 1938. 

100 p. tus, diagre ZI*. 


1. Pastures. 2 Pastures, Forest, 


vse otagr. Library .1F8T 
pt tt (SB190 } 
a 


. ablir Jes éléments cle pli 
Méthode simple pour établir ts de plusieurs * 
temes mécaniques au eS is on peut transformer & 
volonté une chambre d ordinaire en une cham- 
bre «U'agrandissement tonjours au point automatiquement quel- 
que soit orem 
pa 1908. 25°. a Gt w 5, p. 3,1 
: G, Frécot. 
Nota Sor 


(Continued on next card) 


1-4 
@ib1, 


(Frécot, G ' Méthode simple pour établir les élé- 

ments du plusieurs systémes mécaniques 1898. (Card 2) 

Mise au point immédiate d'une chambre d'sgrandissement, 

pour un agrandissement quelconque, au moyen d'une régle 
prénlablement graduée 


(in Société pesucing de photographie, Mai, 1900. 
Nancy, 1900. 25°". 7. année, n° 5, p. ‘aun i08. fed tab tab. diagr.) 

With hue qm slnple Nancy, 1806. 

ry -~ Aa 

sarenegrapaey, p 100. 

1. Photography—Entarging 

13 47) & 
Library of Congress TRAITS FS 


Alba, 


Fred, Edwin Broun, 1887- 
Influence of reaction on nitrogen- —— re bacteria. 
By E. B. Fred ... and Audrey Davenport 


Us U agricult journal of agricultar: 
asta tp. trktse ok taken Olan 2s™. Wweshingten, 1918)" 


Contribution from Wisconsin agricultural experiment station (Wis.—13) 
“Literature ci : p. 335-336. 


1. Bacteria, Nitrifying. (1. Nitrifying bacteria; 1. Davenport, Audrey, 
joint author 
Ag: 18-84 


Library, U. S. Dept. of Agriculture LAg@4J vol. 14 


Fred, Edwin Broun, 1887- 

Laboratory manual of general microbiology, with special 
reference to the microorganisms of the soil, by Edwin Broan 
Fred ... and Selman A. Wakeman ... ist ed. New York 
pete, McGraw-Hill book company, inc., |, 1998. 

vill, 145 p. Mus, 219% 

“Literature”: p. 137-18t 


1. Microorganisms. 2 Bactertology—Laboratory manuals. 4. Solls— 


Bacteriology 1, Wakeman, Selman Abraham, eae ‘otat author. 
mam 
Library of Congress QRe. FS 
Copyright A 2396 (88m2, 
Pred, Edwin Broun, 1887- 
A laboratory manual of soil bacteriology, by Edwin B. 
Philadelphia and London, W. B. com- 
pany, ‘1916. 
Ipl.7-170p ile 217. $125 
1. Soile— Bacteriology. 
Library of Congress QRI11.F7S 
Copyright A 445290 ata, 


Fred, Edwin Broun , 1887- 

Relation of carbon bisulphid to soil organisms and 

eae 

ant? Seas, STi? 26". Washington, 1916) - 
“Literature cited”: p. 18-19. 


Contribution from rom the Agricultural experiment station of the Univer- 
sity of Wisconsin. 


Carbon bisulphide. 2. Growth (Plants) (2. Plant growth; 3. Soils— 
Ft yt yh cme ‘ 4 
Agr 16-468 


Library, U. S. Dept. of Agriculture 1Ag84J_ vol.6 


Fred, Edwin Brown, 1887- 
Relation of green manures to the failure of certain 
Pa a Bg rh » wet 
Le 


ot Wiacoasin 


1. Green manuring. 2 Germination—Rffect of fertiliser 
Agr 16-364 
Agriculture lAgitJ vol S 


experiment station of the University 


Library, U. S. Dept. of 








Fred, 
Ro 
Drow 
Mad: 
xxi 


Wie 
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Fred, Edwin Broun, 1287- 








Root nodule bacteria and leguminous planta, by Edwin 
Broun Fred, Ira Lawrence Baldwin and, Elizabeth McCoy 
Madison, 193%. 

xxi! 343 p plates, port, dingra 27". (On cover: University of 

ecvnsia studies in science, ao 5) 

ha plate accomp anion guard eheet with Geerripdve letter:rems 

Hibhograpby p 270-886 

1. Legundocese. 2 Riizobium & Micro-orgaciems, Nitrogen fring 

a Lawrence, 1896 joint author, 1. *MeOoy, Eitanbeth, 
mt, Tithe 
x sae 
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voters ,*1935, 

vill, 4p. diagrs. 23 


“Published under the Betle See fund.” 
“Selected references” 405 
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Frederic, Wilson. 


Telegraphy and how to learn it; with brief chapters 
on elementary science, embracing various kinds of elec- 
tricity, electrical pe thermo-frictional elec- 
tricity, batteries, magnets and magnetism, by Wilson 
Frederic. Chicago, The Henneberry co. :“1901, 


® p. illus 17% (On cover: Applied science series) 


1 Telegraph— Amateurs’ manuals 
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Frederic Duclos Karstow foundation for American Samoans. 

Frederic Duclos Barstow foundation for American Samoans. 
;Honolulut 19311, 

Ip t.8p 27. 

Caption title: Deed of trust, Frederic Ducios Barstow  Sonntation tor 
American conveyances, 


recorded in the Hawalian register of 
Honolulu 1981 
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Yrédérie Latimer, ou Histoire d'un jeune homme & la mode, 

tr. de l'anglais... Paris, Ouvrier, 1801 
2. fronte. 174”. 
Ascribed to Lemaistre (4 ¢ Joho Gustavus?) 
1 Lemaistre, John Gustavus, 4 1840, supposed author 
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Library of Congress PRSOOLAIFT 
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Frederica Sophia wilhelmina, con- 
sort of Frederick william, mar- 
crave of Bayreuth 


see 
wilhelmine, consort of Frederick 


«wiliiam, margrave of Bayreuth, 
1709-1756. 
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(Frederich, Bertha (Heyn), 1825-1882. 


From hand to hand; a novel, from the German of Golo Rai- 
By Mrs. A. L. Wister. Philadelphia, J. B. 


mund ,peeud., 
Lippincott & co., 1882 
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1. Wieter, Mra. Annis Lee (Furness) 1580-1908, tr, u. Title 
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(Frederich, Bertha (Heyn) 1925-1882. 

A hard heart. From the German of Golo Raimund ,pseud., 
By S.H. Philadelphia, J. B. Lippincott & co., 1884 

2p Ww 


.8.8,tr. o Title. 


6 42857 
Library of Congress PTA FSH 
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Frederich, Bertha (Heyn) 1825-1882 
A new race; a romance, from the German of Golo Rai- 
mind peeud. By Mrs. A. L. Wiste Philadelphia, 
Lippineott & eo., 1880, 
2p wr 
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Frederich, Bertha (Heyn) |%25-1ssY. 


A new race; a romance from the German of Golo Rai 
mond peend. by Mere ALL. Wister Philadelphia, 

BK. Lippincott company, 1908 

Ip lh. S221 p iy 

1. Wester, Mes. Nomis Lee (Perens) 1RIG-1908, or bth 
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Library of Congress VZ3 PR74N 
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(Frederich, Berta (Heyn), 1825-1882. 

Sought and found. Tr. from the German of Golo Raimund 
«peeud., By Adelaide 8. Buckley. New York ,etc., Funk & 
Wagnallis, 1888. 
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Frederich, Duniel 
see 


Friederici, Daniel, 150-1630. 


Frederick 


Frederich, Fritz Fricdmann- 


see 


Friedmann-Frederich, Fritz, 1863- 


Prederichs, Jules, 1867-1599. 

Robert le Bougre, premier inquisiteur général en 
France (premiére moitié du xun* siécle) par Jules Fre- 
derichs Gand, Clemm (H. Engelcke successeur) 1892. 
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Fredericia, Denmark. Latin. og realskole. 


Indbydelsesskrift til afgangs- og aarspréven i Frede- 
ricia latin- og realskole. 


Fredericia, 18 
v. front, plans 19-20™. 


ca 7-90 Unrev'd 
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Frederick, Empress 
see 


Victoria, emrress consort of Frederick 


III, German emperor, 16+0-1901. 


Frederick II, the Great, King of 
irussia 


Friedrich II, der Grosse, Kine of frus- 
Siu, li li-1l7L ce 


Frederick, colonel, originally Frédéric de Newhof, 17251- 

1797. 

The description of Corsica, with an account of its union to 
the crown of Great Britain. Including the life of General 
Paoli, and the memorial presented to the National amembly 
of France, upon the forests in that island By Frederick, 
son of the late Theodore, king of Corsica. London, G. G. and 
J. Robinson, 1795. 

Ip Lb. o-vilt, =. ip fold. map 21)y*. 
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Frederick, duke of Holsatia and 
Sleswick, 1597-1659 


Friedrich III, duke of Schleswig- 
Holstein-Gottorp, 1597-1659, 
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Frederick Augustus, duce of } ort and Albasy, 1763-1827, de- 
fendant. 

A circumstantial report of the evidence and proceedings upon 
the charges preferred against His Royal Highness the Duke of 
York in the capacity of commander in chief, in the months of 
February and March, 1809. By G. L. Wardle, esq. ». v., before 
the honourable House of commons. Including the whole of 
the origina! letters of His Royal Highness the Duke of York; 
the speeches correctly taken in full, of the various members; 
with all the other documents produced in the course of the in- 
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fendant A circumstantial report (Card 2) 
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; with the the remarks of the 
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. &c., &e. in the hon. House of commons, on the charges against 
His Royal Highness the Duke of York, as commander in chief 
of the British army. Accurately reported by « barrister, and 
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= & portrait of Mr. Wardle. London, J. Blacklock ,ete., 
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The humane guide; a manual for teachers and humane 
workers, by A. E. Frederick ... Milwaukee, Wisconsin 
humane society “1925, 


vill, 1429 illus, dingr. 198™. 


Blank pages for “State humane laws and annotations” (140-142) 
Bibliography : p 91-95. 
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Frederick, Alfred Hardin. 

You've never lived in Hollywood, 4 Alfred Hardin Fred- 
erick; cover design by Edna Burke Frederick. Hollywood, 
Calif., Hollywood publishing company ,"1926, 

3 p.1, 067, typ lon 17. 

Verse. 
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Summary, of the hands for suction contract bridge 
plapera by pets C. Proderich (Kansas City, Mo., The Key- 
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Frederick, Sir Charles, bart., 1876- 
. Fox-hunting, by Sir Charles Frederick, bt. ... Cecil Al- 


din ... James Andrews ... and others, With four colour 
plates, eighteen reproductions of hunting pictures, forty-five 
illustrations. Philadelphia, J. B. Lippincott company 1930, 


587, hy tect. col. front. Mies, maps. plates (3 col.) porte, 22". 
(The le brary. vol. vi) 


“Hunting painters from Wootton to the present day”: p. 338. 
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Library of Congress SKF 
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Frederick, Sir Charles Edward st, 
John, bart. 


Frederick, Sir Charles, bart., 1876- 


4p lL, 7-027 p front, ius (incl plans) plate, 20". 
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Bibliography  p 617-619. 


1 Domestic economy. \ American school of home economics, Chi- 


cago of Tithe, 
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Frederick, Mrs. Christine (MeGefley) 1868- 

Household engineering ; ementific agement in the bome, 
- 2% r ria+-~ 4 me 
ceva manage Lon wer Sn) tks of Smeing 
Chicago, school of home economics, 1919. 
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Frederick, Vrs Christine (MeGaffey) 1883- 
Household engineering: scientific ent in the home, 
by Mrs. Christine Frederick .. A course on 


the application of the principles of efficiency engineering and 
scientific management to the every day tasks of housekeeping. 
Chicago, American school of home economics, 1923. 

4p. 1, TT p. front. titus. (incl. plans) plates. 20°. 

On cover: Text book etition. 
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Frederick, Mrs Christine (McGaffey) 1883- 

The ignoramus book of housekeeping, by Mrs. Christine 
Frederick New York, Sears publishing company, inc. ,*1982, 
Sp l.tp 
Bibliography: p 177 
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Frederick, Wr;. Christine (McGaffey) 1883- 


Meals that cook themselves and cut the costs, by Mrs 
Christine Frederick ‘ew Haven, Conn., The Sentinel 
manufacturing co. “1915 


3p. 1.9 illus, plan 1997 


A description of the Sentene! automatic cook stove 


1. Fireless cookers 

15 10548 
Library of Congress TXAS F7 
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Frederick, Mrs. Christine (McGaffey) 1883- 

The new hou ; efficiency studies in home manage- 
ment, by Christine Frederick Garden City, N. Y., Double- 
day, Page & company, 1913. 

xiv, 265, 1) p frovl, plates 194" 

“Bibliography of bome economics”: p 256-285, (1, 
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Frederick, Mrs. Christine (McGaffey) 1883- 

The new housekeeping ; efficiency studies in home ma: 
agement, by Mrs. Christine Frederick Garden City, 
New York, Doubleday, Page & company, 1918. 

xiv, 274 p. front, illus (form) plates, plan. 1997 si2s 

Bibhography of home economics” p 299-274 
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Frederick, Mrs. Christine (MeGaffey) 1883- 
Selling Mrs. Consumer, by Mrs. Christine Frederick ... 
New York, The Business bourse, 1929. 
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Frederick, Mrs. Christine (McGaffey) 1883- 
“You and your laundry’’, by Mrs. Christine Frederick 
Ot oad York, Chicago eto. The Hurley machine oo., 
gq 
@p tu 2. 
Advertuing Thor washing machines and ironing machines 
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Frederick, Donald Sherwood, -1910- 


The structure of the polymeric addition products —— | 
from the reaction of sulfur dioxide and olefins By 
Sherwood Frederick Urbana, Dll, 1934. 


Kip aye. 

Abstract of thesis (rm oo.) —University of Iilisols, 1984 
Vite 

Bibliography pS 
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Frederick, E Vietor. 


Quick and easy anatomy methods; « students’ key to ana- 
tomical text-books, by E. Victor Frederick Philadelphia, 
F. A Davis company, 1903 

Sp dagr i= 

Part of the pages left blank for notes. 
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Frederick, Edwin Louis, 1891- 

The osmotic pressure of mannite solutions between 
ten and forty Con by Edwin Louis Frederick 
Raleigh, E. M. Uzzell & co., printers, 1915. 
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Thesis (ru. 0.)—Johns Hopkins university, 1914. 
Biography 


1, Osmosis. 2. Mannite 


15-14970 
QDS43 Fo7 
Be tee Univ Libr 


Frederick, Evelyn. 
Water waving; a text-book for professionals and a student's 


guide, by Evelyn Frederick New York, Wilfred academy 
of hair and beauty culture ,“1923, 


S4+ p ius 194° (Blue book series of hair and beauty culture, 
vol tv) 
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Frederick, France. 


Just echoes, by France Frederick. New York, F. H. 
Hitchoock ,*1925, 
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Query, by France Frederick. New York, H. Vinal, itd, 
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Frederick, Francia, 5. 19091 


Autobiography of Rev. Francis Frederick, of Virginia 
Baltimore, J. W. Woods, printer, 1869. 
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Architectural rendering in sepia. By Frank Forrest 
Frederick New York, W. T. Comstock, 189 
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Frederick, Frank Forrest, 1966- 

Landscape painting; a method for students. A definition 
of sketch, study, and picture and « consideration of composi- 
tion, value, and color with an explanation of method of 
—_ together with suggestions to enable students to make 

pid progress in the art of painting landscapes By Frank 
Perves Frederick ... Trenton, N. J., The School of indus- 
trial arts “1935, 

2oe te.np 2. 

“Cute by Trenton engraving company 
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Frederick, Frank Forrest, 1366- 

Notes on free-hand drawing and color, prepared for the use 
of students of the University of Illinois, by Frank Forrest 
Frederick Champaign, Ill. Hyde Park, Mass, F. E. Lang- 
ley, printer, 1892. 
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Frederick, Frank Forrest. 


Notes on free-hand drawing and color, for 
the use of students of the Uaniermy of tigi of Dlinois, Frank 
Forrest Frederick ... Urbana, DL The 
Gazette press) 1895. 
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At head of title A manual for art students end amateera 


Ry Frank For 
New York, W. T. Comstock, 1899. 
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Plaster casts and how they are made 
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Plaster casts and how they are made Sded. By 


Frank Forrest Frederick 
stock co., 1927 
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New York, The William T. Com 
ies, diagre 1". 


At head of tite A manual for art students and amateurs. 
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Frederick, Frank Forrest, 1866- 

A roman alphbalet and how to use it; a conventional 
roman alphabet with full directions for its use in the let- 
tering problems required in public, normal, art, and tech- 
steal schools, and for the lettering problems which arise 
in the practice of architects, commercial illustrators, 
show-card writers, and io painters, by Frank Forrest 
Frederick ... Trenton, N. J., F. F. Frederick, 1917. 

23 p. illus, 5 pl. in porket. 234° 

“Books recommended”: p. 27. 
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Frederick, Frank Forrest, 1866- 

Simplified mechanical perspective for the use of ... schools, 
by Frank Forrest Frederick Peoria, Ill., The Manual 
arts press ,"1908, 

“p diegre 24" 90.75 
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Frederick, Frank Forrest, 1800- 
Hi fied h pective for the use of high 
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The Manual arts press ,°1983, 
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Frederick, Gilbert, b. 1841 or 1842. 


The story of a regiment: being a record of the mili- 
tary services of the Fifty-seventh New York state volun 
teer infantry in the war of the rebellion, 1861-1865. By 
Gilbert Frederick \Chieago) Pub. by the Fifty-seventh 
veteran association, 1895. 


xi, M9 p. from. illva, pl, port. 21™. 
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1 S Hist. — Civil war — Regimental histories N.Y. inf. — 57th 
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Frederick, Hester K. 

A textbook of nursing technique, by Hester K. Frederick .. 
New York, The Macmillan company, 1928. 

=, 2205. Mics 10)”. 
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Frederick, Hester K. 

A textbook of nursing practice, by Hester K. Frederick 
and Ethel Northam Qd ed., rev. New York, The Macmil 
lan company, 1938 

zi p.. 21, S418 p. toet. ius, forms. pl 22° 
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of. Pret. 


by Heater K. Frederick. 
Tociudes bibliographies 
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_ +. Bighead in sheep. By H. J. Frederick (Wash- 
ington, Govt. print. off. 1914. 
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At head of title: U. S. Dept of agriculture, Bureau of animal industry 


1. (Bighead in sheep: 
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for my friend. “New York, Dodge publishing company ,1902, 
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Frederick, James Mack Henry, comp. 

National pa:t forms of the United States.— 
Presidential ahead elctral and popular rte 
Comp. by J. M. H. Frederick The Akron 
printing and publishing co., 1892. 
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Frederick, James Mack Henry, comp. 


National party platforms of the United States, presicestial 
candidates, electoral and popular votes; compiled by J. M. H. 


Frederick, 1896. Akron, 0. |The Werner company, “1896 
Bp.il wa. 
1. Politics! parties—U. #. 1, Title 
TOR Revined 
Library of Congress JK2255.796 
—— —— Copy 2 
Copyright 1806. 48862 (28a, 
Frederick, James Vincent, 1896- 
Ben Holladay, the stagecoach king ; chapter in the develop 
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834 p. loci. front, plates, port., fold. map., facsima, 244™ 
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The sword lover, by John Frederick. New York, Henry 
Waterson company, 1927. 
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Frederick, John Hutchinson, 1496— 
Agricultural eatte, ty San B. Frederick ... New York, 
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Library of Congress nea2aFr7 
(42n2, soT 
Frederick, Robert Wendell, 1899- 
Directing learning, by Robert W. Frederick ... Clarence F. 


and, Rachel Salisbury ... New York, London, 
D. Appleton-Century company, incorporated (1938, 
xvi, i ‘Hus... on. =. Lm pee ae 
vision and teaching ; ed. by A 8. Barr and W. H. 


ah aitiaenieal on aaneh uae te dines “ eugnhen 
bibliography on study” : 


sive, a cleasided p. 7-511. 

1. Study, Method of. 2. Learning, Psychology of 1. Ragsdale, Clar- 
ence Edw ia, 1908 Joint author. nm. Salisbury, Rachel, joint author. 
im, Tithe. 

315848 

Library of Congress LB1000 FOS 

419%, 3713 
Frederick, Robert Wendell, 1899— 


How to study handbook, by Robert W. Frederick ... with 
the editorial assistance of William H. Burton .. New York, 
D. Appleton-Century company, incorporated ,*1938, 

xxvilip.11,442p. tus, diagra, 174”. 

“Chart of study skills” on lining-paper. 


1. Study, Method of. 
1. Tithe. 


1. Burton, William Henry, 1800- 8= ed. 


1LB1060.F7 
yadlu2, sm18 


Library of Congres 


Frederick, Robert =e 1899- 

Social language; an introductory course for foreign lan- 
guage, by Robert Wendell Frederick .. wand Virginia Boswell 
Smith ... New York, Inor publishing company ,°1985, 

zl, 208 p. tilus. (incl map) 19)”. 

Includes bibliographies. 
ent er te with yan te = ee 


1 Language and languagesStady and Languages, Mod- 
ern--Study and “eavhine 3 Speech. a tala vieoae Virginia Boeweil, 
Joint author. u. Title. 





35-14710 
Library of Congress Por 
_- Copy 2 
Copyright A MaZD 15) iz 
Reterence card 
Frédérick-Lemaitre, Antoine Louis Prosper 
see 
Lemaitre, Prédérick, 1800-1876. 
Lala 


Library of Congress 


Frederick, Md. Charters. 

Frederick city code, containing public local laws of Mary- 
land relating to the city of Frederick and ordinances of the 
mayor and aldermen of Frederick, comp. by Edward S. Dela- 
plaine. Pub. by authority. Baltimore, Printed by King 
brothers, 1920 

432 p. 2349". 


1. Frederick, Md. Ordinances. u Maryland. Laws, statutes, etc. 
m. Delaplaine, Edward Schley, 1803- comp. tv. Tithe 


20—Z2803 
Library of Congress J5886.F545 1920 
- —— Copy 2 
Copyright A 601025 (S5e1, 


Frederick Ayer, teacher and missionary to the Ojibway 
—_—" \ a to 1850. (Written at request of Rev. Mr. 
outwell 


(in Minnesota historical society. Collections. St. Paul, 1894. 24. 
¥. 6, p. 429-497) 


1. Ayer, Frederick, 1803-1867, 2 Chippewa Indians—Missions 


18-20470 
Library of Congress FOOLMG& vol.6 
Frederick college, Frederick, Md. 
Catal: ... Circular of information. 
Frederick, Ma, 
» a= 
ca9-4178 Unrev'd 


Library of Congress LDIMLFS 


Frederick, Md. Confederate memorial 
association of Frederick county 


see 


Confederate memorial association of 
Frederick county, Frederick, Md. 








Bal 








Frederick Co. Md. Upper district. Committee of ob. 
servation. 


Extracts from the minutes of the proceedings of the 
Committee of observation, for the Elizabethtown (now 
Hagerstown) District, durimg the years 1775, '76 and ‘77 
Baltimore, 1862. 

Dp 2 

Ed by J V L. Pindlay 


! apron, Co, Md —Hist —Revolution 1. Findlay, John Van 


Lear, 1839- 
22491" Cancel 
Library of Congress Fig? W3F8 
—_- Copy 2 
Frederick County, Va. Auxiliary 
society for colonizing the free 
people of colour in the United 
States 
see 


Auxiliary society of Frederick County, 
Va., for colonizing the free people 


of colour in the United States. 


Frederick Co., Va. Citizens. 


Virginia. Frederick County meeting, December 14th, 
1860. Winchester, Va, Printed at the Virginian office, 
1860. 


7p 2" 
public meeting of the citizens of Pontvtds County, Virginia, held 
at bs Cols house in Winchester, Friday, Degember 14th, 1860, pursuant to e 
call ‘to consult together and 
best peace of the country, and mamta the rights of 
Address and resolutions offered by Mr Conrad: p. 12-7. 
war—Sources. 2 U. §~—Hist—Civil 
Civil war—Sources 1. Conrad, Robert 


such measures as, in ther i will 
South’.” 


war— 


1 Virginie Hist —Cive 
Us Young. 


Causes Hist 


b. 1805. w. Title 


242259 


Library of Congress F230 F8S 


2, 
2 


Frederick Denison Maurice lectures 


Maurice lecturesSe 


Frederick disinfectant 00., Atlanta, Ga. 


ions on school sanitation. Atlanta, Ga., Fred- 
erick infectant co., 1911. 


Ap Mx 21. 






1 School hygrene 
E 11-179 
Library, U. S. Bur. of Education LBIZM.F® 


Frederick Douglass memorial home, !axhington, D.C 
mee 


Washington, D.C. Frederick Dougiass memorial home. 


Lrerary or Concourse Rerexence 
Congrnam tectetbary cattinn witch de sot uppent ss Vendiags in depentiory catalogs. 


CATALOG OF PRINTED CARDS 


Frederick E. Parlin memorial library, Fveret!, Mass 
Annual report 
(Everett, 


.- 


S222 Cancel 


Library of Congress 7733 E985 


; Hale, a biographical sketch. ,Portland? 
Me., 191-1 
cover-title, 16 p 214°". (American statesmen series. no. 8512-W) 
1. Hale, Frederick, 1874 
Library of Congress E664 HIIFS tian 
a 


Frederick, Md. Hood college 


Hood college, Frederick, Md. 


Frederick, Md. Hood seminary 


Hood seminary, Frederick, Md. 


Frederick Houk Law's geographical 
readers 


see 


Law, Frederick Houk, 1871l- 
Geographical readers. 


Frederick James Furnivall; « volume of personal record. 
London, New York ,etc., H. Frowde, 1911 
lxxziil, 215, 3p. front. plates, ports. facsim. 2° 
precent volume is intended to enshrt ried recollections of 


“The 
bim |Furnivell, gathered from amongst all of ‘bie tries “Pret. 
Biography by John ‘unre : Iexstlt p 


1. Furntvall, Frederick James, 1825-1910 1. Monro, Joho James 


129289 
Library of Congress Pres Fars 
3541, 


261 


Frederick 
Frederick John Kingsbury memorial 
fund, Yale university 
see 


Yale university. Frederick John 
Kingsbury memorial fund. 


Frederick, Md. Maryland school for 
the deaf and dumb 


Maryland. Stute school for the deaf, 
Fredericks 


Frederick, Md. 
the deaf 


State school for 


Maryland. State 
Frederick. 


school for the deaf, 


Frederick W. Tattersall's cotton 
trade circular 


Tattersall’s cotton trade circular, 


w. uw hi 





Frederick Weyerh pioneer lumb 
Printed by the McGill lithograph company, ‘1940, 
Spt 


The first two of the four chapters contain a sketch of Frederick Weyer 
haeuser's life by William Kancroft HII: the third, “Some revoliections of 
grandfather's early days”, is to Wesernoonnre own words. as related 
to William Ranecroft Hill; the fourth, “The house on the hill”, is by Mrs. 
Loutse L. Weyerhaeu 

“Private edition.” 


5-42 numb. 1. incl, ius, ports, geneal tab. 254 


1. Hitt, Wilttam Rancroft, 1857 th Weyerhaeuser, Frederick, 
4 


914 mt Weyerhaeuser, Mrs. Louise Bertha (Lindeke) 1870- 
Mg 
Library of Congress CT21S. W3OTFT 
—-— Copy? 
Copyright 2 MO 


Frederick, Md. w«oman's college 
see 


Hood collere, Frederick, Md, 








Fredericks 


Fredericks, Arnold, pse ud 
see 


Kummer, Frederic Arnold, 1873- 


21-2743 


Library of 





Fredericksburg, Tex. Ladies auxiliary. 


The Fredericksburg home kitehen cook book. Freder- 
icksburg, Tex., The Ladies auxiliary, 1916. 


141 p. front, pi 224% 7s 
1. Cookery, American 1 Title 

16-2047 
Library of Congress TX715.F8S 


Copyright A 438554 


Fredericksburg, a. Ordinances, etc 


The general ordinance of the corporation of Fredericks- 
burg, made and passed by the mayor and commonalty of 
the town of Fredericksburg. Published by authority of 
the mayor and Council. Fredericksburg, Printed by 
J. White, 1871 


ipl, «i, Sp Gu 


«. Title. 
14-2276 
ID 


Library of Congress JSBB6.F6A4 1871 


Freaericksburr, Va. State teachers 


collerce 
see 
7irciniu. Stute teachers co:leve, 


Frederic. dure 


Fredericksour~, Va. Virvinia 
- Ticultur.1] society 
see 


Vir ini. w. ricuitural society of Frede- 
FACKL Ur ive 


Fredericksburg and adjacent national battlefields memorial 
park annocigtion. 

Frederwksburg and adjacent national battlefields memorial 
park aswciation. Fredericksburg, Virginia. 1899. Fred- 
ericksburg, Va., The Free lance, 1899. 

cover-title, (1), 27 p. fold map. Ziy*. 


A historicn! aketeh of (he amectation. embracing the charter and all 
State legistution. th? mewerlel of the Grand anny of the republic, «i 

the United Confelersie vetermn@ endorsement, and proyesed national 
beicletiem +f 


3 35IT 
mars 
yee, 


Lateory of Congress 


LIBRARY OF CONGRESS 


Fredericksburg and Fredericksburgers. «. p., 1903 


cover-title, 1p. 1, 2-29, S44 p illus, fold pl, port 182257 
1. Fredencksburg, Va 
$-S2215¢ 
Library of Congress F2M FSF 
Fredericksburg and Gord ille railroad 





First mortgage sinking fund gold bonds of the F ie Y 
icksburg and Gordonsville railroad company of Virginia 
Seven per cent, interest per annum Principal payable 
thirty vears from November Ist, 1869. New York, W. H. 
Arthur & co., printers, 1869. 


Ho 





of mortgage. With recorders certificates, and judgment 
searches”: p 25-44 
1. Railroads Mortgages 
Al Se 


Title from lun ou of Railway Economics. 


Printed by L. C. 


Fredericksburg college, Fredericksburg, Va. 
Catalogue 
Baltimore, ete 


v places 2. 


varies 


Catalogue Prospectus 

Fredericks bore 
Catalegue  inchw the Kenmore school for 
soung ladies, the Saunders memorial school oe ys 


of utle 





ca 10-374 Unrev'd 


Library of Congress LDIa71 FS 


Fredericksburg public school auxiliary. 


The Fredericksburg home kitchen cook book. (2d ed., 
rev. and enl. .Fredericksburg, Tex., The Public school 
auxiliary of Fredericksburg, Texas, 1921. 


165, «hy p. incl. fromt. 22° 


1. Cookery, American. 


21-4722 
Library of Congress TX715.F85 1921 
Copyright A 611078 2, 
Fredericksburg public school auxiliary. 
The Fredericksburg home kitchen cook book. ,Fredericks- 


burg, Tex., The Public school suziliary of Fredericksburg, 
Texas ... "1927, 


170 p., 11. tuel. front. 22". 
“First edition 1916 ... third edition revised and enlarged 19277.” 


1, Cookery, American. 


23 508 
Library of Congress TXTI6.785 1927 
Copyright A 1013803 2 
Fredericksburg, Virginia ... ;Fredericksburg! 19261, 
82 p. illus. (incl. ports) -_ 
Un caper: The bome-town of Wasbingtons for fifty senrs 


be 
eed title: Prederte oF ogg Virginia; America’s most historical 


To odes advertiaing ma 


“Wrederickstura Vee 9 ‘ire Vivian Mioor Fleming”: p. 3-11 


1 Predert: keburg rederickxburg, Va —Hist 
jag 1888 


‘ea 
1 Fiewing, Kostly (Whitey ire y iu Viemtog"s 3 
ca 34-1042 Uorev'é 
rom Fere2 


Livrary of Congress 17 5868 


Fredericksburg, Virginia, November 27, 1824. Recep- 
tion of General La Favette in Frederickaburg The 
within pages contain the full history of the visit of Gen 
eral La Favette to the city of Fredericksburg during his 
visit to America in 1824 Fredericksburg, Va., 
Merchant 18 


cover-title, 15 p 22°" 


Reprinted from the Virgwa herald, Fredericksburg, new ser, v. 7, 
%, Now 27, ie 
1 Lafayette. Marie Joseph Paul Roch Vwes Gilbert de Moter, marquis 
de, 1737-1862 Fredericksburg, Va—Hit. 1 Merchant, Rufus B, pub 
O21 
Library of Congress EQ? L2F8s 
Frederickson, Aug Daniel. 


Ad orientem. By A. D. Frederickson, 


reese With dhe 
tration~ from the author's sketch-book. London, W. H. Alien 
& evo., S68 
ai, 1. OSS pp co fromt, ius, plates (part cols fold. map, facsion 
zy 
1. Avto—Deser. & trav, 2 Boteny—Asiea t. Tithe 
2 Mago 
Library of Congress DOT FPR 
e2Tel, 


Frederickson, Charles William, 1823-1397 

Catalogue of the library of the late Charles W. Fred- 
erickson valuable collection of English litera- 
ture, comprising a large number of first and other rare 
editions, especially of Byron, Gray, Keats, Lamb>Shaks 
peare, Scott, and an unrivalled collection of the works 
of Shelley, and Shelleyana; also autograph letters and 





manuscripts To he sold at auction May 24.28", 
1897, hy Bangs & co. ... New York New York, D. Tay- 
lor & co., 1897 : 
vii, 2% p front. (port.) 244° 
2410 en 
_- Copy 2 
(Continued on next card) 
13-5178-9 
Frederickson, Charles William, 162.) 1497 Catalogue 
of the library 1897, (Card 2) 
The Frederickson sale, May 24th to 28th, 1897 


Bangs & co 
York, 1897 


2p. 247 


New York. Prices per volume New 


Caption tithe 


English Mterature ~Fibl First editions 2 Shelley. Percy Bysshe. 
m2 1822—Bibl 3. Bo Prices 
13-S178-9 
Library of Congress 7997 F881 
Copy 2 With the Catalogue 1897 py 2s 


Frederickson, Cnarles William, 1823-1897. 


Catalogue, part first, of the ge of books, auto- 
graphs, &., the property of C. “rederickson To 
he sold at auetion ... April 12th, 1986, and following days, 
by Bangs & co., auctioneers (New York, D. Taylor, 
printer, 1886, 

3p. 23" 


Books collected b 


Frederickson were also offered for sale in 1871, and 
in 1997 after the 


lector’s deat! 


13-S180 

Library of Congress 7997 FBS 
Predericq, Caesar Alexander, 1417-1857. 

Grondregels ler gezondheidsleer, door Dr. C. A. Frede- 
riey ... Bekroonlwerk. 4. verb. en verm, uitg. Gent, 
J. Vuylsteke, 1882. 

vii, 6p. 11 19° \Willems-fonds, Ghent. Ulitgaven ar 88 


The three earlier edity ns appeared undies tithe “Handboek der gerond 
hewisleer " !u the present ecitium the w divided into two independent 
volomes oe 1-2 of the former editions forming Grondregels der gezond- 
heulsleer , 3. Lichaamsongelukken 


1 Hygiene 


Library of Congress RA776 FRS 














Fredericq, Caesar Alexander, 14]7/-188 


Handtoek der gezondheidsleer. 4. uitg 
see his 
Grondregels der gezondheidsleer. 4. uitg 


also his 





Lichaamsongelukken. 4. uitg. 


Fredericq, Caesar Alexander, 1817-1887. 

Lich lukken. véér de aankomst 
van den geneesheer, door Dr. C. A. Frederi Be. 
kroond werk. 4. verb. en verm., uitg. Gent, J. Vuylsteke, 
1882. 


Hul iddel 





Wih-win, 146 Ww 


2p! » (On verso of half-title 
Willem--fonds, te Gent. nr. 88) 


Uitgave van het 


Mush bis Gromdregels der gezondheidsieer, Gent, 1882 
of the author's Handboeb der gezondherds- 


Earher editions form pt 
1. First aid in illness and injury 

2.27265 
Library of Congress RA776 FRS 


Fredericq, Caesar Alexander, 1517-1887. 


De wilde bloemen. ry tot de kruidkunde, door 
Dr. C. A. Fredericg ... 3. aitg. Gent, J. Vuylsteke, 1885. 


viii, 2099p. front,pl 19°. (Willems-fonds,Ghent. Uitgaven. or. 9 


1. Botany 


Library of Congress QK47 Fas 


Fredericq, Henri. 
... Aspects actuels de la physiologie du myocarde (premiére 
série). L’onde d’excitation motrice, son origine, sa propaga- 
tion, ses manifestations électriques, par Henri Fredericq ... 
Paris, Presses universitaires de France, 1927. 

2p 1, crth-vill, 9300p Mlas, diagrs. 26°. (Les problémes bibile 
giques ... vu) 


“Index bibliographique”: p. ,288;-296. 


1. Heart. 2. Nerves, Cardiac. 8. Blectrophysiology. Lite 
A270 
‘Title from New York Univ, QPILFT Printed by L. C. 
a 


Predericq, Léon, baron, 18511935. 
Nouvelles recherches sur l'autotomie chez le crabe, par Léon 
Fredericq ... 


(In Académie royale des sciences, des lettres et 
Ag a 
typ diagrs.) , 
senna tent? & le Cleanse des ditenres dens In stance du 7 novemtee 
“Appeadice” (note by Jean Demoor): p. 33, 
Bibiiogruphica! foot-notes. 


1, Craba. 1 Title: L’outotomle chet le crabe 
Miligols. Univ. Library — 
for Library of Congress [AS242.B322 vol. 46) 
2) (082.1) 
Prédericq, Léon, 1851- 
Sur la théorie de Vinnervation respiratoire, par Léon 
Fredericq Bruxelles, F. Havez, 1879. 
2 p. dingrs. (part fold.) 24°. 
Bibliographical foot-notes 
1. Respiration t Tithe. 
80 10608 
Library of Congress QP121.F75 


CATALOG OF PRINTED CARDS 


Frédéricq, Louis. 
Beginselen van het belgisch handelsrecht. door Louis Fré 
déricy Gent. Van Rysselherghe & Rombaut, 1927-31 
2+" forme (part fold.) 2. 
Inctudes bibliographies 
Cowrarrs.deel 1 i K Hand 
Bometen cerbenp, pand en Warrant Contracten met de handelsagenten. 
checks em rekeningeo-courant — 
deel Hh. De vensestec! sche onder pre 
Hjken nam en bij wijee van one geldechieting§ Neamloose vennoot- 
achappen en vennootschappen bi) wijae van geldachieting op aandeeien. 
pr vennootechappen kredletvereeniginges, Tijdelifke 
bapprn §=Vennootschappen in deeineming Studie van rechte 
leer en ‘wocheaprect, bepeven= cen belastingstabel en aktenformulieren. 
1 Commercial law Belgium 











ee i) 
Library of Congress 2 


Frédéricq, Louis. 

2 dépeuplement des écoles techniques & |'Université de 
Gand ; dans quelle mesure la flamandisation de lens ignement 
on est-elle In cause? Gand, Imprimerie Ad. Hoste, s. a. 1937, 


lip. tables, fold diagrs, 24j7 
1. Ghent. Université 2. Flemish movement 1 Tithe 
+ 13832 
Library of Congress ‘TITS O4M6FT 
as: Copy ° 2: 0.711408 
Frederieq, Louis. 


Principes de droit commercial belge, par Louis Frederieq 
Préface de m. Eugine Dauge Gand, Van Rysselberghe & 
Romlaut, 1928- 


¥. forms (part fold.) 234" 


netades bibliographies 
1. Commercial law—Beigium. 2. Stock companies Beigiom. 
Forms (Low) - Belgium 1 Title 


Library of Congress 2, 


Frédérieq, Paul, 1850-1920. 

Antoine de Montchrétien comme source ‘le l'histoire éco 
nomique des Pays-Bas au commencement du xvir* siécle. par 
Paul Frederic Bruxelles, Hayez, imprimeur de l'Acadé. 
imie royale de Belgique, 1905. 

Iplp we ny 


Extrait des letins de | Académie roynie de Relgique (Classe de~ 
lettres, ete.) n° r an © - 
Bibliographical foot 





- Montchrétien. Antoine de, 1575 (ra.)-1621, Traleté de bewonomle 
nds— Econ. condit 


politique. 2. Netherla’ 


Tee 
Library of Congress nema rs 
Prédéctes, Paul, 1850-1920. 
Le des indulgences dans les Pays-Bas. Deuxiéme 


com ptes 
strie. I des ii se 
le canara fo de Seine Lamberts Linge (1649-1000), fos Poot 


cove dap extenoen, Ges tition ot Gop tennn-erte de 
im-6°. Bruxelles, 1968-04. ~~ t. Lxum Lettres et ectences 
meraics et politiques. mo. 8, 43 p. 


a ceteeianeenmenienneemmeneiaiamy 

“Pitces justifcatives” : p. 17-42. 

1. Indulgences. 2. Liége. Saint Lambert (Church) . Tithe 

ACM 2718 

Uilincis, Univ. Library 

for Library of Congress (45242.8822 vol. @) 

2 (om2.1) 

Frédéricq, Paul, 1650—:.20. 


Les comptes des induigenves en 1488 et en 1517-1519 dans le 
diocése d’Utrecht, par Paul Frédéricq 


{ie Acodtente sepals Guo culenens, deo lettres ot deo benun-ccte 
Hruseele coerennts ot = 


Memeires ¥ 
in-8°. Bruxelles, 1899-1908. 21). tus iLatren ‘= 6 


ep) 


“Préseoté 2 le Classe des lettres dans la stance Gu 4 décembre 1889." 
Also published q 
“Piéces justificatives” : p. 15-0. 


1. Indulgences. 2 Utrecht ( Diocese) 1 Tithe 
ACH 2) 
Uiiscis, Univ. Library 
for Library of Congress (AS242. B82 vol 50) 
a (0m2.1) 
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Frédéricq, Paul, 1850- 

L’enseignement supérieur de l'histoire; notes et im- 
pressions de voyage, Al rance—Fcosse —An- 
gieterre — Hollande — Belgique, par Paul Frederieq 
Gand, J. Vuylsteke ; ,ete., ete. 1899. 

x, Dip ay 


1 History —Teaching—Secondary schools 
Eom 
Library, U. 5. Bur. of Education 
Frédérieq, Paul, 1850-1920. 
Het Nederlandsch proza .n de zestiendeeuw~che pamfletten 
uit den tijd der beroerten met eene bloemlezing (1566-1600) 


en een aanhangsel van liedjes en gedichten uit dien tijd. door 
W Paul Frederiecq , Bruxetles, Havez, 1907, 

silt, 411 p 22" (On cover: Académie royale da Beigique. 
des leit res et des sciences morales et politiques et Clatse des beaux arte. 
Collection in-8*, 2 sér., t. m1, — ) 
“Anngeboden aan de Kinese der lette 


a= = staat. 
Bundige wetenschappen von de Ke: voinbiljae Ady. i" decem- 


1. Politics! ballads and songs, Dutch 2 Dutch literature—Collee 
tone 1 Tithe, 
aC 33-2870 
Title from Yale Univ 
Library of Congress {[A8242.B325 vol. 8, pt. 1) 
2 


Frédérieq, Paul, 1850-1999. 

Onze historische volksliederen van vor de gord=lienstige be- 
roerten der 16 eeuw, door dr. aul Frederiog Met achttien 
zangwijzen. ‘ient, J. Vuylsteke; ‘sGravenhage, M. Nijhoff, 
1804. 

st 1) 110» tus, (rustic) 249". (On reves of hel/-title: Hoage 

veo dun lwergeox a0 vederiand 
ache geachiedenis, van prof Paul Predericg iv) 


“Bijroegee! voor biadsijde SA" (2 p.) laid tn. 


1. Polkeongs, Duteh 2 National sen, Duteh. 1. Tithe 
TaN 
Library of Congre« MIST EPT 
ety 


Frédérieq, Paul, 1850-1920 

Rekeningen en andere stukken van den pauselijken aflaat 
handel te Mechelen in ‘t midden der 15% eeuw (1443-1472) 
door dr. Paul Frederieq Bruxelles, Havez, 1909, 

175 p. 22". (On cower: yy royale de Reigique. Classe des 
lettres et des sciences morales et politiques et Classe des benuz-arts 
Mémoires. Collection in-8*, 2. s#r., S +, fase.) 

“Anngeboden san de Kinase der letieren eo der sedelijke em staat 
Rundige wetenschappen ven de Koninglijke ecademie deo 3 mei 1900 


1 Indulgences. 2. Mechlin—Cburch bistory 1 Title. 
aC33-2975 

‘Title from Yale Univ 

Library of Congress {AS242 BA25 vol. 5, pt. 2) 


2 


Fredéricq, Paul, 1s.«> 1920. 

The study of History in England end Scotland; by Paul 
Frédéricg Authorized translation from the French by 
Henrietta Leonard. a. 8. (Smith college) Baltimore, Publi- 
cation agency of the Johns Hopkins university, 1887. 





Sip. 249% (Jobos Hopkins university studies in bistorica! and 
politien! sctence “th ser. =) 
1. History Stady end tenching 1 Leonard, Heurterts. tr 
+ 0 
Library of Congress 43146 
_ Copy 2 Cell 
Frédéricq, Paul, 1850-1920. 
_ ue Gly of Maney to Gameny ond Pome by Paul 
Frédéric . from the French by 
Henrietta of Philadelphia. Publication 


agency of the Johns Hopkins university, 1890. 


118 p 244". (Jenne Hephinn watvereity studies \e Bimerical ead 
political science ... Sth ser., 


1. History—Study and teaching. 2 Education—Germaay & Hduce 
tion—Fraace. 1. Leonard, Heartetta, tr. 


Tm 
Library of Congress 3136 
—— piere 
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Frédérieq, Paul, 1450-1920. 

The study of history in Holland and Belgium: Paul Frédé 
riey Authorized tram#lation from the French by Henrietta 
Ieonard, of Vhiladelphia Baltimore, The Johns Hopkins 
press, 1590. 


au (Johas Hopkins university studies io historical and 
soenee Sth se 
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Jhiana: a stra sutobiography by Diana Frederics, New 


York, The Thal pr 
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Iiustrated tp 
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BO TRS, 
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Fredericton, VL. Ordinances, ete 

Bye laws of the city of Fredericton. Passed and enacted 
under the authority of the several acts of Assembly, relating 
to the city of Fredericton. Published by order of the City 


council. Fredericton, N. B., Printed by “Gleaner” office, 1886. 
314 p ine! oneen 214° 
On cover Cit o wey Bye laws of the city of Fredericton 
Pase-4 August ard. 188A cts of General assembly relating to sald 
city 
he General assembly of the ppovsate of New Brunswick relat- 


soft 
‘~ city of Fredericton. Published by order of the City council 
xteot of repeal and acts remaining io operation June, 18868": 
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redericton, N. B--Pol. & govt 
te om Tithe 


1 New Brunswick Laws, 
39 8648 





JSITH4 AD 1886 


Fredericton, N. B. Cathedral church. Library. 

A vatalgee of the hovks in the library of the Cathedral 
church of Fredericton, 1453 ;Frederwton’, Printed by 
J. Simpson, 1553 
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Fredericton, N. B. Experimental 
station 


Canada. Experimental station, 
Fredericton, NB. 


Fredericton, N-B. Hollingworth 
Eualy Kingdon, bp. of Fredericton, 
see 


Kingdon, Hollingworth este. bp. of 
Fredericton N.B., 163: 
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Fredericton, N.B. University of New 
Brunewick library 


New Brunswick. University. Library. 


Frederik III, King of Denmark, 
1609-1670 


see also 


Denmark, Kongelov.- 


Frederik III, king of Denmark, 
1609-1670 


see also 


Denmark. Laws, statutes, etc. 1648-1670 
(Prederick {fII) 


Frederik tv, king of Denmark, 1671-1730. 

Manifest eller En summariske forklaring over de ret- 
maresige og hoj-vigtige aarsager, som har beveget og saa- 
som tvunget, Hans Kongl. Majest. til Danmark og Norge 
2. 2¢. sine riger og lande imod kongens af Swerrig ... vold- 
sombheder og forurettelser at beskierme (Kigbenhavn, 
1709 

%p 19% 1S 








Caption title 
1. Denmark — For rel—1699-1790. 2. Sweden — For. rei—1697-1718, 
3. Northern war, 1700-1721 
17-1924 
Library of Congress DL196.3.F7 


Frederick IV, king of Denmark, 1671- 
1730 


see also 


Denmark, Laws, statutes, etc. 1699-1730 
(Frederick IV) 


Frederik VI, king of Denmark, 
1768-1839 


see also 


Denmark. Laws, statutes, etc., 1808- 
1839 (Frederick VI) 


Prederik vit, kiny of Denmark, 1998-1863 


Om bygningsmaaden af oldtidens jwttestuer, af Hans 
Majestat kong Frederik den Swvende til Danmark. 2. 
udg. Kjébhenhavn, Berlingske hogtrykkeri ved L. N. 
Kalekar, 1862 


o 7 Met 


——— vu, king of Denmark, 1808-1863. 


in the construction of ‘giants’ houses,"’ or ‘‘crom- 
lee ro By H. M. Frederick vu, king of allt AM 1857. 
tLondon, 1862, 


Ip tl, p. front, illus 22° 
Caption ttle 


Reprinted from the “Archaologia cambrensis” sty anuary 1 
Translated from Astiqueriak ‘dschetit, 1855-185: , va 
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Prederik vu, hong of Denmark, 1808-1863. 

Nepi THS KatagKevns TeV oTw xahoupévun rpoddpmww rev 
yeyavtew ; diarpipy’ ovyypapioa bmd row peyahuordrou 
Te nai dudopovcou Bacrhéws rhs Savias bp.depixov row Z. 
"Ev ‘Epyoumédu, rémas "A. KoumovAa wai P Ipiwrn 
1860. 
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Another ss translater s name on tule page of. B mus Cate 
wue : 

P hed orginally at Copenhagen. 1857. 9 Danish and also in French 

i galithie mot nt L Dekigalias, ideef, 1812-1886, tr 
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Frederik Vl, hiny of Denmark, 108-1863 

Sulla costruzione delle sale dette dei giganti; memoria di 
s. m. il re Federico vit di Danimarca; versione dal francese, 
preceduta da un discorso del conte Giancarlo Conestabile 
Firenze, Tipi di M. Cellini ¢ c., 1860. 

“8p. Utue, aT 


Printed alip of errata inserted at end 
Vublished originally Copenhagea, 1857. In bealsb end alse in Preach. 





1 Megalithic mooument> 1 Conestabile, Giovanni Carle, coate 


SS2174 
GNTOH1 Pst 


bl, 


Library of Congress 


Prederik vi, king of Denmark, 1808-1868. 

Sur la construction des salles dites des géants, par s. m. le rot 
Frédéric vir de Danemark. Copenhague, Impr. de Thiele, 
1857. 


Wp itu. 2. 


ucts des Mémoires de la Société royale des antiquaires du eae 
t 560. p 3,18, Mémotre = 2 stance annuelle 
eu palais de Christiansborg le 20 1967” 

Also published tn ae with tue > bygnl npeeainn « af oldtidens 
gutennene, « egeetagen, 3 857, reprinted from Antiqua tideskrift, 
1856-1857, p. 88-101 
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Frederik vit, hing of Denmark, 1843-1912. 


Fortegnelse over D. K. Uf kronprinsens ox kronprin- 
sessens selvbryllupsgaver, udstillede i det Danske kunst- 
industrimuscum i sommeren 1894. Kjobenhavn, Nielsen 
& Lydiche, 1894 


Rp 22% 
Captron ttle 
Tovse Jeesephine Engen queen comsert of Frederic + king of 
Dievmark, DMST Copenhagen Danske tesnetiond lustrineuseum ttt 
Tak 
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Frederik Hendrik, prince of Orange, stadholder of the 

Netherlands, 1584-1647. 

Memoires de Frédéric Henri, prince d’Orange, qui con- 
tiennent ses expéditions militaires depuis 1621 jusqu’’ 
l’annie 1646. Enrichis du portrait du prince ... par Ber- 
nard Picart. Amsterdam, P. Humbert, 1733. 

2p L, xxxv, 362, 12) p, 1 (port ) illus. 25> 

Engr t-p 

Attributed also to CH 


aygens. probably written by a French officer im 
the service of the 


wonce under the litters supervision and later revised 





by C. Huygens cf P J. Blok, Geschied van het Neder! he voll, 
4 deel p 

1 Netherlands--Army — Hist 2 Netherlands — Hist-—Wars of inde- 
Pendence 1556-1048Sources. 1 Huygens, Constantyn, heer van Zuili- 
chem, 159-1687 


1-F-2700 
Library of Congress DJI73 F7A3 


Frederik uit en Karel de Stoute te Trier, 1473. Naar 
het Berlijnsehe handsechrift en een fragment van; Die 
enighe sprake ende vereneghinge die Supte Augustinus 
hadde mit God. Naar het hem toebechoorend handschrift 
nitg. door D’. H. E. Moltzer Groningen, J. B. Wolters, 






1890. 
1 24°" «(Added t-p. Bibliothek van Middeinederiandsche 
letterkunde 44 aff) 
A rhymed contemporary account (probably written before 1480) of the 


festivines attending the meeting of Frederick im and 
uke of Burgundy 
The enighe sprake” is from the Soliloque 
1 Holy Roman empire — Hist 
Burgundy— Hist — Sources 
Hippo Soliloquia 


Charles the Bold, 

», ascribed to Saunt Augustine. 
Frederick i, 1440-1493—Sources 2 
1 Augustinus, Aurelius, Saint, bp. of 
Moltzer, Henri Ernst, 1836-1895, ed. 


-_ 18-21210 


Library of Congress PTSMOBS vol D 


Frederiks, Georgii Nikolaevich. 
On some Moscowian spiriferids from Novaya Zembla 
Oslo (Kristiania), A. W. Broggers boktrykkeri a/s, 1927 
Wp. pl 
expedition te 
Published by 
pet | Kristias 
Tinted at the expense of Statens forskningsfond av 1919. 


277". (Report of the scientific results of the Norwegiaa 
Novaya Zemiya 1021. no. 35) 









t Norske videnskaps-akademi | Oslo ( Videnskapssel- 






spoda, Fowl) 2 


1. Brachte Spirifera 
ds from Novaya Zembla 


1. Title: Moscowtan spirt- 


G 831-104 Revised 


0) NSSr ne 35 
1921 no. 35} 
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Frederiks, Johan Willem, 1889- 

Monumentenrecht door Johan Willem Frederiks Lei- 
den, E. LJdo, 1912 

5,41 p 24* 

Proetechrift— Leyden 


“Stellingen”  p. 427,431 


1. Monuments Preservation. 2. Art and state. 3. Monumente—Neth- 
eriands Tith 


34 -24545 


Library of Congress Neato rTS 192 
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Frederika, Johannes Godefridus, 1928-1896. 

Biographisch woordenboek der Noord. en Zuidnederlandsche 
letterkunde, door J. G. Frederiks en F. Jos. van den Branden. 
2., omgewerkte druk. Amsterdam, L. J. Veen ,1888-92, 

2pl,¥, 8p we. 


1. Branden, Franz Jozef Peter van den, 


1. Netheriands— Bio-bib! 
1887 u. Tithe 


6 44031 
Library of Congress 72440. FSS 


a27d), 


Frederiks, Johannes Godefridus, 1%28-1896, ed. 

De moord van 1584. Oorspronkelijke verhalen en gelijk- 
tijdige berichten van den moord gepleegd op prins Willem 
van Oranje. Met eenige bijlagen en santeekeningen uitge 
geven door J. G. Frederiks. ‘s Gravenhage, M. Nijhoff, 1884. 

sil, 14 p. front 18”. 


1. Willem 1, prince of Orange, 1833-1584. 2. Gérard, Balthasar, 1568- 
So] 1. Title 


ene 
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Frederiks, Johannes Godefridus, 1828- 


Ormea door J. G. Frederiks. (Overgedrukt uit het 
Algemeen Nederi. familieblad, no. 5 & 6, 1892.) ‘s-Gra 
venhage, Genealogisch en heraldisch archief, 1892. 

8p 


1 Ormea family 


25- 28808 
Library of Congress CS829.07F7 
Frederiks, Karel Johannes, 1551 - 


Het oud-nederlandsch strafrecht, door m’. d’. K. J. Frederiks. 
Eerste deel. Haarlem, De erven F. Bohn, 1918 


Spl. 348. 247 
No more published 


1 Criminal law Netherlands— Hist 1. Title, 


4) aa 


Library of Congress 2, 


K. Frederiks universitet, Oslo 
nee 


Oslo. Universitet. 


6-16978 Revised 


Library of Congress cp 2e2, 


Frederiksberg, Denmark. Gymnasium 
see 


Frederiksberg, Denmark. Latin-og real- 





skole. 
Frederiksberg, Denmark. Kommunebiblioteker. 
Litteratur om Frederiksberg. 2. udg. Frederiksberg, 
TS. (bp 27 
At head of title: . 
1 Frederiksberg. Deamark——Ribt 
S8-3203 
Library of Congress 72584. FSFS 1937 
2) 016 91489 


Frederiksborg, Denmark. Lerde skole. 
Indbydelsesskrift til afgangspréverne og aarspréven i 

Frederiksborg larde skole og elementarskolen. 

Frederiksborg ,ete., 18 

19-214" 


v front. illus 
ih have ttle: Indbydelsesskrift tl afgangspréverne og aarspre 
ven : Frederiksborg larde skole 


Personalhistoriske optegnelser om studenterne fra Fredenksborg larde 
skole 1871-1883 (+ tilslutming til Progr 1895) Af J N. Schuler 1804 
=xx p 
17. 50M Uneev'd 
Library of Congress LPSs8s PRLS 


265 


Frederiksberg, Denmark. Latin- og realskole. 
Frederiksberg latin- og realskole. 
(Frederiksberg, 18 
247 
At head of title 1901 


¥. fronts. 


De forenede latin- og reaiskoler 


ca 7-968 Unrev'd 
Library of Congress LPs F7L3 
Frederiksberg, Denmark. Zoologiske 
have 
see 
Copenhagen. Zoologiske have. 


Frederiksberg slot, Denmark 


Officeerskolen. Bibliothek 
see 
Denmark. Officeerskolen. Frederiksberg 
slot. Bibliothek. 
Frederikse, Jacobus A Roetert 
see 
Roetert Frederikse, Jacobus A 
18 19053 
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Frederthsea, Antea. 

The graphic navigator of aircraft for cross country flights, 

by A. Frederiksen. San Francisco, *1930, 

&) p diagr. 32228". 

Title from cover 

Se aes & oe Stas leaf mounted on p of fo! ter, the diagram ts 
on p 8 





1. Aeronautics 1. Title. 
30-2478 
Library of Congress TLA868 FT 
— - Copy 2 
Copyright A 30072 r) «2013 


Frederiksen, Christian Erhard, 1543-1903 
Om rodfrugtdyrkning. En haandbog af Erhard 
Frederiksen (med 43 afbildninger og 1 kort) Kjoben- 
havn, Hovedkommission : Schubothes boghandel, 1892 
xxevent, 2 iMus. fold. chart, 24"*. (Landboskrifter, 


Zpue . 
udgwne med understéttelse at det Raben Levetzaushe fond at det hg! 
danske landhusholdningsse!shab. 1) 


1. Root crops. 


Library of Congress SU. FSS 








Frederiksen 


Prederiksen, Ditlev Monrad, |560- 
Mortgage banking in Rus«ia 


(in The aenals of the American academy of political sed social scvence. 
Philadelphia, 1695. vol ¥, no. 2, p 242-256) 


1 Mortgage |anks— Russa 
CDiei 
wt 
Library of Congress (Card Division) HI A4 


Frederiksen, Ditley Monrad, 1566- 

The oll common law and the new trusts. by Ditlew M. Fred 
erik~en Ann Arbor, Mich.. 1904, 

covertithe, 21 p. 2 


Kepriotet from Miehigwn bow review, vol mi, no. 2. December, 1904. 
1 Trusts tefetriel 2 Commen lew 

5 tes 
Libroty of Congres HITT PS 


Frederiksen, J D. 

Cheese: a short treatise on the manufacture of various 
kinds of domestic and foreign cheese, Cheddar, Duteh, 
Swiss, Italian, French, Limburger, Neufchatel, cream, 
cottage cheese, ete., by J, D. Frederiksen Little Falls, 
N. Y., The Mohawk book company, 1918. 

33 p_ illus (incl. ports.) 219° 

“From Chapter 11 of a book to be published shortly, entitled The story 
of milk 


1. Cheese 


18-16721 


Library of Congress SF271.F7 


Copyright A 499597 


Frederiksen, Johan Ditlev, 1545- 

Creaming milk, by centrifugal force. History and deserip- 
ton of the process and of the various centrifugal milk sepa- 
rators. By J. D. Frederiksen Little Falls, N. Y., Steb- 
bins & co., steam book and job printing establishment, 1885, 

Gp ties, ay. 

Advertisements p. 56-44 


. need Agr 17-1105 Heviset 


Agriculture +4F872 
w3ia2, 


Library, U. 8 Dept. of 


Prederiksen, Johan Ditlev, 1548 


The story of milk, by Johan D. Frederiksen .. New York, 
The Macmillan company, 1919. 
2x p. 11, 1889p. Incl. froot, iiiua 20". 
Bibliography p. 187-158. 
1 Milk. 2 Dairy products. 19-1008 
Library of Congress svaerT 
Copyright A SouneT 41k1, 


Prederiksen, ‘ru Karta. 
Da jeg medte storveziren. Kebenhawn, Gyldendal, 1938. 
1199p. froet.. pl. (porta) 2”. 


1 Ireq—Pearr & trav 4 Tithe. 


Libary of Congress pervert 
Copyright A Forage —~ 
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Frederiksen, Kristine, 1845-1903. 

Amerikanske undervisningseksperimenter, indtryk fra Chi- 
cagoudst illingen med prover pas elevarbejder af Kristine Fre- 
deriksen. Kjébenhawn, Det Nordiske foriag, 1896 

Op ius. plates (part fold. partcol) 2™ 

Some plates printed oo both sides. 


1 Edueation—U. & 2 Chicage. World's Columbian exposition, 1888. 


Ew -2i81 


U.S Off ofeduc. Library 
congress 


Lae CAPS 
for Library of © mild, 


Frederiksen, Lars. 

Landbrug i Nord- Amerika: beretuing om en studierejse 
serlig vedrorende det landékonomiske oplysningsarbejde 
og husdyrbruget i de Forenede stater, af Lars Frederik- 
sen ...; udg. af Foreningen af jydske landboforeninger, 
Aarhus. Kjobenhavn og Kristiania, Gyldendal, Norsk 
forlag, 1917. 

xvi, 207, 1) p illus, xxx pl om 161 23°. ker. 4 

Plates printed on both sides of leaf 

1 ewy’ us. 2 Aegicuoore Canada 3 Agricultural educa- 

U.S. 4 Stock and stock-breedin 1 Foreningen at jydske 
landboforeninger, Aarhus. u. Title 


18-7300 
Library of Congress S441 FB 
Copyright A— Foreign 15140 


Frederiksen, Niels, Christian, 1540- 
De amerikanske trusts. Af professor N. C. Frederik- 
sen. -Lund, 1901-02 


jou. wn 


On cover Sartryck ur Statsvetenskaplig tidskrift 


ay 

Library of Congress 
Frederiksen, Niels Christian, 1840-1905. 

Are we on the road towards a commercial crisis? By 
N.C. Frederiksen ... Read 5th July, 1899... (London? 
1899) 

2-9 p 217 

Caption title 


+ Pate ca 7-1793 Unrev'd 


Library of Congress HB1LF8 


Frederiksen, Niels Christian, 1840-1905. 
Finland ; its public and “oe economy, by N 
en London, E. Arnold, 
sl, M8 p fold map 21*. 


“Authorities consulted”: p. 
Appesred simultoneousiy in Faith, French and Danish —Note \p. tv, 


C. Frederick- 


1. Finland 


21316 
Library of Congres DK Pee 


(2n, 


Frederiksen, Niels Christian, 1840-1905. 


tblique et privée ... Paris, 
t d'édition, 1902 






2p 1, 48 2 fold maps. 19° 
At head of tith N.C. Frederik 


ksen 
Appeared somultaneousty on English, French and Danish 
Choy rages comeultes”: p. 425,428, 


DF ewtanwt + Toth 


2198 
Labrary of Comeress DK 450 PRS 
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(Frederiksen, Niels Christian, 1840-1905. 
Fran Amerika.  Helsingfors, 1902! 
@p 27 
Capek -y we c 
|= Ay <2 Finck tela tidskrift, July-August, 1902 
an 1 Landet och dess fysiska natur —IL Klimatet och vegete- 


1 U. S—Deser & trav 


Library of Congress Ela res 


Frederiksen, Oliver Jul, 1994 
The administrative work of the committees of the Con 
stituent assembly ... by Oliver J. Frederiksen. Ithaca! N Y, , 


1934 
ap we 
Abstract of thesis (ru. ».)—Cornell university, 1904. 


1. France. Assembiée nationale constituante, 1759-1791. 2. Fraece— 
Pol. & govt. — Kerolution 1. Tithe: The Constituent assembly 


35 2084 


Library of Congres« INZTS.FT 1004 
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Frederik Valdemar Christoffer, 1872- 
Fund af eskimohuse af kap York-typen, bee | af on 
— til Svendborg amts museum, af V. C. F 


in Meddelelser om Groniand. Kgbenhawn, 1912. 28°. orn 
aise llue.) 


1. Eskimos Greenland 2. Dwellings —Greenland. 
ACS 2514 
Juno Crerar library 
for Library of Congress (Q115.D88 vol. 50) 


dl (8) 


Prederiksen, Valdemar Christoffer, 1872— 
-- Om betydningen af “Etah”, af V. C. Frederiksen ... 
1924. 


(Js Meddelelser om Gronland. Kpbenhava, 1935. 29°. bd ux, 
» (7-10) 


1. Names, Geographical-Greeniand 2 Rekimo language. 


4cwom 
Jomn Orerar library 


for Library of Congress (Q115.D89 vol. 50) 





of oo Cees Kebenhava, 1975. 29°. bd ux, 


1 Kekimo language 
4008 
for Library of Congress (Q115.D89 vol 68) 


2 (908) 


Fredrikson, Herbert. 

Endocrine factors involved in the development and fune- 
tion of the mammary glands of female rabbits, by Herbert 
Fredrikson Hlelsingfors |Mercators tryckeri, 1939 

167 p. tort Hus, tables. 24°. (On cover: Acta obstetricia et gyoeco 
logica senaiinavica vol xix. Supplementum 1) 

a pant of of title From the Department of pathology, Sabbatsberg hoe 
OT ranstates fr from the Swedish by eas C. Djurkiow 

Summaries alse in German « 

Wibliography |p. :121)-154. 


1, Mammary glands, 2 Hormones 8. Rabbits 1, Djurkiou, 
Catherine, tr. 1. Title 
AC By 8006 
it brary 
for Library of Congress let, 
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Frederikson, Otto Frovin. 

The liquor question among the indian tribes in Kansas, 1804— 
1881, by Otto Frovin Frederikson Lawrence, Kan., Uni- 
versity of Kansas, Department of journalism press, 1932. 


Spl. mp wy. im cover’ Balletia of Gpeaty of Kansas 
vol. Ext, Bo. & Humanistic stadies. vol. tv, Bo. 


Issued also tp bound form as Humanistic studies, vol. tv, no. 4, with- 
out the cover having series note, Bulletio of the University of Kansas, 


vol. EEE, Bo. 

Bibliography: p. 97,-100. 

1. Indians of North AmericeLiquor problem. 2. Indians of North 
America Kansas 1 Title. 


32-23131 


Library of Congress Bes LTFS2 


_- ~ Copy 2 a 


Frederikson, Otto Frovin. 

The liquor question among the Indian tribes in Kansas, 
1804-1881, by Otto Frovin Frederikson Lawrence, Kan., 
University of Kansas, Department of journalism press, 1932. 


Spl. 1083p. 24”. (Half-titte: Bulletio of the university of Kansas. 
Humanistic studies, vol. rv, 80. 4) 


Issued also in unbound form as Humanistic studies. vol. tv, no. 4, with 
cover having series note, Bulletin of the University of Kansas, vol xxxrti, 
a 


a0 

Bibliography © p. 97,-100 

1. Iadians of North America—Liquor problem. 2. Indians of North 
merica—Kansas. 1 Tithe 


32-13080 Revised 
Library of Congress EV6.LTFS 


Copyright A 51380 1102, (970.4) 970.6178 


Fredrikason, Nils, 1870- 
Vocational education in Stockholm, by Nils Fredriksson ... 
(in International labour review, Geneva. Jan. 1923, ¥. 7, p (1-13) 


1. , Vocational education — Stockholm, 1. Industrial education — 
Stockholm, 


L27-#0 
Library, U. 8. Dept. of Labor 
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Frederiksstad, Schleswig-Holstein 
see 


Friedrichstadt, Schleswig-Holstein. 


Frédérix, Gustave Adolphe Henri, 1834-1894. 
... Trente ans de critique; avec une préface de m. Emile 
Deschanel... Paris, J. Hetzel & c*., 1900. 


2. =. 
At head of title Gustave Prédériz. 


Cos tents. —4. tudes littéraires —11. Chroniques dramatiques 


1. French literature— 10th cent.— Hist. & crit 1. Title. 


ro 
Library of Congress PQOw FS 


aid, 


Frédérix, Pierre. 
. Liange et la couronne 
Sp.i, 25 p.1h 19. 
Cover dated 1927. 


Paris, Calmann-Lévy. 1926. 


ibaa 27-1207 
~12074 


Library of Congress PQMILRIAS 1926 


Copyright A—Foreign 33849 


fe 
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Frédérix, Pierre. 
Conquéte. Paris, Calmann-L4évy, 1931 
3p. l. 4p. LL 19 (On cover Collection nouvelle) 
On cover 8* édition 


1. Tithe 
31-20208 
Library of Congress POW NACE 1081 
Cop) right A—Foreign 11641 
a son 


Frédérix, Pierre. 
Etat des forces en France. Paris, Gallimard ,1935, 
Spl. @ 2217p, 1k 
Forces rurales Forces ouvriéres —F des classes 


orces 
moyennes. Forces desoligarchies —Forces morales et intellectuelles. 
Forces de la rue —Et maintenant? 


1 France--Pol. & govt. 2. France-—Soc. condit 1 Title 


SS 4TO 
Library of Congress DC340.FTS 
on ~ Copy 2 
Copyright A— Foreign war 
3 O44 08 


Frédérix, Pierre. 
Irlande, extréme-occident. Paris, Gallimard 1931, 
3p, O26p. 1. we 


1. Iretand—Deser & trav 1. Title. 
ne 
library of Congress DAOTT FT 
Copyright A—Foreign 13356 


ed) mois 


Frédérix, Pierre. 

Machines en Asie; Oural et Sibérie soviétiques; avec 24 
photographies hors texte prises par l'auteur, et une carte dans 
le texte. Paris, Plon ,1934, 


2p... %9p,. 11 Mos. (map) plates 19°. 
On cover: %* mille 


§, Shete-Gone & trav. 2 Siberia—fndus. 3. Ural mounteins. 
1% Tithe. 

36-12876 

Library of Congress DK755.F88 
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ru.p. New York, Popular science monthly ,*1928, 

2p. 18. 


“Sixth edition.” 
“Reeks for further reading”: p. 271-272. 


1 Setence 1. Tithe. 


T2772 
Library of Congress QiG2.FTS 1928 
—~ ———- Copy 2. 
Copyright A 1088145 3 


Free, Edward Elway. 


. Report of a reconnoissance of the Lyon nitrate pros- 


pect near Queen, N. Mex. By E. E. Free. (Washington, 
Govt. print. off. 1912. 
6p. illus. 23°. (U.S. Dept. of agriculture. Bureau of soils. Cir- 
cular no. 2) 
1. Nitrates. «1. Nitrate deposita 
Agr 12-493 


Library, U. S. Dept. of Agriculture 1S03C a0. @ 


Free, Edward Elway. 
... The topographic features of the desert basins of the 
United States with papeeee to the possible occurrence 





of > By E. E. F (Washington, Govt. print. 
off., 19 
p incl tables vr pl. (inel told map) on 41 23% (US. Dept 

of agriculture Bulletin no. 54, Professional paper) 

Contribution from the Bureau of soils 

1. Potash 1. Tithe: Desert basins. 

Agr 14-5600 
Library, U S Dept of Agriculture 1Ag@4B no. 4 


Free, Edward Elway, 1883- 

Weather; practical, dramatic and spectacular facts about 
little studied subject, by E. BE. Free and Travis Hoke; with 
maps and drawings by Elise Seeds. New York, R. M. McBride 
& company, 1928, 

xi p, 11, 15-837 p. front. ius, (Inet. maps) plates. 224°. 

“Other books”: p. 520-830, 





1. Meteorsiogy. 2. Weather. 1. *Hoke, Travis, 1802- jotot 
thor. 
28 30045 
Library of Congress QCae8 Fes 
(422, 


Free, George D. 

History of Tennessee, trom its earliest discoveries and 
settlements to the end of the year 1894... Adapted 
for general reading and the use of schools . . . Church 
Hill, Ky., Printed for the author, 1895. 224 pp. incl. 
front., ihus., port. 12°. 

F436. F85 1-Re-178 
Free, George D. 


History of Tennessee, from its 1 discoveries and settle- 
ments, by George D. Free ... ed. ... Nashville, Tenn., 
G. D. Free ,University press print, "1808, 


258 p. incl. front. itlus. (incl. ports.) 20" 
1 Tennessee— Hist. 
Re-127T 
Library of Congress rasarso 
Copyright 1806: 42660 aS3d1, 


Free 


Free, George D comp 

Immigration, comp. by George D. Free Forrest 
City, Ark., Press of voigt & Vadakin, 1891. 

Ip ik Bp 7 

Contains articles from various newspapers. 

1. U. S—Emig. & immig 

10- 14822" 

Library of Congress JV64S3 FB 
© ia. 41466 
Free, George D. 

A popular phy; by George D. Free Mathe- 


matical, physical, political. Louisville, Ky., Press of 
Educational courant, 1891 


Mp. 1m 


1 Geography—Outlines, syllabi, ete 


$-27022+ 
Library of Congress G129 F8s 
. Free, George D comp. 
Rare gems, comp. by George D. Free Darrowville, 
O., School publishing co. ;1895, 
1p. L, S-S20. 1887 
Poems 
1. Tithe 
2623518 
Library of Congress PRII7S.F6S 
Mbt, 


Copyright 1895: 971 


Free, George Russell, 1905— 

Relative infiltration and related physical characteristics of 
certain soils. By G. R. Free ... G. M. Browning ... and G. W. 
Musgrave... Washington ,U. S. Govt. print. off., 1940, 

(U.S. Dept. of agriculture. 





cover-tithe, 52 p. ius, diagrs. 234". 
Technical bulletin no. 729) 


Contribution frow Soil conservation service. 
Literature cited”: p. 32-88. 
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1 percolation. 2 
mt uther 


(Soil physics, 
nm Musgre 






1 Brownlag. George Monroe, 
ve, George Wallace, 1801- Joiat 


Agr 40-400 


m Tithe 


U8 Dept. ofagr. Library 1AgBiTe no. 720 
for Library of Congress (22LA472 no. 729) 


ad) (430.6173) 


Free, Heinrich. 


Die experimentelle chologie. 
Wiesbaden, E. Behrend, 1006 


Von Heinrich Free 





1p. 2" over he reit- und f 
wan Meyer & ie (wit om ht) ~ How 


Psychology, Physiological 
E1420 


Library, U.S. Bur. of Education BF193.F&? 


Free, tow? D. D. 

Sedsonal sm =p upon the » imgertape of the name 
of Enciand By John Free London, Printed br 
E. Owen, 17: 

“4p a 


Imperfect; wanting all after p. 54 


1. Gt Brit—Neme 2 Engiand—Neme 3 Gt Brit —Noetionality 
caD44BD Unrev'd 


Library of Congress DASOS.17SS.F7 








Free, John, #. 1727-1750. 

An essay towards an history of the English tongue. The 4th 
ed., with additions. Divided into five preliminary disserta- 
tions By John Free London, Printed for the author, 
and sold by W. Brown ,etc., 1788. 


xaxiv, 2-147, 1) p. 209. 
1 English language—Hist. 


PE1075. FT 
a3iel, 


Library of Congress 


Pree, John, f. 1727-1750. 

Poems on several occasions, formerly written, by John 
Free, p. p. 2d ed. With additions of later pieces ; and 
an historical and critical account of the origin and pe- 
culiar nature of English poetry ... London, Printed by 
E. Owen, 1757. 
65 p 7" 


1. English poetry—Hist. & crit. 


Library of Congress PRMO61.F7 1757 


Free, John P. 

The farmer's guide, and every man his own doctor, a 
veluable companion, ery over four hundred use 
ful oesions for the cure of the diseases of man and beast, 
&c. By John P. Free. Lancaster, Pa., Printed at the 
Daily express office, 1862. 

vii, DBS p. 199™ 

“Treatise on the various diseases to which the horse is subject ...”: 
p 9-76 


1 Medicine, Popular. 2. Horse—Diseases 


Library of Congress RBI PAS 
Free, John R. 


First course in stenography and typew riting Free 
hand system of stenography; alternating typewriting 


method. (By, John R. Free. New York, J. R. 
(mer, 
2p. wy. 
1, Shotthand. 2. Type writiag 10-97 
Library of Congress 756 FPL 
© ims Asxis 
Free, John R. 
Interchanging phrase system for stenographer ,by, 
John R. Free. New York, J. R. Free (19021, 
16» Hm. 
1 Shorthand—Phrase-books 
10-32598 
Library of Congress 756. F892 
©im Ase 
Free, John R. 


Manual of yr hand. - complete shorthand textbook ; with 
exercises and dictionar: “SS by the inventor of the 
system, Jchn R. Free . Beale publishing company, 


1895. 
v7.46 1TY. 
1 Shorthand 
oe ABD, 
Library of Congress TAS 
Copyright 1896 739 (STI, 


LIBRARY OF CONGRESS 


Free, Margaret, 1562- 
Primary reading and literature; a manual for teachers to 
accompany the primer, first, and second readers of the Read- 
ing-literature series, by Free and Treadwell. Chicago, New 
York, Row, Peterson and company “1916, 
1p 12 
Cover-titie: Primary manual for the Reading-literature readers. 


Reading (Teaching, re and speakers — 187 
Trestwets Harrtette ag joint vay he ou. Tithe. oF Titte "mead: 
ing Literature se: 


E 16-308 


Library, U. 8. Bur. of Education 


Free, Montague, 1585- 
Flowers of winter, indoors and out, by Montague Free 
Garden City, New York, Doubleday, Page & company, 
1917 
206 p. 1 1 col. flue, 82149" (The pocket garden I- 
vol. tv) 


5p 
pm Cu et qu 


1. Flowers. 2. Floriculture. 3. House plants. 1 Title, 
1710 
Library of Congress SH46.P6 vol4 
bod2 


Copyright A 42870 


Free, Montague, 1885— 

Gardening; a complete guide to garden making, including 
flowers and lawns, trees and shrubs, fruits and vegetables, 
eso ea by Montague Free ... with 
73 halftones & 125 line drawings. New York, Harcourt, Brace 
and company ,°1937, 


xvi, 550 p. front., ius, plates 2". 


“First edition.” 
1 Gardening. 
S7—27221 
Library of Congress 88453. FT3 
Copy 2 
Copyright A 106226 (3805, 635.9 


Free, Montague, 1885- 


War gardens; a poet on guide for home vegetable grow- 
ers, by Montague Free New York ant Landon. Har- 
per & brothers 1918, 


Spl, UNXcdhip 1% 


1 Vegetable gardening. 1. Title. 


18—105998 
SB321.F8 


Library of Congress 
Copy 2. 
Copyright A 497290 


Free, Richard William. 

Seven years’ hard, by Richard Free 
Dutton & company, 1905. 

ay. 8p 2. 

Printed in Great Britain 


New York, E. P. 


1. Landoo— Poor 1 Tithe 
Ss 11699 
Library of Congress HV 4s LSPS 


abl, 


Free, Spencer Michael, 1856- 
The human touch & other poems by, Spencer Michael 


Free... New York city, International journal of surgery 
©., ine. (1925, 
4p Lp mm. 
1. Title. 
hm 
Library of Congress PS3S11 R4ISHB 1925 
Copyright A 8755998 ry 


272 


(1931, 
4p stp w= 
t Title. 
3121684 
Library of Congress PS33511 41585 1931 
Copyright A 41007 a ss 





Free, Spencer Michael, 1856- 
Shawnee cabin and other poems ,by, Spencer Michael Free 
New York city, International journal of surgery co., inc. 


Free academy, New York 
see 


New York. 


College of the city of 
New York. 





Free America; a magazine to promote independence. v. 1- 
Jan. 1937- 
(New York, Free America, incorporated, 1937- 
v. Mus, 29". monthly. 
Me aang Lag Free America. 
pp ohne jan. 1987- Herbert Agar, Ralph Borsodi, B. B. Fowler 


Includes section “Homestead notes,” formerly issued separately. 


\ *Agar, Herbert, 1s97- aft © gues Oe oD Co j 
™. Fowler, Bertram Baynes, 1803- 
4271 
Library of Congress AP2.FULIS 
12) 


Pree and candid remarks on a late celebrated oration; 
with some few occasional thoughts on the late commo- 


tions in America. In a letter to ———— ... London, 
Printed for B. Law, 1766. 
Rp. 217 
Censures Mr. Pitt's speech against the Stamp-act. 
1. Pitt, William, tee car! of Chatham, 1708-1778. Speech ... upon the ’ 
Stamp-act. 2. Stamp 
20-23589 


Library of Congress F215.2.F85 


2 


The Free-and-easy song book: comic, sentimental, amstory, 
patriotic, naval, Anacreontic, sporting, Scotch, Irish and 
Western; selected by the leader of Philadelphia “Free- 


and-easy.” Philadelphia, J. Kay, jun. & brother; Pitts- 
burgh, J. 1. Kay & co., 1834. 
fv, (5)-272 p. front. plates. 12°. 
Without music 
1. American balleds and songs. 

32 404 
Library of Congress PS303.L8CT 1834 811.08 


Free and friendly remarks on a specch lately delivered 
to the Senate of the United States, by Henry Clay, of 
Kentucky, on the subject of the abolition of North Ameri 
ean slavery ... New-York, M. Day & co., 1839. 

Mp. 224° 

A criticuem of Henry Clay's speech in the United States Senate Feb- 
ruary 7,1 


1.€ oat Henry, 1777-1882. Spe ech on the subject of abolition peti- 
tons 2 Slavery im the S.—Controversial literature—1839 
21-2809 
Library of Congress 449 Fan 
2) 








A and impartial examination of the preliminary 
articles of pacification, signed at Paris, on the 20th of 
January, 1783; by the respective plenipotentiaries. With 
a retrospective view of the rise and various stages of the 
war, to the time of the present crisis. In which the trea- 
ties of 1674, and Utrecht, with those of Aix-la-Chapelle, 
are occasionally adverted to. By a member of Parlia- 
ment. London, Printed for J. Fielding, 1783. 

Zp.1,8p 27 

1. Paris, Treaty of, 1783. 1. A member of Parliament. 


5 20- 23590 
Library of Congress E249 F&s 


2 


A free appeal to the people of Great Britain, on the conduct 
of the present administration, since the thirtieth of July, 1766. 
London, Printed for J. Almon, 1757;i. ¢. 1767, 

ip = 


1 Gt. Brit. —Pol. & govt —1760-1789. 


&—10702 
Library of Congress 


Copy2 Mie 


DASOT.1767 FT 

collancous pamphlets, +. 208, so. 1; 
ACWOLMS vol. 208 

et 


A free appeal to the ple of Great Britain, on the 
conduct of the present inistration, since the thirtieth 
¢ oy 1766. 2d ed. London, Printed for J. Almon, 


ipl, 545p 27 


1. Gt. Brit.—Pol. & govt —1766-1767 
8-11587 


Library of Congress DASO7 .1767.F72 


Free Baptist 
see 


The Morning star- 


Free Baptists 
see also 


United American free will Baptists. 


Free Baptists. (General conference 
Minutes of the General conference of 
the Freewill Baptist connection in North America Dover, 
N. H., The Trustees of the Freewill Baptist connection; ,etc., 
etc., 18 
SL ad 
h report has title: The minotes of the fourth Genera! conference 
of toe Freewill Ba denomina Al 
more important parte of the minutes of the three preceding Gen. 
era! conferences are prefized to The minutes of the fourth General con 


Ss S452 
Library of Congress BX6STIAS 


(031, 


CATALOG OF PRINTED CARDS 


Free Baptists. General conference. 

A treatise on the faith of the Freewill Baptists: with 
an appendix, ge a summary of their usages in 
church government ritten under the directions of 
their General conference. Dover, D. Marks, 1834 


1%, 4p 
124" Cancel 


Labeery of Congress 


Free Baptists. Rhode [sland association. 

Minutes of the Rhode Island association of Free Baptist 
churches Dover, N. H., Morning star job printing 
house, 

. -. 

Minutes of the 1880 meeting. published under title “Centennial min 
utes”, inch “The Free Baptists of Rhode Island and vicinity” (with 

t-p.) and “Dedicatory address delivered at the dedication of 
the monument to the late Rev. George T Day, in Pocasset cemetery at 
R. 1, Dee. 7, 1875)" by Rev. J. M. Brewster. 

1. Free Baptists-.Rhode Island 2 oe George Tiffany, 1822-1875. 
1 Brewster, Jonathan McDuffee, 1535-1 


31-14242 


Tihrary of Congress #BX6374 R4AS 286.2745 


Free Baptists (Colored) 
see 


United American Freewill Baptiste. 


The Free Christian; » monthly magazine of Christian educa- 
tion and evidences. v. 1: Jan-Dee, 1994 
Free Christian jess 1934 


192 p. 25° 


Swansea, The 


Edited by H J. Flowers 
Includes section “Book reviews 
No more published? 


1. Theology—Period. 1 Flowers, Harold Joseph, ed 


yee ee) 
Library of 


agress BRI Fos 


2 Qs 


The Free church circular 


Oneida Reserve ,N. Y., Free church association, 18 
v. 223°. semimonthly 


Title varies The Spiritual magazine. 


The Free church circular 
Editor Noyes 
Superseded by the Circular (later Oneida circular) 1851-76. 


1. Noyes, George W., ed. 1. Oneida community 
ca 20-417 Unrev'd 


Library of Congress BX879S.PSA3 


A Free church minister 
Instrumental music in Christien 
worship 

see 


Mackenzie, John, 1813-1878. 
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Pree church of Scotland 

Annals of the Free church of Scotland, 1843-1900, ed- 
ited by the Rev. William Ewing Edinburgh, T. & T 
Clark, 1914 

2v. Winx 
1843. oO" 


“Ordained ministers and missionaries of the Free church of Scotland. 
"vol 1, p 76-363 


1, Free church of Scotland tlant—Bug Ew. Willan 
18S7- ed out 
25-19355 
Library of Congress B\Wa4 Ad 


Free church of Scotland. 

The Free church of Scotland appeals. 1903-4; United free 
church authorised report. edited by Robert Low Orr 3. ed 
Edinburgh. Macniven & Wallace; ,ete., ete, 1904 

4p 1.°619, (2), 623-425, 621,-623, 1, p. 239" 


1. United free church of Scotland. 1. Orr, Robert Low, 184- =o. 
6 26081 
Library of Congress BXORGAS 1948 


a3Tb1 


Free church of Scotland. 

Report of the proceedings of the General assem 
bly on Saturday. May 30. and Monday. June 1. 14° 
Regarding the relations of the Free church of Scotland 


General assembly 


and the Presbyterian churches of America. Revised 
Edinburgh, |. Johnstone .ete.. 1846 


Library of Congrese 


Free church year book. 


Sateting the official report of the 

National council of the evangelical free churches. London. 
National council of evangelical free churches, 

* 2" 





1. National counct! of the evangelical free churches 


ca 89002 Uorev'd 
Library of Congress BX6.NSAS 


401, 


Free city of Danzig 
see 


Danzig. 


The Free company, Vew ) ork 
The Free company presents... a collection of plays about 
the meaning of America, with an introduction by James Boyd, 
chairman New York, Dodd, Mead & company ‘141 
1.3129 2 
These age meee originally presented by the Columbia Droadcasting 
system cf pW 
Each play fon - separately 
Contents — Introduction —The people with light coming out of them. 
yA William Saroyan. The mole on Lincoln's cheek, by Mare Coanelly 
American crusader, by K Sherwood —4ine more free man by 
(Continued of pest cart) 
41 wie 


yp 








Free 


The Free company, Yew Jork. The Free company ore- 
sents... * collection of plays about the meaning of 


America 11, (Card 2) 
Contests Continued 
James Boyd — Freedom's « hard thing, by V. Beott—His 
. the Mayor, by Orsce Welles. —A start to life. vy bes Oren — 
states talking. by Archi Mac _ miracte of the Deoube 
by Max suspicion,” by 
1. Radio plays, 2 American drama Zab cent. 3.1 S--Civiliza- 
ton t Boyd. James, 1888- oa =n Columbia ‘ing system. 
ee 
Library of Congress PN6120 ROOT 
at2yl, Tw 
The Free comrade new ser. v. 1- 
Jan. 1900- new ser. v. 1, v. 2, 
no. 1- Jaly 19 


3d ser. v. 1, no. 1, Mey 1912. Wellesley, Mass., C. L. 
Swartz ete. 1900- 


’ 1" 


Bimonthly, 1900-1901. monthly. Jan 
Ednors ioe 1900-May 1912, J W’ Lloyd 
May 1912) 


No more published? 


1 Anarchism and anarchists—Period. 
tt Abbott, Leonard Dalton, 1878- = ed. 


Switch L. D Abbott, 


t. Lieyd, John William, ed. 


ca 15-147 Unrev'd 


Library of Congress HX821.F7 


Free Congretational church, 
Andover, Mass. 


Andover, Mass. 


Free Congregational 
church. 


Free Congregational society, 
Florence, Mass. 


Northampton, Mass. 


Free Congregational 
society, Florence. 


Free convention, Rutland, Ft., 1858. 


Proceedings of the Free convention, held at Ratland, 
Vt., July 25th, 26th, and 27th, 1858... Boston, J. B. Yer- 
rington and aon, 1858. 


wv, $1859 2" 


1 Socal problems -Congresses 


Library of Congress 
— —— Copy? 


HNS4 1858 P9 


Free Democratic party 
see 


Free-eoil party. 


LIBRARY OF CONGRESS 


Reference card 
Free democracy 
see 
Free-soil party. 
9.32193 


Library of Congress 
Free dispensary for diseases of the 
throat, London 
see 


London. Hospital for diseases of the 
throat, nose and ear. 


Free economic society, St. Petersburg 
see 


Vol’noe éekonomichesk bshch 
Petersburg. 





tvo, St. 


Free English territory in Africa. (London, 17901, 
ip = 


1. 2 Si 
Sterra Leone. Sierra Leone company eis 


Library of Congress DTSi6.F7 


The Free enquirer... ¥. 1-3, Oct. 1, 1825-Oct. 22, 1828; 
2d ser., v. 1-5, Oct. 29, 1928-Oect. 19, 1833; 3d ser, v. 1- 
2, Oct. 27, 1833-June 28, 1455. New Harmony, Ind., 1825- 
28; New York, Wright & Owen ,ete., 1829-35. 

We to Wh a ZH Bl er. Bip 24g") weekly. 
Vota. 1-8 ( let ser.) have title: The New- Harmony 


A free enquiry into the causes, both real and pretended 
tor laying the embargo. By a citizen < Vermont. Wind 


sor, (Vt.) Printed by Charles Spear. 1 
Bo 2 
1. Embargo, 1807-1809. 1. A citizen of Vermont, peeud. 
21-12668 
Library of Congress E33 5 FBS 
2 
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Free Europe; central and east European affaira. v. 1- 
Nov. 17, 1939 
London, Free Europe ,1939- 
+ Wwe (lect maps) 8447. biweekly. 


Mp title, May 17, 1900- Free Europe. fortnightly re 
view of international affeira. 


1 European war, 1980- —Period 2 Europe Politica Period 
8. World politice—Period. 


41-2770 


Library of Congress DTSLFT 


2 900 5808 


Free federation of laborers of Porto Rico. 


The tyranny of the House of delegates of Porto Rico. 
An address by the Free federation of laborers of Porto 
Rico Washington Govt. print off. 1913. 
129 247. (U.S) 624 Cong, 34 sess. House Doc. 1415) 
Ordered printed Feb. 22, 1913 


classes— Pi R 
ot Saas ae ee te ee ee 
Library of Congress HDE2% FB oom 
— —— Copy2 
Free French force, 1940-— 
nee 
French volunteer force, 1940-— 
Loarany or Conoress Rerenence 
= -4 afk. Ak CS, So wet ‘wot aopent SUGEse KJ ~~ EY 
xX 41-2000 


Free French forces. 
Itd., 19411, 


cover-title, 28 p 


(London, Printed by Harrison & sons, 


ius. (fact porta) 24* 
Iaaued also ta Freoch 


1. French volunteer force, 1940- 
42s 
Library of Congress D610 FTFT 


2 Ow SBza44 


Free French relief committee. 

Centennial loan exhibition, 1841-1941, Renoir, for the bene- 
fit of the Free French relief committee. November 8-Devem- 
ber 6, 1941, Duveen galleries ... New York. ,New York, The 
W. Bradford press, °1941, 

178 p iocl. front. (port) @ pl on SL we. 

“Foreword” signed: Alfred M Frankfurter. 

bibliographies 


lociudes: 
1 *Renolr, Auguste, 1841-1919. 1. Freokfurter, Alfred M 
1. Duveen brothers at Tithe 
ass 
Library of Congress NDGOBS. RAST 
a 730.4 


Free grace indeed! A letter to the Reverend Mr. John 
Wesley, relating to his sermon against absolute election ; pub- 
lished under the title of Free grace. London, printed, Phila. 


delphia, reprinted. Hoston, Re-printed by Rogers and Fowle, 
for J. Edwards and 8. Eliot in Cornhill. 1741. 
Bp wir. 


1. Wesley, John, 1708-1701. Free grace. 2 Election (Theology) 
8 4840 
Library of Congress HTS10.WS8FT 1741 


00001, 














Free grammar school of Queen 
Elizabeth, Barnet, Eng. 


Barnet, Eng- 


Queen Elizabeth's grammar 
school. 


The Free-holder. Or, Political easays. The 4th ed. 
Dec, 23, 1715—June 29, 1716, 
MDOCEXIX. 
6p.1, lp. 167 
By Joseph Addison 


«no. 1-55; 
Lendon, D. Midwinter ,ete., 


Gt. Brit.Pol. & govt —Period. 2 Gt. Brit 


Pol. & govt. —1Tl¢e- 
& Addison, Joseph, 1672-1. 19. 


1 
1887 
35 4688 


Library of Congress DAFT 1720 


Free hospital for women, Brookline, 
Mass. 
see 


Brookline, Mass. 
women. 


Free hospital for 


Free Italian church 
see 


Evangelical church of Italy. 


’s aid association of the 
a ay - children’s 
Calendar. 
Honolulu, 19 
v. plates. 179. 
Issued by the Publication committee. 


1. Bint ~Sodetn. 2 Children—Charities, protection, ete— 
Hawaiian | 


ca 12-809 Unrev'd 


Library of Congress LB14@.H3F7 


(Pree kindergarten association of Columbus, Ge.) 


Souvenir cook book of the F. K. A. of Columbus, Geor- 


gia ... Columbus, Ga., T. Gilbert, printer, 1902. 
201,09. IN 
Blank pages of memoranda inserted 


1. Cookery, American 
ca 10-2216 Unrev'd 


Library of Congress TX715.Fas2 


CATALOG OF PRINTED CARDS 


Free lance, A-, pseud. 
see 


Coste, Frank Hill Perry. 


Free lance, Fredericksburg, Va. 
The Free lance - Star Matertnnt , ope Fy 
rtraying the glorious past ‘uture possibilities o 
redericksburg, Virginia; ed. and comp. by Albert E 
Walker. F erickaburg, Va., Free 4 Sear publish - 
ing company (1907) 
op iw “# 
On cover: Supplement to the Free lance-Star 


1 gy v3 
Albert E., comp 


Library of Congress 
— — ~—Copy2 


1. The Star, Fredericksburg, Va «1 Walker, 
a 4m) 
F2M PPR 
(Copyright 1908 A 196370) 
2Rd1, 


Free lending library of the Union 
for Christian work, Brooklyn 


Brooklyn. Free lending library, etc. 


Free library movement. ( Australia) 

Constitution of Soy ey gran, eieo et introduc- 
tory note. Sydney |W. J. Stead & sons, printers, 1935 

2p 6212" 


1. Library extension — Australia. 
Library of Congress 7370 FSS 
iy eT 


Free library movement (Australia) 
Ceaination of Go Dee Hinusy movement, oi om tear, 
note and « model branch constitution. %d ed. Syd- 

ney ,Waite & Bull, printers, 1936. 


Wp i177”. 


1 Library extension—Aastralie 
37-1243 
Library of Congress mers 


Free library movement ( Australia) 
Free public libraries. Sydney, The Free public library 
movement, 1986. 


1, a) p 2. 
1 Lébrarien = t. ‘Title. 
8T-TH2 
Library of Congress 086 
— —— Ospy 2 2) ont 4 
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Free 


Free library of —— 
mm) _Mbraries whose names begin 
ibtie brary” or “Free 


7 with the phrase “Free Ui 
by thie catalog under name 


ite ieewey™ are entered 

of place, ¢. g. Free Ubrary of Phile- 
ie entered under 

Philadelphia. Free library. 


ete, ete. 


Library of Congress (281, 


Free library of the General society 
of mechanics and tradesmen of the 
city of New York 


General society of mechanics and trades- 
men of the city of New York. Litrary. 


Free lot publicity bureau of the United States. 
Exposure of the free lot (real estate) system. Detroit, 
Mich., Free lot publicity bureau of the U nited States, 1928. 
Tp 199° 


Real estate business. 2 Swindlers and swindling 1 Title. 
2313311 
Library of Congress HDIST3. FT 
—— ———— Cagy 2. 
Copyright A 118805 2 


A free man 


A brief and impartial history of 
the life and actions of Andrew 
Jackson..- 1831 


Snelling, William Joseph, 1604-1846. 


The Free man. A monthly Filosopy of hea to the 
study of new thought, the phi of health and 
the science of life. ord by Chas. W ‘. . Vi tH§; 
June 1897-Aug. 1901. eager, + “¢. W. Close, 
1897-1901. 

Sv. ta Ry. 
Merged into “ Mind.” 


Library of Congres, no. 


Free masonry: a . Ip three cantos. Accompa- 
nied with notes, illustrative of the history, policy, prinei- 
ples, of the masonic institution; the coinci- 
dence of its spirit and design with ancient Jesuitism . 

By a citizen of Massachusetts. Leicester (Mass. 8. A 

hittemore, 1 

viii, M216» 19° 


1 Antimasome party. 2 Freemasons 
Sen 


Library of Congress HSSZ7.Pas 








mago! Unparalleled sufferings of John Cous- 
tos To the edition is added, a selection of masonic 
songs, and a complete list of lodges, foreagn and domestic. 
New-York, Printed by Jacob 8. Mott, for Charles Smith, 


1 

2 lL. ii, tv, Bp plates. 165°. 

Prabably a reprint of the English ed, edited by J Sketchley. Birming- 
ham, 17) of Bri logue 


it mus. Catal 
\ correct list of domestic lodges will, as soon as possible, be printed 
separately and delivered to the subscribers of this work gratis."—p. 22. 
Contents —The history of the sufferings of in Coustos, in the in- 
rigin of the inquisition, and its 
pope's bull, published 





quisition at Lishon rwritten by hieself 
estat lishmen: various countries —Copy o! 
A choice collection of masome songs — List of 


against F mason 
foreign lodges, with their F 
1 Freemasons 2 Free masons— Songs and music 3 —_ 
sition 4 Freemasons and Catholic church. 1. Coustos, J 
n Sketchley, J 
Library of Congress S400 COAS 17-2111 


Free Methodist church. 
Doctrines and discipline of the Free Methodist church 
Chicago, Ill, Free Methodist publishing house, 1903. 


vi Mp. 1 


Lee 


Library of Congres, na. Copy ngbt. 


Free Methédist church 


Doctrines and discipline of the Free Methodist church 
Chicago, Dl., Free Methodist publishing house, 1907. 


vii, 7B. 18™. 


Library of Congress (Copyright 1908 A 197851) 
Free Methodist church. 
Doctrines and discipline of the Free Methodist church 
Chicago, Ill., Free Methodist publishing house, 1911. 
vi, Mp 1IS™ we 


Library of Congress 
Copyright A 2913 


Free Methodist church. 


Doctrines and discipline of the Free Methodist church 
Chicago, Ill, Free Methodist publishing house, 1915. 
viii, 3p 1S. 40 


15-18740 
Library of Congress 


Copyright A 411400 


Free Methodist church 
Doctrines and discipline of the Free Methodist charch 
Chicago, IIl., Free Methodist podlishing house, 1923. 
ix, 37 p. 1S* 


231319 
Library of Congress BX#&IRAS 1923 


Copyright A 790R3 2, 


LIBRARY OF CONGRESS 


Free Methodist church. 

Doctrines and discipline of the Free Methodist church 
Chicago, Ill, Free Methodist publishing house, 1931 

ix, 357 (4 €. 363) p, 18" 

Extra numbered pages inserted 





— 31-2878 
Library of Congress BXs418.43 1981 

_ Copy 2 

Copyright A 42144 2 aTe 


Free Methodist church. 
Genera! conference daily. 


Greenville, Dl., 8. K. J. Chesbro, 
. we 


Editor W B Olmstead 


ca 7-73 Unrev'd 


Library of Congress 


Free Methodist church. General conference. 


Free Methodist hymnal, published by authority of the 
Free Methodist church of North America ... hicago, 
Ill, The Free Methodist publishing house (1915, 

3p. 1, win, Wp 18™. $100 

Without music 

1. Tithe 

15-1865 

Library of Congress 

Copyright A 391278 


Free museum of science and art of the 
University of Pennsylvania 


Pennsylvania. 
museum. 


University. University 


Free Negroism : or, Results of emancipation in the North 
and the West India islands; with statistics of the decay of 
commerce, idleness of the Negro, his return to savageism, and 
the effect of emancipation upon the farming, mechanical and 
laboring clases. New York, Van Evrie, Horton & co., 1862. 
2° 


cover-tithe, 32 p (Antl«bolition tracts, no 2) 


1. Slavery in the 1 &.. Controversin! literature -1862. 2. Slavery 
lm the West Indies. 3. Sluvery to the U 5. —Emmacipation. 
1114010 
Library of Congress FA4o FRO 
a38b 1, 


... Pree negroism; or, Results of emancipation in the 
North and the West India Islands, with statistics of the 
decay of commerce—idieness of the negro—his return to 
savageism, and the effect of emancipation upon the farm- 
ing, mechanica! and laboring classes. 2d ed., rev. and 
on New York, Van Evrie, Horton & co., 1863. 


329. 23™ (Anti-sbolition tracts, a0. 2) 


U. S—Controversial literature—1862. 2. Slavery ia 
Slavery in the U. S.—Emancipation. 


12-20625 


EA FBSS 
276 


Library of Congress 





Pree negroism; or, Results of emancipation in the 
North, and the West India Islands. With statistics of 
the decay of commerce— idleness of the negro—his returao 
to savageism, and the effect of emancipation upon the 
farming, mechanical and febertag classes. jy TeV. 
anden!. New York, Van Evrie, Horton & company, 1866. be 

Dp. 24” (Anti-abolition tracts, no. 2) 
Ist edition New York, 1862 * 


1. Slavery in the U. S—Emancipation. 2 Slavery in the West Indies. 


12.2986 
orl, 


Library of Congress EIS2AGQ2 20.2 





Free pictorial map of the Philippine exposition World's L 
fair St. Louis, 1904 St. Louis? 1 


folder (12 p) 1528 


1. St. Lowis Louisiana purchase exposition, 1906 


ca $2428 Unrev'd j 
Library of Congress 


Free Poland; a semi-monthly. The truth about Poland 
and her people. v. 1- 
Sept. 1, 1914- 
(Chicago, Ill, The Polish national council ef America, 
1914- 


a 


v. ius. 


1. Polish question 1. Polish national council of America 


17-18243 


Library of Congress DK41.F7 | 


The Free press (New York) 
see 
The New York free press. 


ca 17-14 Unrev'd 
Library of Congress 


The Free press and diplomat'c review : journal of the foreign 
affairs committees. (Ed. by David Urquhart, 
;London, 18 66. 
Weekiy, 18 
1858 May 1966. 
Continued as the Diplomatic review 
DLDS 


Mar. 1858; biweekly, Apr-May 1858; monthly, June 


—— Supplement. no. 1-19; Sept. 27, 1856-Apr. 1966. 
rl ) 1856-66 
no, BI” (in the Diplomatic review, book 7) 


Contioued as the Diplomatic serials. 


Europe--Hist.— Period. 3. Interna- 


a) law and reiations— Period. 4. Gt. Brit.—Pol. & gort— 
jod. 5. Gt. Brit. —Pol. & govt — 1887-1901 1 Urquhart, 
David, 1805-1877, ed. ya42b1, ca 806-7 Unrev'd 
Abrary of Congress DLDS book 7 
Free preas defense league, 


War in Mexicot Why! Secret history. Plot exposed in 
petition to the President of the United States of Americs. 
Issued with preface by “Verax” ... Washington, D. C., Pro- 
gressive publishing company ,1 

3p. 11 2. 

Signed (p 18): The Free press Glibert O. Nations, 
president 





61, 

defense league, by 
vice and director of ite United States capital boreas. 
1 Tithe. 


1. Catholic church in Mexico. 


Library of Congress rizr 





a eee 





Free public library, art-gallery, and museum, in the city of 
Providence. R. I. Providence. Hammond, Angell & co. 
printers, 1871 


ap me 


Keport of 4 committer euthoriged to issue “a statement of what hae 


siready teen accomplished, including the preliminary publication of « 
gevere! pian the Act of incorporation and the course of ection pro 
posed for the future Zachariad Allen chairman 


1. Providence. Public library 1. Allen, Zachariah, 1706-1882 


4 32-667 Unrev a 


Library of Congress 7733 PUTA ORT 47452 


Free public library of —— 


All brertes whose names Legit with the phrase “Pree public 
Worery”, “Free library” or — library” are entered in this 
catalog under name of place, «9. FEEY PUULIC Line NEY OF SW 
ak, 


is entered under 


Newark, N. J. Free public library. 


Library of Congress Sibi, 


Free religious association, Hoston. 

Free religion. Report of addresses at a meeting held in Bos- 
ton, May 38, 1867, to consider the conditions, wanta, and pros- 
pects of free religion in America. be ede 
tion of the Free religious 
Adams & co. ,1867, 





Sp we. 
1 Title. 
38-83112 
Library of Congress BR2L Fes 
—- — Cony 2 2 


Free religious association, Boston. 

Freedom and fellowship in religion. A collection of essays 
and addresses, edited by a committee of the Free religious asso- 
Boston, Roberts brothers, 1875. 


ConTents <.. the religious outlook — The nature of rell- 
ualty and ag ny ! of the religious Ideas, 
Freedom in religion, by Samuel Joboson —Rellt- 
e and sctence. 4 John Weiss —Christianity and its definitions, by 
pO Potter - ~~ of Christianity and free religion, by F gE 

~ The sou! by and 


poy ae Ty hg eg Chadwick — The word philanthropy, by 
T. W. Higginson — Religion as social force, by E. D Cheney — Voices from 
the free platform 
1. Religion— Addresses, essays, lectures, 2 Unitartanism— Addresses, 
emmays. lectures 1. Title. 
3B OMe 


Library of Congress 








BR21 FS 


2 


Free religious association. 
Souvenir festival hymns. Boston, Free religious asso- 
ciation, 1 


@>p 6 
sr SAI 
1. Hymns, English. 1. Title. 
4 30608 
Library of Congress BVI99.F7A3 
Reference card 
Free religious index ... 
see 
The Index. A weekly paper. 
Sse 


Library of Congres 


CATALOG OF PRINTED CARDS 


The Free religious society 
see 


South rlace ethical society, London. 


Free remarks on the spirit of the federal Constitution, 
the practice of the federal government, and the obliga 
tions of the Union, res ss La > ee of slavery 
from the territories a Philadel- 
phian. Philadelphia, A. Finley, 1 1819. 

16 p 2. 

Robert Walsh, supposed author 


rage Oe U. 8— San S— Extension to the territories 


ot 8. 1. Welch, Reb- 


Library of Congress E446 FES 


oman Gut (Slavery pamphlets, y. 7, 20. 
The Free review ; a monthly magazine 
wee 


The University magazine and free review ; a monthly magazine 


Tiheary of Congres 2 


. Pree Russia, the organ of the named of State of 

"Russian freedom”. (American ed. 

June/July 1894. New York and Foods rete. is 94. 
v. 2a = monthly. 

Edmund Noble, editor 

Ceased publication with July 184 


Pol Sore om 
freedom 


1. Russia Noble, Edm Society 
of ‘ends of Russian . ndeedin 


ca 7—199 Unrev'd 


Library of Congress DK1.F7 


Free-echool society of New York 
see 


Public school society of New York. 


Free sewing machine co., Chicago. 

The Free family sewing machine ; valuable information 
on the oi me age and details of sewing machine construe- 
tion. Chicago, Free sewing machine co. ("1908 


168 p. col. front, illus. 19)" 


1. Sewing-machines. 
8 21051 
Library of Congress 


Copyright A 212091 


T)1S19 FS 
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Free 
Pree silver Republicans of Kanses. Stale «rutin! commet 
bee 
An address to the Republicans of Kansas. Topeka, 
wen 
Swened by K W Terner ana other 
1 Silver questo Torner ROW 


caD iS Cores 4 


Library of Congress H1G.SS0 FxS 


Free society; a periodical of anarchist thought, work, and 
literature. 


San Francisco ,Free society publishing co. ; ete., ete., 18 
’ aT? weekly 


Subtitie varies. 
Publication suspended Dec 30, 1900-Jan 27. 1901 


1. Anarchism and enarchists— Period 


ca 82825 Unrev'd 
HNX*21 Fe 


Tb 


Library of Congress 


Free society of traders in Pennsylvania. 

The articles, settlement, and offices of the Free society of 
traders in Pennsilvania: agreed upon by divers merchants and 
others for the better improvement and government of trade 
in that province. London, B. Clark, 1682 

16 p 2" 

Preface signed by Nicolas More, James Claypoole, and Philip For! 


1. Pennsylvania—Comm 1 More, Nicholas. 
6—17315 
Library of Congress HP3025 FSG 


wa3idl, 341 O87 4s 


Free soil association of the District of Columbia. 

Address of the Free soil association of the District of 
Columbia to the people of the United States; together 
with a memorial to Congress, of 1060 inhabitants of the 
District of Columbia, praying for the gradual abolition 
of slavery. Washington, Buell & Blanchard, printers, 
1849. 

bp ™m 





1. Sia in the U 


om | geaamane literature—1849 2. Slavery in 
the U. S— 


strict of Colum! 
11-15364 
nt, 


Library of Coneress E445 DAR 


Free-soil party. Massachusetts. 

A few facts and reasons why * convention should be called 
to revise the constitution. Pub. under the direction of the 
Free Democratic state committee. Boston, White and Potter, 
printers to the state, 1852. 


24 p. incl tables 234". 


1 sone © and political divisione—Massachusetts. 2 Macea- 
‘Constita 


ca 10—6168 Unrev'd 
3K3168.F8 
e851, 


ebuset 


Library of Congress 


Free-soi] party. Massachusetts. 


Reunion of the Free-soilers of 1m, at Downer landing, 
Hingham, Mass., August 9, 1877... Boston, A. J. Wright, 
printer, 1877. 


L. Free-soil party. 


Library of Congress JK23%6.A7 1877 








Free 


Free-soil party. Massachusetts. 
Reunion of the Free soilers of 1846-1852, the Parker 
house, Massachusetts, June 28, 1688. © dg 


LIBRARY OF CONGRESS 


Pree summer excursion society of Baltimore city 
a A nnual report. 





Boston, 
(Mass. J. Wilson and son, 1888. 
3.1, Ost p 2". 


JKZG36.A6R4 1888 
a83b1, 


Library of Congress 
—- —— Copy? 


Free-soil party. National convention, Buffalo, 1848. 
Oliver Dyer's nographic report of the poomalings 
of the National Free soil convention at Buffalo, N. Y. Au- 
gust 9th and 10th, 1 1848 ... Buffalo, G. H. Derby & co.; 
New-York, Andrews & Boyle; rete., ete., 1848, 


Rp 2m 


t. Dyer, Oliver, 1824-1907, reporter. 


Library of Congress JK2336.A3S 


Free speech. Popular government. Remarks of Wea- 
ver, Stevenson, Lowe, Turner, Myers, and others, on 
the non-democratie character of the new rules, deliv- 
ered in the House, February 25 and 28, 1880, and 
speech of Hon. William M. Lowe, on Wood's funding 
bill, with numerous and valuable references. Deliv- 
ered in the House, April 3, 1880. Washington, D. C. 
R. Hi. Darby, printer, 1880, 


2p 2 


U.S. Congress. House ay and practice. 2. Debts, Public—U. 5S. 
' im Willam Manning, 1842-1 


224649 
Library of Congress JKI436 1880 
2, 
Free speech league, New York. 
on 6 Om oe inst the passage of 


Senate bill, no. 1790, Amey il mo 60, New York bagi 
lature, 1911, which fa gh of dy 4 

and intelligence, prepared Theodore Schroeder 

vortien York ci city, Free speech league, 1911. 


ap ae. 
1. y oom (State) Legislature. oo | ry 1790. rr 
Legisiature. Assembiy. Bill no. 
bron. <. venereal Gisssees. 1 Behroeder, Theodore Albert, 
o 
ms 11s 
Library of Congress ‘2067 Fess 
—— ~~ Copy 2. (281, 
Free state parliamentary com, 
Dublin eed Cork, The Telbes pros iimited 
. o-. 
‘Tithe, varies ; The Otreachtas companion and Seorstat 
=—" Free state companioa. 
Editor: wii. 
1. Irtab free state—Registera. 1 Flynn, W. J, od 
ca 84—1429 Unrev'a 
Library of Congress b1, Maa 


Pree suffrage, pseud. 
The constitution shown to be consistent with a new 
— ~ Free suffrage. (Lexington! Ky., 18161, 


gh vy rage Kentcey vacated by the enh 
ings sepsouer ae of Kentucky, vacated by the death of 


1, Kentucky—Pol & govt—1792-1865. 2 Slaughter, Gabriel, 1767-1830. 
3. Kentucky. Canstitution | re 


23-6002 
ibi, 
J\S325.1816.77 


Litrary of Congress 


e @ 


Report year ends im May 
Title varies 18 The Fi 
more city. Report of the 
certuhcate of Te re 
is 


ree summer excurson society of Balti- 
|, by-laws, rules and regulations, 


Tee summer excursion sonety of Baltimore city. 
Annual report, with by-laws, rules and regulations, @c, ec. 

1. Baltimore—Charities 2 Fresh air charity—Baltimore 

ca S713 Unrev'd 


Library of Congress HV938 B2F8 


Free summer 
Baltimore 
Report of 


excursion society of 
City 

the president 

see its 


\nnual report. 


Free synagogue pulpit. Sermons and addresses by Stephen 
v. 1l- 


S. Wise. 
Jan. 1908- 
New York, Bloch publishing company, 1908- 
v. 189°. monthly 
1. Wise, Stephen Samuel, 1872 ed 
10-2405 
Library of Congress BMT3.FT 
(a3tel, 


The free text book question, addresses delivered before 
the Illinois state teachers association at Springfield, 
mber 30, 1896, by Prof. David Felmley ... Mr. Jo- 


seph W. Errant ... Prof. Edmund J. James... Spring- 
field? 18961, 
2. ih p 27 
. 7- . 
me Son books jee David. 185) tt Errant, Joseph W. 
E 10-492 
Library, U. S. Bur. of Education LB2851 F87 
s2Sd1) 
The Free-thinker no. 1-159; Mar. 24, 1718-Sept. 28, 1719. 
London, 1722-23. 


Sv. 2277. semiweekiy. 
A collection of essays by Dr. Boulter, Richard West, Dr. Gllbert Bur- 
and Ambrose Philips. 


net. Henry Stephens, 
No more 


7—15882 


ee! 
i 


the boat Gikert Dareat, ¢ the een Henry 
Stephens, Ambrose ps 

ce BO. 1-180; Mar. 24, ine Se 98, 1719. 

don, Printed for J. Brindley ,etc., 1789. 

Sv. 169". somiweokiy. 


LiF 


Day, 


The Free-thinker’s information for the people no. I- 
48/49. London, J. Watson ; ,etc., ete. 184-1, 
201,34 p ies 219". weekly. 
Caption title Free thinkers’ information for the people 
No more published? 
1 Free thought — Period . 
Library of Congress BL2T00 Fes 
rt a 
The Free thought magazine; hospitable to all truth and 
devoted to the exposing of ancient error by the light of 
modern science wa criticism, v. -21; 
Oct, 1903. 
Buffalo, H. L. Green; jete., ete.) 18 ~1903. 


Freethinkers’ magazine. 


1804, The 

Jan. 1895-Oct. 1903, The Free ti magaune. 
Edhot joni Le bre 
Published in irom 1804 to 1903 


lidatnon of 
—~pR 2a’ t. review, a conso! of the Free thought 


1. Free thought—Period. 1. Green, Horace L., ed. m. The Free- 


ca 20-356 Unrev'd 


Library of Congress BL2700.F7 


2 


Free thoughts in defence of a future 
state 


Robert. 


wa thoughts on free trade ... London, J. Olivier, 


Zhe am 


1. Tarif—Ge Brit. 2 Free trade and protection—Protection. 
-1SiZ7 
Library of Congress 


reflections on the ~~ GFF 4 4 
the blood-royal of a by the late intrigue 
between His Royal the Duke of Cumberland, and 
Henrietta, wife of the Honourable Richard 


the cause, depending i Lord 
(Continued on next card) 
BO S454 
a 


Henrietta Richard 
Grosvenor, ist cari, 1781-1802. 4 Aéultery—Gt Brit 6 Divorce—Ot 
Brit « A civilian 
BS 34534 
Library of Congress HQeoa rT 
a 














The Free trade advocate, and journal of political economy. 
Devoted to the advancement of the science er) political econ- 
omy . Ed. by Condy Raguet. v. 1-2; Jan. 3-Nov. 28, 
1829. Philadelphia, 1829. 
2y. 2. weekly. 
Succeeded by the Banner of the constitution 


1. Raguet, Condy, 1784-1842, ed. 


HFITS#OFS 
(Sie, 


Library of Congress 


Free trade almanac. 


Boston, American free trade league 
v. Bm 


Edntor Hazard Stevens 


n—Free trade 2 U S—Commercial policy 


1 Free trade and protecti 
even 1918, ed. 


Hazard, 1842 American free trade league 
ca 6-883 Unrev'd 
Library of Congress HF17S6 A2 
el 


Free trade and sailors’ rights. American glory. The vic- 
tories of Hull, Jones, Decatur, Bainbridge; as detailed in their 
official letters and the letters of other officers. Together with 
a collection of the public testimonials of respect ; and the songs 
and odes written in celebration of those events. Illustrated 
with engravings of the actions. Philadelphia, Pub. by the 
preprietor, D. Heartt, printer, 1813. 


Shp. pl 219. 
1 U. 8.—Hist —War of 1812— Naval operations. 
217688 
Library of Congress F360. F85 
oo! 


Free trade and the English farmer. By one of his friends. 
London, New York ,etc., Cassell and company, limited, 1903. 

Mp 4" 

Cobden club stamp on t -p. 


1. Free trade and “yop trade. 2 Tarif!—Ot. Brit. 3. Agri- 
cultore—Gt. Brit. & Cobden club. 
2488" 
Library of Congress HF2001.F8 
13801, 
Free trade broadside. v. 1, v. 2, no. 1-7; Apr. 1905- 
oe. 1909. Boston, American free trade lage, 1905- 
2v.int. es 3. quarterly 


W. L. Garrison, editor, Jan. 1907-Oct. 1909. 
No more published. 


1 Free trade and protection—Free trade—Period 2 Tariff—U. S— 


Period. 1. Garrison, William Lioyd, 1838-1909, ed. 
11-27361 


Library of Congress HF1790.F7 


Free trade conference, 
1920 


see 


International free trade conference, 
London, 1920, 


CATALOG OF PRINTED CARDS 


Pree trade convention, Philadelphia, 1831. 


Address of the Free trade convention, to the le of 
the United States. Held in Philadelphia, , 1831. 
(Washington City, J. Heart, printer, 18311, 

tp mm. 

1 Tarifl—U. S. 2 Pree trade and protection—Free trade. 

6430007 


Library of Congress HFI7S4.F76 
Free trade convention, /’hiladelphia, 1831. 


M i of the PP d by ithe “Free trade 
” held at Philadelphia, in S Care 








1831, to prepare and present « memorial to 

strating against the existing tariff of duties, with an coentie. 
New York, W. A. Mercein, printer, 1832. 

Sp 2. 

No. 2 ja @ volume lettered Pampbiets on, political economy, 11 

1. Tarif!—U. 8. 2. Pree trade and protection—Free trade. 





ca 17 —485 Vnrev'a 
Library of Congress H3O.P2 vol i 
— Copy 2. Mie cellaneous pamphlets, +. 647, no, 7, 
ACWOLMS vol. 47 
40b1, 


The Free trade investment association, London. 





[Prospectus. 
18--] 


London, J. Gadsby, printer, 
cn 
5 p. 224 ° 


ca 9-1239 Unrev'd 


Library of Congress #G3000.Z6L5° 
Free trade union, London. 
. The A BC fiscal handbook. (2d and enl. ed., Lon- 


don, The Free trade union, 1910. 
272 p incl. tables. 214° 


1 Gt. Brit—Comm. 2 Tarifl—Gt Bri 3. Free trade and protection— 
Free trade 
1a 
Library of Congress HF246 F7S 
Free trade union, London. 
... The foreign trade of the United Kingdom. Official 
statistics London, Pub. by the Free trade union, 1910. 
Ui p inet tables. 2147. 
1. Gt. Brit —Comm. 
11-1584 


Library of Congress HF3S01 F8 


International Pree trade union, London 


Handbook of the tariff question. November, 1903. 
London, Free trade union (1903 
117, ch p. incl. diagrs. 214°" 
On cover: 24 and rev. edition 
1. Free trade and protection—Free trade. 2. Tariff—Gt Brit 
523020 


HF2046.F8 
279 


Library of Congress 


Free trade union, London. 


Handbook to the tariff question. 
Free trade union, 1908. 


206 p. incl. tables. 21)™ 
On cover: 4th and rev. ed. 


London, Pub. by the 


1. Free trade and protection—Free trade. 2. Tariff—Ct. Brit 


837670 


Library of Congress HF246 Fas 


Free trade versus protection: being a series of pape:- 
illustrative of what protection has done for ‘the 
United States of America’’ and for *‘ Russia,"’ and of 
what free trade has done for ‘‘Switzerland.”’ Re- 
orinted from ‘‘the Argus."’ Melbourne, Printed by 

jilson & Mackinnon, 1864 


Ip tip 2 


1. Free trade and protection—Free trade. 2 Tanifl—U. S 


© 149041 


Library of Congress HP 2485 FS 


The Pree trader. Ed. by Sidney Smith, &. &. no. 1-12; 
Feb. 5~Apr. 23, 1842. (London, H. H. Chambers, 1842. 
@p illus Me™ weekly 


1. Free trade and protection — Free trade 2 Corn laws—Gt Brit. 
1. Smith, Sidney, ed. 


7-127\8 

Library of Congress HFM“ PS 
= ay sbousien, v. 1, Dee. 1907-Uet. 1908; new ser. 

ae m, m1907- 

v 214-0" 

Bimonthly, Dec 1907-Cict. 1908; monthly, Dee, 190 

ol | was wt » a Jowt Inerature bd of the Colden club 
and the Free trade 


1. Tariff—Gt. Brit. 2 Free trade and protection—Free trade 1. Cob 
den club. 1. Free trade union, London. 
922681 (rev. 20) 
Library of Congress HF 2040 F8 
yr 20e2, 


The Free-trader ... v.1 
June 1867 
New York, J. Sarrell, printer, 1867 
v. M™. monthly 
June 1867-May ey tte League 
The Fi 


Title votes: 
June bie Be mg 
Editor 4 t Pell. 


Organ of t. _ frees onde league. 


2 Free trade and protection—Free trade. 
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man ... and Exward C. Johnson Washington, Govt. print 
off. 1909 


46 p ioctl tables, 2 dingr, er pl 2m (U.S Boreas of plaot 
intnstry, Bolletin 192) 


At bead of title: U.S Department of agricultore. Bureau of plant 
industry 


i). Leoer smut of barley, 2. Sopp cnet of ahaa, 1,2 Usttlaginese 
Jobowe oa can jotat a 
‘ _ | eos 


= be ee 162 


rib?) (@33.08178) 


Freeman, Edward Monroe, 1875 
Minnesota plant diseases, by E. M. Freeman, ru.o.... Saint 
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vi, 214 p. wut pl. (incl. froot.) 187°. (The open country books — 
mo. 2) 


1 Vegetable gardening. 1 Tithe. 


m2 2087 
Livrary of Congress 98321 Fee 
— —— Copy? 
Copyright 4 Gb0z13 (32m2, 
Freeman, Ellen. 

Manual! of the French verb. Sestes its com; for- 
mation. [Designed to accompan ery Fi course. 
By Ellen Freeman. Cincinnati, ‘Clarke & co., 1880. 

Vp uw. 


1 French language—Verb—Tabies, lists, ete. 


Litre . of Congress 
© imo: 1690 


PC2197.F7 


Conquering sy | analysis 
of in war, fascism, and ‘ulin, by Ellis Freeman 
oe “New York, The V: Vanguard press, 1940. 

6p... 5-856p. my". 

Bibliographical references in “Notes” (p 837-843) 


1. Propaganda. 2 Fascism. 3. Social paychology. 1 Tithe. 
(Pull name: Abram Ellis Freem.:, 





40-6118 
Library of Congress M268. F7 
-— Copy 2. 
Copyright A 188051 (18, 901.1523 


Freeman, Ellia, 1896— 


Principles of general a ol by Ellis Freeman. New 
York, H. Holt and company ,°1939 


xii, (1), S30 us, dlagra 2 
“Supplewentary reading” at end of each chapter 


1. Paychotogy 1 Tithe 
(Pull meme: Abram Ellis Freeman, 


Se S107 


Library of Congress BPISL PTS 


ie, (150.0) 150 


Freeman, Ellia, 1496— 


Social psychology, by Ellis Freeman . 


New York, H. Holt 
and company ,*1936, 


1, Wp 2 
1 Soctal paycholegy. 
Pell nome Abram Bilis Freeman, 
3812070 
Library of Congress 4HMSLFT 
#141, wis 


2p lw ap 
L 
Hywas, Engin 
Library of Osngrem Bvear 
a ae) 








43.7 
- > 


sto 


ete. 


Co 








Freeman, Ethel Hale. 

A dramatization of Monsieur Beaucaire, by Ethel Hale Free 
man, made from Booth Tarkington's popular novel Baston, 
W. H. Baker & co., 1916. 
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D. C., Society for research in child development, National re- 
search council, 1937. 


si, 116 p tables. Giagre 2". ( Monographs of the Society for re 
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At head of tithe Commonwealth of Kentucky 


Lithoprinted 
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Freeman, Louise Barton, 1)0- 
A sample study of the Devonian of western Kentucky, by 
Louise Barton Freeman Lexington, Ky. ,19391, 


ae 27 p. inet. tab. 8 Gop 227". (Kentucky. Dept. of 
neg and minerals. Geological division Series wri, bulletin rv) 


At head of title by oy of Kentucky jena OY Oona of mines and 
Lexingtoo, Ky, 


minerals, 
DJ Le pte in conperation ems oS 
ctation, Letington, Ky 


1. Geology, Stratigraphic Devonian. 2 — Keotucky 
1 Kentucky of! aod gas association, Lexington ithe. 
G8 2-82 
U. 8 Geol survey. Library 
for Library of Congress 2 
a see Amen 
| of the by L. J. Freeman, m. a. 





New 4-3 The Macmillan company; London, Macmillan & 
co., Itd., 1901. 


vill, 212 p. front. plates, 23)”. 
“Genera! bibliography” | p. 201-212. 


1 Seulpture—italy. 2 Sculpture, Renaissance. 1. Tithe 
1— 27086 
Library of Congress NBOIS.FS 
Copyright A 21515 4002, 


Freeman, Lucy Jane. 


Masterpicees of sculpture: their treatment of —_- 
tural themes, by L. J. Freeman Central Falls, R 
L. J. Freeman 1906; 


xvit pl. (imel. front.) 


74x 


a? Lu? p (Half-title: Key book, 


“Reading list”: p. (190-108 


1 Sculpture 


- 716505 
Library of Congress NBIMOFS 


Copyright A 168047 sz 


April fantasy; the poems 
duction by Louise Ward Watkins; illustrations by Dorothy 
Smith Sides. Santa Ana, Calif., The Fine arts press, 1988. 

5p L, @ p Incl. front. (port) Mus (1col) 24)”. 


Library of Congress PSSS11.R4S76AS 1988 


Freeman, Marilla Waite. 

Library administration on an income of $1000 to 
$5000 a year. ee in plans and methods ; by | Ma- 
rilla Waite Freeman ... E Is and no 
by Samuel H. Ranck ... Reprinted from the Proceed- 
ft Kem aMege tom, Seca? Fat 

in, Portia: u A. L.A. 
ing board, 1905. ™ 7 


_ ee 10 p 26". (American library association. Reprint series 





1. Library administration, 1. Ranck, Samuel Haverstick, 1866- 


Library of Congress eel 
— —— Copy 2 


Freeman, Mark, pseud.? 

The downfal of bribery: or, The”honest men of Taun- 
ton. ‘A new ballad-opera of three acts. As it was lately 
perform’d by a company of pla ‘ers at a certain noted inn 

rsetshire. Mark Freeman, 


at Taunton in Some: ly of the 
said town, freebolder and grocer ... To which is added, 
i by way of epilogue ... S. Pike 
t 


Without the musi. 

1. Teunton, Eng. Tithe wu. Tithe: Homest men of Tounton. 
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Freeman, Martin 
Children. London, The Studio limited; New York, Wil- 
liam Edwin Rudge, 1931 

Ip b. 4 1h) p vit col mounted plates, 202 28".° (The Studio 
painting series 3) 
Colored plate mounted op cover 
Signed (p. 4) Martin Freeman 
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Freeman, Martin, 
Dog studies. London, The Studio limited; New York, 
William Edwin Ruclge. 1991 
7.17) pat mounted col, pl 20°. (The Srudio painting series. 6) 


‘ plate mounted oa cover 
Muned Martin Freeman 


1 Dogs— Pletures, Ulustrations. et t The Studio. u. Title 


A329 


Providence. Public library 


for Library of Co Nel 





Freeman, Martin, 
Figure studies. London, The Studio limited; New York, 
William Edwin Rudge, 1931 
1p. 1. 4. 18, p et col. pl mounted. 20223". (The Studio painting 
series. 1) 


Colored plate mounted on ce 
Introduction signed Martin Prorman 





1 Haman figure in art. 2 Women in literature and art. 3. Node in 
art The Studio. n. Title. 
Axl 
Providence Public library 
for Library of Congress NDI200.F8 
adel cid 


Freeman, Martin, 

Horse studies. London, The Studio limited; New York, 
William Edwin Rudge, 1931. 

7; p vttt mounted col. pl. 29". (The Studio painting series. 5) 





‘ mone g plate wounted op cover 
Sigued «p. 6) Martin Freeman. 


1. Horses — Pictures, Hustrations ete 1. The Studio u. Title. 
am 
Provideuce bin bvrary 
for Library or congress a3sel, 


| Freeman, Martin 
Laml-caye. Lomwlon, The Studio limited: New York, 
William Edwin Rudge. 1931 


1p 
peries 


1s » vit mounted col. pl 207° (The Studio painting 





Colored plate mounted on corer. 
Signed on p 4 Martin Freeman 


1 fandarope painting 1 The Studio. m Title 
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Providence Public library 
fur Library of Congress ated: 


Freeman, Martin 
Ship= and the sea. London, The Studio limited ; New 
York, William Fawin Rudge, 1951 
pl. 418 pe Sn col, mounted pl. 202 23°. The Studio patot 








ng werien 48 
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Signed Cf Martin Freeman 
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Freen.<n, Martin Joseph. 


New York, E. P. Dutton & co., inc. “1935, 


LIBRARY OF CONGRESS 


Freeman, Mary A. 
A word to moderate drinkers . 
man... (Eureka Springs, Ark., 1893. 


The case of the blind mouse, by Martin J. Freeman By Mary A. 


ap 1" 2p 7 

On t.p : A Dutton clue mystery. 

“First edition.” 

1 Title. 

35-8217 L. Temperance. 

Library of Congress PZ3 FSTORCos 10-4909 
ee Library of Congress HVS258. FS 
Copyright A 84164 & © a1: 16206 


Freeman, Martin Joseph. Freeman, \/rs. Mary Eleanor (Wilkins) 1852-1990. 
Murder by magic, by Martin Joseph Freeman New The adventures of Ann; stories of colonial times, by Mary E. 
York, E. P. Dutton & co., ine., 1982. Wilkins, from original documents and family traditions. Bos- 
ton, D. Lothrop and company ,°1886, 


28 p. 19)”. 
2 p tact front. plates, 20° 


On t-p. Dutton clue mystery. 
“Piret edition.” 


1. Tithe. 


32-22540 1. Title. 
Library of Congress PZ3 PSTeeMe 22 10844 Revised 
- ~ Copy 2. Library of Congress PZT PSTSAGd 
Copyright A 54631 5, (r42e2, 


¥teeman, \/rs. Mary Eleanor (Wilkins) 1852-1930. 

An alabaster box, by Mary E. Wilkins Freeman and Florence 
Morse Kingsley ; illustrated by Stockton Mulford. New York 
yete., D. Appleton and company, 1917. 

4p... 300,1p. front, plates 19°. 


Freeman, Martin Joseph. 

The murder of a midget, by Martin Joseph Freeman 
New York, E. P. Dutton & co., ine. ,“1931, 

2722p 2 

On t-p.: Dutton clue mystery 

“Tbird printing, May, 1931 


1 Title 1 Kingsley, Mra. Florence (Morse) 1859-1987, joint author. a. Tithe. 


31-1417T 
Library of Congress P23. FS798Ma 17-9848 Revised 
ane’ Library of Congress P73 PRBA) 
Copyright A 3Ts10 3 —_- 


Freeman, Mrs. Mary Eleanor (Wilkins) 1852-1930. 

The best stories of Mary E. Wilkins; selected and with an 
introduction by Henry Wysham Lanier. New York and Lon- 
don, Harper & brothers, 1987 


x, 2, 5p THY 


Freeman, Martin Joseph, 1599- 
The scarf on the scarecrow. New York, E. P. Dutton & 
co., mne., 1938, 
Sp a 
At bead of title: Martio J. Freeman. 
“First edition.” 


1 Title. 
38-11671 1. Lanier, Henry Wyshew, 187 - « Title 
oT So 
Library of Congress PZ3 FST06S< lAbrary of Congress PZ) FSBBe 
—- —— Copy 2 ~~ Copy 2 
Copyright A 117390 3 Copyright A 972085 37, 


Freeman, j/rs. Mary Eleanor (Wilkins) 1852-1930. 

The butterfly house, by Mary E. Wilkins Freeman ... with 
illustrations by Paul Julien Meylan. New York, Dodd, Mead 
and company, 1912. 

4p.1,22p. front, plates. 19)". 


Freeman, Martin Joseph, 1899- 
\ text of Shelley's Prometheus unbound by Martin 
Joseph Freeman. Chicago, TL. 1997 
Ip hw@p Me 
Part of thesia (eno) University of Chicago, 1984 


Phototithograph: 
Private etition, » Alstributed by the University of Chicago libraries.” 


1. Shelley. Perey Byashe, 1792-1822. Prometheus uobougd 





. Tide 
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tae wary of Congress PRHIGFT 164 
Vaiv. of € Liber Library of Congress PZ3 F88Bu 
Copy 2 het 821.77 «r42b2, 


Freeman, .\/rs. Mary Eleanor (Wilkins) 1852-1930. 


Freeman, Mary A. 
By the light of the soul; « novel, by Mary E. Wilkins Free- 


What is in the cup? By Mary A. Freeman (Eureka 


Springs, Ark.. ©1893, man illustrations by Harold M. Brett. New York and 


London, Harper & brothers, 1906. 
3p. 1, 407, 1, p. front, 7 pl 104°. 


overtitie, Sp 164% 


1. Temperance. 2. Liquors. 1 Tite. 
ca 10-4679 Uorevd 
Library of Congress HYS2e8 Fo Library of Congress P73. FSeBy 


Copyright 1691: 16206 138b1, rt2g2, 
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Freeman, \/re Mary Eleanor (Wilkins) 1852-1930. 
By the light of the soul; a novel, by Mary E. Wilkins Free- 


man illustrations by Harold M. Brett. New York and 
London, Harper & brothers, 1907 
47.1, 407, 4). froot,7 pl 109°. 
1, Tithe. 
71-5088 Revised 
Library of Congress PZ3. PSBBy 2 
ra2g2, 


Freeman, rs. Mary Eleanor (Wilkins) 1852-1930. 
Comfort Pease and her gold ring, by Mary E. Wilkins ... 
New-York, Chicago ,etc., F. H. Revell company, 1895. 
“Sp. front. 184°. 


. Tithe 


Library of Congress PZT FSTSC 


ir42d2, 


Freeman, Mrs. Mary Eleanor (Wilkins) 1852-1930. 
The copy-cat, & other stories, by Mary E. Wilkins Freeman 
New York and London, Harper & brothers, 1914. 
4pl, area front. plates. 10) 
bo par - ~~ The cock of Jobany-in-the 
Daniel > ute = Dani Be aister iter Selly tte iow 5 Rose —— 
t ly —- lees —The 
balking of Christopher. — Dear Annie 


t Tithe. 
14-16474 Revised 


P73. F88Co 
yr42c2, 


Library of Congress 


Freeman, \/rs. Mary Eleanor (Wilkins) 1852-1930. 

The debtor; a novel, by Mary E. Wilkins Freeman ... illus 
trations by W. D. Stevens. New York and London, Harper & 
brothers, 1905. 


4p.1, 52, \1,p froot, 7 pl 197 


+. Title. 
S-B4177 Revined 


PZ3.F88D 
ra2e2, 


library of Congress 


Freeman, \/rs. Mary Eleanor (Wilkins) 1852-1930. 
Decorative plaques. Designs by George F. Barnes. Poems 

by Mary FE. Wilkins. Boston, D. Lothrop and company ,1883, 
92, p. hus 18) x 18, 


1. Barnes, George F., lua, om. Tithe 
2B 208 Revised 


PSITIZD4 1888 
r42e2, 


Library of Congress 


Freeman, \/rs. Mary Eleanor (Wilkins) 1852-1930. 

“Doe.” Gordon, by Mary E. Wilkins-Freeman Toronto, 
McLeod & Allen; New York and London, The Authors and 
newspapers association ,*1906, 

Ip.t, S-82p. 14 


‘ 6 25689 Revised 


Library of Congress 
1r42e2, 


CATALOG OF PRINTED CARDS 


Freeman, Vrs. Mary Eleanor (Wilkins) 1862-1930. 
Edgewater people, by Mary F. Wilkins Freeman 
York and London, Harper & brothers ,“1918, 
4p 1,814, (1, p. front. 199°. 


Edgewater —The old man of the Seid —The voice 
of the clock.—Value received —The flowering bush —The outside of the 
house — lar —Sour sweetings Both cheeka—The soldier 


man — 
The ring with the green stone. he retreat to the goal.” 
. Tithe. 
1821528 
Library of Congress PIS FRBEG 
adibl, 


Freeman, \/rs. Mary Eleanor (Wilkins) 1852-1930. 
Evelina’s garden, by Mary E. Wilkins. New York and Lon- 
don, Harper & brothers, 1899. 


2p. 1, 120p. front. 164°. (Little books by famous writers, 
Appeared previously in the author's “Silence, and other stories.” 


1. Tithe, 


Library of Congress 


Freeman, 4/rs. Mary Eleanor (Wilkins) 1852-1930. 
The fair Lavinia, and others, by Mary FE. Wilkins Freeman 
New York and London, Harper & brothers, 1907. 
6p. 1, 3-807, 1p. front, 7 pl. 194”. 


Contents The fair Lavinia —Amarioa’s ty ey 
pink shawls —The willow ware — secret. —The gold. — anderling. 


1 Tithe 


T-SATTS Revised 


Library of Congress P73. Fear 


rida, 


Freeman, Vrs. Mary Eleanor (Wilkins) 1852-1930. 
Giles Corey, yeoman; a pes by Mary E. Wilkins ... 
York, Harper & brothers, 


Sp. i. &-108 p. front, Spi iy”. 
white series) 


New 


(On cover: Harper's black & 


1 Tithe. 
12-82514 Revised 


Library of Congress PSI7L2.05 198 
— —— Copy 2. «rd2c2, 


Freeman, \/rs. Mary Eleanor (Wilkins) 1852-1930. 
The givers; short stories, by Mary E. Wilkins Freeman . 
New York and London, Harper & brothers, 1904. 


3p 1,25, \1)p front, 7 pl 1949. 


Corrente —The givers —Lacy — Egiantina —J. a reign of 
Goll.—The chance of ‘Arasinta —The butterfly. - The last gift. a 
© Tithe. 
4+ 146802 Revised 
Library of Congress P73 S80 
sr42h2, 


Freeman, A/rs. Mary Eleanor (Wilkins) 1852-1930. 

The green door, by Mary E. Wilkins Freeman ; illustrated 
by Mary R. Bassett. New York, Moffat, Yard and company, 
1910. 

Sp.l,@p col. front. col. plates, 21*. 

Oraamenta) borders 


1 Tithe. 


Library of Congress 
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Freeman, rs. Mary Eleanor (Wilkins) 1852-1930. 

The heart's highway; a romance of Virginia in the seven- 
teenth century, by Mary E. Wilkins. New York, Doubleday, 
Page & co., 1900. 

Spl. 38p. frost,plets 2 


1, Tithe, 


P73 Fen 
ra2zi2, 


Library of Congress 


Freeman, \/rs. Mary Eleanor (Wilkins) 1852-1930. 

-. The home-coming of Jessica iby Mary E. Wilkins, 
An idyl of Central park ... (by Brander Matthews, The ro- 
mance of « soul iby Robert Grant, Springfield, O., New 
York ,efc., The Crowell & Kirkpatrick co., 1901 
1" 

“These stories and illustrations are 
the Woman's home companion” for Aug. 


Sp tiv 
from the .. tasues of 
. Nov, 1901 


1 Matthews, Brander, 1852-1029. m Grant, Robert, 1882-190. om 
Tithe + tv. Tithe: Ap idy! of Central park. + Title: The romance of « 
woul 

2 10B4 Rev set 
P73 FRR 


ir t2a2 


Library of Congress 


Freeman, rs. Mary Eleanor (Wilkins) 1852-1990. 

A humble romance, and other stories, by Mary B. Willing 
New York ete., Harper & brothers, 1887 

tv, 88. 179". 

Twenty eight short stories. 


1 Tite. 1-2478 Revised 


P73 Fase 
(ra2f2, 


Library of Ooagress 
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Freeman, A/rs. Mary Eleanor (Wilkins) 1852-1930. 

A humble romance, and other stories, by Mary E. Wilkins 
New York and London, Harper & brothers, 1899. 

tv, 86 p. 179 


1 Tithe 


Library of Congress P73. Fabia 4 


ren, 


Freeman, Vrs. Mary Eleanor (Wilkins) 1852-1930. 
In colonial times; the adventures of Ann, the bound girl 
of Samuel Wales, of Braintree, in the province of 7 . 


setts Bay, by Mary F. Wilkins Boston, Lothrop publishing 
company ,*1899, 
115 p. toct, 1 titus., plates froat. 19)* 


Conrents — In colonial times. —The squire's eixpence. 


1. U. 8. —Soe. life & cust —Colontal period. 1 Title. 
(0 2828 Revised 2 
Library of Congress Preset 
(r2y2, 


Freeman, |/r:. Mary Eleanor (Wilkins) 1852-1930. 

The Jamesons, by Mary E. Wilkins New York, Double- 
day & McClure company; Philadelphia, Curtis publishing 
company, 1899. 


2pL.IT7Tp. col. front. col. plates. 17)”. 


1 Tite 


brary of Congres 









Freeman, \/rs. Mary Eleanor (Wilkins) 1852-1930. 


Jane Field; « novel, by Mary E. Wilkins .. New York, 
Harper & brothers, 1893. 

Ip. L. pvt, 267 p front (pert.) plates 177". 

“os 6 40019 Revieed 

Library of Congress PUB FeiJe 


«r42i2, 


Freeman, rs. Mary Eleanor (Wilkins) 1852-1930. 

Jerome, s poor man; a novel, by Mary E. Wilkins... Illus- 
trated by A. I. Keller. New York and London, Harper & 
brothers, 1897. 


vip. 11,96» front, plates 17) 


1 Tithe. 
#15107 Revised 


Library of Congress PZ3 FBBJe 
«ra2a2, 81340 


Freeman, \/rs. Mary Eleanor (Wilkins) 1852-1930. 
Jerome, s poor man; novel, by Mary E. Wilkins ... illus- 
pa AE I. Keller. New York and London, Harper & 
brothers, 1898. 
vip. 11, 008p. froot, plates. 17)”. 
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Freeman, Mrs. Mary Eleanor (Wilkins) 1862 


The love of Parson Lord, and other stories, by Mary 
Copyright ed. Leipzig, B. Tauchnitz, 


E. Wilkins ... 
1900. 


bon 
Cowrants—The love of Parson 


A 11-1576 


Title from Univ. of Mich. Printed by L. C 
Freeman, \/rs. Mary Eleanor (Wilkins) 1852-1930. 
The Love of Parson Lord, and other stories, by Mary F. 
Wilkins ... New York and London, Harper & brothers, 1900. 
¥, (1), 282, (1) p. front. (port.) plates, 174°. 


Conrenrs. — The Love of Parson Lord. — The tree ¢ poten — 
Catherine Carr.—The three old sisters and the old beau One good time. 


t Tite. 
415448 Revised 
Library of Congress P73. FS8L 


r42k2, $13.49 


Freeman, 1/rs. Mary Eleanor (Wilkins) 1852-1930. 
New York, 


1 Tithe. 


Library of Congress PIs ras 
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287 p. 167. (Half-titie Collection of British authors. Tauchitz edi- 
vol. 3435) 


Lord. —The tree of knowledge — 
Catherine Carr —The three old sisters ard the old beau —One good time 
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Freeman, \/rs. Mary Eleanor (Wilkins) 1852-1930. 


army novel, by Mary E. Wilkins .. New York and 
London, Harper & brothers ,“1896, 
2p.1.876p. 1m. 
1 Tithe. 
16-8400 Revised 
Library of Congress P73. FS8M 2 
(r4zb2, 


Freeman, Mrs. Mary Eleanor (Wilkins) 1852-1930. 
New England nun, and other stories, by Mary E. Wilkins 
New York, Harper & brothers, 1891. 
iv, 48 174™ 
Twenty-four short stories. 


1 Tithe. 
415108 Revised 


Library of Congress P73. F88N 
i42p2) $13.40 


Freeman, A/rs. Mary Eleanor (Wilkins) 1852-1930. 


A New England nun and other stories, by Mary E. Wilkins 
New York and London, Harper & brothers ,19—, 


iv, 448. 19°. 


1. Tithe. 
38-11278 Revised 


Library of Congress PSIT12. N46 
ir 42d2, 813 


Freeman, \/rs. Mary Eleanor (Wilkins) 1852-1930. 


A New Engiand nun, and other stories, by Mary E. 


Wilkins Freeman; with an introduction by Professor Fred 
Lewis Pattee 
1°1920, 


New York and London, Harper & brothers 


xxvi, 468 p. front. (port.) 18)". (Harper's modern classics) 


1. Title. 
20-18808 Revised 
Library of Congress PZ3.F88N 6 
Copyright A SOTORS ir i2p3) 


Freeman, ./rs. Mary Eleanor (Wilkins) 1852-1930. 
Once upon a time, and other child-verses, by Mary E. Wilkins 
. Illustrated by Etheldred B. Barry. Boston, Lothrop pub- 
lishing company ,1897, 
2p.1,8-18Tp. front, illus. 18°. 


5 5 1870 = ittus, mm. Title. 
1 Barry, Etheidred Breeze, 


PS1712.06 1807 
irt2e2) 


Library of Congress 


Freeman, \/rs. Mary Eleanor (Wilkins) 1852-1930. 


Pembroke; « novel, by Mary E. Wilkins .. New York, 
Harper & brothers ,*18%4, 

2p. 1, 880p. front, plates. 17)”. 

—_ (600082 Revised 

Library of Congress P73.FSsP 


Freeman, Mrs. pa 4 Eleanor (Wilkins) 1852-1930. 


Pembroke, a may hy Mary E. Wilkins .. New York, 
Harper & brothers, 1894. 
2p.1,880p front, plates. 17)”. 
1 Tith 
4 25480 Revised 
Library of Congress PSITI2ZP4 1a 
42e2, 


Freeman, \/r+. Mary Eleanor (Wilkins) 1852-1930. 
Pembroke, by Mary E. Wilkins. Biographical ed. New 
York and London, Harper & brothers, 1899. 
vil, 380 p. front. (port) 19)*. 


1 Tithe, 


Library of Congress 


Freeman, \/rs. Mary Eleanor (Wilkins) 1852-1930. 

The people of our neighborhood, by Mary FE. Wilkins .. 
illustrations by Alice Barber Stephens. Philadel Curtis 
publishing company; New York, Doubleday & co. 
11898, 
ann oe Fs (port.) tltus. 15)°. (Ladies home journal library 


1. Tithe. 


Library of Congress P73. F88Pe 
ir42d2, 


Freeman, ./rs. Mary Eleanor (Wilkins) 1852-1930. 


The portion of labor, by Mary E. Wilkins ... New York 
and London, Harper & brothers, 1901. 
Spl, 562, (1)p Spl (incl front) 199°. 
L Tithe. 
1-25440 Revised 
Library of Congress P73. F88Po 
(r42n2, 413.0 


Freeman, A/rs. Mary Eleanor (Wilkins) 1852-1930. 
The pot of gold, and other stories, by Mary E. Wilkins .. 
Boston, D. Lothrop company ,*1892, 
4p. L, 11-824 p. incl. Mus, plates. front. 18)". 
Conterte.—The pot of gold. —The tow with golden borns —Princess 
the pop-corn ‘The Christmas 


Gant-—Tus Cartsteias maaguereda “Dit The iver han. Toby ibe 
Batchwork school — The squire's - ‘A erenge 


caeped 
1 Tith, 
Uvrary of Congress P73. FRBPot 
ir42m2), 


Freeman, rs. Mary Eleanor (Wilkins) 1852-1930. 
The shoulders of Atlas; a novel, by Mary F. wits Peep 
man ... New York and London, Harper & brothers, 1908. 


2p.1,28,\)p front. 10j7. 


618873 Revised 
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Freeman, Mrs. Mary Eleanor (Wilkins) 1852-1930. 


Silence, and other stories, by Mary E. Wilkins New York 
and London, Harper & brothers, 1898. 

Sp.1, 278, 4)p. front, plete 17 

Cowraents —Silence.—The Buckley lady — per ep 
Bagiand prophet. The little maid at the door —Lyd@ia Heresy 
Bridgewater. 

1 Tithe 

600024 Revised 
Library of Congress P23 Fes 
«r42h2, 


Freeman, Vrs Mary Eleanor (Wilkins) 1852-1930. 

Six trees; short stories by Mary E. Wilkins Freeman ... 
New York and London, Harper & brothers, 1903. 

¥, ly, 208, 1) p. front. itus., pl 18°. 


Oonrarts.—The eim-tree —The white birch The great pioe —The 
balsam fir —The Lombardy poplar 


The apple-tree 
1 Tithe. 
35-4415 Revised 
Library of Congress PZ3 FSSSix 
yr 422, 


Freeman, |/rs. Mary Eleanor (Wilkins) 1852-1930. 
The soldier man, by Mary E. Wilkins Freeman. 


ol Sa arte, ao New York and London, 1916. 


1. Tithe. 
223146 Revised 
Library of Congress AP2EB 
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Freeman, Vr: Mary Eleanor (Wilkins) 1852-1930. 


Understudies; short stories by Mary E. Wilkins New 
York and London, Harper & bros., 1901. 

Spl. 220, \,p froot, plete 175°. 

See a — en, — De ‘The lost dog. — 
‘The parrot The doctor's horse —Bouncing —Prince’s feather — 
Arethasa. Mountain laurel —Peooy —— 

1 Tithe 

181680 Revised 2 

Library of Congress P73 FRU 

(r42e2, 


Freeman, \/rs Mary Eleanor (Wilkins) 1852-1930. 

The wind in the rose-bush and other stories of the super- 
natural, by Mary E. Wilkins; illustrated by Peter Newell. 
New York, Doubleday, Page & company, 1903. 

4p... 2371p front,pl. 2 


Conrants.—The wiod io o >, shadows oo the wall — 
Laelia Miller —The south —The vacant lot—The lost 


& Title. 
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Library of Congress Pu Frew 
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Freeman, A/rs. Mary Eleanor (Wilkins) 1852-1930. 

The winning tal and ct, tp Se 5 See Freeman 
New York and London, Harper & brothers, 1909. 

4p. 1, S827, 1). treat, T pl 104". 
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The Yates ats o camane ty Ep © Wilkins 

New York and London, Harper & brothers, 1912. 
So..,8-44 1p. front, plates 17)". 
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Library of Congress PIB resYs 
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Freeman, M/rs. Mary Eleanor (Wilkins) 1852-1930. 

Young Lucretia, and other stories, by Mary FE. Wilkins . 
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care to read them, by Ritza Freeman and Ruth Davis. 
Chicago, A. C. MeClurg & co., 1912. 


112, chp illus 20°. $075 
1. Davis, Ruth, 1877. joim author. u. Tithe 

12-8400 
Library of Congress P78 | PRB2No 


Copyright A 312255 25th, 


Freeman, Robert, 1878- 


Castles in the air, by Robert Freeman Pasadena, Calif., 
A. C. Vroman, inc. “1985, 


iM, 2p. 19". 


1. Presbyterian church—Sermons. 2 Sermons, Americen. 
L Title 


578 
Lidrary of Congress BX9178. FT71C3 
——————Oget 
Copyright A 11442 3 2061 


Freeman, Robert, 1478- 
The hour of prayer; helps to devotion when absent 


from church, | obert Freeman New York, Chicago 
fete.) Fleming 1. Revell company (1914, 
123». 19". 975 
1. Title. 
1S- 2863 
Library of Congress 
Copyright A 391519 


Freeman, Robert, 1878- 


What about the twelvet By Robert Freeman .. Garden 
City. N. Y., Doubleday, Doran & company, inc., 1929. 
6 pl. S176 p. 109 
1 Aposties. 1 Tithe. 
2-17876 
Library of Congress BS2440 FT 
et, 


Conrrieht A 11881 


\Freeman, Robert Massie, 1866- 

A diary of the great warr, by Sam' Pepys, jun’ peeud., 
sometime of Magdalene college in Cambridge and of His 
Majesty's navy office; esquire, ma. W ith effigies by M. Watson 
Williams, newly engraven at large upon copper. London, 
John Lane; New York, John Lane company, 1916. 


6p.1. S16p front. plates. =. 


1 Korepean war, 1014 1918 1. Tithe. 


17-9043 
mone 
SPrsifi, 


Library of Congress 
are 
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Freeman 


(Freeman, Robert Massie, 1566— 

A last diary of the great warr, by Sam' Pepys, jun’ :pseud., 
sometime of Magdalene college in Cambridge and of His 
Majesty's navy office, esquire, «. a. With effigies by John Ket. 
telwell, newly engraven at large upon copper. London, John 
Lane; New York, John Lane company, 1919. 

6p. 1. 307. 1) p. col. front, plates. 20°. 


1. European war, 1914-1018. 


1015826 Reviard 
Library of Congress 6262 Fas 
\r3if2, are 
Freeman, Robert Massie, 1866- 
The new Boswell, by R. M. Freeman Iemdon, John 
Lane, 1923. 
TH pth. 2p IY. 
. Tithe 
23-2880 Lev ised 
Library of Congress PZ3 FRSOBNe 
"3742, 
Freemaa, Robert Maasie, | 566— 


Pepys and wife go to it, by R. M. Freeman. London, R. Hale 
limited ,1941, 

mp wm 

“First published 1941." 


1 Tithe. 
a@2e 
New York. Public library 
for Library of Congress 2 


Freeman, Robert Massie, 1866— 
Saml. Pepys, listener, RM. Freeman om P 

fomtime of in Cambridge and oe Wis Mani 
esty’s Navy office, esquire, m. a.) . with’ 12 illvstretions bs 
David Wilson and a foreword by John Drinkwater. London, 
Hutchinson & co. itd. ,1981, 


2p. 1, 7-281, 1) p platen 189". 


1 Drinkwater, Joba, 1882- a. Tithe. 
31-10639 
Library of Congress P73 Fes0eSem 
Copyright Aad int 146850 rol 


jun’, in Cambridge and of 
His Majesty's Ne . a) ... with 19 illus 
trations by David Wilson and « foreword by Joha Drinkwater. 


New York, E. P. Dutton & co., inc. ,1981, 
2p l, 7-281, 1, p. plates 189°. 


“First edition.” 
1. Drinkwater, Joba 1882- m Tithe. 
oe 
Library of Congress PZB. Fes0eSem 2 
—— ~~ — Capy 2 dh 


ey Robert Massie, 1366— 

looks at life, with s foreword by Lord Riddell 
on oy . illustrated by Arthur Wragg. Lon- 
2 Stetsbinase & co., itd. ,1931, 


308 p. front. plates. 19)™. 


IMustrated t-p. 
& Tithe. 
. 
Library of Congress VES FHRBANeo 
Copyright A ad int. 16087 s 








Freeman 


(Freeman, Robert Massie, 1866— 

A second diary of the great warr from Jan’, 1916 to June, 
1917, by Sam! Pepys, jun’ (pseud., sometime of Magdalene col 
lege in Cambridge and of His Majesty's navy office, esquire, 
um. a. With effigies by John Kettelwell, newly engraven at 
large upon copper. London, John Lane; New York, John 
Lane company, 1917. 

6p 1. 304p front. plates, 20”. 


1 Forepean war, 1914-1918. 


6s 
Library of Congress 628.2. FS 
(39r3iel, ata 
Freeman, Robert W 1858- ed. 


Manual for road commissioners and road overseers of the 
state of Georgia. Rev. by B. W. Freeman Nashville, 
Tenn., Marshall & Bruce company, 1901. 

103 p 17 


1 Highway law Georgio 2 Roads—Georgia & Georgia. Laws, 


statutes, ete 
116087 
Library of Congress TEI2G4 1901 
Copyright A So" 3741 


Freeman, Rose Florence 


Petals blown adrift, by Rose Florence Freeman, New 
York. J. shill 1918 


@ 4p a 

Thi me of verses .. is the author's first edition and is limited 
te two hgndred and-siaty copies, of which number fifteen are printed on 
Japan se vellum & ilummed by hand in water colors. Copy no. 21” 

Tite 
, 1817483 

1 ry of Congress PSISIL RAPS 1918 

Coy woe? 


Freeman, Rowland. 

Kentish poets. A series of writers in English poetry, natives 
of or residents in the County of Kent; with specimens of their 
compositions, and some account of their lives and writings. By 


R. Freeman Canterbury, G. Wood ; ,ete., ete., 1821 
2° 17. 
1. English poetry—Kent. 2 Kent, Eog—Biog. 3. Authors, English. 
1. Title. 
1 ee 
Library of Congress PRS FT 
Albi 


Freeman, Rowland Godfrey, 1859- 

Elements af pediatrics for medical students, by Row- 
land Godfrey Freeman New York, The Macmillan 
company, 1917. 


Sp |, 20 illus (1 col) diagrs 24* 


1 Children Diseases. 


Littary of Congress RJ4S.F7 
Cornet = \ 4702 


Rowland Godfrey, 1859- 

The Freeman family in England and America. Compiled 
bw Rowland Godfrey Freeman With addenda by Eugene 
Fairfield MarPike (New York?, 1996. 

13 |. fromt. (fold genes! tab) 29°. 

Photostat copy (positive). with type-written title-page and leaf of 
addenda 


1. Freeman family 1. McPike, Eugene Fairfield, 1870- 


Library of Congress Cem ress 19088 


LIBRARY OF CONGRESS 


Freeman, Rowland Godfrey. 

Milk as an agency in the conveyance of disease. By 
Rowland Godfrey Freeman New York, The publish 
ers’ printing co., 1896 

Mp illus, 2397 


Bibhography o Be 
Reprint from the Medical record, March 2. 1896 


1 Milk Bacteria 
Agr 12-830 


Library, US Dept of Agriculture “FRM 


Freeman, Roydon. 
Sea travel; the serious side and the humorous side, by Roy 
don Freeman London, The St. Catherine press, 1930 
Spl.mtp 1 


1. Ocean travel 1. Title 
w Date 
Library of Congress OS80 FT 
Copyright A ed int. 14167 2 woe 


Freeman, Ruth Crawford, 1894 

Living expenditures of a group of Illinois farm families 
1930, 1931, 1932 by Ruth Crawford Freeman (Urbana, Til, 
University of Illinois ,1934, 


1 p |. p 387-406 incl. tables, diagre. 23". (University of Tiltnoisa 
Agricuitora! experiment station Bulletin 408) 


1. Domestic economy Accounting. 2 Cost end standard of living— 
Iittnots L Title 


AM 88 
Title from Litinots Univ 
Library of Congress (855.E2 no. 408) 


Freeman, Ruth Crawford, 1894- 

Living expenditures of a selected group of Llinois farm 
and -mall-town families (1929-20), by Ruth Crawford Free 
man and M. Attie Souder Urbana, UL, University of Ih 
noi» ,1951, 


1p 1. p 399-851 Inet, Mus, mop, tebdles, diages 23° (University of 
Lilinots Agricultural experiment station Bulletia 372) 


fe economy - Accounting. t. Souder, Mary Attic, 1853 


1 Deus 
joint outhor, um Title 


adi-1513 
Title from Hiltnots Luly 


brary of Congress (856.£2 0. 372) 


tele 


Freeman, Mrs. Ruth (St. John) 1901- = ; 

Captain and mate, by Ruth and Harrop A. F ; pic- 
tures by Robert N. Blair. Chicago, Ill, A. Whitman & com- 
pany, 1940. 

2p Wue 17) 22" 

“Boating song’ and |/lustrations of lioing papers. 


1. Freeman, Herrop Arthur, 1907- joint author. u Blair, Robert 
N., us, on. Tithe 


Pull name: Mre. Ruth Nimmo (8t Jobo) Freeman, 


0 0406 
Library of Congress P21 FSTICap 
—- —— Copy 2. 
Copyright 6 


Freeman, Mrs. Rath (St. John) 1901- 

Chips and Little Chips, by Ruth and Harrop A Freeman; 
pictures by Eldred M. Smith ... Chicago, A. Whitman & co., 
1939. 


S2p. Wus 17) 2 2". 
“Carpenter's song” (words an@ music) and illustration on Holog 
“Junior press books.” 


1. Freeman, Harrop Arthur, 1907- joint author. a. Title 
(Pull name: Mrs Roth Nimmo (St. Joba) Freeman, 


so 277586 
Litrery of Congres VAT PNTIOh 
—- ———— Copy 2. 
Copyright A 120658 (4083, 
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Freeman, \/,.. Ruth (St. John) 1901 - 

Sparks and Littl Sparks, by Ruth and Harrop A. Free- 
man ... pictures by Robert N. Blair Chicago, Ul, A. Whit 
man & company, 1940. 

S2p. tus 17) 2 209" 


Mong ¥ Ith music of \llustrated liniag papers 
“Junior press books.” 


1. Freeman, Harrop Arthur, 907 jotot suthor =m. Tithe 
Fell name: Mra Ruth Nimmo (St Joho) Freeman, 
o> ie8T? 


Library of Congress V7TESTTSp 


ted 


Freeman, Samuel. 

The Conveyancing, Judicature and Interpretation acts, lexi- 
con, by Samuel Freeman London, Butterworth & co. (pub- 
lishers), Itd.; Toronto, Butterworth & co. (Canada), Itd.; 
ete. ete., 1934 

: 


“Part & 5 all the definitions given to words and expression 
by the many acts and rules mentioned on page 1. post ( os there 
stated), alphabetically and uniquely arranged, with extensive annota- 
t Part a. ing the « com, the interpretation sec- 
tune and paragraphs of the sald acts and rules, with the defined words 
and expressions in bold, numbered consecutively, and the meanings 
uniquely set out” 

1. Law—Gt. Brit.—Terme and 
pretation aod construction. 
property—Gt. Brit 





we 2 Law—Ot. Brit.—Inter- 
Conveyanctng—Ot. Brit. Heal 
1 Title 

85 13084 
Library of Congress 3 uT2 


Freeman, Samuel. 

The emigrant’s hand book, and guide to Wisconsin, compris- 
ing information respecting agrcultural and manufacturing 
employment, wages, climate, population &c; sketch of Mil- 
waukee, the queen city of the lakes; its rise and progress; 
business and population; list of public offices, with a full and 
accurate table of statistical information of that and other ports 
on lake Michigan; also. table of routes from New York, Bos- 


ton, & By Samuel Freeman. Milwaukee, Sentinel and 
gazette power press print.. 1851 

148 p. 229°. 

Advertising matter p. 103-148 

1. Wieconsin— Dieser & trav 1. Tithe 

Re-17 
Library of Congress F586 FSS 
yad5o1 


Freeman, Samuel, 1743-1831, ed. 

The Massachusetts justice: being a collection of the laws of 
the commonwealth of Massachusetts, relative to the power and 
duty of justices of the peace. Alphabetically arranged, in two 
parts. Part 1—The power and duty of the justices of the 
Court of general sessions of the peace. Part 1.—The power 
and duty of justices of the peace, in their separate capacity. 
To which are added ... « variety of forms, grounded on said 
laws ... with an appendix, containing short and concise rules 
for changing pounds, shillings, pence and farthings, into dol- 
lars, cents and milles, which « late law has introduced as the 

(Continued oo next card) 


16- 10204 
(01, 


Samuel, 1743-1831, ed. 
justice (Card 2) 
money of account ... by Samuel Freeman ... Boston, Printed 
by Isainh Thomas and Ebenezer T. Andrews, (proprietors of 
the work. 1795. 


iv, 208 p incl. tables. 214°. 


The Massachusetts 


1 Justices of the peace Massachusetts. 


1. Massachusetts. Laws, 
statutes ete 


16 10204 
Library of Congress 


— —— Cage 2. 2401, 


Freeman, Samuel, 1743-1831, ed. 
The Massachusetts justice : being « collection of the laws of 
ith of M rn 


the relative to the power 
and duty of justices of the peace. Alphabetically arranged, 
in two parts. Part 1—The power and duty of the justices of 
the Court of general sessions of the = u—The 
power and duty of justices of the peace, in their separate ca- 
pacity. To which are added ... » variety of forms, grounded 
on said laws With an appendix, containing extracts from 
sundry laws of the United States.—Also, short and conciss 


rules for changing pounds, shillings, pence and farthings, into 
ic (Continved on next card) sorte 
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Samuel, 1743-1831, ed. The Massachusetts 
justice (Card 2 
dollars, cents and milles, which » late law has introduced as 
the money account; and rules for computing interest in such 
money, with sundry useful tables To all which is added 
an index. By Samuel Freeman ... The 2d ed., much im- 
nen and enlarged. Published according to act of Con- 
press. Printed at Boston, by Isaish Thomas and Ebenezer T. 


1 Justices of the peave Massachusetts, 2 Forms (Law) --Massechu- 
ects 1 Massachusetts Laws, statutes, ete o. Tithe 
32-17383 
Library of Congress 2 


Freeman, Samuel, 1743-1831. 

The Massachusetts justice; being a collection of the laws of 
the commonwealth of Massachusetts, relative to the power and 
duty of justices of the peace. Alphabetically arranged. To 
which are added, under the p heads, « variety of forms, 
grounded on said laws. The whole intended for the use of 
those who practise in the office of a justice, to assist them in 
the various duties thereto belonging. With an appendix, con 
taining extracts from sundry laws of the United States, and 
other useful matter. To all which is added an index. By Sam- 

(Continued on next card) 
4142215 
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Freeman, Samuel, 1743-1831. 
(Card 2) 
uel Freeman, esq. ... 3d ed., much improved. Boston: Pub- 
lished by Thomas & Andrews, proprietors, no. 45, Newbury- 
street, Oct., 1810. J. T. Buckingham, printer. 
wap =. 


The Massachusetts justice 


1 ery ny ay 2 ome 6 eer ~ Massachu 
eotta. Massachusetts, Laws, statutes, etc. 


41-4215 


Library of Congress (2) 


Freeman, Samuel, 1743-1831, ed. 

The probate auxiliary; or, A director and assistant to pro- 
bate courts, executors, administrators and guardians. Being 
the laws of the commonwealth of Massachusetts, respecting 
the estates of testators, intestates and wards to which are 
added, « variety of forms ... by Samuel Freeman Portland 
(Massachusetts) Printed by Benjamin Titcomb, jun., 1793. 


ai, 1), 156 p. 179. 


1 Probate law and practice -Massachusetts. 


2 Forms (Law) —Masss- 
chusetts 1 Massachusetts Laws, statutes, ete. m TD Title 


16—10216 


Library of Congress (3Tb1-, 


Freeman, Samuel, 1743-1831, ed. 

The probate directory; or, An assistant to probate courts, 
executors, administrators, and guardians. Being the laws of 
the commonwealth of Massachusetts respecting the estates of 
testators, intestates, and wards. To which are added, a variety 
of forms, for the use of probate courts, and such persons as may 
have business to transact therein. Together with a compre- 
hensive alphabetical index to the laws and the forms. By Sam- 
uel Freeman 2d ed., greatly enl. and improved. Published 
according to act of Congress. Printed at Boston, by L. Thomas 

(Continued on next card) 
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Freeman, Samuel, 1743-1831, ed The probate directory ... 
(Card 2) 
and E. T. Andrews, proprietors of the copyright. Sold at their 
, no. 45, Newbury-street, and by the other booksellers 
in town and country. Aug. 1, 1803. 
si), 2p 1 


1. Probate law 
Meesachusetts 


and practice—Massachusetts, 2 Forms (Law)-- 
1 Massachusetts, Law, statutes, ete u. Tithe 


113292 
Library of Congress 


a85d1, 
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Freeman, Samuel, 1743-1831. 

The town officer; or, The power and duty of selectmen, 
town clerks, town treasurers, overseers of the poor, assessors, 
constables, collectors of taxes, surveyors of high ways, sur- 
veyors of lumber. fence viewers, and other town officers. As 
contained in the laws of the commonwealth of Massachusetts. 
With a variety of forms for the use of such officers. To 
which are added, the power and duty of towns, parishes and 
plantations; and a plain and regular method to keep accounts 
of the expenditures of monies voted by a town; upon an in- 

(Continued op nest card) 
oT 
her 


Freeman, Samuel, 1743-1851 
(Card 2) 
spection of which, the state of its finances may at any time be 
known. By Samuel Freeman Portland ,Me.,: Printed by 
Benjamin Titcomb, jun. 1791 
17%, (2) p17" 
Advertisement”: last page 


The town officer 


1 Lewal gererement Massachusetts. 2 Forms (Law) Massechu 
mette 1 amachusetts Laws, statutes, etc um Tith we Tithe 
Power and ea of selectmen and other town officers mm 


Library of Congress JN401 MASP 1791 
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Freeman, Samoel, 1743-1831. 

The town officer; or The power and duty of selectmen, town 

clerks ... and other town officers. As contained in the laws 
of the Commonwealth of Massachusetts. With a variety of 
forms, for the use of such officers. To which are added, the 
power and duty of towns, parishes and plantations, and 
& plain and regular method to keep accounts of the expendi- 
tures of monies voted by « town 3d ed. Cor., im- 
proved and greatly enl. By Samuel Freeman Published 
according to act of Congress, Printed at Boston, by I. Thomas 
and E. T. Andrews, proprietors of the work. Faust's statue, 
no. 45, Newbury street. mpccxciv. 

tv, th), B20 p 179. 

1. Leeal Marsechusetts, 2 Forms (law) — 
chaset Laws, statetes, etc 


duty of selectmen .. and other 


1 Mansa- 
‘Title. m1. Tithe: Power and 
town ' 
J5451. MOPS 1TH 11-8813 


Library of Congress 


Freeman, Samuel, 1743-1831 
The town officer: or, The power and duty of selectmen, town 
clerks ... and other town officers. As contained in the laws of 
the commonwealth of Massachusetts. With a variety of forms, 
for the use of such officers. To which ere added, the power 
and duty of towns, parishes and plantations, and a plain and 
regular method to keep accounts of the expenditures of monies 
voted by a town The 4th ed.. much improved, and greatly 
enl. By Samuel Freeman Pub. according to act of Con- 
. Boston, Printed by [. Thomas and E. T. Andrews, 1799 
» 2 (7-287 p 
1 Local ok lib Massachusetts 1 Massachusetts Laws, 
statutes.ete tm. Tithe m Tithe: The uo and duty of 
selectmen otber town officers 
1720028 
J8451 M43FS 1700 
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Freeman, Samuel, 1743-1831 

The town officer: or The power and duty of seleetmen, 
town clerks ... and other town officers, as contained in the 
laws of the commonwealth of Massachusetts. With a 
variety of forms, for the use of such officers. To which 
are added, the power and duty of towns, parishes and 
plantations, and a plain and regular me thod of ke reping 
town accounts. Also, a table of crimes and punishments. 
And an appendix, containing some inspection laws at 
large, and other useful matter. The 5th ed., cor. and im- 


(Continued on next card) 
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Freeman, Samuel, 1743-1831. 
(Card 2) 
proved. By Samuel Freeman ... Pub. according to act 
of Congress. Boston, Printed by 1. Thomas and E. T. 
Andrews, 1802. 
(7)-310 p. 179* 


The town officer ... 





Local @ Laws, stat- 
utes, ete. tu. Title. ut. Title ee and dw “ — and other 
town officers . 1802 


18-7695 
Library of Congress jS4Si Ma3F8 1802 


321 


Freeman 


Freeman, Samuel, 1743-163). 

The town officer: or, The power and duty of selectmen, town 
clerks ... and other town officers: as contained in the laws of 
the commonwealth of Massachusetts. With a variety of forms 
for the use of such officers. To which is pretized the constitu 
tions of said commonwealth and of the United States: and 
thereto is added the power and duty of towns, parishes, and 
plantations, a plain and regular method of keeping town ac 
counts, and a table of crimes and punishments, also, an ap 
pendix, containing some inspection and other laws at large; 


(Continued op next card) 
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Freeman, Samuel, 1743-1951 The town officer 
(Card 2) 

with other useful matter. By Samuel Freeman Tth ed 

Boston : Printed by J. T. Buckingham, for Thomas & Andrews 

no. 45, Newbury street. August, 1808 


4. pvt, Tp ST p18 


1. Local governmect—Massachusetts, 2 Forms (Law) —Massechu 
ortts 1 Messechusetts Laws, statutes. etc 1 Massechosetts 
stitution mm Tithe av. Tithe: Power and duty of selectmen 

other town officers 





31-15140 
J3451 M43F8 1808 


8 B52. 0744 


Library of Congress 


Freeman, Samuel, 1743-1831. 


A valuable assistant to every man: or, The American 
clerk’s magazine. Containing the most useful and neces 
sary forms of writings, which commonly occur between 
man and man, under the names of acquittances, agree 
ments By Samuel Freeman The 2d ed., rev., cor. 
and ... enl Boston, Printed by L. Thomas and E. T. 
Andrews, 1795. 


iv, (2), (7-847 p. incl tables. 174¢* 
1. Forms (in law) 
o-32176 


Library of Congress HF1263 Fs 


Freeman, Samuel, 1743 1531! 

A valuable assistant to every man: or, The American clerk's 
magazine. Containing the most useful and necessary forms 
of writings, which commonly occur between man and man, 
under the names of acquittances, agreements ,«tc., 

Samuel Freeman The 3d ed., rev., enl., and much im- 
proved Printed at Boston, By I. Thomas and E. T. An- 
drews. Sold by them at Faust's statue, no. 45, Newbury-street; 
by Thomas, son & Thomas in Worcester; by Thomas, Andrews 
& Penniman, Albany; and by Thomas, Andrews & Butler, 
Boltinsee Feb. 1797 

7)-297 p incl tables, 18° 


Binder w tithe he foe man Americen clerk's magazine 
1. Forme (La rs 1 Title a Title: Amerioan cerk's 
magazine 


S3a774 
Library of Congress 


Freeman, Samuel, 1743-1531. 

A valuable assistant to every man. or, The American clerk's 
magazine. Containing the most useful and necessary forms 
of writings, which commonly occur between man and man, 
under the names of acquittances, agreements By Samuel 
Freeman 6th ed., rev. and improved, Pub. according to 
act of Congress Boston, Thomas & Andrews, 1805. 


28 p. incl. tables 18°. 


1. Form: (law) i Tith o Tithe Americen clerk's magnuator 
11 std 
Library of Congress HPI24) PSS 
asTbl, 


Freeman, Sarah Jane, 1867 

A syllabus of a course on elementary bookmaking 
and bookbinding, by Sarah J. Freeman . New York city, 
Teachers college, Columbia university, ‘1910 


illus, diagrs 224% (Columbia university. Teachers’ college 
Syiatt no no. 1) 
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1 Bookbinding 


Library of Congress 7271 Pas 


© Feb 17. 1910, 2 Mar S, 1910, A 299107; Teachers college, 
Columa vow. New York, NY 
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Freeman 


Freeman, Strickland. 

The art of horsemanship, altered red and al i 
cording to the principles of the late , > Medows ; 
by Strickland Fome .. London, Prin’ lor the an- 
thor by W. Bulmer and co., 1806. 

4p 1, xix p, 11, 4p illus, 6p. DO 

1 Horsemanship. 

1220884 

Library of Congress 371, SFI09.F8S 
Freeman, Strickland. 

Observations on the mechanism of the horse's foot: its natu 


ral spring explained, and » mode of shoeing recommended, by 
which the foot is defended from external injury, with the least 
impediment to its spring. Illustrated by copperplates. By 
Strickland Freeman, esq. London, Printed by W. Bulmer and 
co. for the author, 1796. 

Spb. fyp-vill, 7p. 1614 © 82) pl (pert col) Wx 27 


Plates duplicated in outline. and accompanied by leaves of descriptive 
lettery 


1 Herestieetng 2 Here  Anateany 
2 9T 
Library of Congres Pao PSS 
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Freeman, Sumner J. 
Your camera as a money maker, by S. J. Freeman. 
(Rochester, N. Y., 8. J. Freeman, 1915, 


2p.1.340p Jills 19° 


1 Photography Business methods 


Library of Congress TRO F7 


Freeman, Theodore Russell, 1906— 

Rate of ripening in cheddar cheese, by Theodore Russell 
Freeman State College, Pa., 1997 ,i. ¢, 1938, 

cover-tithe, 20 p. incl tables, diagrs. 237 


baa (en 0.) Pennsylvania state college, 1987 


po "Theodore R. Freeman and C. D. Dahle. 
Published alse as Pennsylvania Agricultural etperiment station Bul- 


letin 382, May 1088 
. erences” pp 19-20 


1. Dahle, Chester Distad, 1800 jotat author 
u. Tutte Cheddar « heese 
39-4211 
Library of Congress SF2ITLFT4 1067 
Pennsy ivania State Col lege Libr 
3 637 342 


Freeman, Mrs. Theresa, J. 


Huntington; or, Scenes of real life, a story, by Mrs. 
Theresa J. Freeman ... St. Louis, Mo., Continental 
printing co., 1890. 

viii, 9-333 p. 209" 

1. Title. 

17-23018 


Library of Congress PZ3.Fe8iH 


Freeman, \/,+. Theresa J. 

Silver lake; or, The belle of Bayou Luie. 
South. By Theresa J. Freeman. Saint Louis, P. 
1867. 

ri, ®-34p. 1" 

Pinder's title of copy 2 The betle of Bayou Laie. 


A tale of the 
M. Pinckard, 


P72reis 
eel, 


Labeary of Congress 
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Freeman, Thomas. 

An account of the Red river, in Louisiana, drawn up from 
the returns of Messrs. Freeman & Custis, to the War office of 
the United States, who explored the same, in the year 1806. 
;Washington, 18061, 

@ p. 2 fold. tad. 219° 





1 Med river of Louisiana. 2 U. *--Euploring expeditions. 
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The proposed movement for treating stammering in 
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Psychosurgery; intelligence, emotion and social beh»vior 
following prefrontal lobotomy for mental disorders, by Walter 
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field, Lil, Baltimore, Md., C. C. Thomas, 1942. 
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Letters from two brothers serving in the war for the union 
to their family at home in West Cambridge, Mass, Cam 
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A copy of the petition of William Freeman, esq.; in behalf 
of himself and others, against Col. Christopher Codrington, 
governour of the Leeward islands. Presented to the House of 
commons the 19th. of February, 1701. With some remarks 
thereon. ,London!, Printed in the year, 1702. 
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The trial of Williem Freeman, for the murder of John G. 
Van Nest, including the evidence and the arguments of coun- 
sel, with the decision of the Supreme court granting s new 
trial, and an account of the death of the prisoner, and of the 
post-mortem examination of his body by Amariah Brigham, 
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Hear! Hear! An informal guide to public speaking: after 
dinner; on the lecture platform; over the radio, by William 
Freeman, illustrated ny Gluyas Williams, edited for America 
with additional chapters by Quincy Howe. New York, Simon 
and Schuster, 1941. 
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Plain English; a book for those who seek a more intimate 

acquaintance with their own language, by William Freeman 
edited for American readers by Blanche Colton Williams 
New York, London, D. Appleton-Century company, incor- 
porated, 1939. 
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The devil between the white man and the negro, by W. A. 
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Freeman, William E. 

Automatic, mechanical, punching, counting, sorting, tabu 
lating and printing machines, adaptable to various lines of ac 
counting and statistical work essential for public service corpo: 
rations, with particular reference to improvements in the art 
of mechanical accounting, by W. E. Freeman New York 
city, Pub. by order of the National electric light association 
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1924. New York, N. Y., The Freeman, inc. ,ete., 1920-24, 
Sv. 3377 weekly 
Edited by Francis Nellson, A. J. Nock, and others. 

published 


1. Nelson, Francis, 1867- ed. uw. Nock, Albert Jay, ed 

‘224580 
Library of Congress AP2.Fvis 
Copyright (38r20e1, 


™s ae x a monthly critical at < social and eco- 





v. 1- 
— r York, "The: | eT om 
+ Mus 27g. 


Editors Nov. 1987-June 1988, Will Lissner —July 1088- 
Frank Chodorov 


1. Soctal aciences Period 2 Economic conditions— Period 
1 Lissner, Will, ed. 1. Chotorov, Frank, ed. 


‘39-6082 
Library of Congress MLFT 


CATALOG OF PRINTED CARDS 


The Freeman. 


The Freeman book ; typical editorials, easays, critiques, and 
other selections from the eight volumes of the Freeman, 1920- 
1924. New York, B. W. Huebsch, inc., 1924 


6p lap 21° 


Library of Congress ACS.FTS 
— Copy 2. ate), 


Freeman & company, New York. 
Car trusts. New York, Freeman & company “1915 
cover-title, 2) p. plates 19° 


1. Car trusts 


1S- 1629 
Library of Congress 


Copyright A 411682 


11G4977 F7 


Freeman & company, .\ew York 
Equipment trust securities 
New York, Freeman & company ,“1917, 


. 
Title varies lst ed. WIT Car (rust securities: 
daw Equipment trust securities. 
1. Car treste—-U_ 8 1. Tithe. 
174857 
Library of Congress HG4975.F7 
Copyright surdag), 


Freeman meteorological observatory, 
Canton, vuina 


Lingnan university, Canton, Ji.ina. Free- 
man neteorolo,ical observatory. 


Freeman's address to the North Americans; proving 
that their present embarassments are owing to their fed 
eral union, their sovereign states, their constitutions and 
their statesmen; and containing some propositions for 
relief n. p., 1846? 
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The beginning irst foundation of the 
most worthy craft of masonry, with the charges 
thereunto belonging. By a deceas'd brother, 
for the benefit of hie widow. London, Printed 
for Mre. Dodd ... M.DCC.XXXIX ... Cincinnati, 
The Masonic archaeological society, 1°76. 

16 p. 22 x 18, 
cal curiosities of the rituals of freemasonry. 
no. III) 

Introduction signed: E. T. Carson. 
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Freemsons. Conetitutione. 
The beginning and firet foundation of the most 
worthy craft - (Cart 2) 


"No. “9. Baition strictly limited to 125 
copies.” 
1. Care@n, Enoch Terry, 1422-1899, ed. II. 
Title. 
A 33-3255 
Title from Cornell Univ. 


Library pf Congress (HB459.A66 no. 3) 


Freemasons. ('onstitutions 

The old constitutions of freemasonry; being a reprint 
of the earliest printed edition, now in the library of the 
Grand or re of Iowa, which was published by J. Roberts 





ton om amesa, Ia., Printed for and pub. by the National 
ms asonic research society, 1917 
faccim 31, 24, 23-24 p illus (port.) 224°. 
Sti 8 edition is Ate to one thousand copies, of which this is number 
=” 

Fac simile repr ion with tp. The old constitutions belonging to the 
ancient and honow oevety of free and accepted masons. Taken from 
a manuser vpt wrote five hundred years since London, 1722. 

1 Newton, Je aah Fort, 1876- 
society, Anamosa, I 

Library of Congress 











mt National masonic research 


HS440A3 17-7218 


Copyright A 457205 


Freemasons, (onstitutions. 

The two earliest masonic mss.: the Regius ms. (B. M. Bibl 
reg. 17 A1) the Cooke ms. (1b. M. Add. ms, 23198) transcribed 
and edited by Douglas Knoop .. G. P. Jones ... and Douglas 


Hamer Manchester, Eng, Manchester university press, 
see, 


1p tiles og 


<ime) - (Half ttle: Publications of the 


ish verse has caption: Hic 
vdum kucylydem 

ed) ot Jones, Getiym Peregur, 1°92- 
1, Hamer, Longing, joint ed. tv British museum Mas. 
(Hoyal 17 At) © British museum. Me (Additional 23108) v:. Title 
vu. Tithe: Constituciones artis gemetrie secundum Eocy\ydem. 





‘38 36780 
PRIOT2Z FT 1938 


Library of Congress 
~ Copy 2 & 8 


Freemasons. /nternatwnal office for masonic relations. 
The International office for masonic relations, its his- 
tory, 1889-1905; report presented to the Swiss Grand 
lodge Alpina, on the 25° of June 1905. Berne, Biichler & 
co., printers, 1905. 
cover title, 4p. ius (port) 2 


Signed In the name of the Board of administration of the Grand 
lodge of S land Alpmma, the E4. Quartier-la-Tente 





' Qeartierto-Temse, Edouard. «1. Freemasons. Switzerland. Grande 
loge Alpina 
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Library of Congress HS3316 


2 
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(Qn cover: The archaeologi - 





Freemasons. Anights templare 

Drill regulations; plates of drill regulations of the grand 
ehcampment of Knights templer ,', of the United States of 
Amerwn. Low Angeles. Calif. H. Gearing (°1925, 





overtitie, 2p 1, S81 of tus and dlagre 274" 


1. Freemasons Knights templars, 2 Drill (oot military) & Tithe. 
2515973 
Library of Congress BS7S1 ASA5 1eCS 
— Copy 2 
Cyricht A S66 es, 
Freemasons. Scottish rite 
The statutes and regulations, laws and grand con 
stitutions of the Ancient and Scottish rite. i 
with notes, from authentic documents, for the use of the order. 
By Albert Pike New York, R. Macoy, 1859. 
148 p incl. facsim. 23". 
© Pike, Albert, 1908-1801, comp. oo. Tithe. 
3- 18853 Rev set 


Library of Congress (ra2b2, 


Freemasons. Akron, 0. Lodge no. 83. 

Celebrating a century of masonry, Akron lodge no. 83, Free 
and accepted masons and Washington chapter no. 25, Royal 
arch masons. compiled and edited by the Centennial committee 

,Akron? 1941, 
198 p.. 1b mel. Mus (lect. facsime.) ports. fold group port. 21* 


cow = 1541 141, @ century of masoory, centennial celebration 
ont 7 24, 141 


1 Freemasons, Akron, 0. Royal arch masons. Washingtoe chapter 
oo. 3. o Tithe 


«2 100%) 
Library of Congress HSS80 A218 1041 
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Freemasons. Alabama. Grand lodge 


Proceedings of the Cirand lodge A F..aA M .. of 
Alabama 
Montgomery, 18 


+. Hiwe 219-229" 


ca B—-022 Unrev'l 
Library of Congress HS387 A2A2 


Freemasons. Arizona. Grand lodge. 


Proceedings of the M.". W.”. Grand lodge of Free and 
accepted masons of the territory of Arizona at ite 
anpual communication. 

San Francisco (ete. 18 
. =o 


ca 10-98 Unrevd 


Library of Congress HSS37 A6AZ 


Freemasons. Arkansas. Grand lodge. 


Proceedings of the M.. W - Grant tote of ¥. and A. 
masons of the state of Arkansas .. 


Little Rock, 18 
+ pl. pon 22 
at the S34 annual cnezel communication lactede on ccceuat of he 
dedication of the temple at Little Rock 


ca9-921 Unrev'd 
Library of Congress i), ~HSSI7.ABAZ 
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Baltwmore. Cc epost 6 , mo. 13. 


By la lodge 
no. 13, nN "yp and A. M., together with article ea of 








and orders and 7; a of the 
Grand lodge of Maryland, A. PF. and A. Also his- 
torical and other data, and a roster of Se from 
date of organization to January 1, 1914. (Baltimore, 
Printed by order of the Lodge, ’ 
| TA ancl =. | aaa front. (port) 15™ 
} $e pe G. F Kooke, » =. Frank Blacklock, » «, Daniel 
sam * =. Commuttes on ‘anon 
Gerhard F a Frank wt Ammer, Daniel 
"  S——3 Maryland Grand lodge 
410011 


Library of Congress HSS.B2C7 1913 


Baltimore. Concordia lodge, no. 13 


ont caning tuntstionn 8 Gut lef oe 
M., together with article xx: of the 
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Freemasons. Binghamton, N.Y. 
Oteeningo lodge, no. 435 
Summons and annual report... 

see its 


Annual report... 


Freemasona Binghamton, N. Y. Royal arch masons. 
Chapter no. 139. 








and « roster of ~~ from date of organization to 
Sep 1, 1919. It Printed by order of the Lodge, 
1919. 


3o-15219 


(Freemasons. Baltimore. Winder lodge, no. 77, 
Report. Baltimore, 1896, 

ip i@p 

o ue. 

of the committee of Winder 


, wo. TT, to which was ae 
the duty of 
aod 


the orate of 
om Ube subject of contriboting to the Americas 


‘coloe ta Lon b> 
Signed: R & Stevert, C C. Harper. J HB Latrobe, committer 





1. American colonisation society 2. Negroes -Colonization—Africa. 
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Lidrary of Congress ress Fee 
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Freemasons, Berlin. Vier vercinigte St. fohanmsdogen, 
unter constitution der Grossen loge von Preussen genannt 


Royal York cur freundschaft. Bibliothek. 
Verzeichniss der biicher-sammlung ,von Br. K. W. 


Bleich, Berlin, W. Moeser, 1882. 

viii, 112 8°. (With Taute, Reinhold. Maureriache bucherkunde 
Levpag. 
75993 K662 


Lao M 


Freemasons. Binvhamfon, N.Y. Binghamton lodge, no. 177. 

By-laws and rules of order of Binghamton lodge, no. 177, 
F.& A.M. Adopted December 16th. 5891, together with lists 
of officers, pastmasters and members, also and 


G and by-laws of Binghamton chapter, no. 139, 
of Royal arch masons. Revised, amended and ratified March 
Tae Binghamton, Printed at the Daily republican office, 


Bip wo 


Library of Congress 
—— —— Copy 3 
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athe, 


oT 
ove anni 1865-1915. gy = Fh 
by Worshipful Brother F. Estes. October the 
nineteen hundred and fifteen. Boston, 1915, 


Library of Congress 8539. B76 


Freemasons. Hoston. Columbian lodge. 
Centenary of Columbian lodge A. F. and A. M., Boston, 


Mass.. 1795—June—1895. Boston. Pub. by order of the Lodge, 
1895. 

24 p. 1 front. 1 ites. plates, ports, facsims 24)°. 

“Limtred to five hundred and fifty signed copies. of which this is 

* pati ation committee: J. Foster Bush, Wm. T. R. Marvin, sec, EB. 
Bentiey Young. treas 


1 Mervin, William Theophilus Rogers, 1882-1913. u. Title. 


ie 4071 
Library of Conctess HIS338.BIC8 1885 


1381, 


Freemasons. Boston. Joseph Warren lodge. 


By-laws of came Warren lodge, with memoir, bistor- 
ical address and list of officers and members, instituted 





statutes of the Grand lodge of Free and accepted masons of the 
state of New York. Charter granted July 15th 5850. Bing- 
hamton, 1893. 


2) 3p 169. 
The “Constitution ... of the Grand lodge” (54 p.) precedes the general 
tp 


1. Freemasons, New York (State) Grand lodge. 


16208 
Library of Congress H8539.B5B7 1408 
Bhd, 
Freemasons. Binghamton, N. ¥. Otseningo lodge, no. 
435. 


Annual report of Otseningo | 
accepted masons, Binghamton, N. 
(Binghamton, N. Y., 18 

¥. ports. 15-237 

Title varies. 


, no. 435. Free and 


Library of Congress HSS39 BS07 


dM, 


-_ ber 23, 1856. Boston, N. Sawyer & son, printers, 


110 p. front. (port) 1% ™ 
“Compiled and vote of the Charles Frank Day sand 
- printed by lodge y 

“Historical address,” by J. H. Young 

1, Warren, Joseph, 1741-1775. &. Day, Charles Frank. us. Young, 
J. Harvey 

10-0414 

Library of Congress HSS39.B7j6 1897 


Freemasons. Boston. Kwights templars. Boston com- 
mandery. 


Officers and members of Boston commandery of 
Knights templars, Janyary 1, 1911. Boston, N. Sawyer 
& eon, printers, 1911. 

Bp mn 


Library of Congress HS7S8.B7B99 1911 


Freemasons 


Boston, Knights templars. De Molay ow 


a. 2p w=. 
EK C Batley was appointed “a committee to superintend the pubil 
Freres oa end Bbode isiand —e 
2 Vuelo Dec. 8 oer. — 4 7 — 3 
Pligrimage to Virginia 
oOnm 

Library of Congress HSTSTM4A5 1808 

—-—— Ospy 2. a 


Freemasons. Aoston. Lodge of Saint Andrew. 

Commemoration of the one hundred and fiftieth anniversary 
of the Lodge of Saint Andrew, Boston. New England, No- 
vember 30, 1906. Boston, Printed by vote of the Lodge of 
Saint Andrew, 1907. 

T pt, 3-308, (2) p. 12 pl, plan, 249 

Limited edition of 300 copies. 


& m6 
Library of Congress HSA88 R734 
Conyright 331, 


Freemasons. Boxfon. Lidoe of Saint Andrew 

The Lodge of Saint Andrew. and the Massachusetts grant 
lodge. Conditi et dicati, anno lucis 5756-5769. Toston 
Printed by vote of the Lodge of St. Andrew. 1870. 

Spl. Gp Bk p front, plates (pert col) facsime 245 1s? 
Limited to five bundred copies. of which this copy ts sumber 125. 


1. Frevoweoms Massmchuwrtts trem tovlge 
© bate 
Library of Congres: Tica TS 
3801 


Freemasons. Aoston. Lodge of Saint Andrew. 
A memorial of the half-century membership of R. W. 


Charles W. Moore in St. Andrew's lodge. Cambridge. Printed 
at the Riverside press. 1873 


vill, %-95 p front. (port) 2" 


1 Moore, Charlies Whitlock, 1801-1873. 
o- 1880 
Library of Congress HSM1 MSPS 


(a R81, 


Freemasons. Boston. Massachusetts lodge. 


1770. Lym pel. ~~ of the a list of 
and biographical sketches “* Lodge, 

1871. 

Ip 1m. 

1 Freemasons Baestes— Biag. 10-188 


Library of Congress HSS80.BTM¢ 1871 


Sebi, 


Boston. Massac . 

Celebration of the one hundred twenty-fifth anniversary of 
the Massachusetts lodge, 1770—May 17—1895; with historical 
notes, by-laws, and a list of members. Boston, Printed by order 
of the Laxige, 1 N86, 

2p lL, S148 ome a 


—— Photeogravure, exact size, be a masonic diploma issued by 
“The Massachusetts lodge,” in 1784 order of “The 
Massachusetts lodge”—as a supplement to the book of the 
“Celebration of the 125th anniversary — May 17th, 1686." 
Reston / 1899, 

584 x 24. 


© -1BBe S 
Library of Congress 
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Freemasons. Hox/on Massachusetts lodge. 

Centennial festival of Massachusetts lodge, with the exer- 
cises of commemoration, including the historical address by 
Worshipful Brother Charles W. Slack, the proceedings at the 
banquet, and other incidents. May 12, 1870. Boston, Printed 
for the Lodge, 1870. 

Bp aI 


1 Slack, Charlies W., 1825-1885 


S539 BTM 
1001 


Library of Congress 


Freemasons. Buston. St. Andrews Royal arch chapter. 

Exercises commemorating the one hundred fiftieth an- 
niversary of the organization of St. Andrews royal arch 
chapter, Boston, Massachusetts, October the first, nine- 
teen nineteen, 1769, 1919. Limited ed Boston, The 
Chapter, 1920. 

Op 1-109 p front, 2 pl. ports, 3 facsim. 249°. 

‘Only three hundred copies printed, of which this is number 83.” 


20 222 
HS718B7SH 1919 


2 


Library of Congress 


Freemasons. Hexion, Winslow Lewis lodge 

Proceeding» of fiftieth anniversary of Winslow Lewis lodge, 
Hotel Brunswick, Boston, December 8, 1905. Together with 
tw the Hon. Charles Levi Woodbury, delivered at 
Boston, 


an ahdre 
the twenty fifth anniversary. December 10, 1841 
The Ree kwell Chorechill press, 1908. 


Freemasons. Bivohlyn. Fourtitude lodge, no. 19 

History of Fortitude lodge, no. 19, F. and A. M. third 
masonic district, state of New York, from the year 1799- 
1899, comp. by the Historie committee, W aniel Stern, 
chairman Brooklyn-New York, Fagle book and job 
printing department, 1900 


63 p plates, facsim. forms. 24°. 


Stern, Daniel 
22-1101 


Library of Congress HSS39 B8P6 
Freemasons. /rovklyn. Hill Grove lodge, no. 540 

Ky laws of Hill Grove lodge, no. 540, of Free and ac- 
cepted masons, in the city of Brooklyn, state of New 
York. Rev. November 2d, 5868. New York, Turner & 
Mignard, printers, 1869. 

&@®p is" 


Inclotes “Constitutions and general regulations _. of Free and accepted 
sons of the state of New York.” or 


t Freemasons. New York (State) Grand lodge 
O1S273t 


Library of Congress HSS99 BBH6 


Freemasons. Brooklyn. Joppa lodge, no. 201. 

History of Jopps lodge, no. 201, F. and A. M., Brooklyn, 
Kings County, N. Y., from December, a. v. 5850, to October, 
4. & 5887. Compiled from the official records ... by Bros. 
Thomas Bell and Godfrey Taylor. Brooklyn, J. J. Bowles, 
printer, 1887. 

Zp - 


LIBRARY OF CONGRESS 


Freemasons. Brook/yn. Masonic veterans. 

First historical report of the _. Brooklyn masonic veterans 

from date of organization. November 26, 1888, to June 30, 
1804. Compiled .. by Ven. Bro. William L. Gardner. Pub- 
lished for private circulation only by the Association. New 
York, C. F. Bloom, printer, 1894 

162 p Wiles. (loci ports.) 22". 


1 Gardner, William L., comp. 


Library of Congress HS509 BTVAS $1804 
Freemasons, Brooklyn. Scottish rite. Awrora Grata con- 
wistory. 

Consecration and dedication of Aurora Grata cathedral, 
and consecration rendezvous. Aurora Greta consistory. De- 
cember eighth-ninth, 1916. Brooklyn, N. ¥., Aurora Grate 
consistory ,19161, 

6, p. front. 109°. 


1. Title: Aurora Grate cathedral 
Ga 30-774 Unrev'd 


Library of Congress HSTTS BRAM 


(Freemasons. Brooklyn. 
lodge, 
Peace reunion, June 13th and 14th, nineteen hundred nine- 
teen. Brooklyn? 19191, 
(24, p. thus, ports. 2" 
On cover: Peace reunion. Avrora Greta 


Scottish rite. Avrora Grata 


410 


Library of Congress HISTTS BS2A88 1919 


Freemasons. Brooklyn. Stella lodge, no. 485. 

By-laws of Stella lodge, no. 485, Free and nytt ma- 
sons of the state of New York ... New York, J. Raper, 
printer, 1870. 

a— 67 


o15859t 


Library of Congress HSS39.B8S87 1870 


Freemasons. (‘alifornia. Grand lodge. 

The California digest of masonic law, containing the old 
charges and regulations of 1720, the —— and general 
regulations of the M.. W.”. Grand lodge of California, 
amended to 1866, with the resolutions and decisions now in 
force in that M.. W.’. Grand body, ete. Collated by Lorenzo 
Gordin Yates San Francisco, E. Bosqui & co., printers, 
1867 

3p. l, S236 p 24". 


1. Freemasons Laws, decisions, ete 1. Yates, Lorenzo Gordin, 


1537-1908, ed. u. Title 


34-6541 
Library of Congress HS445. C443 san) 
Freemasons. California. Grand 
lodge 


Journal of proceedings 
see its 


Transactions...A.L. 5650 to...A.L. 
5654. 





Freemasons. California. Grand lodge. 

Proceedings of the M.". W .”. Grand lodge of Free and 
accepted masons of the state of California at its ... an- 
nua! communi 


San Francisco, 18 
v. 2. 
ca 10-97 Unrev'd 
30b1, 
Library of Congress HSS37.C2A2 
Freemasons, California. Grand 
Lodge 
Proceedings 


see also ite 


Transactions,..A.L. 5850 to...A.L. 
5854. 


Freemasons. Culifornia. Grand lodge. 

Transactions of the M.’.W.. Grand lodge of Free 
and accepted masons of the state of California, from its 
organization in April, a. v. 5850, to and including its fifth 
annual communication, in May, a. L. 5854; together with 
the proceedings of the convention assembled for its for- 
mation, and the constitutions, ding ions, and 
by-laws of the Grand lodge. By authority of the Grand 
jodge. San Francisco, F. Eastman, printer, 1857. 

vip, 21, 11-3 p 24>. 

Half-title Journal of proceedings 





9 oS9F 
Library of Congress HSS37 C2A18 
Freemasons, California. Grand lodge 
Transactions 


see also its 


Proceedings. 
Freemasons, Canongate, Scotland 
see 
Freemasons. Edinburgh. Lodge Canongate 
Kilwinning. 


Freemasons. Cape Elizabeth, Me. Hiram lodge, no. 180. 
History of Hiram lodge, no. 180, of Free and accepted 
masons, (ape Elizabeth, Maine, and a full abstract from 
the records from its organization, Nov., 1875 to Nov. 10, 
1891. Comp. by Stephen Scamman. Published by the 
lodge. Portland, Smith & Sale, 1892. 
107 p. front. 22° 





on -_ a. ? s3_.8-2 








Freemasons. (Castine, Me. Hancock lodge, no. 4. 

History of Hancock lodge, no. 4, of Free and accepted ma- 
sons, Castine Portland, S. Berry, printer, 1872-1911. 

Sy. 2a. 

Vol 5 has tmprint: Ellsworth, Me, Hancock county publishing com- 
mevcn 1-2 compiled by David W Webster, jr.; ¥. 8-6 by George A. 


Conrents.— pt. 1. To 1870,;—\pt. m), 1871-1880.—pt. mm. 1881-1800.— 
pt. Fv. 1801-1900.—pt. ¥. 1901-1910. 


t. Webster, David W.. 4 1904, comp ou. Wheeler, George Augustus, 
1987- comp 


ee) 
Library of Congress HSS89.C28H2 

adibl, 
Freemasons. Charleston, S.C. Landmark lodge, no. 76. 





a. tL. 5850. ay at the jubilee of Landmark 
lodge no. 76, A. F. M., of ith Carolina, December ith, 
a. L. 5900. (Charleston, S. C., Printed by the Walker, 
Evans & Cogswell co., 1901, 


Sp. illus, port 247 


11-16543 


Library of Congress HSSI9C3L3 1901 


Freemasons. Charleston, S.C. Union lodge, no. 8 
Rules, or by-laws of Union lodge, no. vim. as amended 

and finally ratified at the regular meeting of said Lodge, 

on the third Wednesday, being the 15th day of November, 

5820. Charleston, S. C., Printed by W. C. Young, 1821. 
lip. 2. 


9 13ASSt 


Library of Congress HSS#CIU6 1a 


Freemasons. Charlestown, Mass, 
King Solomon's lodge 


Freemasons. Somervilie, Mass. 


King 
Solomon's lodge. 


Freemasons. (hivagv. Masonic board of relief. 

Final report of the proceedings of the Masonic board of 
relief, of the city of Chicago, organized to distribute the funds 
and other aid sent from abroad for the relief of master masons, 
and the widows and children of deceased brethren, who were 
rendered needy by the great conflagration in the city of Chi- 
cago, October Sth and Mth, a. vp. 1872. Chicago, Hazlitt & Reed, 
printers, 1872. 


160 p. incl. tables, = 224. 
1. Chicago—Pire, 1871 


Library of Congress HSA8). CBBAG 


au 


Freemasons. Chicago. Oriental consistory. 

Annual rendezvous of Oriental consistory S. P. R. 8. 
valley of Chicago. 
(Chicago, 


. 2. 


Library of Congress 
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Freemasons. (hicago. Scottish rite Library 

Catalogue of Chicago Scottish rite library. 1925. 
1925, 

covertitie 116 p. 2" 

Classified (Dewey decimal) with subject index 

Mabe! K Dixon, librarian. 
—— The 1927 supplement to the 1925 catalogue of Chicago 
Scottish rite library. (Chicago, 1927, 

covertitien, Bp B= 

Claasified (Dewey decimal) with subject (oder 

Mabe! K Dizon, librarian 

1 Freemasons Bib! t Dinoo. Mabel K 


(Chicago, 


Te 


Library of Congress 28 Tare O16 9681 


reemasons. (hiyago <Amesont and aocopted Scottish 
rite. Oriental consistory. 

Spring reunion, nineteen hundred and seventeen, ‘‘ the 
jubilee year,’’ in commemoration of the union of all of 
the Ancient accepted Scottish rite freemasons, of the 
Northern masonic jurisdiction of the United States of 
America, into one supreme council, on the 17th day of 
May, 1867, in the Council chamber of Freemasons hall, 
in the city of Boston, Massachusetts. Held by Oriental 
consistory 8S. P. R. 8. and the co-ordinate bodies of the 

(Continued on next card) 
17-1607 


. Chicago. Ancient and accepted Scottish 
rite. Oriental consistory Spring reunion, nineteen 
hundred and seventeen (Card 2) 

Ancient accepted Scottish rite in the valley of Chicago 

on April 16, 17, 18, 19 and 20, 1917, at the Preceptory of 

the consistory Chicago, ‘1917 
128 p. ports. 234° 

“Designed, composed and copyrighted 1917, by Edgar A. Russell” 


1. Russell, Edgar Alexander 


17-10071 
Library of Congress HS778.C4A3 
Copyright A 462636 
Freemasons. (Claremont, N. H. Union “Mark” lodge, 
no. 1 


Monograph of Union “* Mark’’ lodge, no, 1, Claremont, 
New Hampshire. An abstract from the records, with a 
list of its members. Comp. by Charles B. Spofford ... 
ceemhomne, N. H., Priv. print. for the author (by Moore, 
1891. 


ap um 


1. Spofford, Charles Byron, 1863- comp 


19-1412 


Library of Congress HS718.CSUS 1891 


Colorado. Grand commandery of Knights 
templar. 

Report of the Triennial committee of the Grand com- 
mandery of Colorado for the thirty-second triennial cou- 
clave Knights templar of the United States of America, 
held in Denver, Colorado, on August 12, 13, 14, 15: 1913; 
issued under the authority of the Triennial conclave com- 


mittee, R. E. Sir George W. Vallery, chairman ... (Den- 
ver, Press of Smith-Brooks printing co., “1914, 
ix, 144. illus. (incl. ports, plan) 23°. 
1 Freemasons—Templars t Vallery, George William 
14-1627 


Library of Congress HS7S4 A4S 


Copyright A 380326 


Freemasons. (‘olorado. Grand lodge 

George Washington centennial memorial exercises, Mount 
Vernon, December 14, 1899; record by the M. W. Grand lodge 
of Colorado, A. F.& A.M. Denver, Col., The W. F. Robin- 
son printing co., 1908. 


244 p. front. plates, perts. 277° 


1. Washington, George, pres. U 8.—Anniversaries, ete 1. Title. 
ll 
Library of Congress ra2ers 
—— Copy 2 
Copyright etd), 


329 


Freemasons. (vlorado. Grand lodge. 


Proceedings of the Grand lodge of Colorado, of the 
most ancient and honorable fraternity of Free and ac- 
cepted masons, at its several commanications, from s. L 
5861 to a. L. 5869, inclusive. Davenport la. Griggs, Wat- 
son & Day, 1869. 

376 (i. ¢. 378), xvilip 2 

Page numbers 138-139 duplicated 


Library of Congress HSS37.C4A18 


Freemasons. (olorado. (rand lodge. 
Proceedings of the Most Worshipful Grand lodge of Ancient 
free and accepted masons of Colorado. 
Denver ,ete., 18 
¥. ports, fold map. 24*. 
~ for 187 were published at Davenport, Ia; 1878 at 


udes 
annual communications 


9-8000 (rev. 42) 
Library of Congress S587. C4A2 
\r42b2, 
Freemasons. Colorado. <dacient ond-essopted Scottish 
rite. 
Reunion A.-. A.-. Scottish rite ... 
(Denver) 
+ port. 2. 
674 
Library of Congress 


rite Col 

Columbus, O., The Warner P. Simpson co., 1923, 
cover-title, 1p. L, 7-21 p. front (pert) 254". 
Spectally bound for Library of Congress. 


1 Harding, Warren Gamaliel, pres, U.S, 1885-1888 


2¢-19817 Revised 


Library of Congress rrea res 
rain, 


Freemasons. Cormnthian lodge 

By-laws of Corinthian lodge, of Ancient, free and ac 
cepted masons, of Concord, Mass To which is added 
an historical sketch of masonry. By Louis A. Surette 
Concord, Printed by B. Tolman, 1859 


191 5 


Concord, Mass 


front, ports 19)'"* 


1. Freemasons + Surette, Lows A. > 181% 


9 leddor 
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Annual report 
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Proceedings... 
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Freemasons. Connecticut. Grand lodge. 

Proceedings of the Grand lodge of the most ancient 
and honorable fraternity of Free and accepted masons 
dl Ls state of Connecticut, at the ... annual communica- 


Hartford rete. 18 
v ittus, plates, ports. 23>. 
Cover-title: Grand lodge records. Connecticut .. Annual report. 
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Freemasons. (Connecticut. Grand lodge. 

Proceedings of the M. W. Grand lodge of Connecticut, called 
for the purpose of laying the chief stone of the monument to 
Gen. David Wooster, at Danbury, April 27, 1854, with the ora- 
tion and addresses delivered on the occasion, and exercises in 
the church. New Haven. Printed by Storer & Morehouse, 1854. 

Rp tiv 2 

Extra Wlustrated by 5 portraits. 


1 Wooster, David, 1710-1777. 2. Denbury, Conn. Wooster monument 
1031083, 
Library of Congress Ean wors 
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Freemasons. (onnecticut. Grand lodge. 

The records of freemasonry in the state of Connecticut 
Comp. from authentic sources, by E. G. Storer, grand secre 
tary. New Haven, E. G. Storer, 1859-61. 
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Freemasons. Costa Rica. Gran logia. 

Efforts of the Costarican Freemasonry for the inde- 
pendence of Central America. Labor de la Masoneria 
costarricense en favor de la independencia de Centro 
América. San José? 19141, 

7.29 Mm 

English and oppesite 

Frtson, Joe Seek alee ee aries tatentien of the United Staten 
to establish a protectorate over the Central American countries, and replies 
from grand lodges of the United States 

1. Central America—For. rel—U.S 2 U. S.—For. rel—Central Amer- 
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Freemasons. (uba. Gran logia de la isla de Cuba. 


La masoneris; sus fines, su historia, su obra. Habana, 


Molina y compania, 19%. 
149 plates, port. 24”. 
At head of tithe Gran logia de la lela de Cube. 
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Freemasons. Dedham, Mass. Constellation lodge. 

binmme at the celebration of the twenty-fifth anni- 
versary of Constellation | . A. F. and A. M., 
seeeeeincetie, March 16, 897. Dedham, The Lodge, 
1898. 


ix, 10-113 p. front, plates, ports. 24)° 
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Freemasons. Delaware. Grand lodge. 


Proceedings of the ... annual communication of the 
M. W. Grand lodge of Ancient free and accepted masons 
of Delaware 
Wilmington, 18 
v. ports 22¢-23". 
Title varies shghtly 
$Sth-Séth, 1861°62 ‘ssued combined 
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Freemasons. District of Columbia. Urand lodge. 


. Centennial celebration of the Grand lodge Free and 
accepted masons, District of Columbia, February 18, 19, 
20,1911. ;Washington, Press of the Sudwarth 


Freemasons. District of Columbie. Grand lodge. 

Masonic welcome by the Grand lodge of the District of 
Columbia to the most worshipful brother, Earl de Grey and 
Ripon, grand master of masons of England, April 10, 1871 
Reported by W. Blair Lord Washington, D.C. WGI & 
Witherow, printers. 1871. 
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Freemasons. District of Columbia. Grand lodge. 
Proceedings Annual report. Washington, D. C., 


+. plates, ports. 16-237 
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Freemasons. District of Columbia. Grand lodge (Col- 
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Proceedings 
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131 p. incl. front, plates, ports, plans. 23° 
At head of title: February 19, 1811, 1911 
12-13875 
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Freemasons. District of Columbia. Grand lodge. 

Digest of the@lecisions of the grand masters, and also 
of the Grand lodge of the District of Columbia, from the 
organization. 1811 to 1891. Comp. by the R. W. Grand 
secretary, Wm. R. Singleton, by order of the Grand lodge, 
— 11, 1891. Washington, D. C., J. F. Sheiry, printer, 
1892. 


cover-title, 9, 2) 9. 27 


1. Singleton, William Reynolds, 1818-1901, comp 
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Freemasons. District of Columbia. Grand lodge. 
Masonic calendar of the District of Columbia. 


; Washington, D. C., 
oor 


Cover-tithe 
Tithe vartes slightly 


complied by William K. Singleton; by Arvine W 
Johaston 


1. Feeemasons = District of Columbia— Direct 1 Singleton, Wil 
lem R., comp. 1. Johnston, Arvine W., comm. im. Title 
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Freemason. District of Columbia. Grand lodge. 

Masonic code of the District of Columbia. 1905. Pub. by 
authority of the Cirand lodge, F. A. A. M. of the District of 
Columbia. Washington, J. F. Sheiry, printer (1905, 
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1891-1897 have title: a. &. S891-98. a. & 1891-98. Proceed of the 
most worshipful Grand lodge of the most ancient and honorable Pesenaiey 
of Free and accepted masons for the District of Columbia. Held at Ma- 
os hall, corner of Virgmia avenue and Fifth street, S. E. Washington, 
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Freemasons. District of Columbia. Grand lodge. Library. 
Classified catalogue of the library of the Grand lodge, 
F A. A. M,, of the District of Columbia ... Washington, 
D. C., R. Beresford, printer, 1886,-04, 
“Bp =. 
“Supplement to Masonic library catalogue, 1804" p 40,66. 
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Freemasons. District of Columbia. Knights templars. 


Grand commendery 
Proceedings of the Grand commandery Knights templar and 
appendant orders of the District of Columbia ... Washing 


ton, D.C., 
* port. i> 
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Library of Cougress 6757 D6A2 


a2mdi, 


Pemmesees. District of Columbia. Masonic temple asso- 
eration 


The smemeet masonic temple, Washington, D. C. 
(Washington, D. C., 1904 


Sp illus (plans) 2 pl. 21 x 2™. 
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Freemasons. District of Colu nbi.. Masonic veteran as- 
sociation 


Constitution of the Masonic veteran onnesiation of the 
District of Columbia. Organized August 20, 1879. Re- 
vised January, 1899. With list of officers from organiza. 
tion to January 9, 1899, and a list of members to March 
31, 1899. Washington, Gibson bros., printers, 1899. 
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an, ca 10-1866 Unrev'd 


Library of Congress 
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Freemasons. District of Columbia. Masonic veteran as 
sociation. 

Constitation of the Masonic veteran association of the 
District of Columbia. Organized A 20, 1879. Re- 
vised January 12, 1904, at which date the Washington 
masonic veteran association was merged into this associa- 
tion. With list of officers from organization to Jan aoneey 
12, 1904. Washington, D. C., Gibson bros., printers, 1 


%p ive 15> 


35d, ca 10-4500 Unrev'd 
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Freemasons. District of Columbia. Masonic veteran asso- 
oe 


Illustrated historical souvenir of the Masonic veteran asso- 
ciation of the District of Columbia, 1879-1912, comp. by the 
secretary. Issued on the occasion of its 34th annual dinner at 
the Metropolitan hotel, city of Washington on Tuesday, Janu- 
ary twenty-third 1912. Washington, Press of Gibson 
brothers, 1912, 


47, 1) lus (incl porta) 22 
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District of Columbia. Masonic veteran 


association. 
Masonic veteran association of the nae of Colum- 
bia. 1911. In . Wi 1D. C., 1912, 
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Freemasons. District of Columbia. Masonic veteran asso- 
ciation. 
i ransactions .. 
Washington, 
. Bye. 
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Freemasons. [istrict of Columbia. Potomac lodge no. 5. 

A century and a half of freemasonry in Georgetown, 1789- 
1939; being the chronicles of Lodge no. 9 of Maryland, char- 
tered 1789; Columbia lodge no. 19 of Maryland, chartered 
1795; Potomac lodge no. 43 of Maryland, chartered 1806; 
Potomac lodge no. 5, District of Columbia, chartered 1811. 
Georgetown, Washington, D. C., 1939. 


3p |. &2 p inet. front., tus, plates. fold. facsim 23" 


1 Freemasons. Georgetown, D.C 1. Title. 
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Freemasons. District of Columbia. Royal arch masona. 

Grand chapter 

Ceremonies on the occasion of constituting the Grand 
R.. A... chapter and the installation of the grand officers, 
together with the inaugural address of the G.. H.’. priest, 
J. E. F. Holmead, May 23d, 1867. Ordered to be published 
by the Grand R.. A.”. chapter of the District of Columbia. 
Washington, D. C., Gibson brothers, printers, 1867 

23 p. 22" \WHh ite Proceedings, 1867. Washington, 1867 


1 Holmead, James EF 
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District of Columbia. Royal arch masons. 
Grand chapter. 
Proceedings Annual report. Washington, D. C., 1867- 
v ports 22-23y° 
Report year ends 1867-1875, November; 1876-1901, December, 1903- 
Februar, 
1887 hes tithe: Proceedings of the Grand RK A.. chapter of the 
District of Columbia, for the year 1867, together with the 


loge 
of the preliminary convention for the formation of the Grand chapter 
of the District of Cotumbta 
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Freemasons. Dorchester, Mass. Union lodge. 

The fraternal tribute of respect paid to the masonic 
character of Washington, in the Union lodge, in Dorches- 
ter, January 7th, a. 1. 5800, Charlestown, Printed by 
Samuel Etheridge, 1800. 





13, hp, 11 20° [Bith Dorchester, Mass Public expressions of 
grief, for the death of General George Washington ... (Chaclestown, 1800)) 
Includes address and Masonic dirge, by TM. Harris 
1 Washinetom, George, pre« S Funeral and memorial services 
1 Haren, 7 states Seen, WHUA-I8A2 ni. Title 
17-S04 
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Freemasons.  Edinlurgh. 
ning, no. 2. 


Lodge Canongate Kilwinning, no. 2, Edinburgh. 
Founded 1677. Official guide book to bazaar. Freema- 
son's hall, Edinburgh, on Friday and Saturday, 25th and 
26th November, 1898. ,Edinburgh, W. S. Elliot and co., 
printers, 1898, 


Lodge Canongate Kilwin- 


52 p. illus. plates, ports. 203% 
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(Freemasons. f/izubeth, \./. W aahington lodge, no. 33, 


Ilistory of free masonry in Elizabeth, N.J. Elizabeth, N.J., 
Drake & Cook, printers, 1875 
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Prepared by « committee, consisting of Joseph H. Gray, James 8 
Gow at ee W. Oakley, appointed by Washington lodge, no. 33 of 
aa 


1. Freemasons Elizabeth, N. J 1 Gray, Joseph MH. uu. Title 
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Freemusons, Elizabeth, N.J. 
Yashington lodge, no, 41 
see 


Freemasons, Elizabeth, N.J. Washington 
lodge, no. 33. 
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Freemasons. Elizabethton, Tenn. Dashiell lodge, no. 238. 


A tribute of fraternity and respect to the late Robert 
Love Taylor, 1850-1912, issued by Dashiell lodge, no. 
238, F. & A. M. |Elizabethton, 19129, 


cover-title, i p. port. 2257 


1. Taylor, Robert Love, 1850-1912. 
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Freemasons, England. Grand lodge 


Freetiasons. England, United grand lodge. 

Freemasons, England, Grand lodge 
(*Ancients*) 

Freemasons. England. Grand lodge 
("Moderns") 


Freemasons. England. Grand lodge (“Moderns”) 
ae: -” 66 Go preeet onne ee The most noble 
ontague, duke of Manchester, grand master. 
yA printed for W. Cole, 1778, 
Spt, 7 numb. | front. 19° 
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Caption ti st nom Ay tne A new & correct list regular 
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1. Freemasons— Direct 
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1 Manchester, George Montagu, 4h duke of, 
1797-1 
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Freemasons. Englund. Grand lodge of 
free and accepted musons-of England 
according to the old institutions 


see 


Freemisons, England. Grand lodge 
("Ancients") 


Freemasons. England. Grand lodge of 
free and sccepted masons under the 
constitution of Englund 
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England. Grand lodge 
(*"Moderns*) 


Freemasons. England. United grand lodge. 
Constitutions of the Antient fraternity of yg J ac- 
cepted masons. Partthe second. Containing the ated 

regulations, &c. &. Pub. by the authority of Fd L. o 
and lodge, by b fom” yiiem ‘ 

€ P. Norris and son, 

Spi, d-12p.t) 2 


Part | doe appeer to have been published "— Brit. mus Catalogue. 
Signed t0 cmausorege (36 34 prelim. leaf): W. Williams 


1 Williams, Witham, of Dorset, pub 
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Freemasons. Fngland United grand lodge. 
Constitutions of the Antient fraternity of free and ac- 
cepted masons. Containing the chaegee, re —a he. 
&c. Pub., by the authority of the and lodge, 
by William Henry White, as grand pooner A 
Printed by Norris and son, 1847 
vii, M7 p pl 2 
Signed in manuseript (p v)- William H. White, o. s 


1 White, Willham Henry. pub 
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Library of Congress HS447 EOAS 1847 


Freemasons. fngland. l'nited grand lodge. Library and 
museum 
Catalogue of contents of the museum at Freemason’s hall, in 
the possession of the United grand lodge of England, compiled 
and arranged by Major Sir Algernon Tudor-Craig ... 1938. 
London, The United grand lodge of England ,1938, 


ix, M1 p. 11 col frost. tus, plates (part col, part mounted) port. 
1 a 


On cover: United grand lodge of England ol 1 Museum catalogue. 


Freemasons Museums and collections 
pet... Tudor, 1873- 


1. Tudor-Craig, Sir 
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Freemasons. England. United grand lodge. Library and 


museum 
Catalogue of manuscripts and library at Freemasons hall 
in the possession of the United grand lodge of England, com- 
piled and arranged by Major Sir Algernon Tudor-Craig .. 
1938. Landon, The United grand lodge of England ,1938, 
1p lL. + vill, 227, 1) p col. front, mounted col. us, plates, facsims. 
Clagified, with author index. 
On cover Caited grand lodge of Englaod. vol.m. Library catalogue, 
Freemasons Hibl — Catalogn & T.4or-Craig, Sir Algernon 
Tear 1873 
eal 
Library of Congress TAS FES 
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Freemasons. Fngland. United grand lodge. Library and 
museum. 

Catalogue of portraits and prints at Freemason's hall, in the 
possession of the United grand lodge of England, compiled and 
arranged by Major Sir Algernon Tudor-Craig ... 1938. Lon- 
don, The United grand lodge of England ,1938, 

ix, 1199. 11 col froat., plates, ports. (1 col.) 30 x 234. 

On cover United grand lodge of England. vol. a. Portraits & prints, 


1. Freemasons. England—Portraits 2 Sein, British. $. > 
graviog® London Catalogs 1. Tudor-Craig, Sir Algernon Tu 
1873 
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Freemasons. Fitchburg, Mass. Aurora lodge 


Centennial memorial of Aurora lodge A. F. and A. M. 
a. v, 1891-1901. Prepared by Bro. Frederick A. Currier 
Fitchburg, Mass., The Lodge, 1901. 


69 1.51 p front, illus. plates, ports. 2357 


1 Curner, Frederick A 
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Freemasons. Fitchburg, Mass. Knights templars. Jerw 
salem cammandery, no. 19 
Fiftieth anniversary 1865-1915 ... prepared by Sir 
Frederick A. Currier. ,Pitechburg? Mass., The Com- 
mandery, 1916. 


1p. |, vii, hi, 1269 fromt, 1 Mus, plates, ports. 254™. 


1. Currier, Prederick A. 1851- n Title. 
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Freemasons. Fitchburg, Mass. Royal arch masons. 
Thomas chapter 


Centennial memorial of Thomas Royal arch chapter, 
Fitchburg, Massachusetts, 1821-1921, prepared by Com- 
a. Frederick A. Currier. Fitchburg, The Charter, 


114 p. front. ports. 23). 


1. Currier, Frederick A., 18S1- 11. Title 
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Freemasons. flvrida. Grand lodge. 


Florida monitor, containing instruction in the degrees 
of entered apprentice, fellow craft and master mason, 
rev. by the Committee on work, Marcus Endel, James 
Carnell, Walter Scott. Jacksonville, Grand lodge, F. 
and A. M., of Florida, 1917. 


2p. 1, d43p. 15™ 


eemasons Rituals 1. Endel, Marcus. wu. Carnell, James. 
m ‘on Walter. ww. Title 
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Copyright A 456773 
Freemasons. — Grand lodge. 
Proceedings annual communication of the 
Grand nF. vv ot ‘of Florida .. 
Jackso ete., 18 


¥. ports 21)-224> 
ty have title Prccnetings of cho 24, W. Grand indge of Pras 
and accepted masons of the state of 


cAD1B Unrev'a 
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Freemasons. Florida. Grand lodge. 


Proceedings of the Grand lod of Free and ac- 
cepted masons of the state of Florida; at its several 
grand communications, from its organization, a. p. 1830, 
to 1859, inclusive. New York, J. F. Brennan, 1859. 

3 p. |, tiii-evi, (17)-867, ch p. front. (port) 2H. 

Comp. by Thomas Bro 


Includes “The conetingtions of ry Frounasens Comp. by James An- 
derson, uw. a 1723; repub. 1855" $81,425, 


wih Brown, Thomas, governor of Florida. «. Anderson, James, 1680?- 

D12671¢ 

Library of Congress HSS537 Foals 
Freemasons. France. 


Ordre du Temple. Symbole de la foi des chrétiens pri- 
mitifs. Paris, Impr. de A. Guyot, 183-1, 


8p mr 


Caption title 
No. 10 in a volume of pamphlets lettered: Mélanges. 5. 


Library of Congress 


Freemasons. France. Grand loge 
nationale 
see 


Freemasons. France, Grand orient. 


Freemasons. France. Grand orient. 
Calendrier maconnique du Grand orient de France. 
Paris, Impr. du G .". 0. ete, 
*. may. 
Title vartes slightly. 


1. Tithe. 
ca 82357 Unrev'd 
Library of Congress HS8345 C2 
028b1, 


Freemasons. france. Grand orient. 

Constitution du Grand orient de France, par la Grande loge 
nationale, 1773; introduction par Arthur Groussier. Paris, 
‘A VOrient de Paris, chez V. Gloton, l'an de la vraie lumitre 
5931 1931, 


200, 2, p. double pl. ports, facsims 2”. 


t Groussier, Arthur Joles Hippolyte, 1963- 
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Freemasons. France. Grand orient. 


an » gate des ff.". pourvus de députations auprés 
France, avec le nombre d’at.’. que 
gees représente, indication de la page ot ils se trouvent 
placés sur le calendrier magonnique de l'année 5821 
(Paris, Poulet, 1821, 
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1. Freemasons. France—Direct. 
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Freemasons. Frence. Grand orient. 


Tableau qpae ique des |).” yan 
.. 0... de (Paris, 5802 ; (1802 
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1. Freemasons. France—Direct. 
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Freemasons. France. Grand orient. 


Tableau général des officiers du G.". O.". de France, et 
des représentans élus, avec la date de leur admission . 
et l’indication de la page du calendrier magonnique de 
(Paris, Poulet, 1822, 


Dp. i 
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Library of Congress HS3OOF7A4 1822 


Freemasons. France. Grand orient. 


Tableau indicatif des assembiées du G.”. O.. de France 
et de ses Sey pour le 3.° trimestre de |’an de la 
Ve as  vendémiaire an 13 de |’ére F.". (Paris; 
5804 (1804, 
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1. Freemasons. France—Direct 
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Freemasons. Galveston. Harmony lodge, no. 6. 


By-laws of Harmony lodge, no. 6 (Galveston, Texas) 
with forms. By John Sayles, rp. o. «. Approved by com- 
mittee on masonic juri d Washingt 
T. McGill & co., 1880. 


Sp a 
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1. Sayles, John, 1825-1697. 
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Freemasons. (/corgia. (/rand lodge. 

Ahiman rezon: prepared under the direction of the Grand 
lodge of Georgia: by William S. Rockwell ... Savannah, 
Printed for the Grand lodge of Georgia; New York, R. Macoy, 
1859. 


xittp. 11, S)-404p. 4. xxampl 2 


1. Freemasons. 1 Rockwell, William Spencer, 1804-1865. 1. Title 
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Freemasons. (Georgia. Grand lodge. 

Masonic manual and code of the Grand lodge of Free and 
accepted masons of Georgia. 3d ed., Nashville, Tenn., 
Brandon printing company, 1925. 


404, (1), xxii, (1) p. front. tus. (tock. music) 14° 


1 Freemasons— Rituals. 1. Title 
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Freemasons. Georgia. Grand lodge. 
Official proceedin, 


Macon, 18 
¥. ports. 23". 
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Freemasons. Georgia. Grand lodge 
Proceedings... 
see its 
Official proceedings... 
Freemasons. Glasgow, Ky. Allen 
lodge 
see ulso 


Allen lodge female college, Glasgow, Ky. 


at the annual communication of 
the Grand lodge of Georgia, Free and accepted masons ... 


have title. Proceedings of the most worshipful Grana lodge of 
accepted masons 
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Freemasons. (Glens Falls, N.Y. Senate lodge 456. 
Proceedings of the semi-centennial of Senate | 

456 F. and A. M.; celebrated at ley Falls, N. Y. in 
state armory of Co. K, 2d G. N. Y. June 28, 1909, 
with roster of the lodge to hy 31, 1905. Glens Falls, 
Press of Glens Falls publishing co., 1910, 

®. hp ports 23>. 

At head of title: 1899-1909 

Contains an sketch by James A. Holden, lists of members, 
bref biographies and addresses. 

1. Holden, James Austin, 1861- 


10-4755 


Library of Congress HSS39 G45SS2 


Freemasons. Hagerstown, Md. Mount Moriah lodge. 
Oration, sermon, &. delivered at the ceremony of lay- 
ing the foundation stone of the Masonic hall, in Hagers- 
town, June 24th, a. p. 1822, 4.1. 5822. Hagers-town, Print- 
ed by W. D. Bell, 1822. 
Rp 2 
Contents. —Advertisement.— Prayer, by S. B. Shaw. — Oration, by 
O. H. Williams.—Prayer, by Benjamin Kurtz —A sermon, by J. X Clarke. 


1 Freemasons— Addresses, essays, lectures 
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Freemasons. 
templars. 
Grand commandery, Knights templar of Idaho; dia- 

grams of drill formations for asylum ceremonies, drawn 

and arranged by Edward Smith ... in aceordance with 
the ‘‘ Manual of asylum ceremonies’’ adopted by the 35th 
triennial conclave of the Grand encampment Knights 
templar of the United States of America, at New Orleans, 

April, 1922. Boise, Id., Syms-York co., Masonic supply 

department 1924, 

55, p. illus. (port.) diagrs 154" 
1. Freemasons. Knights templars. 


Idaho. Grand commandery of Knights 


1. Smith, Edward. 


Man 


Library of Congress HS751 A312 1924 


Copyright A 778140 2 


Freemasons. Idaho. Grand lodge 
Annual communication 


see ites 


Official proceedings, 


— Idaho. Grand —_ 


ths M. Stew "Grad log of An of me yoyo 


. ae 
Biographical sketches of officers included 


(36b1 ca 10-96 Unrev'd 

Library of Congress HSS37.1 2A2 

Freemasons. Illinois. Grand commandery of Knights 
templar. 

Knights templar manual of asylum ceremonies, [llinois. 
Issued by the brand commande: s = in subordinate 
comi leries ... (Springfield? 

105 p. illus, 164". 


1. Freemasons— Templars. 


Library of Congress HS7SLA313 1901 
Copyright A 20727 


333 


Freemasons 


Illinois. Grand commandery of Knights 


templar 


Memorial service at Mt. Vernon on the Potomac. Un- 
der the auspices of the Knights templar of Illinois. Octo- 
ber 9th, 1889. A.”. O.°. 771. \Chieago, H. 8. Tiffany & 
co., printers, 1889) 


lip. 2" 


Title vignette 
Text on 24-4th pages of cover 


1 Washington, George, pres. U. S.—Anniversaries, etc. 1. Title 


18-11612 


Library of Congress E3126 FR 


Freemasons. Illinois. Grand lodge. 


Ceremonials for use of the M. W. Grand lodge of An 
cient, free and accepted masons of the state of Illinois 
snd its constituent lodges. Bloomington, Pantagraph 
printidg and stationery company, 1912. 


111 p. illus. 19° 
On verso of tp: Revised 1912 


1 Freemasons—Rituals 1. Tithe 


12-073 
Library of Congress 


Copyright A 309938 


HS455.1 6F7 


Freemasons. /ilinois. Grand lodge. 
. Proceedings of the Grand tedige of the state of Tli- 
nois, Free and accepted masons . 
Freeport ete. 18 
v. illus, plates, port, 219™ 
fg one of title Grand annual communication 





omer oe ” ete, prefixed to 
the regular Proceedings in some of the vols 
caD1S Unrev'd 
30d). 
Library of Congress HSS37.14A2 


Freemasons. [linois. Grand lodge. 


Reprint of the Proceedings of the Grand lodge of Illi- 
nois, from its o tion in 1840 to 1850 inclusive. As 


ordered by the Grand lodge, October 8, 1891. Freepo: 
Ill, Journal print, 1892. “ 
Mo m= 
947 


Library of Congress HSS37 | 4A18 


Freemasons. Illinois. Grand royal arch chapter. 


Constitution, by-laws and regulations of the Grand 
royal arch chapter of apm as adopted October 14, 
1901, with dm ‘o and i the annual con- 
vocation of 1912, also : digest of approved — 
standing resolutions and | for the use of 
comp. by Geo. W. Warvelle ... Chicago, The _" 
chapter, 1913. 


“ap a 





1. Warvelle, George William, 1852- comp. 1. Title 
14-226 


Library of Congress HS71713A3 


Fall tithe of 19th report: Annual report of the Masonic veteran ssso- 
canon of 
ca 9-916 Unrev'd 
(S0b1, 
Library of Congress HSS37 1 SSPO 








Freemasons 


Freemasons, Illinois, 
masons. Grand chapter 
Annual convocation 


Royal arch 


see its 


Proceedings... 


Freemasons. /Ilinois. Royal arch masons. Grand chapter. 


Freeport, 
¥. plates, porta. 224". 
Cover-tithe Annual convocation ... 


ca 01701 Unrev'd 
Library of Congress HST17.1 842 


:038D1, 
Freemasons. Indian Territory. Grand lodge. 


Proceedings of the M.’. W.’. Grand lodge A. F. & 
A. M. of Indian Territory, at the ... annual communica- 
tion. 

Muskogee, 18 
vy 24" 


ca 10-95 Unrev'd 


Library of Congress HS53714A2 


Freemasons. Indiana. Grand lodge. 


Proceedings of the ... annual meeting of the M. W. 
Grand lodge of f Free and accepted masons of the state of 
Indiana .. 

Indianapolis, 18 
v. ports. 29 
ca9-917 Unrev'd 
door, 
Library of Congress HS5S37.16A2 
lowa. Grand commandery of Knights 
templars. 


Towa Knights templar tactics and manual, compiled 
under the direction of the following committee consti- 
tuted by the Grand commandery at its fifty-ninth annual 
conelave held at Templar park, July, 1922. Charles C. 
Clark, «. ¢., chairman. John K Elwell, pr. a. c., John F. 
Hanson, rv. c., Henry B. Lewis, P. c., Board of instructors. 
(Des Moines, Printed by the Homestead 0.) 1923. 

186 pilus, diagrs. 1747. 


1. Freemasons. Koights templars. 


23-00 
Library of Congress HS7SLA316 1923 
Copyright A 700231 2 
Freemasons. Jowa. Grand lodge. 
Annals of the Grand lodge of Iowa ..._ v. 1);- 
1844 


Muscatine ete.) 1858- 
v. illus, plates, ports, maps. 24-2™. 
Vol. 1-2 reprints ; Asean ate pas os cae pa Goat 
a a. afyv4 
eS Se cod v-% 
oe TS UTR) 
ire tu 9 see il years to 
with t-p. for the vol, and 
“ail ct commonly troop ocparate 


Continued on next card 
( oo ) 





LIBRARY OF CONGRESS 
Freemasons. /owa. (rand lodge. 
(Card 2) 


Title 144 OR, if the 
i wanton aoe Rressatiogs o 
1869-73, Gener 


1. Parvin, Theodore Sutton, 1817-1901. u. P 


; 
J 
7 


Library of Congress HSS97 18A2 


Freemasons. lows. Grand lodge. 


Bi ieal sketches of past grand masters of the 
Grand | of Iowa. ing the ix to the Pro- 
ceedings, volume v., 1869-1873. By Parvin, 
secretary. 


Davenport, Day, Egbert & Fidlar, 1 


6p i. dh-Op Mua 2 


1. Parvin, Theodore Sutton, 1817-1901. 


7 9806 
Library of Congress 


Freemasons. Jowa. Grand lodge. 


The book of constitutions, and the constitution, by- 
laws, and general regulations of the Grand of lowa: 
to which are added a collection of masonic forms. Re- 
printed by order of the Grand lodge of lowa. a. v. 5850 
(1850, Burlington, Printed by Morgan & M’Kenny, 1851. 
vi, 7-185, 19, dy p. fold form 19° 
“Constitution and by-laws of the Grand lodge of lowa” has special t-p. 


1. Freemasons. Constitutions 


9 1a2ser 
Library of Congress MS451842 1851 
Freemasons. Jowa. Grand lodge. 
titutions of the F’ with the constitu- 





The 
tion and by-laws of the Grand lodge of Iowa ... 7th ed. 
Des Moines, Mills & co., steam printing house, 1866. 
193». 247 


1. Freemasons. Constitytone 


9 182574 


Library of Congress HSMS18A2 1866 


Freemasons. /owa. Grand lodge. 

History of Grand lodge of eae, &, 5. 6 A. 1, Ceame 
down to July 1938 and comprising all matters not incl 
in previous volumes, to which are added 
traits of the grand masters for the period covered in the his- 
tory, by Ernest R. Moore ... Prepared 
eiaty Ge Cunt lodge of Iowa. ,Cedar Rapids!, 1939. 

o 


and 1912, appeared in 1918 and 1915. cf. Pret 
1. Moore, Ernest R., 1988- 





42-8960 
Library of Congress S537 1845 1980 
2, BAA 
Freemasons. Jowa. (rand lodge. 
Masonic code for trials and punish and standard 
form of by-law, for | under dispensation, prescribed 
by the Grand lodge of Iowa. Davenport, Griggs, Watson 
& Day, printers, 1870. 
2p. 1. d23, Bp 2. 
1. Freemasons. lowa. 
9 1aaeSt 


Library of Congress HS445 | 8AS 





Freemasons. /owa. Grand lodge. 


Memorial tribute to William McKinley ... By the 
Grand lodge of lowa, ancient, free, and ac ~~ EM. A 
... Davenport, lowa, Egbert, Fidlar, & Chambers, 1902. 


Ip l,i? p foot (pork) 2 
Printed on one side of leaf only 


Sebject entries: McKinley, William, prea U. &, 1863-1901. ocam 


Library of Congres, no. 


Freemasons. /owa. Grand lodge 


Memorial volume. Charles Trumbull Granger, past 
grand master, Grand lodge of Iowa, A. F. and A. M. 
Cedar Rapids, lowa masonic library, 1917. 


7i p. front. (port) pl, facsim. 24° 


Twehe hundred « nes printed of which this is numbe: 


1" 
“Index to Granger alcove of poetry by author and title in 24 masonic 
library”: p 3-71 


Granger, Charies Trumbull, 1835-1915. 
1729744 
Library of Congress HSS11.G7S16 
Freemasons. Jowa. Grand lodge. 


Official lowa monitor, authorized June 14th, 1922, by 
action of the most worshipful Grand lodge of lowa of 
Ancient free and accepted masons. Cedar Rapids, Ia., 
Metropolitan supply co., 1922 


6p l,O72p 1 


1. Freemasons— Rituals 


23-2276 
Library of Congress HS455.18 1922 
Copyright A 095487 iy 
reveomasons, Iowa, Grand lodge 


Proceedings... 
see its 


Annals of the Grand lodge of Iowa, 


Freemasons. /owa Grand lodge. Library, Cedar Rapids 
Catalogue of the library of the Grand lodge of Iowa. June 
1, 1873. By Theodore 8. Parvin, grand secretary lowa 
City, 1873. 
144 p. front. (port) 29 
“History of the library”: p 


7 


1) Freemasens— fibl 1 Parvin, Theodore Button, 1417-1901 


7H 
Library of Congress 25003. 29F51 1873 
— Copy 2 Bel, 
Freemasons. /owa Grand lodge. Library, Cedar Rapids. 


Catalogue of the works on freemasonry and kindred subjects, 
in the library of the Grand lodge of Iowa, A. F. & A. masons. 
Sth ed. (1849, "54, 58, 73), June, 1883. To which is prefixed 
& separate catalogue of the Bower collection By T. 8. 
Parvin Towa City, Republican publishing company, 1883. 

135 p. "x Freemasons. lows Grand lodge Annals. 
(Davenport, 1 r% 

Netther a lectodes the large collection of pamphiets, 
= Proceediags of masonic bodies, which are contained 

1 Freemasons Bibi 1 Parvin, Theodore Sutton, 1817-1901 

©1078 Revise! 
HS587.16A2 volo 
725003.79751 1988 
8082, 


Library of Congress 
—— —— Copy 2 














Freemasons, /owa 
ery. 


Knights templars. Grand command- 
Muscatine, ete, 
ts plates, porta. 22)-2. 


a 6-1668 Unrev'd 
S757 1 642 
:aB0D1, 


Library of Congress 


Freemasons. /reland. Grand lodge. 


Bi-centenary festival of the Grand lodge of A. F. & A 
masons of Ireland. Official report compiled by W. Bro. W. 
Clarke. Published by authority ake of Grand lodge Dublin, 
Printed by G. F. Healy & co., Itd., 1925. 

Sp. plates (part fold.) ports. 244. 

t Clarke, W., comp. a. Title. 

89 17028 

Library of Congress HiSS07.1 TAS 

2 


Freemasons. /reland. Grand lodge. 
Masonry as of 1751 El Reno, Okl., *1940, 
2p. 1, vill, 5), 10-172, 38, 4) p front. 179". 
moustoaeet ey’ 

A republica’ new book of constitutions of Gon most ancteat 
Seneurabto fraternity of free end aesages® masons . (Dubita, 
1751)" by Walter H. Cobbs. 


1. Cobts, Walter H. u. Title eum 
Library of Congress HSMTITAS 1900 

— —~—Cop)? 

Copy right ra ‘$061 


Freemasons. A ansas. 
plar. 

Tactical ceremonies for use in the asylum. 
worth, Kan. Grand commandery, 
Kansas (1899 

Sp 2° 


Grand commandery, Knights tem 


Leaven- 
Knights templar, of 


June 8, 99-37 


Library of Congress (Copyright 1899: 18445) 


Kauss. Graud commandery of Knights 


templar 

Tactical ceremonies tor use in the asylum; also an ap- 
pendix, and the ‘Te auplar burial service and funeral cere- 
1922. /Topeka, Kan. Grand com 
ry, Knights templar of Kansas, 192. 
ites, diagrs. 15° 





120 p. 


1 Freemasons. Kinght. templars— Rituals. 1. Tithe. 
23264 
Library of Congress HS79.K3 
Copyright A @ARA27 2, 


Freemasons. Aansas. Grand lodge. 


Proceedings of the 7. W. Grand lodge of Ancient, free 
and accepted masons of Kansas ... Annual communica- 
tion 


¥. ius, plates, ports, tab 21-2247 


p* vanes aaa ete 


ca 9-923 Unrev'd 


Library of Congress HSS37 K2A2 


CATALOG OF PRINTED CARDS 


Freemasons. A ansas. Royal and select masters. 

Proceedings of a convention of Royal and select masters, held 
in Leavenworth, December, Lith & 12th, a. 1. 5867, and the 
organization of a Grand council of Royal, select and super ex- 
cellent masters, for the state of Kansas. Richard R. Rees 
most p. grand master, Otto C. Beeler grand recorder. 
eal ty Kan., P. H. Tiernan, printer ,1867, 


Wp. th 20. 


1 Preemasons, Kansas. Grand council. 
nn. Rees, Richard Kn. Beeler, Otto C., 1887 


> BK 
Library of Congress HT37 K2A2 
fib, 
Freemasons. Kentucky. Grand lodge 
A manual of masonic jurisprudence: desi; for the 


use of lodges and brethren under the jurisdiction of the 
Grand lodge of Kentucky ; with an appendix, containing 
various decisions on masonic law made upon questions 
arising in Kentucky, and a number of masonic forms for 


the use of lodges. By John M. 8. McCorkle Louis- 
ville, Ky., Pub. for the author, 1867. 
imp We 
1 McCorkle, John M. S 
918238 


Library of Congress HS445 K4M2 


Kentucky. Gvraud lodac 

Masonic constitutions, or illustrations of masonry; 
comp. by the direction of the Grand lodge of Kentucky, 
and adopted by them for the regulation and government 
of the subordinate ledges under their jurisdiction; with 
an appendix, containing remarks on the degrees of mas 
ter mark masons, super excellent masons, and royal arch 
masons. By James Moore and Cary L. Clarke 2d ed, 
with amendments. Lexington, K., Printed by Worsley & 
Smith, 1818. 

xviii, 1%-208 p. 20 


1. Moore, James, of Kentucky, 1. Clarke, Carey L. 


a 18am 
Library of Congress HSHS.K4\2 1818 
2002 
Freemasons. Kentucky. Grand lodge. 


<5 ag of the Grand lodge of Kentucky, F .". and 
Praakfori jete.) 18 
v. pl, ports 216-227 
re pub. at Louisville. 
caAD9M Unrev'd 
30d), 
Library of Congress HSSI7 KSA2 


Freemasons. Kingston, Ont. Royal arch masons. Ancient 
Frontenac chapter attached to St. John's lodge, no. 491, F. R. 
History and by-laws, of the Ancient Frontenac chapter, at- 

tached to the St. John’s lodge, no. 491, E. R., Kingston, Can- 

ada, with such extracts from the — el regulations of bors 

Supreme grand chapter of applicable to pri 

vate chapters. Kingston, Printed at the aan office, 1849. 
2p.1, vi (Le ty), 19 p. 6 numb. 1, ®-15, 1, p. 20". 

Page tv incorrectly numbered vi. 


Canada —Hist. 


Freemasons t. Freemasons. England Royal 
ok masons Supreme grand chapter. 


30-4400 


Library of Congress 8719.C3K5 


Freemasons. Lakeville, Conn. Montgomery lodge, no. 
13. 


Centennial anniversary of Montgomery lodge, no. 13, 
A. F. and A. M., held at Lakeville, June 20, a. p. 1883, a. 
5883. Pub. by Montgomery lodge. Comp. and written by 
H. P. Harris. ;Lakevillef Conn., 1884* 


Sp ports 2 


1. Harris, Harlow P. 


9152908 
HSS99L23M8_ 1883 
(Copyright 1884: 17362) 


335 


Library of Congress 


Freemasons 


Freemasons. Lancaster, N. H. North star lodge, no. 8. 
. Celebration of the 100th anniversary of North star 





lodge, no. 8, A..F. and A .’. *. occurring Dee. 18, 
1897, a. v. 5897, on St. John's day, December 27th, 1897. 
Masonic temple. Including lists of officers, lodge 
officers, and all brethren for one hundred years. Lancas- 
ter, New F Lancaster, N. H., A. F. Rowell, 
printer, « *, 5898 (1898) 


all?» '* plates, ports 234". (With its St. John's day Boston, 


Library of Congress HSS39. L2SNB 


Freemasons. Lancaster,N.H. North star lodge, no. 8. 

St. John's day, Monday, June 24, «. v. 5889, a. v. 1889. 
Dedication of the new Masonic temple of North star lodge, 
no. 8, Lancaster, N. H., including the address by Bro. 
Henry’ 0. Kent, past master. Printed by order of the 
Lodge. Boston, A. Mudge & son, printers, 1889. 


Sp 2m 


1. Kent, Henry Oakes, 184- 


9 16292 


Library of Congress HS539 L2SNB 


Freemasons. Lodge wo. 43. 


By-laws of Lodge no. 43, Free and accepted masons, of 
Laneaster, Pa., together with extracts from the Ahiman 
rezon, the warrant of the lodge, a short sketch of masonry 
in Lancaster County, and a list of officers, past-officers 
and members, Laneaster, Pa. New era printing com 


Laucaster, Pa, 


pany, 1900 
199 rf i" 
22-2584! 
Library of Congress HSS LI7L78 400 
Freemasons. Lancaster, Pa. Royal arch chapter, no. 43, 


ALY. M. 

H. R. A. chapter, no. 45, A. Y. M., held at Laneaster, 
Pa. ;Lancaster, Intelligencer print, 1870¢ 

3p. 1,39, tp 14, 


Article xv of & constitution of the Grand holy royal arch chapter of 
Pennsylvania” 


1. Freemasons. Pennsylvania, Royal arch masons. Grand chapter 


22-24385 


Library of Congress H3718.L27R7 


Freemasons. Lebanon, N. Hl. Franklin lodge, no. 6 

By-laws of Franklin lodge, Lebanon, N. H., revised and 
adopted April, 1S87; approved by the M. W. Grand 
lodge, May, 1887, Tustituted April 3d, a. 1. 5796. Con. 
cord, NX. IL, Republican press association, 1887, 

42 p. 179" 

“Hirief history of Franklin lodge”: p. (14-17 


Library of Congress 


HiSSI.LSFO2 1887 


Freemasons. /chanon,N./1. Franklin lodge,no.6. 
Procevdings of the centennial anniversary of Franklin lodge, 
no. 6 FP and A.M. of Lebanon, New Hampshire, held on May 
13, 40. PSH, 99 S896. Lebanon? 19004, 
xv. 1. (2p front, ports, facsim. 24)*. 


committee to prepare and tomy 
Alpheus W. Maker, Frank CC. Chureht’ 


Special of the cen- 
tennial 


1. Kaker, Alpheus Wooster, 1834-1906. 10-1080 


Library of Congress 








Freemasons 


Freemasons. Liberia. Grand lodge 


Proceedifigs of the most worshipful Grand lodge of the 
republic of Liberia, Free and accepted masons, at its ... 
annual communication. 

Monrovia, 


» 2207 


ca 18-826 Unrev'd 
H S670 LSA2 


Library of Congress 


2d set 


Freemasons. Lima. Lodge Kosmos, no. 7 


Bye-laws of Lodge Kosmos, no. 7, holding of the M.” 
W.. Grand lodge of Ancient free and accepted masons 
e Peru, Lima, 1584. Lima, P. Bacigalupi & co., printers, 

SR4. 


ap Vv 


| saSar 


Library of Congress HS59! L6K7 


Freemasons. London. Lodge of friendship, no. 6. 

The centenary of the Lodge of friendship number six. 
London, (Chiswick press, 18671 

Mp. 2m 


Caption title, t-p ne 
Comp by William Piatt, 


1. Platt, William, freemason, comp. 


9182779 


Library of Congress HS598 LAPS 


Freema:ons. London. Quatuor 
coronati lodge, no. 2076 
Masonic reprints 


see its 


Quatuor coronatorum antigrapha, 


Freemasons. London. Quatuor coronati lodge, no, 2076. 

St. John’s card. 
Margate, 18 

vy plates (partly col) ports 2 

“The St. John’s card us s symbolic plate, conveying a greeting to the 
members, and is issued on about the 27th December of cach year It 
forms the frontispiece to a let of the anions of the lodge and of the 
Correspondence circle, with their masonic rank and addresses, and is of 
uniform size ee the Transactions with oheh it 1s usually bound up as 
an appendix St. John's card, 1905. 24 p of cover 


ca 9-1722 Unrev'd 


Library of Congress HSS LaQs 


Freemasons. London. Quatuor coronati lodge, no. 2076. 
Li 
A classified index to the catalogue slips issued from Jan- 
uary, 188%, to November, 1892, (nos. 1 to 2247) Ed. by 
G. W. Speth, vp. m., seeretary. Margate, Printed at “Keble's 
gazette” office, 1893. 
vil, 2), @ 108, hp, DL 
“Autbors, ~ &c. (alphabetically) with short titles of their 
ww vith this = - the ‘Catalogue slips issued from Jeouary, 1384 
to November, 1892, (nos. 1 to 2247) 
1 Freemasons Bibi 1. Bpeth, George William, 1647-1901, ed. 
14-1174 
25008 Z9L7 


ial, 


Library of Congress 


LIBRARY OF CONGRESS 


Freemasons. Los Angeles. Los Angeles lodge, no. 48. 

Historical review, seventy-fifth anniversary, May 5, 1929, 
Los Angeles lodge, no. 42, F.& A. M. Dispensation October 
10, 1853. Charter May 5, 1854 by most worshipful Grand 
lodge of California. ,Los Angeles, 1929, 

Sp. |, 15-129 p, 11 incl. tes, ports, pl 234". 

“Compiled by Artbur M. Elita.” 


1 Elite Arthur McDonald, 1875- comp. a Title 

81-2312 
HSSse.LT2F7 1028 
a 3661 


Library of Congress 


Freemasons, Louisiana. Grand lodge. 
Ahiman rezon ; ou, Réglemens généraux & lusage des ancien» 


magons d’York, sous la jurisdiction de la G L de la 
Loutsiane. A la Nouvelle-Orléans, Imprimé par les FF 
P. et C. Roche, imprimeurs de la G .”. L .’. de la Louisiane 
1813 

2p ma 


Title vignette 


1. Freemasons. (onstitutions. 1 Tithe 


@ 18213 
Library of Congress HS445.L4A2 1813 


(a32e1, 


Freemasons. Luwisiana. (Cirand lodge. 

Annuaire magonnique de la Grande loge de l'état EA, la 
Louisiane, pour l'année 1847. An dela V.’.L.° 
5847. Pub. par ordre de la Grande loge itoavetle Or Or- 
ans, Impr. des FF.’ . Gaux & David, 1847. 

cover-tithe, 6p 22" 


Library of Cong 


118537 L6A42 


Freemasons. Louisiana. Grand lodge. 

Centennial celebration of the inauguration of George 
Washington ... By the M. W. Grand lodge of Free and 
accepted masons of the state of Louisiana, St. Charles 
theatre, Tuesday, April 30th, 1889 ... (New Orleans, 
A. W. Hyatt, printer, 1889, 

45 p. 225°. 
Title vignette (portrait) 


1, Washington, George, pres. U. S.—Anniversaries, etc 1. Title. 
1920243 
Library of Congress E3126.F87 
2 


Freemasons. Louisiana. (rand lodge. 


Constitution of the Grand lodge of the state of Louisi- 
ana, Free and accepted masons, and the general regu- 
lations or by-laws. Adopted at the annual communica- 
tion, Feb., a. . 5858. Together with the ancient charges 
of a free-mason. Reissued with amendments and edicts 
by order of the Grand lodge, February, a. vp. 1874, a. u 
5874. New Orleans, Clark & Hofeline, 1874. 

wv, Bp 247 

“Edicts” in both English and French 


9 18218 


Library of Congress HSMS18A2 1874 


Freemasons. /ouisiana. (rand lodge. 

Constitution, general regulations, and digest of edicts of the 
Grand lodge of the state of Lovisiana, Free and accepted 
masons, together with an index, ancient charges of a free 
mason, historical note, acts of the legislature of the state of 
Louisiana relating to masonry, and sundry forms. Baton 
Rouge, Ramires-Jones printing co., 1933. 

4p. 1, 3-24 p. 11, 25p-360 p. tel. porta, forms. 234" 

Lettered on cover Masonic code of Louisiana, 1983 

“Comptied by Committee on revision of the Gread lodge regula- 
tions.” 


1. Title. Masonic code of Lovistana, 1933 


34-1581 


Library of Congress HS4H46.15A2 1983 


336 


Freemasons. [ouisiana. Grand lodge. 

Constitutions de |'Ancienne et honorable fraternité des 
magons libres et acceptés de |'état de la Louisiane. Rédi- 
gées et publiées par ordre de la Grande loge de cet état. 
Nouvelle-Orléans, Impr. de Roche fréres, a. v. 5819 (1819, 


47, 18, 2p fold form 2y™ 


oar 


Library of Congress HSMSLBA2 1819 


Freemasons. Louisiana. Grand lodge 
General regulations of the Grand lodge of the state of 
Louisiana. New Orleans, Printed by Gaux & co., 1844 
ipl. Dp 2 


Pub. also m French 


9 1azi4t 
Library of Congress HSMS.L8A2 184 
Freemasons. Lowisiana. (rand lodge. 
Histoire des p de la franc toy 
de la Louisiane, ais son origine jusqu'é nos re. 
1849. Pub. ordse do la Grande loge Ke avelle- Or. 


léans, Impr. do F.-. J. L. Sollée 1849, 

cover-title, 249. fold wb 2 

Li James Foulhoure, président et rapporteur; Francois Verrier, 
ls secretaire. 

Also issued in English under title: Report of the committee appowted to 
inquire into the rise and progress of trerenesary in Lousana 


1. Freemasons. Louisiana. 1, Foulhoure, James. 1. Verrier, Fran- 
8 
9100" 


(32b1, 

Library of Congress HSS7 L6A4 1849 
Freemasons. /ow/siuna. Grand lodge 

The Louisiana monitor of the degrees of entered apprentice, 
fellow craft and master mason, compiled by G. C. Huckaby, 
as authorized and exemplified by the Grand lodge of the state 
of Louisiana, F. & A. M Louisville, Ky., The Standard 
printing co., incorporated, “1941, 

286, 1, p. Incl. tlius., pl, forme. 1547 

“et printing 1027 4th printing 1941." 

Cover-titie Loutetana masonic monttor 


Freemasons fic 1 Hackaby, Grover C, comp. nu. Title 
ut ‘tle Loulatana rome monitor 


41 10611 
Library of Congress HMA 1041 
2 361 


Freemasons. Louisiana. Grand lodge. 
Proceedings of the M. W. Grand lodge of the state of Louisi- 
Po Free and accepted masons ... Grand annual communica- 


New Orleans, 18 
v. as, ports. tab. 2. 


‘Title varies slightly 


Special communications, biographical sketches, etc., separately paged, 
prefixed to some of the volumes. 


Ca 0-035 Unrev'd 


Library of Congress HSS87 LAaz 


13501, 


Freemasons. Lowisiana. (rand lodge 
Rapport d'un comité special chargé de s‘enquérir 

des faits et actes émanés de la Grande loge du Mississipi, 
touchant l"inconvenance de son intervention pour ie 
truire l'ordre et lhormonie de ja frane-magonnerie dans 
l'état de la Louisiane, et résolutions adoptées dans la 
séance du 21 avril a. np. (a. v. 1847.) Nouvelle-Orléans, 
Impr. de Gaux & David, 1847. 

Wp 27 

At head of title. A la gloire du gr: A dea .”. 
Vétat de la Lowsiane Extrart du livre des proces verbaux 

1 Freemasons —Lowsiana 2 Freemasons Mississippi. Grand lodge 


Grande loge de 
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Lowisiana. Grand lodge 
Rapport des travaux de la Grande loge pendant 
Vannée ecoulée IR45- 9549; et expoxe des opinions, rap- 
ports, décisions et arréts des grandes loges des Htats- 
Unis d' Amérique et des corps supremes magonniques de 
l'un et l'autre hémisphére, duns |'affaire du schisme dé- 
plorable suscité dans la juridiction territoriale de la 
Grande loge de | état de la Louisiane par la Grande loge 
du. Mississipi. Publié par ordre, par le er F. Verrier, 
and secrétaire. Nouvelle-Orléans, Sex do FL 
aT pn 





= Rea of title Grange loge de Pines i _ Lagden Granjecommu 
nication annuciie = Pre 
1. Verrier, Feouke” 
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Freemasons. Lowisiana. (rand lodge. 

Réglements généraux de ja Grande loge de |'état de la 
Louisiane. Nonvelle-Orléans, Imprimé par A. Gaux & 
©o., 1844 

Ip i Dp 2 

b ne, n ae 


Appende ye “Extrait du livre des proces-verbaux de la Grande 
loge rest : Louisiane, séant 4 Nouvelle Orléans” 
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Freemasons. /ouisiana. Grand lodge 

Report of the committee appointed to inquire into the rise 
and progress of free-masonry in Louisiana, and the accumula 
tion of rites in and by the state Grand lodge. (New Orleans, 
Printed by J. L. Sollée, 1849 


Wp fold. tab, 2 


F Verrier, grand secret 
Histotre des progrés de ta "irene 





1 Freemasons. Louisiana t. Fouthoure, James. a. Verrier, Fran 


cols 
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Freemasons. Louisiana. Grand lodge 


Report of the labours of the Grand lodge during the 
elapsed year 5848-5849, and exposition of the opinions, 
reports, decisions and resolutions of ... masonic bodies of 
both hemispheres, with respect to the unfortunate schism 
created within the territorial jurisdiction of the } aay | 
lodge of the i. ~ . Louisiana, by the Grand lodge of 
2 my , . F. Verrier, grand secretary. New 
Orleans, printed hy J. L. Lollée, 1849. 

op 2 
At head of title: Grand lodge of the state of Louisiana Grand annual 
communication rst quarterly session 1849 
1. Verrier, Frangois 
9 122434 
HSS37 L6A24 


Library of Congress 
Copy 2 


Freemasons. Lowell, Mase. 

The masons of Lowell, Mass. Monday evening, Sept. 26. 
1881. In memoriam. The President of the United States, 
Bro. Jame~ A. Garfield. died at Elberon, N. J.. Sept. 19, 1881. 
Funeral at Cleveland, Ohio. Sept. 26, 1881. Lowell. Vox 
popul) press, 1881, 

33 p front (port) 22" 


1. Gorteld, James Abram. pres (8 1881-1881 
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Lynn, Mass. Mownt Carmel lodge. 
One hundred years, Mount Carmel lodge, Ancient free and 
ney masons, of Lynn, Massachusetts, instituted June 10, 
p. 1805, a. 1. 5805. (Lynn, Mass., The Historical committee 
aa r* lodge, 1905 


ati, 152 p. front, tilus, plates. ports, facsims 26° 


Library of Congress HSS80 LeTMT2 
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Freemasons. Waine. Grand chapter 
see 


Freemasons. Waine. Royal arch masons. 
Grand chapter. 


Freemasons. Maine. Grand commandery of Knights 
a 


Portland, Nad 1888. 19 
¥. ports 24". 
Ist annual commun 


Grand encampment of 
Knights templars of the hcation, “Orcinsicn of oo Say (1867) of the orginal 


ithe varies 


Library of Congress 


Freemasons. Maine. Grand council of royal and select 
masters 


Proceedings 
Portland, 1856- 
¥ 22%" 
Annual convocation held at Portland, in May. 
Proceedings for 1855 and 1856 were leouel in v., ander title: Or- 


gamzation and first ome convocation of the A council of royal and 
select masters for the state of Maine 


6 7453+ 
Library of Congress 


Freemasons. Maine. Grand lodge. 


The act of incorporation, and by-laws, for the govern- 
ment and management of the master, wardens and mem- 
bers of the Grand lodge of Maine. Incorporated June 6, 
1820. Adopted January 11, 1821. Printed by order of 
ay M. W. Grand lodge. Portland, Printed by A. Shirley, 


3p mn 


Library of Congress HSS37 M2AS 1821 


Freemasons. Maine. Grand lodge. 
dings at the | celebration of the Grand lodge 
of ‘Maina, Ancient free and accepted masons, held at Mason 
temple, Portland, Maine, Wednesday. May 5, 1920, comp. by 
Charles B. Davis, grand secretary. ,Portland, Tucker print- 
ing company, 1920, 
Sp L, 18-104 p incl ilas, pl. porta 22> 


Tustreted half-tithe: 18290, 198), Grand lodge of Maine, one bun- 
Gredth anniversary 








1. Freemasons Maine t Davis, Charles B.. comp 
Library of Congress HSSS7 MBAS 1980 
(S71, 


Freemasons. Waine (rand lodge 

Proceedings of the Grand lodge of ancient free and accepted 
masons of the state of Maine 
Portland, 


, 2a. 
‘Title varies 
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Freemasons. Maine. Grand lodge 


Proceedings of the Grand lodge of ancient free and 
accepted masons, of the state of Maine 
Portland, 1855- 
¥ ports 2pm 
Title vanes 


Vol. 1, “Reprinted from the records”, » 2, “Reprimed from the pro- 
ceedings.” 


© 74sse 
Library of Congress 


Freemasons. Maine Scottish rite. Council of deliberation 
Abstract of proceedings. Council of deliberation. Meine 
November 3, 1871. , Portland, Me., 1871, 


ipl 7 ». oa 
Services held io Portiand. ip memory of Abner Bourne Thomyace 


1. Thempeon, Abner Bourne, 1797-1871 
6 3T™ 
Library of Congress HSS11 TOM? 


2 (886.1) eapers 


Freemasons, Manchester, Va. Van- 
chester lodge, no. 14 


Freemasons. Richmond, Mancnester lodge, 
no. 14. 


Freemasons. Manlius, N.Y. Military lodge, no. 98 


History of Military lodge no. 93, Free and pted ma- 
sons, Manlius, N. Y., comp. from the records by Charles 
A. Lakin, secretary, March 28, 1893. Manlius, N. Y., 
Kagle printing house 1893 





131, hh p. plates, ports 18y™ 


1. Lakin, Charles Arad, comp 


10 18965 
Library of Congress HSS99 MJIMSS 
Freemasons. Maryland 
Observance of centennial anniversary of death of 
George Washington. Baltimore? 1900¢ 
2p 2° 


Apparently prepared for use by lodges of Freemasons in Maryland 
“Washington as a Free mason, by Edward T Schulte” p @-21 


1. Washington, George, pres U_S —Anniwersames, ete 1 Schulta, 
Edward Thomas, 1827 n Title 
ves 
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Freemasons. Marylund. (rand lodge 

Constitution as amended and ac sd at the May 
communication, a. L. S845 with the bv laws, adopted at 
the November communication, : 1. D823: and the act of 
(areeperation, passed by the legislature of Marviand, 
Feb. 8, 1822. Baltimore, 4 Anon Is. 
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Freemasons 


Freemasons. Maryland. Grand lodge. 

Constitution, by-laws, and standing orders and resolu- 
tions ... as amended and adopted at the May communica- 
tion, a. L. 5866; and the act of incorporation, pas 
the legislature of Maryland, Feb. 8, 1822, and amended 
Jan. 22. 1866. Baltimore, H. FE. Huber & son, 1866. 

up 2 

Imprint on cover Baltimore, Whitney, Medairy & Cushing, 1866. 
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Freemasons. Marylowd. Grand lodge 

Constitution, by-laws and standing orders and resolu 
tions of the Grand lodge of Ancient free and accepted 
masons of Maryland: as amended and adepted at the 
Noweruher communication, a... 5872: amd the act of ineor 
poration, passed by the legislature of Maryland, Feb 
ruary § Ts22: and amended by the legislature, Jan’y 
22, 1866. Printed by order of the Grand lodge, Nov. 
1872. Baltimore, Printed by H. E. Muber & son, 1873. 


Np 2" 


Corer-tithe has umprint Baltimore, Printe’ ly Cushing & Medairy 
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Freemasons. Maryland. Grand lodge 

The Freemasons’ library and general Ahiman rezon; con 
delineation of the true priwiples of freemasonry, 
sjectlutive and operative. religions and moral: compiled from 
the writings of the most approved authors By Samuel 
Cole Baltinere: Printed and published by Benjamin 
Bales, S17 

sii, 22. Bp port we. 


Aru = 5s «mteloing ~« wer elucidations, and other mi-cellaneous 
ser, relating to masonry 1 fold, pl. at end of vol 
Coutsins music 
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Constitutions, u Cole, Sumuet, mi Title Abimae 
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ny 


18445 M3A2 1917 
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Freemasons, Maryland. Grand lodge. 

The Freemasons’ library and general Aliman rezon; con- 
taining « delineation of the true principles of freemasonry, 
speculative an operative, religious and moral: compiled from 
the writings of the most approved authors, with notes and 
occasional remarks. By Samuel Cole 2d ed, rev. and 
cor.. with additions, by B. Ede« Baltimore, Cushing and 
Jewett. 1926. 

vi 3), ie 

Conteton muni 

1 Freemasons Constitutions 
min od ow Tithe. Abimas rezn. 





tip from. 2°. 


m Cole, Samuel. o Edes. Benje- 
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Freemasons. Warwlue/. Cirand lodge 

The Maryland Abii reson, of shen & accepted mia 
Sens: contains the history of masons, from the extab 
Vistereent of the Goranel ledge to the rte wt tune; with 
ther anevent charges, addresses er Comp. by 
ler of the Grand lodge of Mars tend, is Brother . 
Printed by W. Peehon for G, 








trese Slt inene, 
Keatiuge, 1797, 
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Vreemasons. Maryland. Grand lodge. 
Py ee of Grand lodge of Maryland, A. F. and 


‘Dehinere, 1 
+ plates, ports 21-20" 


1 Preamasons Maryised Crand mewards’ lodge 
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Freemasons. Mur yland 
Proceeding~ 


Grand royal arch chapter 
\noual and special convocations 


Baltimore, 18 


‘um ae 
1-$208 
Librars of Congress WiS717 MSA 
Freemasons. Massachusetts. Grand lodge 


‘The constitutions of the ancient and Rene aol fraternity of 
Free und accepted masons: containing their history, charges, 
adiresnes, &e To whieh are added, the ry of masonry 
in the commonvealth of M its, and the 
laws, and regulations of their Grand lodge. Together with « 
large collection of songs, eprlogues, &e. Printed at Worcester, 
Massachusetts, by Brother Isaiah Thomas, In the Christian 
ee sees seit; in the vear of light veecexct. 

17-288 p front 235 184% 








Se Songs A, 7, Aa Met 
Tall pieces 
Prefave signed Jobn Warren, chairman. 


Dedication to George 


Washington : p._(' 
1. Freemasons. (onsti tutions 1 7. Jobo, 1753- 
o 1883 


S445 M4A2 1702 


$15 
Libenry of Congress 


Freemasons. Massachusetts. Grand lodge. 

Constitutions of the Ancient and honorable fraternity 
of free and accepted masons; collected and digested from their 
old records. faithful traditions, and lodge books: for the use 
of lxiges. Together with the history and general regulations 
of the Grand lodge of Massachusetts. Comp. by the Rev. 
Thaddeus Mason Harris ... 2d ed. rev. and cor. ... Wor- 
cester. I. Thomas, 1798 

4p 1. 2p front. 22219. 


1 Harris, Thaddeus Mason, 1768-1842. 


o19011 
S445. M4A2 1796 


(2Bel, 


Library of Congress 


Freemasons. Mussichusetts. Grand lodge 
The constitutions of the Grand lodge of M husett 


Freemasons. Massachusetts. Grand lodge. 


A digest of masonic law, to which are prefixed the con- 
stitutions of the Grand | of Massachusetts. Author- 
— September 11, 1878. ton, Grand lodge of Mass., 

878, 


vu p, EL, B76, Bp. 21,43 le. 
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Library of Congress eens M4AS 1878 
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‘opyright 1878. 13860) 


Preemasons. Massachusetts. Grand lodge. 


In memoriam Sereno ight Nickerson, 1823-1909. 
Boston, The most worshipful Grand ancient 
Free and ted masons of the commonwealth of Mas- 
sachusetts, 1 


Dp. front (port) pl Wa2im~ 
Prepared by Charles T. Gallagher. 


1. Nickerson, Sereno Dwight, 1823-1909 —«. Gallagher, Charles Theo- 
dore, 1851- 
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Library of Congress HSSI1L.NSM3 
(Preemasons. Massachusetts. Grand lodge, 


Order of services at the dedication of the new masonick 
hall in the old State-house, Boston, Tuesday, March 13, 
a. t. 5821. Boston, Printed by J. T. Buckingham, 1821. 


8p 2 


1. Freemasons. Boston 1. Title 
19-1405 
Library of Congress HSS.BOOAS 1821 


Freemasons Massachusetts. Grand lodge. 





and general regulations for the government of the craft 
under its jurisdiction. With an appendix by Charles W. 
Moore Boston, H. H. Tuttle, 1857. 


W319 p front. (port) 4 pl. tables. 23 


1 Meote Charles Whitlock, 1801-1873. 


Library of Congres« HS445 M442 1857 
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Freemasons. Massachusetts. Grand lodge 


Constitutions of the Grand lodge of Massachusetts, and 
general regulations for the government of the craft under 
its jurisdiction. Containing the amendments to March, 
1872. Boston, Press of Rockwell & Churchill, 1872. 


Dp M™ With its Proceedings. 1871. Boston, 1872) 


107 
Library of Congress HSS37 M42 
Freemasons. Massachusetts. Grand lodge. 
Constitutions of the Grand lodge of Massact setts, and 
general regulations for the government of the craft under 


its jurisdiction. Containing the amendments to March, 
1*76. Boston, Press of Rockwell and Churchill, 1876. 


Gp ur 


9-1R21S+ 
HS45 M4A2 1876 
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Library of Congress 


dings in masonry : Se. John's greed lodge, 1783-1792 ; 
Massachusetts grand lodge, 1763-1792. With an appendix, 
containing copies of many ancient documents, and a table of 
ledgns, — Grand lodge of Massachusetts, 1895. 
x, S21 p. 
—— Proceedings of the most worshipful Grand lodge of 
ancient Free and accepted masons of the commonwealth of 
usetts, in union with the most ancient and honorable 
grand lodges in Europe and America, according to the old 
constitutions, 1792-1815. Cambridge, Press of Caustic-Clafiin 
be ry 1906. 
p Zi. 
1. Freemasons. Masse chusetta St. John's grand lodge 
® 43901 
HSA97 M4A18 
Tr, 


Freemasons. Massachusetts. Grand lodge. 

Proceedings of the most worshipful Grand lodge of ancient 
free and accepted masons of the commonwealth of Massa- 
chusetts. 

Boston ,ete., 1872- 


¥. ports, fold. facsims. 23-24" 
Title varies slightly 
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Freemasons. Massachusetts. Grand lodge 


Report of the committee of the Grand lodge of Massa- 
chusetts, on the relations of freemasonry to sectarianism 
Boston, A. W. Locke & co. ;1871, 


Bp 27 
Primed by order of the Pages master 
Chas. Levi Woodbury, first signer 


1 Freemasons 1. Woodbury, Charles Levi, 1820-1098 
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Freemasons. Massachusetts. Grand lodge 


Report on the masonic difficulties in Canada, adopted 
by the Grand lodge of Massachusetts, September 10, 1856. 
Boston, H. I. Tuttle, printer, 1856. 


Up Wy 


1 Freemasons—Canadta 
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Freemasons. Mussachuoetts. Grand lodge 


A trestle-board for the use of the lodges under the 
juriadiction of the Grand lodge of Massachusetts... Bos- 
ton, The Grand lodge, 1s76. 


Zpi, dtd p 4" 


1. Freemasons-- Rituals 
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Freemasons. Masarhuewtts. Grand lodge. Library. 

List of masonic subject headings for use in dictionary cata- 
log, compiled for the library of the Grand lodge A. F. & A. M 
of Massachusetts by J. Hugo Tatech and Muriel A. Davis 
Boston, Mass., 1937 

Ip tl, a<, Snomb | 28) 222° 

Photoprinted 


1 Subject headings Freemasons 
tt Davis, Murtel Alice, 1904- 


1. Tatach, Jacoh Hugo, 1884- 
35 Oh 
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Freemasons. Mossachusetts. Royal arch masons. Grand 

chapter 

Regulations of the Grand royal arch chapter, in and for 
the state of Massachusetts. Boston: Russell & Cutler, printers. 
1809. 

4p 82109" 


16-1723] Revised 
HST17 M4A3 1808 
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Library of Congress 


Freemasons. Massachusetts ond Rhode Island. Grand 
commandery of Knights templars 
Grand commandery of Knights templars, Massachu 
setts and Rhode Island. 1805-1905. Celebration of cen 
tennial anniversary, in Boston, May 24, 1905. lublished 
by order of the Grand commandery. Central Falls, R. L., 
ress of FE. 1. Freeman & sons, 1905 








x, 23 p. front, plates (1 col.) ports. 25°" 
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mtg centenmal medal is accompamed by leaf of deserip- 
tive letterpress 


Library of Congress 


Massachusetts and Rhode laland. Grand com- 

mandery of Anights templars 

Proceedings of the Girand commandery of Kngghts templars 
and the appendant orders of Massachusetts and Rhode [-land 
for the year ending October, 
Boston ,etc., 

+ us. plates (part col) ports 22g-ea* 
Tithe varie 
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Freemasons. Massachusetts and Rhode Island. Grand 


commandery of Knights templars 
Proceedings of the Grand encampment of Knights 


templars and the appendant orders of Massachusetts and 
Rhode Island, from its organization in 1805 te 1863, m- 
elusive. Printed by authority of the Grand eommandery. 


1875. Central Falls, R. 1, BL. Freeman & eo., printers, 
1875. 
1s babel 
l 1 
Freemasons. Michigan. Grand lodge 
Masonic burial service. . p., 18—, 
cover-title, 8p. 187 
1 Freemasons— Rituals 
9 leaner 


Library of Congress HS455 MS8 1878 


Freemasons. Michigan. Grand lodge. 

Michigan masonic ceremonies adopted by the Grand 
lodge ... of Michigan. 1897. . p. 1597. 

Rp 6 


Pub by the Grand lodge under the direction of Jefferson $. Conover, 
grand secretary 


1 Freemasons—Rituals t Conover, Jefferson S 


Library of Congress HS4SS.MSS 1897 


Freemasons, Virhivan. Grand lodge. 

Michigan masonic moniter. Adopted by the Grand lodge, 
Free and accepted masons of Michigan, 1807. Cohiwater? 
Mich., 1897 

Sp 1 


Tub. by the Grand beige onder the dircetion of Jefferson §. Coa- 
over grand weretery 


1 Peeemase  Kitaal- 1 Comever, Jeffersen » 1 Tithe 
* Inn 
Litters of Congress HAMS but 


Copyright) sey. ila ase 


Freemasons, Vihivan. Grand lodae. 

Michigan masonic moniter and ceremonies. adopted by the 
Grand lodge, Free and « masons of Michigan 
Grand Rapuls. Mich. Grand F. & A. M. of the state 
of Michigan, "1997 


mp wer 








’ Kituals 1 Title 
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Litrors of Congress HS4.M5 1887 
Copy 2 
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Freemasons. Michigan. Grand lodge. 
Transactions of the Grand lodge Free and accepted 
masons of the state of Michigan. 
Detroit ete. 18 
v. ilus, ports 22-23" 
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Preemasons. Mihiyan. Grand lodge 
Transactions of the Grand lodge of Fiee and accepted 








masons of the state of Michigan 1826,/27-1s80. Grand 
Rapids (ete. 1553-84. 
Ziviml fold wb 2 
Tithe varies 1826 27-1846, Transactions of the Grand lodge of the 
‘ ' le teatery 1 acrepted ‘ 





state of Michigan 
1847-53, Transactions of the Grand lodge of Ancient York masons of the 
state of Michigan 
1854-49, Transactions of the Grand lodge of Free and accepted masons 
in 





Transactions for 1226-27 pub 1MB3 (not previously pub); 1841-52. 1854, 
1857-60. “reprinted” 18B3-84, 1853, 1855-56, orginal editions, with imprint 
dates 1853. % 
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Library of Congress HSSIT MSA 


Freem.sons. Michigan, Scvttisn 
rite. Council of deliberstion 
Transactions 


see its 


Proceedings. 


Freemasons. Viddletown, Conn. St. John's lodae, no. 2 

St. John’s lodge ne, 2, Free and aceepted masons, 17 
1904. Commemorative exereises of the one handred and 
fiftieth anniversary. Middletown, Conn., 1904 





8S p 12 pl (incl ports) 24° 
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Freemasons. Miwwenpolrs. Cataract lodge, wa. 2 

bylaws and Roster of Cataract lodge, ne. 2. A. FL & 
A. M. of Minneapolis, Minn. Adopted et. 6, ITT, at 
MT. Minneapolis Nerthland press ine, 17 
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Freemasons. Vinw: polis. Minneapolis lodge, mo. 19 
Liue hook of Minneapolis lodge no. 19, A. F. & A.M. 
eontanming awe and roster of officers and members, 
historical review, alse ancient landmarks, constitutional 
previsions and funeral serviee: comp, by L. A. Condit, 
C. 1. Braden aml E. A. Montgomery, committee 
Minneapolis, Hahn & Harmen co.. printers. 1910 
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of Comores» HSSH MOMS «1910 


Freemasons, Vinw sofa. Grind lodye 

The masonic cule of Minnesota. also a form of lnlge by 
laws. and funeral servicer. and a chronologreal digest of Grand 
loige proceedings from 183% to 1%), ete. Comp. and ar- 
ranged for the wer of the masonic fraternity im Minnesota, 
by Bro. Thomas Montgomery St. Paul. Minn. Press of 
Rich & Clymer, 1900. 

4p lb. Sp froat (pert) y* 

Authorised by Grand lnige. 

\ Freemasons -Kituale 1 Meatyomers, Thomas 
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Minnesota. Grand lodge 

Masonic code of Minnesota, containing constitution, 
general regulations and r with d de- 
crions of the Grand lodge of A. F. & A. M. of Minnesota 
ev. ed., comp. and rearran with copious general 
index by William P. Roberts, wg fey Wells and Wil- 





liam P. MeGonagle St. Paul Grand lodge of 
Minnesota, 1910. 
wip m™ 
1 Freemasons—Rituals t Roberts, William P. mm Wells, Henry R. 
McGonagle, Willam P 


10-1192 
Library of Congress 


© May 10. 1910. 2c May 12, 
evita. St Paul, Minn 


HS445M6AS 1910 
1910 A 261916. Grand lodge of Min- 


Freemasons. Minnesota. Grand lodge. 
Masonic code of Minnesota, containing revised consti- 
tution, general Rp neem p and Grand poe standing 
ns, wit d decisions of the Grand lodge 
of A.F.& AM nef Minnesota Rev. ed., 1915, prepared 
and rearranged with enlarged table of contents, revised 
instructions and copious general index, under the author- 
ity of the Grand lodge, by past grand masters William P. 
Roberts, William A. McGonagle, Gideon 8. Ives, Am- 
brose D. Countryman, William B. Patton, committee on 


(Continued on next card) 
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Freemasons. Minnesota. Grand lodge 
of Minnesota (Card 2) 


Masonic code 


jurisprudence. ‘St. Paul, The Grand lodge of Minnesota, 


1915 
4 ’ sis 
1 Freemavons — Ritual 1. Roberts, William Pit. McGonagle 
William Alber t. Ives, Gideon v. Patton, William B. 
wv. Countryman, Ambrose D 
15-816 
Library of Congress HS445. M6AS 1915 
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Freemasons. Minnesota. Grand lodge. 


Proceedings of the Grand lodge of Ancient free and 
a masons of Minnesota at the ... annual communi- 


Saint Paal, 18 
+, prs yn 
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Freemasons. Minnesota. Grand lodge. 

Proceedings of the Grand lodge of Ancient free and ac- 
cepted masons, of Minnesota, at its d apnual com- 
munications, in the city of St. Paul, = oe 

L.. 5853 to January 14, A. L L Feint 
Paul, Pioneer book and job printing company, 1808. 
201, 3-5, 1B fold wb By” 
Separate t-p and aattee fas Proceedings for 1&0. 


No sessions in 


Library of Congress HSS37 MOAB 


Freemasons. Minnesota. Kwights templars. Grand 
commandery. 

Souvenir book of the resou: opportunities and at- 
trections of the ety of Minncapetio and ctate of Minne 
sota, with ery frat anal clave of te Grand 
tainment of the sixty-first annual 
commandery of Knights templar of \ 
Minnea . Minnesota, May 18, 19, ae 1926. jd 
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of the (rand lege of the state of Bew York on cover. 
wer Rxpesition meet, nanmic Reepital activities, 1922 
Advertising me In tuded fn pagtog: ad 
The tit orton! icles in this buck are reprinted — from ‘Mistery of 
frewmasenrs in the state of New York hy Onsen Lang” 
New Vork (tater 1. New Fashion 
monet of manentc heapital activities I 
terhert ne mt, Title, aw Title 
scene Memmenie ‘-~ re 
“ 
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Freemasong, Vew York (State) Grand lodge. 
Proceedings of the Grand lodge of free and accepted masons 
of the state of New York . 
New York, 
+. ports, 22-23)". 
Tithe varies. 


1. Freemasons. New York (State) Grand stewards lodge 


6-147 Revined 
HISS8T NTA2 


Library of Congress 


Freemasons. New York (State) Grand lodge. 
Report on foreign correspondence 
iNew York? 
. @ 


Caption utle 
Also issued in the Proceedings of the Grand lodge 


Library of Congress HSS37_N7A42 


Freemasons, Vew York (State) Grand lodge. 

Transactions of the Grand lodge of Free and accepted masons 
of the state of New York. ,v. 1- 
1781- 
New York, 1876- 

. ae 

Vol Lhastitie Early history and transactions 

Vol 2 includes “the unpublished proceediogs for the years 1823, 1824, 
1825, and 1828, together with those of the (country) Grand lodge, for the 


years 1823 to 1827 lnclusive 
Vol. 1 covers the years 1781-1815 ; 2, 1816-1827 


o 4387 
HSSST NTAIS 


4ib1, 


Library of Congress 


Freemasons, 
lodge 
Transactions... 


New York (State) Grand 


see also its 


Proceedings... 


Freemasons. New York (State) Grand lodge. 

The Washington masonic shrine at Tappan. N. Y. \New 
York, The Washington masonic shrine committee, Grand 
lodge, F. & A. M.. New York ,°1934, 

4p 1. 11-86 p front. plates, ports, map. 19° 

The Amos De Wint house at Tappan, N. ¥ 


Cowrents. —Prefave, by K. E. Owens.—Dedication, by C. H. Jobe 
son The house Map aad mason. 


1 De Wint house sre ©, N = 2. Washington, George, pres. U8 — 
Heodquarters, Tappan. Washington, George, pres. U a -Per- 
sovality 1. Title. 

3+ 16879 

Library of Congress Fize TITFSs 
— ——— Copy 2 e512 17.4 
Copyright A 72797 a OT4T28 


Freemasons. New York (State) Grand lodge. Bureau 
of social and educational service 
Maxonic libraries and literature, prepared by the 
Burs au of social and educational serv Grand lodge of 
New Ve * & A. M., for the Masonic service association 
of the United States. (Washington, D. C.,*1923, 


Mp 209 


At head of title: The Masonic service association of the United States 
“Classification of masonic hooks”: p. 22 








cemasons—Bibl 2 Libraries—U S 1. Masonic service asso- 


1 Fe 
ciation of the United States. m. Title. 
ca 24-180 Unrev'd 


Library of Congress 73INSS 


LIBRARY OF CONGRESS 


Freemasons. Vew York (State) Grand lodge. Committee 

on antiquities 

Collection made by Committee on antiquities of the Grand 
lodge Free and accepted masons, of the state of New York 
New York, 1905 

20, p plates, facsime 23)". 

“The bibliography of masonic medals and bedges by B. Loewy” 
6 

° HAST NTAS 1905 

Addenda. Collection made by Committee on antiquities 

of the Grand lodge Free and accepted masons of the state of 
New York. New York, 1906. 

Dp @ 

- 5- 16515 Revised 

Library of Congress HSSTNTAS 1906 

Copyright A 115257 (rEBb2 


Freemasons, New York. Grand lodge. Library. 
Annua! report. 
New York 


. & 


Report year ends in June 


Library of Congress 2733 Fass 


Freemasons. New York. Grand lodge. Library. 
Masonic magazines and periodicals. (/n its Annual 
report. ;New York, 1884. 23". p. 5-11) 


Bubject entries: |. Freemasons—Bibi. 2 Periodicnle—Bibl. oom 


‘2733. Pasa, 
of Congress, no. 75008. Z0F6. 


Library of Congrem, no. 
— —— Copy 2. Library 


Freemasons. New York (State) Grand lodge. Special 
committee 
Report of the special committee of the Grand lodge of 
Free & accepted masons of the state of New York, on the 
riotous proceedings, in the presence of that body, on the 
evening of the Sth June, a. L. 5849. New York, Narine, 
printer, 1849. 


Rp. 217 


17-6420 


Library of Congress HSSI7N7AS 18494 


Freemasons. New York. Independent royal arch lodge, 
no, 2. 


History of Independent royal arch lodge, no. 2, F. & 

A. M. of the state of New York; comp. from the records 
od direction of R. W. Claudius Beatty, W. Bro. 
Charles C. Leeds and Bro. Edwin R. McCarty, Historical 
committee, by R. W. William J. Duncan ... New York 
(Press of C. F. Bloom, 1904. 


2 p. illus, ports. 2”. 
1. Duncan, William J., comp. 
15-7658 


Library of Congress HS718.N7 145 


Freemasons. New York (State) Knights templare. Grand 
commandery. 


Proceedings ... 
annual conclave ... 


New York ,ete., 
¥. ports. 23°. 
Tithe varies. 


67446 Revised 
HSTS7.N7A2 


Library of Congress 


Freemasons. Vew ) ork (State) 9th masonic district. 
Masonic directory 


New York, 
¥. ports, 1415" 


Ninth district (Germa: 


At head of title aan 
Annual directory of the Ninth 


Tile varies Adrees buch 
(German) district, F 4 A. M 
Annual directory of the Ninth (German) district 
F&A. M. (Cover-titie: Masonic directory ’ 
Masonic directory 
1. Freemasons New York (City) — Direct 
§-B2652 Mevined 
HMS387 NTA4 


(7382, 


Library of Congress 


Freemasons, New York (State) Royal 
arch masons, Grand chapter, Com- 
mittee on foreign correspondence 


Freemasons. New York. Grand chapter of 
royal arch musons. Committee on 
foreign corresne~ “ence, 


Freemasons, New York (State) Scipio lodge, no. 110. 
A short history, Scipio lodge no. 110, free and accepted 
masons at Aurora, Cayuga county, New York state, 1795-1940 
;Ann Arbor, Mich., Edward's brothers, inc., 1940, 
4p 1, 79 p Incl. hus, plates, maps, facsime 21° 


Kepr« oduced from handwrittes copy. 
“First edition limited to 250 copies. 


1. Freemasons. New York (State)—-Hist. 2 New York (State) 
Historic houses, etc 1. Tithe. 


38215 
Library of Congress HSS30 A983 10 


Copy 2 2 61 


Freemasons. New York (State) Scottish rite. Council of 
deliberation. - 

Proceedings of the Council of deliberation of the state of 
New York, Ancient i Scot‘ish rite of freemasonry for 
the Northern masonic jurisdiction of the United States of 
America. Ist 1868. 

New York ,etc., 1868-19 
¥ 


iti platen, ports facsime. Bm 
1870, Transactions Le Goenett of Gettnoration Sor 
) A Aa 8. sen to the cate of How York (varies 


’ 

1019. Proceedings of the Counet) od deliberation of the 
atate of New York. Anctent accepted Scottiah rit freemasonry for 
the Northern masonic Jurisdiction of ‘the United trates of 
America (varies slightly) 

(Continued on next card) 


6-7440 (rev. 42) 


os 


\r42b2, 


Freemasons. Vew ) ork (State) Scottish rite. Council of 
deliberation. Proceedings 1868-19 (Card 2) 


Supplements were iseved as follows 
The original par oh of ... Grand lodge _. of Albany, N. Y., from 1767 
to 1774 ( With 37th Proc. 1908 
ings of the Internationa! conference of the Supreme councils 
Brussels, a Belg June 10 to 15. A. Aa. ( With 39th Proc. 1908) 
ce of the Supreme councils 
Washington, D October, 1912 (wun 45 “5th pee 1914) 
Lists of officers, ‘sei 1917 ( With 48th Proc. 1917 
Lists of officers, 1867-1927 ( With 58th Proe 1927) 





6-7449 (rev. ‘42) 
Library of Congress HSTTTNTAZ 


a 


Freemasons. Newark, NV. J. Newark lodge, no. 7. 

History and masonic record, together with biographies of 
past masters of Newark lodge, no. 7, F. & A. M., 1827-1027. 
,Newark, Printed by Modern printing company, 1927, 
ant,” '+ ©26 D. 11. tact, Hite, platen, porte. facsims, fold. tab 


Complied by Charles F. Weeks and J. Edwerd Blackmore. 


1. Weeks, Charlies Edward, 1850-1918, comp. u. Blackmore, James 
Edward, 1860- jotat comp 


27-11688 


Library of Congress H8539.N62N6 1927 
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Freemasons. North Carolina. Grand lodge. 
The Ahiman rezon and Masonic ritual. Published by order 
of the Grand lodge of North-Carolina and Ti 


enpessee 
Newbern .N. C., John C. Sims and Edward G. Moss. 5805 
ch @. 1808, 

2¥. tet ITY. 


| fee Rituals 1. Freemasons. Tennessee. Grand lodge. 
na te 
36-8018. 


Library of Congress HS455.N8A5 1805 


. 
2) 


Freemasons. North Carolina. Grand lodge. 

Masonic reviews. 1928- Report of Committee on 
foreign correspondence. Prepared for the Grand lodge of 
North Caroling, A F. and A. M., by J. Edward Allen. Ox- 
ford, N. C., Press of Oxford orphanage, 1928- 

. map, tables, 2=. 


1. Freemasons. 1 Allen, John Edward, 1887- am. Title. 
2B ABAS 
Library of Congress 8637 NSAB 
a» 


Freemasons. North (arolina. Grand lodge 

Proceedings of the Grand lodge of Ancient, free and ac- 
cepted masons of North Carolina Annual communication. 
Raleigh, 


v. 2a 


ca 10-4 Unrev'd 


Library of Coneress H&SAT_NSAL 


kib, 


Freemasons. North Dakota. Grand lodge. 


Proceedings of the Grand lodge of A..F... and A.’. 
M.’. of the state of North Dakota Anoua! communi- 
cation. 

Fargo, 18 
v. plates 2" 


ca 10-93 Unrev'd 


Library of Congress HSS37 N9AZ 


Freemasons. Nova Scotia. Grand lodge. 

Charges and regulations, of the Ancient and honourable 
society of free and accepted masons, extracted from Ahi- 
man rezon, &. Together with a concise account of the 
rise and progress of free masonry in Nova-Scotia ... and 
a charge given by the Revd. Brother Weeks, at the instal- 
lation of His Excellency John Parr, esq; grand master. 
Designed for the use of the brethren, and pub. by the con- 
sent and direction of the Grand lodge of this province. 
Halifax, Printed by J. Howe, 1786. 

xv, Op 

F 


1. Freemasons. Constitutions. 1. Weeks, James Eyre. 


920320 


Library of Congress HS447.N9AS 1786 


2Sel) 


Freemasons. Ohio. Grand chapter of Royal arch masons. 

Capitular masonic code of the Grand chapter of Ohio, 
1914; the constitution, by-laws, resolutions, code, rules of 
order, forms, ceremonials, and a historical sketch of 
Roygl arch masonry in Ohio; annotated and re-arranged 


by a committee appointed by the Grand chapter. Cleve- 
land, Gardner printing co , ‘1914, 
p> 27 
1. Tithe 
14-1896 
Library of Congress HS717.O3A4 
Copyright A 3a0083 


CATALOG OF PRINTED CARDS 


Freemasons. Ohio. Grand chapter of Royal arch masons, 

Capitular masonic code of the Grand chapter of Ohio, 
1921; the constitution, by-laws, resolutions, code, rules of 
order, forms, ceremonials, and a historical sketch of 
Royal arch masonry in Ohio; annotated and rearranged 
by a committee appointed by the Grand chapter. (Cleve 
land, The Gardner printing co., 1922 

Mp 2H" 

t. Tithe 

2.2007 
Library of Congress HS717 O5A4 1922 
Copy 2 

Copyright A 654423 2 


Freemasons. Ohio. Grand lodge 


Masonic funeral service, adopted by the Grand lodge of 
Ohio. Prepared by a committee of that body. Columbus, 
Printed by the Ohio state journal company, 1857 

Rp ue 


1. Freemasons— Rituals 
9 1R270F 
Library of Congress 
Freemasons. Ohio (rand lodge 
Proceedings of the Grand lodge of the most ancient and 


honorable fraternity of Free and accepted masons of the 
state of Ohio, at its several grand communications, from 


WS455.03 1857 


1808 to ,1857), inclusive. Republished by order of the 
Grand lodge. Columbus, Printed by Follett, Foster and 
company, 1857-5 

2¥ 2 


wb, G4 
Library of Congress HSS97 O2A18 
Preemasons. Ohio. Grand 4 
Proceedings of the M . rand lodge of the 
most ancient and honorable ieeteraity of Free and ac- 
cepted masons of the state of Ohio, at its ... annual grand 
communication 
Cincinnati, 18 
v. plates, ports, tab. 21) x 2™ 
Tithe vanes slightly 
ant, ca 9-805 Unrev'd 
Library of Congress HSS37 O2A2 


—— Ohio. Grand lodge. 


rt of eatin on foreign communications, 
Grand te ine of Ohi 


Cincinnati 
. oa 
al, ca9-@0 Unrev'd 
Library of Congress HSSI7 O2AQ 


Freemasons. Ohio. Royal and select masters. Grand council. 
History of the Grand council of Royal and select masters of 
the state of Ohio for one hundred years, — compiled 
by William T. S. O'Hara, r. o. m. and, Fi W. Hendley, 
F. . M., committee on history. Chillicothe, O., Scholl printing 
©., 1933. 
672, tv, xx p. Ulus (ieel. porta) 29". 


“Digest of Proceedings of grand assemblies from 1880 to 1990, both 
inclusive”: p. (7-304. 

1. O'Hare, William Tecumseh Sherman, 1864- comp « Hendley, 
Frack Wallece, 1860- jotnt comp 


33 B0N46 
Library of Congress HSS87T OSAS 
2) 3681 


345 


Freemasons 


Freemasons. (/k/ahoma 

Proceedings of the M W 
accepted masons of Oklahoma 
Stillwater, 18 


(rand lodge 


Grand lodge Ancient free and 


, oe 


cad thi Cored 
Library of Congress HSSST OAL 
3901 
Freemasons. Oklahoma. Royal arch masons. Grand chap- 
ter. 


History of free masonry in Oklahoma, prepared for the 
M. FE. Grand chapter, Royal arch masons of Oklahoma. 
:Muskogee, Okla.. Muskogee print shop, *1935, 


266, siv p. incl front. plates, ports, fecsims 23)”. 


36 M0 
Library of Congress S537 OS243 
— -—— Copy 2 
Coprright A S074 3 306.1 
. Oregon. Grand commandery of Knights 
templars. 


Proceedings. 
Portland, Or., 


v. port. 227° 


cA 6—190 Unrev'd 


Library of Congress HS7$7.07A2 


Freemasons. Grand lodge 
Proceedings of the M. W. Grand lodge of Ancient free and 
accepted masons of Oregon Annual communication 


Oregon 


Salem, 18 
+ tue, 22. 


ca O88 Uorev'd 


Library of Congress S587 OTAZ 
31b1, 
Freemasons. Paris, Les neuf soeurs 
see 
‘Freemasons. Paris. Loge des neuf sdéurs 


Freemasons. Paris. R. hp niet . 
Calendrier magonique, indicatif des assembiées de 
:. ‘de ls. Pais-immortelle, alo ‘de Paris, pour V'an de le 
v..L.. Paris, Impr. du F. Desveux 1805, 

a. 


ca 6 -0888 Unrev'd 
Library of Congress 








Freemasons 


Freemasons. Paterson, N.J. Joppa lodge, no. 29. 
Celebration of the twenty-fifth anniversary of Joppa 
! , no. 29, F. & A. M., held at Opera house, Paterson, 
N. wr whe y= Paterson, N. J., Guardian print- 
ing establishment, 1879 
Bp 27 





o-13aS2+ 
Library of Congress HSS39 P3ja9 1879 
Pr Pennsial . Grand commandery of 
Knights templar. 
By-laws of Columbia commandery, no. 13, Kuights 


templar, and the appendant orders, together with the 
history, order of business, burial service, lists of officers 
and members, &c. Lancaster, Pa., 1871° 

5,45 p. illus, (muse) 14°* 


Jpi 


22 245a4 


Library of Congress S758. Lj2C62 


1871 
Freemasons. Pennsylvania. Grand 
Knights templar 

Knights templar tactics and drill regulations; pub- 
lished by authority of the Grand commandery of Penn- 


commandery of 


sylvania, adopted at Erie, Pa., May, 1908 (Pittsburg, 
Davis & Warde, °1908; 
130 p illus, diagrs 18° 
«1. Freemasons—Templars 
9-772 


HS7S1 A3P4 1908 
(Copyright 1908 A 217254) 


Library of Congress 


Freemasons. Pennsy/vania. Grand lodge. 

Abstract of the proceedings of the Grand lodge of the 
most ancient and honorable fraternity of free and accepted 
Masons of Pennsylvania, and masonic jurisdiction thereunto 
belonging Being extracts from the Minutes of its quarterly 
and annual grand communieations, during the year 

Philadelphia, 

¥. plates, ports. 22)-23". 


Title 
at head ‘7 title: Grand lodge of Penmyivania 


6 7446 
8537. P2A2 
193001, 


Library of Congress 


(Freemasons. Pennsylvania. Grand lodge, 

An account of the uies of Bro. Sane Girard 
at Girard ope 2 Philadelphia, on aph Ripley ¢ 18st, 
oration by Joseph o* 
‘Phiadelphia, 1903) 

16 p. front, 20>. 

“Repninted from Public ledger, Philadel phia. October 


Ia, 1861, by the 
szmmiciee on brary of the Grand lodge of Peaneyivania, F haa ie jaly, 


Bubjecs entries: Girard, Stephen, 1760-1831. 


Library of Congrem, no. 


Freemasons. /’ennsylvania. (rand lodge. 


e 
Ahiman rezon abridged and digested: as a help to all that 


are, or would be free and accepted masons. To which is added, 
pol pense » ganas le See eae, Ee oe 


py Fe a Drember i178 athe anniversary of St John 
the vivengotiat Published by order of the Grand lodge of 
Pennsylvania, by William Smith, v. vp. Philadelphis: 
by Hall and Sellers. wpocs.xxx101. 

avi, 1606p. front. (costofarme) 10)”. 

The sermon, by William Smith, has special t.-p. 

1. Freemasons. 1 Smith, William, 1727-1008,e4 oo Tithe 





HS645.P8A2 1788 
(al, 


Library of Congress 


LIBRARY OF CONGRESS 


Freemasons. Pennsylvania. Grand lodge 

The Ahiman rezon, or Book of the constitution, rules 
and regulations of the Grand lodge of Pennsylvania, 
together with the ancient charges and ceremonial of the 
order, for the government of the craft under this juris- 
diction. Comp. for the Grand lodge of Pennsylvania, 
and adopted on the Lith day of June, 1857. Philadelphia, 
Printed for the Grand lodge of Pennsylvania, by 5 B. 
Chandler, 1857. 


16, xp 2 


9 19656 


Library of Congress HSM5.P3A2 1857 


Preemasons. Pennsylvania. Grand lodge 


The Ahiman rezon; or, Constitution of the Grand 
lodge of free and accepted masons of Pennsylvania. Also, 
the ancient charges, forms and ceremonies as revised and 
adopted by the Grand lodge for the government of the 
eraft, 4. L. 5877 and 5893. Philadelphia, Printed for the 
Cirand lodge of Pennsylvania, by Sherman & co., 1894. 

214 p 


illus 26° 


> 196544 
Library of Congress HSS P3A2 1864 
(Copyright 1894: 30399) 
Freemasons, Pennsylvania. Grand lodge 


The Ahiman rezon, or Book of the constitution of the right 
worshipful Grand lodge of free and accepted masons of Penn 
sylvania, and masonic jurisdiction thereunto belonging. Also 
the ancient charges, ceremonies, and forms. Rev. and adopted 
by the Girand lodge for the government of the craft under its 
jurisdiction, s. p. 1895, a. L. 5895. Philadelphia, Printed for 
the Grand lodge of Pennsylvania, 1895. 

¥,6267p iw 24" 

1. Title 

> 19655 

Library of Congress 

Copyright 180%: 3971 


His445.P3A2 1805 
adibly 


Freemasons. Pennsylvania. Grand lodge. 

Ancient documents relating to ~ ct and A. ie 
rite in the archives of the R. W. Grand lodge of Free 
and accepted masons of LAA... .» with annota- 
tions by Julius F. Sachse ... Philadelphia, 1915. 


ssi0" p. 11, MOp Seenk, She, shiten, Gettin facsims. (2 fold.) 25”. 


‘An edition of two hundred and fifty copies has been printed, of which 
this is no. 25.” 

1. Freemasons. Ancient and accepted Scottish rite. 2. Freemasons. 
Acme ge Ancient and accepted Scottish rite 1. Sachse, Julius 


Friedrich, 
16-10790 
Library of Congress 


— -— — Copy2 
Copyright A 428003 


HS777.P3A7 


Freemasons. Pennsylvania. Grand lodge. 

Ceremonies for the dedication of the new masonic temple in 
the city of Philadelphia, by “the Grand lodge of the most 
ancient and honorable fraternity of Free and accepted masons 
of Pennsylvania, and masonic jurisdiction thereunto belong- 
ing.” September 26, a. p. 1873, . u. 5873. ,Philadelphia, H. B. 
Ashmead, printer, 1873, 


Rp wir. 


1 Philadelphia. Masoule temple oan 
17641 


Library of Congress S530. P40F47 


3801, 


Freemasons. Pennsylvanio. Grand lodge. 


Extracts from the Ahiman Rezon, or Book of the con- 
stitution, rules and regulations of the Grand lodge of 
Pennsylvania, adopted June 15, 1857; and also from the 
decisions of the Grand lodge and from ‘the ancient charges. 
Together with forms for the by-laws of subordinate 
lodges. Philadelphia, Maas, printer, 1864. 

Re we 


17-6410 


Library of Congress HS45P3A2 1864 


Freemasons. [enw sylvauia. Grand lodge 
Extract» fro the \himan recon 


or Book of the cousti 
tution, rules and regulations of the 


jrand lodge of Penn 











evivania, adopted June 17, 1857; and also from decisions 
of the Grand ledge and from the ancient charges. Lan 
caster, Cooper, Sanderson & co., printers, 1865. 

Sp ile ae 

By laws of Tester me 45, 4 VM held at Lancaster, Ia”, with special 

a: 9 a 

1 Preemasees Lancaster, Pa. Loder no 4) 

22 Damas 
Library of Congress HSSI7. PIAS 0857 
Freemasons. Pr nnsylranin. Grand lodae 


In Grand lodge of Pennsylvania 
munication. St. John's day 
24th June, A. L. 5800. 
lane 


Grand general com 
Philadelphia, Saturday, 
Philadelphia, J. Sweeny, printer, 





Con ten Address of James Milnor. esquire. right worshupful grand 
master of Masons Delwered by Bun im Grand lodge. on St John's 
(vwreular address of James Milnor Jeliwered by hum to the dif 
ferent lodges held im the ety of Philadelphia, at the grand vistations to 
the same, m the months of February, March and April 
1. Milnor, James, 1773-134 


4 May 


Library of Congres 


Freemasons, Po 1+ 


In memorian. TF 


Jomia 


Grand lodge. 
ght Worshipful Past Grand Master 





Brother George KE. Wagner. Philadelphia’, 1904 

39 p front ipert) 2 

At head of tithe Gromd tader of Penneytvanio Free and .ccepted 
joaeone 

1 Wosner, George Kil, 1842-1004 t Title 

10 27288 
Lifters of Comer-~- HIRT PIAS Tang 
ant 

Freemasons. Pennsylvania. Grand lodge. 


n exhibition of Washi 





Lo i under the directi 
of the R. W. Grand lodge of Pennsylvania F. & A. M., 
Masonic temple, Philadelphia, November 5th to Decem- 
Te 1902. Philadelphia, Press of Loughead & co., 

cover-title, $2) p. 22°. 

Portrait on paper cover. 


1. Washington, George, pres."U. S. 1732-1799—Relics. 1. Title 


1323465 


Library of Congress 


Freemasons. Pennsy/vania. Grand lodge. 

Minutes of the right worshipful Grand lodge of the most 
ancient and honorable fraternity of Free and accepted masons 
of Pennsylvania and masonic jurisdiction thereunto belonging. 
v, 1-12; 1779 to 18s0, Compiled under direction of the com- 
mittee on library. Philadelphia, The Grand lodge, 1895-1907. 

12 ¥. plates, ports, 2=. 

Vols. 1-6 have title, “topes of the oe .<t & Grand —1y ot 
Free and accepted masons of Pennsy!ran (Preface, p. +) 
the following statement is made: “The vo tomes prevtousy published 
were designated ‘Reprints of the Minutes, efe’, which tithe has been 
changed .. because this ts the first time thet the Minutes of the Grand 
jodge are printed tn full.” 








(Continued on next card) 
9 13088 Revised 
1f38b2, 
Pennsylvania. Grand lodge. Minutes of the 


right worshipful Grand lodge 
Vols. 1-6 comptied by Joshua L. Lyte. 
No more published 


1895-1907. (Card 2) 















Conrurts. 1, 1770-1801.—v, 2. 1801 -1810.—v. 3, 1811-1816. 
1817-1822 — = 6. 1828-1 7. 140-1 
1849-1854 —v. AGS 1858.—v. 10. 130-1864. —v. 11. 1865-1874 —v. 
1875-1880. 


1 Lyte; Joshua L.. comp. 
& 13089 Revined 


Library of Congress S537. P2418 























Freemasons. Pennsylvania. Grand lodge 
Order of masonic ceremonies for laying the foundation 
stone of the monument in the Soldiers’ national cemete: 
at Gettysburg, Pa. July 4, 1865. Philadelphia, J. 
ler, printer, 1865. 


12,.2p,51 2. 


1 Gettysburg Natonal monument. 


10-14278 
Library of Congress E481 CIFB 
Freemasons. Pennsylvania. Grand 
lodge 


€ 
Proceedings ... 
see its 


Abstract of the proceedings ... 


Freemasons, Pennsylvania. Grand lodge. 

Proceedings of the R. W. Grand lodge of Pennsylvania . 
March ‘Sth. a. po. 1866, a. L. 5866, in reference to the death 
of the R. W. Grand secretary. Brother William H. Adams. 
Philadelphia, King & Baird, printers, 1866. 

Mp 21°. 

Includes eulogy, omitted tn the 16 page issue. 


1. Adame, William Fi., 1800-1866. 


Library of Congress HiS887 PLAS 1866 
Freemasons. [‘ennsylvania. Grand lodge 

Proceedings of the R. W. Grand lodge of Pennsylva- 
nia, at a quarterly grand communication, held at the Ma- 
sonic hall, Chestnut st., Philadelphia, March 5th, a. p. 
1866, a. L. 5866, in reference to the death of the R. W. 
grand secretary, brother William H. Adams. Philadel- 
phia, King & Baird, printers, 1866. 


lop 2 


1 Adams, William H, 1809-1806 


9.18247 


Library of Congress 


HSS37.P2A2 18660 


Freemasons. [’¢wusylvania. Grand lodge. 
Proceedings of the R. W. Grand lodge of Pennsylvania 
June 4th, 1866, 1. 1. 5866, in reference to the death of 


PG. M. Brother Samuel Badger. Philadelphia, King & 
Baird, printers, 1866, 7 wii 


Rp 21 


Address by James Page 


1 Badger, Samuel, 1786-1866. 1. Page, James, 1795-1875. 


17-412 


Library of Congress HSS B3IP4 


Freemasons. Grand lodge. 
Proceedings of the R. W. Grand lodge of Pe unsylvania 
June 7th, a. vp. S71, 5871. In reference to the 
death of PG. M. Brother W iawn Tange r. Philadelphia, 
Press of A.C. Bryson & eo., 1871. . 
op 27 


Pennsylvania 





1 Barger, William, d. 1871 
17-0415 


Library of Congress HSSIL Maps 
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Freemasons. Pennsylvania. Grand lodge. 

Proceedings of the Right worshipful grand lodge of 
Pennsylvania, at its communication held at the Masonic 
hal., Chestnut street, Philadelphia, March 2d, a. v. 1863, 
A. 1. 5863. Vhiladelphia, Jackson, printer 1863, 

Wp.) 27 


Proceedings in memory of Anthony Bournonville 


1. Bournonyille, Anthony, 1797-1863. 


17-411 


Library of Congress 


HSS11 B7P4 


Freemasons. Pennsylvania. Grand lodge. 

Proceedings of the R. W. Grand lodge of Pennsy!vania, 
at a quarterly grand communication, held at the Masonic 
hall, Chestnut st., Philadelphia, March 6th, 1865, a. v. 
5865, in reference to the death of P. G. M. brother, the 
Hon. George Mifflin Dallas. Philadelphia, King & Baird, 
printers, 1865. 


7p. front. (port) 25°. 


1 Dallas, George Mifflin, 1792-1864 


7-214 


Library of Congress EMO DI4F8 


Freemasons. Pennsylvania. Grand lodge. 

Preseotegs of the R. W. Grand lodge of Pe *nnsylvania, 
F.andA June 7, a. p. 1809, a. c. 5899. Testimonials 
of me ‘e the memory of R. W. past grand master 
Brother Joseph Eichbaum. Philade ‘Iphia, 1899. 

2p 


front. (port) 23° 


1 Eichbaun, Joseph, 1827-1899. 


17-6410 
Library of Coneress HSSILESP4 
Freemasons. 2) nnsylrania 


Proceedings of the R. W. Grand lodge of Pennsylvania 

September 4th, a. p. 1867, ». 1. 5867, in reference to 
the death of R. W. G. M. Brother John L. Goddard, Phil- 
adelphia, King & Baird, printers, 1867. 


3p. 24" 


Grand lodge 


1. Goddard, John L., 1812-1867 


17-6437 


Library of Congress HSS11.G7P4 


Freemasons. Penusyleunia. 

Proceedings of the Right worshiptul grand lodge of 
Pennsylvania ... June 4th, a. p. I873,—a. u. 5873. In ref 
erence to the death of past grand master Brother James 
LLarper, Vhiladelpbia, A. C. Bryson & co., printers, 1873. 


8p. 22I™ 


Grand lodge. 





Address by James Page 


1. Harper, Jathes, 1780-1873 1. Page, James, 1795-1875. 


17 4432 


Library of Congress HSSt1 H3P4 


Freemasons. Prnisylrania, Grand lodae. 

Proceedings of the R. W. Grand lodge of Pennsylvania, 
F. awd A. M., at its quarterly communication held at Phil- 
adelphia, June 1, 4. p. 1892, 4. 1. 5892. Testimonials of 
respect to the memory of R. W. Past crand master Clif- 
ford P. MacCalla, Philadelphia, 1892 


25 p. front (port) 23° 





1 MacCalla, Clifford P , 1837. 1892 
17-455 


Library of Congress HSSi M2sP4 
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Fr 





Pennayloania. Grand 
Proceedings of the R. W. Grand lodge of Pennsylvania 
April 13th, 1958, 4. L. 5858, on the occasion of the death of the 


R. W. Grand master, John K. Mitchell, «. . Philadelphia, 
King & Baird, printers, 1858. 
Sp 2 
1. Mitchell, John Kearsley, 1708-1858 
17. 4485 
Library of Congress S511 M6P6 
(41b1, 


Freemasons. Pennsylvania. Grand lodge 

Proceedings of the R. W. Grand lodge of Pennsylvania, 
F. and A. M Testimonials of respect to the memory 
of R. W.. Past grand master and R. W. Grand secretary 
Brother Michael Nisbet, Philadelphia, 1896. 


21 p front (port) 23° 


1 Nisbet, Michael, 1429-1906. 
17 1M 


Library of Congress HSSII Noms 





F P ivania. Grand lodge. 

Proceedings of the RK. W. Grand lodge of Pennsylvania ... 
June 3, 1874, a. L. 5874, in reference to the death of P. G. M. 
Brother Samuel H. Perkins. Philadelphia, A. C. Bryson & 
co., printers, 1874. 

3p. front. (pert.) 2 

Addrees made by James Page 





1 Perkins, Samuel Huntington, 1707-1874. 
1875. 


1. Page, James, 1706- 


va 
HSOILPas 


Library of Congress 


Freemasons. [’ewnsylvania. 
Proceedings of the R. W. Grand lodge of Pennsylvania 
December 15th, a. v. 1866, s. L. S866, in reference to the 


Grand lodge 


death of P. G. master Brother Josiah Randall. Philadel- 
phia, King & Baird, printers, 1867. 
Sp. 259°* 
Address by James Page 
1. Randall, Josiah, 1789-1866. 1. Page, James, 1795-1875. 
17-6431 


Library of Congress HSSILRIPS 


Freemasons. «Pennsylvania. Grand lodge. 
Proceedings of the R. W. Grand lodge of Pennsylvania 
December 28th, a. v. 1874, a. L. 5874, in reference to 
the death of P. G. M. Brother John Meredith Read. Phil- 
adelphia, A. C. Bryson & co., printers, 1875. 
Sp. 2 
Address by Samuel! C. Perkins. 


1. Read, John Meredith, 1797-1874 1. Perkins, Samuel Clarke, 1828- 
1903 


17-6430 


Library of Congress HSS RaPS 


Freemasons. Pennsylvania. Grand lodge 

lroceedings of the R. W. Grand lodge of F. & A. ma- 
sons ¢ Pennsylvania in reference to the death of 
Pr. a. Brother John Thomson ... Philadelphia, Ma- 
sonic publinbing company, 

Mp 2 

Address by Samuel C Perkins 


1. Thomson, John, 1799-1889. 1. Perkins, Samuel Clarke, 1828-1903. 
VAN 


Library of Congress HSSUTSP4 








Freemasons. Pennsylvama. Grand lodge. 


LIBRARY OF CONGRESS 





Proceedings of the R. W. Grand lodge of P 
June Sth, 1865, a. v. 5865, in reference to the phi of 
P. G. M. Brother William Whitney. Philadelphia, King 
& Baird, printers, 1865. 
Mp 27 
Address by James Page 


1. Whitney, William, 1799-1805 1. Page, James, 1795-1875. 
1-4 


Library of Congress HSSiL W4sr4 


Freemasons. Pennsylvania. Grand lodge. 


Proceedings of the R. W. Grand lodge of Pennsylvania, 
F.& A.M. March 1, a. », 1899, a. 7. 5899. T 





f 
ayy ty Fa 
fraternity of freemasons, held in the Masonic temple, in the 
city of Philadelphis on Wednesday, November the fifth, a. p. 
1902—a. . 5002. Philadelphia, Grand lodge of Pennsylvania, 
1902. 
S32 p front. (lus, plates (part double) ports, facsima. =. 
(Continved on next card) 
311500 
(421, 





Pennayl Grand lodge. Proceedings 
1902. (Card 2) 





of respect to the memory of R. W. Grand master brother 
Henry W. Williams. iladelphia, 1899. 


Mp 2" 


1. Williams, Henry Warren, 1830-1899. 
17-4423 


Library of Congress HSSI1 WoP4 


Freemasons. Pennsylvania. Grand lodge. 

Proceedings of the right worshipful Grand lodge of the most 
ancient and honorable fraternity of Free and accepted masons 
of Pennsylvania, and masonic jurisdiction thereunto belonging, 
at its celebration of the bi-centenary of the birth of Right 
Worshipful past grand master brother Benjamin Franklin, 
held in the Masonic temple, in the city of Philadelphia on 
Wednesday, March the seventh a. o. 1906. v. 5906. Together 
with an account of the memorial service at his tomb, on Thurs- 
day, April the nineteenth a. o. 1906—a. 1. 5906. Philadelphia, 
Grand lodge of Pennsylvania, 1996 

vill, 9-352 p. front, ttius., plates, ports. (1 col.) facsime. 25°. 

(Continved on next card) 
6 4m 
30e1, 


The of the exercises of the Grand lodge \aserted between 
Dp 40 and 41, and the menu of between p. 206 and 200. 

Catalogue of the loan exhibition of Washingtoolana  p. 288-341 
“This is 45." 


1, Washington, George, pres. U. S., 1732-1798. 1 Title. 
3—115800 
Library of Congress Es126.F9 
— —— — Copy 2. HSS1L.W3P4 
“This is no. 85.” (2c), 
Freemasons. /’ennsylvania. (rand lodge. 


Proceedings of the right worshipful Grand lodge of the 
most ancient and honorable fraternity of Free and accepted 
masons of Pennsylvania, and masonic jurisdiction thereunto 
belonging to the bi-centenary anniversary celebration in com- 
memoration of two hundred years of freemasonry in Penn 
sylvania held in the masonic temple, in the city of Philadel- 
phia on Monday, October the twelfth, a. p, 1931—a, L. 5931; 
together with accounts of the religious services at Christ 
church, on Sunday, October the eleventh; the commemoration 

(Continued on next card) 


3 21 
flail 





Pennsylvania. Grand lodge. _Proceedi 
(Card 2) 


Franklin's “Mason book”: facsimile 
stitutions of the freemasons”. printed 
printed tn 


1906. 


reproduction of Anderson's “Con 
in London, pas ®. 1723, and re 
Philadetphia tn «. 0. 1734, by Franklin 
Catalogue of the loan exhibition of Frenkiiniana p. 821-841 
ee a ee ee ee ee printed of which this ts 
bo 


Ben. 1708-1790. 1 Tithe. 
1. Frankia, jamin. o-aan 
Library of Congress E02 6. FSrSS 
— ——— Copy 2. 
Copyright A 160285 88e1, 


Freemasons. Pennsylvania, Grand lodge. 


Proceedings of the right worshipful Grand lodge of the 
most ancient and honorable fraternity of free and ac- 
cepted masons of Pennsylvania, and masonic jurisdiction 
thereunto belonging, at its celebration of the one hundred 
and twenty-fifth anniversary of its independence, held ir 
the Masonic Temple, in the city of Philadelphia, on Mon- 
day, Septemiter the twenty-fifth, a. np. 191l—a. Lv. 5911; 
together with accounts of the service at Christ church, in 
the city of Philadelphia, on Sunday, September the twen- 
ty-fourth, and the laying of the corner-stone of Grand 


(Continued on next card) 
12-28770 


asons. +“) ania. 
(Card 2 
lodge hall at the masonic homes at Elizabethtown, on 
Tuesday, September the twenty-sixth, a. p. 1911,a. 1. 5911. 
Philadelphia, Grand lodge of Pennsylvania, 1912. 
252 p. plates, ports 27 
preity ans alimaigaggh ani teppei 


Grand lodge. Proceed- 


no. 4) 
Coder of cxevien C87 9.) inserted tremor 16 and 17 
og Cert hy rtd ie PTY Leas Pa 
(oS tena eee Invitation ( mrween 9. 32 ood 3 as. 
1. Title. 

12-28770 
Library of Congress HSS37 P3A4 
Copyright A 327724 


Pennsylvania. Grand lodge Proceedings 

at the bi-centenary anniversary celebration (Card 2) 
meeting at the Scottish rite cathedral, followed by a banquet 
and table lodge on Tuesday, October the thirteenth and a 
visit to the masonic homes at Elizabethtown, Pennsylvania, 
on Wednesday, October the fourteenth a. p, 1931—a. 1. 5931. 
Philadelphia, Grand lodge of Pennsylvania ,°1933, 


si, 26 p. front. plates, ports, facsins 25°. 


On cover: Bicentenary anniversary celebration 1731-1981. Memorial 
volume. Grand lodge F. & A. M. Pennsylvania 
33-2914 
Library of Congress HS537 P2A5 1081 
—— a= Cagy 8 
Copyright A 65361 41dl, me 


Freemasons. Pennsylvania. Grand lodge. 

Report of the ceremonies on St. John’s day, June 24th, 
1882, of the sesquicentennial anniversary of the formation 
of the Grand lodge of Pennsylvania, F. and A. M. Phila- 
delphia, Masonic publishing company, 1882. 

1p. L, ti, B13 p. 2 pl (1 fold) 29° 


17-428 


Library of Congress HSS537 P2AS 1882 


Freemasons. 
lodge 
Reprint of the Minutes ... 


Pennsylvania. Grand 


see its 


Minutes ... 





19657 
Library of Congress S445. P3842 1700 


(4061, 


Pennsylwania. Grand Lodge. Library. 
—_ spy pe pe January ist, 1880 ... 


iladelphia, Masonic publishing oo., 1881. 
tv, 5-48 p. front (plan) 2. 
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© 16480 
Library of Congress TE0RB TRF 06 
1) 016.3881 
Pennsylvania, Grand lodge. Library com 


mittee. 
Dedication memorial of the new masonic temple, Phila- 
Setin. Scptemter SO, 29th, 30th, 1873. ~— by th 
commitee ofthe HW. Grand | 
and accepted masons. 
Romecn & Haflelineee, 1875. 
xv, 17-236 p. front, illus, photos, ports, facsims. (partly fold) 24)”. 
“One thousand copies ... printed, of which this copy is no. 478." 


fez 


1 Freemasons Philadelphie 

Ltd sist 
Library of Congress HSS) Pers 
(Copyright 1874: 1421) 
Freemasons. Pennsylvania. Grand royal arch chapter. 


Proceedings of the most excellent Grand holy royal 
arch chapter of Pennsylvania and masonic jurisdiction 
thereunto belonging, for the year ending December 27, 


Philadelphia, 


v. plates, ports. 23). 


6-742 
Library of Congress 


Freemasons. Pennsylvania. Royal arch masons. Grand 
chapter. 

Extracts from the constitution of the Grand holy royal 
arch chapter of Pennsylvania. Adopted March 8, 1883, 
a. 1. 2413. Lancaster, Steinman & Hensel, 1884. 

Sp 1s™. 

pando “p., engr.: Royal arch chapter, no. Lancaster, 

erty irter and by-laws of Royal 72s..f 43", 3 a 
p 13d 


1, Freemasons. Lancaster, Pa. Royal arch chapter, no. 43 


22-243 
Library of Congress HS717.P4A3 1883 


Freemasons. Pennsylvania. Royal arch masons. Grand 
chapter. 
Grand holy royal arch om joel of Pennsylvania. In 
memoriam, Samuel H H. Perkins ... :Philadelphia? 18741, 
9p. 2m. 


1. Perkins, Samuel Huntington, 1797-1874. 


Library of Congress 
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Freemasons, 
lodge, no, 
Annual report 


Peoria, Ill. Temple 
6 


see its 


Annual review ... 


Freemasons. Peoria, Ill. Temple lodge, no. 46. 


Annual review, Temple lodge, no. 46, A. F. & A. M, 
Peoria, DL 
;Peoria, 
v. illus. (incl. ports) 23° 


Cover tithe Annual report 
Report for 1898/99 includes “The letter ‘CG’ 


by G. L Ballantine,” with 
comathe upon the origin of the Swastika 


1. Swastika 


Library of Congress HSS39.P4T3S 


Freemasons. Peru. 


Jesuitas. Manifiesto de la francmasoneria del Peri. Docu 
mentos historicos principales relativos a su expulsion. Monita 
secreta. Lima, C. Prince, 1886. 

Wp 2. 

1. Jesuits Controversial Mterature 1. Monita seereta Socletatie 
Jesu. Spanish 

87 30089 

Library of Congress BX1773. FT 

2 2715 


Freemasons. Philadelphia. Concordia lodge, no. 67 
In memoriam, Past master Bro. George W. Wood 
Philadelphia, Press of MeCalla & Stavely, 1887 
2p 2 
Memorial read by Clifford P. MacCalla 


1 Wood, George Walker, 1807-1887 1. MacCalla, Clifford P, 1837- 
1992 
17-4421 


Library of Congress HSSI1 W7PS 


Freemasons. 
no. 73. 
Lettres écrites & la Loge l’Aménité, no. 73, & l'occasion 

de l’oraison funébre du F. Seay Washington. Imprimé 


r ordre de la Loge. Philadelphie, Thomas & William 
Bradford, 1801. 


6p 27 
The oration was delivered by Simon Chaudron 


Philadelphia. Loge francaise l'Aménité, 


1. Chaudron, Simon Gries funébre. 2. Washington, George, pres. 
U_ S— Addresses, sermons, etc 


17-4509 


Library of Congress En26c#e 


me ae gy Loge francaise l Aménité, no. 73 
Statuts et régiemens de la R.°. L.’. francaise l'Aménité, 
n°'73, aon a1'0.". de Fuleddyhin Etats-Unis d’Amérique, 
d’aprés les constitutions du G.". . de Pennsylvanie, & elle 
accordées le 20 mai, bv. ‘L.”. 8797. Philadelphia, 
De l'imprimerie des Ff.’. P. et C. Roche, 1807, 
Rp 19". 


Caption title. 
“Apres la troisiéme lectore ... 'en de le V.. L.’. SA07, la L.. @ acretd, 
@ Vomenimité ... conformémene & iceux™: p. 52. 


AM 2425 
ington Libr. Printed by L. C. 
2 


‘Title from H. FE. Hunt- 
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Freemasons. Philadelphia. Meridian run lodge, no. 158. 

An historical sketch of Meridian sun lodge, no. 158, F. & 
A. M., from 1818 to 1891, inclusive. Comp. from the records, 
by a committee appointed at the meeting of the lodge held on 
June 1, 1886, and pub. by permission of the R. W. Grand 
Master, E. Coppée Mitchell Reprinted and completed by 
permission of the Right Worshipful Grand Master, J. Simpson 
Africa. Philadelphia, 1992. 

2p = 

Max Riebenack, William D Shubert. Edward A Stockton. committee 

t. Riebenack, Max. om. Title. 





11 82879 
Library of Congress HSSs® Pome 


Freemasons. Philadelphia. Perkins lodge, no. 402. 


Fiftieth anniversary of Perkins lodge, no. 402, F. & 
A.M. January thirteenth, 1918. Phils adel phia, 1918 
) p plates, port 2° 


1 Tithe 


ca 18-518 Unrev'd 


Library of Congress HSS#_PSPS 


Freemasons. Philadelphia. Phanizx lodge, no. 130. 


Memorial of John Underwood Giller, past master 
Phenix lodge, no. 130, F. & A. M. (Philadelphia, J. B. 
Chandler's steam printing establishment, 1878) 


Wp. 2 


1. Giller, John Underwood, 1810-1878 


17-48 
Library of Congress HSS11 GoPs 


Pre ”hiladeloh 
F f Pp 





St. John's lodge. 

The constitutions of the St. John’s lodge. A fac-simile 
copy of the Tho: Carmick ms.,.v. 1727, reproduced under 
the direction of the committee on library at the request of 
Brother George B. Orlady ... by Julius F. Sachse... Phil- 
adelphia, Grand lodge F. & A. M. of Pennsylvania, 1908. 

49. 1, facsims.: 22 numb. 1, 24 p. illus 25> 

“An edition of 900 copres of the fac simile edition have been printed, of 
which this is no. 253.” 


1. Sachse, Julius Fredmeh, 1842- 


Library of Congress HSS39.PSS25 1908 


Freemasons. Pittsburgh. Lodge no. 45. 
History of Lodge no. 45, F. & A. M., 1785-1910. Pitts 
burgh, Pa. Press of Republic bank note company, ‘1912, 


4p 1, $-S05, hy, xxix 
peed 


p 1 illus, plates (part col.) ports. fold plan, 
facoms (1 double) 


Frederick C. Rommel, histonan 


Rommel, Frederick Conrad. 1858- tu. Tithe 


Library of Congress 
Copyright A 328890 


HSS39 P6SPS 


Freemasons. /iftsficld, Mass. Mystic lodge. 


. Mystic lodge, F. & A. M., Pittsfield, Massachusetts, 
centennial celebration. Maplewood hotel Friday evening, 
June tenth, nineteen hundred ten. Pittafield, Printed by 
the Sun printing company, 1910, 

23, p illus. (incl. ports.) 24™ 
At head of tithe: 1810-1910. 


23-1574 
Library of Congress HSS39P72M9 1910 
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Freemasons 


(Freemasons. Princeton, N. J. Princeton lodge, no. 38) 


Proceedings of the sorrow lodge, and the address de- 
livered in honor of the memory of Bro. George Musgrave 
Giger, vp. p., December 20, 1865. Princeton, N. J., Printed 
by H. T. Blanchard, 1866. 


2p mW 


1. Giger, George Musgrave, 1822-1865 


17-49 


Library of Congress HS511 GSPS 


Freemasons. Quebec (Province) Grand lodge 
Proceedings of the Grand lodge of Quebec, Ancient, 
free and accepted masons, at the annua! communica 
tion 
Montreal, 18 
v plates, port. 214°. 


ca 91000 Unrev'd 
Library of Congress HSS99.Q3A3 


Reference card 
Freemasons. Rhode Island. Grand commandery of 
Knights templars 


see 
Freemasons. Massachusetts and Rhode Island. Grand 
commanderyu of Knights templars 
5-15383t 


Library of Corgress 


Freemasons. Rhode Island. Grand lodge. 


Address of the Grand lodge of the state of Rhode Island 
and Providence Plantations, to the people of said state 
Providence, R_ 1, R. Cranston, printer, 1831. 


lop we 
On verso of t-p Report to the M WW. Grand lodge of the state of 
Rhode Island of the; committee, to whom was referred the subject of 


the anti-masonic memorial to the legislature of this state dated De 
2th, 1830 John Carlile, Wilham Wilkinson jand others; 


Antumasonic party. 2 Morgan, Wilham, 1774-<a. 1826 


Library of Congress 


HSS27 RB 1831 


Freemasons. Rhode Island. Grand lodge. 
Declaration of the freemasons of Rhode Island 


s . De ipy 
n.d 
W2 im 
agtion ttle 
poy oy poseens Ge folio ing ‘Declaration, as publi by 


our oiees of the st achusetts and Connecticut and unam 
mously adopted by or ‘Grand lodge. ‘of Rhode Island 
In ms. at head of title W*. R. Staples, Esq 


1 Antomasome party 


ca 19-540 Unrev'd 
Library of Congress 


HSS27 RIT 
Freemasons. Rhode Island. Grand lodge. 

Masonic burial office for the use of the lodges under the 
—  ~ of the Grand ip of the state of Rhode 
sland. Providence, S. S. Rider and brother, a u. 5864 
dl 

Sp 147 
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Freemasons 


Freemasons. Rhode Island. Grand lodge 
lroceedings. 
Providence, 
234-244" 


Id, 61- Ia 63 2d ed 


ca 91723 Unrev'd 


NSS RAN 


Freemasons. Phode Island. Grand lodge. Masonic war 
hoard 
Honor roll, Rhode Island masons who served in the 
world war, 1914-1915, from statistics of the Masonic war 
sy of Rhode Island, 1921. Central Falls, R. L, Press 
of E. L. Freeman company, 1921. 


123 p. incl. ports, 20™. 


1 European war, 1914 Rhode Island 2 Freemasons. Rhode 
Island Title 
21-10352 
Library of Congress HSS09.45 
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Freemasons. [i:/ mond. Lodge no. 10. 

By-laws and list of members of Richmond lodge, no. 10. 
Revised and adopted 4. 1. 5864, 4. o. 1864. Richmond, J. E. 
Goode, printer, [S64 


up we 


42-27625 


Library of Congress ASi0 RALAL 1886 
—— —— Copy 2 2, 


(Freemasons. Kivhmond Manchester lodge, no. 14, 


History of masonic lodge of Manchester. ,Richmond! 1937, 


Sp, OTR p. 4), 198)-212 p plates porte, 23°. 


Tith from cover 





then of Historical sketch of Manchester lodge 
publishes! io 1007, part 2 hy 
Wormbipful Chortes E. Maorice, covers the period from 1908 to 1937 





1 ‘owen, Ren P. 1990-1930 © Sempeon, Aeron L. ot Maurice, 
Charlies Edwia. rv. Tithe 
Ss-2T37 
Library of Congress S539 R56M33 
3 sen 


Freemasons. Richmond. Randolph lodge, no. 19. 

By-laws and list of members of Richmond Randolph lode, 
no. xix, Ancient York masons Richmond, Printed by J 
(roode, 186A 

ip 


42-9051 
S680 RI6RS 1804 
2, 


Library of Congress 


Freemasons. [ivhmond. Royal arch masons. Chapter no. §. 

A history of Kichmond Royal arch chapter no. 3, being « 
chronological survey of the activities of this chapter from its 
organization, March 12, 1792, to October 2, 1941. Containing 
a complete roster of all present and former members, the prin 
cipal officers of the chapter from 17%2 to 194% and the by laws 
of the chapter, together with a roster of the visitors, from 1792 
through 1492, and other valuable information Compiled and 
edited by Floyd Wills Sydnor and Wilbern Shelton Gear- 
hear Richmond, Masonic home pres, inc., 1942. 

139.8) 2,9 frvet. pl fecsime DIM 

(Centioesd os aest card) 
42 11579 


+ 1 by Richt Worshipfal Ren. P. Owen c ts = etact reproduc. 
AF &£aM 


Worshipful we, ‘. Sampson and 


LIBRARY OF CONGREd? 


Freemasons. Kichmond. Royal arch masons. Chapter no. 3. 
A history of Richmond Royal arch chapter no. 3 . 
1942. (Card 2) 

“Published by Richmood Roya! arch chapter no 8. 0 comemoralion 

of its seagul-centennial March 12. 1942 
Bibliography p. 120, -130 


1. Sydnor, Floyd Wille, ed Gearheart, Wilbern Shelton, joint o¢. 


42-11579 
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Library of Congress 


Freemasons. Richmond, Va. St. John’s lodge, no. 36 

By-laws of St. John's lodge, no. 36. Passed unani- 
mously, October 7, a. v. 5797,-a. p. 1797. Printed, by or- 
der of the Lodge, October, 1797. Richmond, Printed by 
T. Nicolson, 1797. 

Wihbp Ve 

Manuscript shp mounted over article mt, p. 9 


Library of Congres® HSS? RS6S2S 1797 


Freemasons. Mi tiestes, N. 1 Monin commandery. 
wa. 12, Raights templar 
By-laws of Monroe commandery, no. 12.8. T., stationed 
at Rochester, ; ae a history oof ther ceomeennannale “TY, 
from its inception in 1826 down to the present tune, by 
Sir Knight Thomas Glidden, recorder, Reechester, N.Y. 
Democrat and chronicle print, T882 


R178 p 15 





Freemasons. Somerville, Mass. King Solomon's lodge. 
One hundred and fifty years of King Solomon's lodge, A. F. 
4 A. M., 1783-1933. Somerville! Mass., 1933, 


3p. l. 11-78 p Wee (incl fecsime) ports. 237". 


1 Tithe 


Library of Coogress HSS38 S@BK 5 


Freemasons. Svuth Carolina. Grand lodge 

An Ahiman rezon, for the use of the Grand lodge of South 
Carolina, ancient York-masuns, and the lodges under the 
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Pub. by ¢ 
1 Freemasons—Rutvals 1. Nicholson, Daniel N. 11. Nay, Winfield S. 
D197 
Library of Congress HS45S V4 1895 
(Copyright 1895: 37402) 
Freemasons. !ermont. (rand lodge. 


1794-1804. Centennial celebration of the M. W. Grand lodge 
of Free and accepted masons of the state of Vermont in the city 
of Burlington, June 13, a. 0. 1804, a. L. 5894; comp. and ar 


ranged by Marsh 0. Perkins ... Warren G. Reynolds ,Bur- 
lington ¢ 1894, 
So. os (37,2 p.. 21, &5)-119 p. front., plates (part col.) ports, 


L Perkins, Marsh Olio, 1849-1016, comp. om. Reynolds, Warren Giles, 
at comp. 


19-2145 


Library of Congress S587. V4A5 


(3901, 


Freemasons. Vermont. Grand royal arch chapter. 
Extracts from the P. of the Grand royal arch 

chapter, of the state of Vermont, at its annual communi- 

_—s 17, a. uv. 5830. Rutland, Printed by E. Max- 


Bp. 2. 
19-2128 

Library of Congress HS717.VSA4 

Freemasons. Virginia. (rand lodge 

Free masonry and the war. of the Committee under 
the resolutions of 1862, Grand of Virginia, in reference 
to our relations as ‘and as masons, in the North 
and South, ing out of the manner in which the present wer 
has been Richmond, C. H. Wynne, printer, 1865. 
tip =. 

1 Preemasces. U.S 1 Tithe oun 





LIBRARY OF CONGRESS 


Freemasons. Virginia. Grand lodge. 

The new Ahiman rezon. Containing the laws and constitu- 
tions of the Grand lodge of Virginia. © To which is added, the 
history of masonry, from the creation, to the death of Queen 
Elizabeth. Also illustrations of the royal art; and « variety 
of other matter relative to that institution. 
from the most approved authors, 


of 
South-Carolina Ric : Printed by John Dixon, 1791. 
Sah. on OS he Pa ad 
Freemasons—Hist. « Read, Joho K mm Title: Abiman reson. 
6 25863 


Library of Congress HS445.V6A2 1701 


yadibl, 


Freemasons. Virginia. Grand lodge. 
Proceedings of @ special grand communication of the M. W. 
Grand lodge of Virginia, begun and held in the Masons’ hall, 
in the city of Richmond, on the evening of the twenty-first of 
February, 4. & 5850—s. o. 1850. Richmond, Printed by 
J. Warrock, 1850. 

@p frost, ila. 2. 

Ceremonies of laying the corner stone of @ monument to George 
‘Washington, in Richmond, Va 


1. Richmond, Va, Washington statue. 


Library of Congress 
— —— Copy 2. 


HSS37.V6A2 18000 
aSTbl4 


Freemasons. Virginia. Grand lodge. 


Proceedings of a special grand communication of the 
m. w. Grand lodge of Virginia, held in the city of Rich- 
mond, on Friday being the fourth day of November, a. v. 
5854—a. p. 1854, on the occasion of the death of the M. W. 
G. M. Edmund Pendleton Hunter. Richmond, Printed 
by J. Warroch, 1854. 


7p an 


Library of Congress 
Freemasons. Virginia. Grand lodge. 
Proceedings of the ... grand annual communication. 
Richmond, 
¥. ports, 16-27 
Title varies slightly 


ca 91721 Unrev'é 


BOD), 
Library of Congress HSS37 V6A2 
Freemasons. Viryinia. Grand lodar 


Proceedings of the M. W. Grand lodge of Ancient York 
masons of the state of Virginia. from its organization, in 1778, 
to 1822, prefaced by an introduction setting forth the origin 
and progress of masonry in Virginia, from 1733 to 1778. By 
John Dove. o. 8. v. 1- Richmond, Printed by J. E. 
Goode, 1874- 


+ pl. porte a. 
1 Dove, Jobn 


Library of Congress 


Freemasons. Virginia. Grand lodge. 

Proceedir gs of the Grand lodge, of Virginia. Held at the 
Masons-hall in the city of Richmond, on Monday the‘23rd day 
of November, a. o. 1795.—a. u. 5795. Richmond: Printed by 
John Dixon. ,1795, 


Library of Congress S887 V6a2 1706 


Freemasons. Virginia. Grand lodge. 


een wy of the special communication of the most 
worehipful Grand | of Virginia at Yorktown, on the 


17th and 18th days of October, 1881. Richmond, J. E. 
Goode, printer, 1881. 
79. 2 
1 Yorktown—Siege, 1781 
9 aaBOT 


Library of Congress HSS37 VOA2 18Bla 


Freemasons, Virginia. Royal arch masons. Supreme grand 
= 





and p dings of the M. E. S. G. Royal arch 
A... of Virginia: from its establishment in xuocoo. Col- 
lated, by « resolution of the M. E. S. G. R. A. chapter of Vir- 
ginia, by W.G. Lyford. ,Richmond! 18091, 
“ap 2. 


S-22017 Revined 
HSTI7.V8as 1800 
«r30d2, 


Library of Congress 


Freemasons. |) ake field, Mass. Golden rule lodge. 

“The first fifty years”; history of Golden rule lodge, A. F. 
& A. M., Wakefield, Massachusetts, 1888-1938. Published un- 
der the direction and authority of the Fiftieth anniversary 





committee following the observance, January, 1938. ,Wake- 
field, Mass., Item press, 1938, 

Sp.1,0140p ports, facsim. 24". 

Compiied by Harris M. Dolbeare. ef. Introd. 

1 Dolbeare, Harris Mason, 1870-1988. 

30-1813 

Library of Congress Hssse.W2206 1088 
_ —— Copy 2. 

Copyright A 125428 3 3081 
Freemasons. Washington, D. C. 

Ceremonies on layi the foundation stone of Freems- 
sons’ hall, in a cit ashingtcs, 19, a. v. 
1826, a. v. 5826 .. cchington, Gales & Sea- 
ton, 1826. 

Ze m-. 

Library of Congress HSS) W2FS — 
—- —— Copy 2 (Bailey pamphiets, v. 46, no. 7) 
Freemasons. Washington, D.C. Benjamin B. French 

lodge, no. 15. 

By-laws, rules and regulations of Benjamin B. French 


lodge, no. 15, of Free and masons ... Washing- 
+ Na C., M'Gill & Witherow, printers and stereotypers, 


4p v= 


Library of Congress 


HSS). W3B48 1865 














Freemasons. Washington, D.C. B 
lodge, no. 15. 
... In memoriam 
Washington, D. C., 1911- 
v. illus. (ports) 28. 





jomin B. French 


17-3707 


Library of Congress HSS3#9 W3B45 


hington, D.C. B. 





Freemasons. W. jamin B. French 

lodge, no. 15. 

Souvenir Proceedings of the semi-centennial com- 
munication of Benjamin B. French lodge, no. 1" F. A. 
A. M., January 4, a. v. 1904... Washington, D. C. (The 
H. E. Wilkens printing co., "1905, 

% p. front, illus. (incl ports) 244° 


O13 


Library of Congress HSSI9 W3B49 1905 


Freemasons. Washington, D.C. 
By-laws of Federal , no. 1, free and accepted 
y= of the District of Columbia. With a history of 
the lodge, from its foundation near the close of the 18th 
queer & eae ¢ Se oe contary, sae on a it of 
its t the om ¢ of the 20th 


Federal lodge, no. 1. 





ae... Washington, D. c “Gibson bros., printers, 
2p. mn 
16-5775 


Library of Congress HSS#.W3F@ 1901 


Freemasons. Washington, D.C. Hiram lodge, no. 10. 

History of Hiram lodge, no. 10, F. A. A. M., charter granted 
December 27, 1827, charter dated January 8, 1828, centennial 
celebration. Washington, D. C. (19281, 

2p 1, 7-42 p. Mes. (incl. ports.) pl. 234~. 

Lettered om cover: 1827-1927. 


Library of Congress S539 W3H5 1028 
Freemasons. Washington, D.C. Knights templare. 

Masonic pilgrimage to the tomb of Washington at Mount 
Vernon, under the auspices of the Knights templar of Washing- 
ton, D.C. Monday, June 25, 1866. Washington, J. L. Pearson, 
printer, 1866. 

up =. 


1. Mount Vernoo. 
Library of Congress 


° 21—209T7 
E3125. 


(411, 


Freemasons. Washington, D.C. Lebanon lodge, no. 7. 
an a ang A of ww being the history of Leba- 
F. A. A. M., of Washington, D. C., from 

October 8, th to October 8, 1911, comp. by Rev. "Titus 
Elwood Davis, chaplain, Biair McKenzie, eee 


master, Walter Wells Ludlow, secretary. Washington 
Beresford, printer, 191). 
ii p. 11, 195 p. ined fecsim. front, plates, ports. 24™. 
‘ McK 
sake Satie, The Saree wiles’ ae te, 
13- 19805 
Library of Congress HSS39.W3LS 


CATALOG OF PRINTED CARDS 


Freemasons. Washington, D.C. Nawal lodge, no. 4 
History of Naval lodge, no. 4, F. a. A. i, f Wain 
ton, D. C., May, 1805, to May, 1905, including 
of the 4 — of the one es 
niversary, with an a contain’ 
sketches, tabular statements and complete poster 
bership. Comp. by past master .— N. a Harp ad and 
pub. under authority of the Lodge. 
ford, printer, 1905 
116 p. illus, plates, ports. 23°. 
1. Harper, Kenton Neal, 1857- 





Library of Congress HSS99 WINS 


F Washington, D. C. Scottish rite. 
Ancient and eccepted Scottish rite of freemascnry. The 
co-ordinate bodies of the ancient and Scottish rite, 





valley of Washington, Orient of the District of Columbia, 
Southern jurisdiction, U.S. A. ,Washington, D. C., National 
capital press, inc., 1941. 

3 p. tocl, front., ites. diagr. 22° 

Hy Krother Johan 0. Rowen. cf. In appreciation 

1 Howen, Joha 0. 


41-22085 
tibrary of Congress 


Freemasons. Washington, D. C. 

Pike consistory. 

Classbook of the combined Victory class, December 3, 
1918, to March 25, 1919, International class, May 12-15, 
1919. of Alfred 7 Pike consistory, M. R. 8. no. 1 in the 
valley of Washington, Orient of the District of Columbia 
and the co-ordinate bodies of the Ancient and accepted 
Scottish rite of freemasonry. Southern jurisdiction of 
the United States. 1919-1920. Washington, D. C., Class- 
book committee 1921, 

xxiii, 83, lit p. illus. (incl. ports.) 25°. 


Scottish rite. Albert 


21-6104 


Library of Congress HS765.AS 
— —— Copy 2. 
Copyright A 611020 2s 


. Washington, D. C. 
lodge, no. 14. 
Semi-centennial yy of Washington centennial 

lodge, no. 14, F. A. A. M., and annual grand visitation by 

the officers of ~ Grand lodge of the District of Columbia, 
ber 18th and 19th, 1902. Wash- 

ington, Press rr Gibson brothers, 1903. 


Pt 


Washington centennial 





112 p. incl. ports. front. (port) 


7-28OS4 


Library of Congress HSS3I9.W3WS 1902 


Freemasons. Washington (State) Grand lodge. 


of he joreiton of most wo ai 
lodge o' ae, 
annotated by William H. Upton Pub. comp. and 
Thomas M. grand E. Cates, 
printer, 1 
ax, Dp 2m. 


920307+ 
HS#4S.W2A4 
(Copyright 1897: 28695) 


Freemasons. Washington (State) Grand lodge. 


Proceedings. 
Olympia ete. 18 
m~. 
ca 9-1682 Unrev'd 
eel, 
Library of Congress HSSY W3A2 


Freemasons 


Freemasons. Washington (State) Grand lodge. 
Proceedings of oe... . W .°. Grand lodge of Free and 


masons 0} at a special communica- 
tion held at Olympia, December 11-12, 1902, in celebra- 
tion of the n§ 





2p, dS p. front, ills 23° 


1 Freemasons— Washington ( State) 


Library of Congress HSS37 W3A2 1902a 


Freemasons. Washington (State) Grand lodge. 

Washington masonic code 1930, annotated. The code of 
laws of the grand jurisdiction of Washington, F. & A. M., 
in force June 20, 1929. from 1858 to 1929, inclu- 
sive. Compiled and edited by William H. Gorham ... Pub- 
lished by authority of the M. W. Grand lodge of F. & A. M. 
of Washington. Spokane, Printed by Shaw & Borden com 
pany, 1930. 

xxi, 251 p. 239". 

Published to , under tithe es pounie code of Washingt 

re up to date b; ef. Editor's pret 


Freemasons 1 Gorham, William H, ed. 
u hitte 





Sunmnen (State) 


30-1667 


Library of Congress MSHS W2A4 1929 


Copy 2 
Copyright A 23747 3 8) 


Freemasons. Washington (State) Grand lodge. 

Washington maronic code 1930, annotated. 2d ed. The 
code of laws of the grand jurisdiction of Washington, F. & 
A. M., in force June 18, 1951. Annotated from 1858 to 1931, 
inclusive. Compiled and edited by William H. Gorham 
Published by authority of the M. W. Grand lodge of F. & 
A. M. of Washington. (Spokane, Printed by Shaw & Borden 
compar pa) 1932. 

! The masonic code of Washington 
Kept up to date by pte EW annual supplements. cf. Editor's 


1, Freemasons. Washinggeo (State) 1 Gorham, William Hills, 


186i- ed. u, Title 
32-4835 
Library of Congiese HSS. W2A4 1001 
—— ——— Cagy 8 
Copyright A 47471 3; 308.1 
Freemasons. Waynesburg, Pa. Waynesburg lodge, no. 
153. 


Record of the one hundredth anniversary of Waynes- 
burg lodge, no. 153, Free and accepted masons, July 
seventeenth, 1917. (Philadelphia, #1923, 


Bp. ol, facsim 20". 


Library of Congress HSS39.W3SW3 
Copyright A 704788 12) 


Freemasons. 
lodge 
Grand annual comsjunication 


West Virginie. Grand 


see its 


Proceedings. 


Freemasons. West Virginia. (rand lodge. 
Yo ny tele st eral 
and accepted masons. 


ginia, Ancient, 
Wheeling, 18 


+. porta mB)”. 


ca 10-81 Unrev's 


Labrary of Congress sss Weald 








Freemasons. Wickford, R. 1. Washington lodge, no. 5. 
One ye anniversary. Washi n lodge, 
no. 5, A.” M.’. Wickford, B. I, Wickford; 
Printed for ‘és bode, Snow & Farnham (1898, 
Gp iw 2 


At head of title 1798 July fourth 1898 
Title vignette (portrait of Washi ington ) 


13-16273 


Library of Congress HS539.WS4W3 
Freemasons. Wisconsin. Grand lodge. 
Transactions of the Grand lodge 
communication,s, 

Milwaukee, 18 
v. por 23 
Title varies slightly 


at its ... annual 


ca 91683 Unrev'd 


Library of Congress HSS37 W6A2 


Freemasons. Wisconsin. Grand lodge. 

Wisconsin monitor, or Monitorial instructions for the 
use of symbolic lodges of Free and accepted masons, 
under the jurisdiction of the Grand lodge of Wisconsin, 

adopted by the Grand lodge of Wisconsin, June four- 


teenth, nineteen hundred twenty-five. Eau Claire, Wis., 
Eau Claire book & stationery co., 1925, 
7% 7 
1. Freemasons— Rituals 1. Tithe 
10906 
Library of Congress HS4SS.W6AS 1925 
Copyright A 879966 2 
Freemasons. Wisconsin, Grand lodge. 
Committee on masonic research 
Pamphlet s 
see 
Freemasons. Wisconsin. Grand lodge. 


Committee on masonic research. 
Research pamphlet s 


Freemasons. Wisconsin. Grand lodae 
wonic reaeare 
Poems every mason should know, selected by Wisconsin 
Grand lodge Committee on masonic research, Silas H. Shep- 
herd, George C. Nuesse, Robert O. Jasperson. Fred W. Rus- 
sell. and Henry A. Crosby Milwaukee, 1932, 


17T*. (Its |Research, pamphlet, no. 48) 


Committee on ma- 


47 p. 


1. Freemasons Poetry 1. Title 


3235108 


Library of Congress 8431.43 1082 


2) (821.0822) 306.1 


Freemasons. Wisconsin. 
masomic research. 
Seleeted list of masonic ry oy - four rts: part 1. 

Classified list, according to the classification ; 

pers: m. “Author index, with oe ty site H. Shep- 

part mu. List of important phamp! ! Cy ay 

alphabetically according to authors; part iv. Title i 

Published hm re Fs reap ; Henry A. Crosby, George 

-C. Nuesse, ed W. Russell, Wis- 

consin G eon on kc research. Mil- 

waukee, Wis, Burdick-Allen company, 1923. 


1 . = 
Bp 2" (iy Research pamphlet 20 » 
Selected 


Grand lodge. Committee on 


1. Freemasons—| 2 
m. Tithe Masonic tnereture, 


79993. We2 23-18678 
et, 


LIBRARY OF CONGRESS 


Freemasons. Wyoming. Grand lodge. 
Proceedings of the Grand lodge of Wyoming A. F. and 
A. M., at its ... annual communication. 


Laramie, 18 
. =a. 


ca 10—@0 Unrev'd 
S537 WS8A2 
3d1, 


Library of Congress 


Freemasons. York, Pa. 
lodge, no. 123 


St. John's 


see also 


Freemasons, 
266. 


York, Pa, York lodge, no. 


Freemasons. York, Pa. York lodge, no. 266. 

History of York lodge. no. 266, Free and accepted masons, 
and of St. John’s lodge, no. 123, Ancient York masons, held 
at York, Pennsylvania, by George Hay Kain ... and, Frank- 
lin M. Beecher York, Pa., York lodge, no. 266, F. & A. M., 
1932. 

208 p. front., illus. plates, facsims. 244°. 

Descriptive letterpress on rectos of two of the facsimiles. 


1. Freemasons. York, Pa. St mat lodge, no. te 2 Freemasons. 
|. Beecher, Franklio 





York, Po 1. Kain, George Hay, 1877- 
Moses. 
3210813 
Library of Congress S539 Ye2Y6 
—< Copy 2 
Copyright A 40520 3, 3661 
| loge, Modestia 


Freemasons. Ztirich St. Johannis/ 
cum libertate. 


Jahres-bericht der ger. . und vollk.°. St. Johannis | J 
“*Modestia cum libertate’’ im or .. von Ziirich iiber das 
jabr 1879. Zairich, Drock von Schiller & co. (B. Cotti) 
(1879, 

cover-title, Bp. 2157 


ca 74496 Unrev'd 
(30e1, 


Library of Congress HS640 Z9M3 


The Pree-masons’ calendar; or, An almanac, for the year 


London, Printed for the Company of stationers, 17 
. = 


1. Almanacs, English 
ca 18-1210 Unrev'd 


Library of Congress 


The freemason’s companion: a ritual of the entered *P 
prentice, fellow craft, and master mason’s degrees, t! 
past master's , with the several forms and cer- 
emonies pertaining thereto ... Arranged from The 
craftsman and Temp!ar’s text-book. € incinnati, J. D. 
Caldwell (1874, 

x, 11-192 p. incl. front, ius 179. 
With music 


1. Freemasons— Rituals. 
919929 


S457 Fs 
(Copyright 1874: 13396) 


Library of Congress 


The 
(18511, 





"s gift; a Christmas and New-year's offering. 
New York, Leavitt & Allen ,1851?, 


vill, @-203 p. pl. 19. 


1. Gift-books (Annuals, ete.) 
Library of Congress AYILFT 
03001, 


The Freemason’s magazine, 
library v. 1- 
June 1793- 


or General and complete 


London, 1793- 
villus, plates, ports 


Single numbers for 1797- 
rine and freemasons repository 


a7 


monthly 


have caption title: The Scientific maga- 


1 Freemasons Period 


ca &—2000 Unrev'd 


Library of Congress HS3S3. F8 


The Freemason's and general miscellany. v. 1-2; 
Apr. 1811-Mar. ie Philadelphia, Levis & Weaver, 1811- 
2, 

2. front. illus, plates, port. 214”. 


| op hy ~ 
No more published 


monthly 


1. Freemesons—Tertod. t Richards, George, 4. 1814, ed 


525406 Revised 


Library of Congress HS861.F7 


The Freemasons magazine and masonic 
mirror. London, 1857 


The Freenasons' monthly magazine. 


The Freemasons’ monthly, devoted to masonic and home 
literature. 
Kalamazoo, Mich., Thiing brothers, 18 
v me 
Editor W. J. Chaplin. 


1 Freemasons— Penod t. Chaplin, W. J, ed 
ca 11-1540 Unrev'd 
nt, 


Library of Congress HS3S1.F72 





The Fr "s monthly By Charles W. Moore ... 
Moore... ¥. 1- 
1842- 
Boston, Tuttle & Dennett ,etc., 1842- 
’ ports. 24~. 


1 Moore, Chartes Whitlock, 1801-1878, ed. 
ca 82344 Unrev'a 


1. Freemasons—Period. 


11986 LF7TB 
r4ibd1, 


Library of Congress 








The Freemasons’ monthly magazine. 
London, Sherwood, Gilbert and Piper ,ete. 1834— 
villus. plates, ports. 22-237 
Quarterly, 1834-54, monthly, 1855 
Tile varies. 1834-47, The Freemasons’ quarterly review 
848-49, The Freemasons’ quarterly review and general assurance advo- 
1850-52, The Freemasons’ quarterly magazine and review 
1853-54. The Freemasons’ quarterly magazin: 
he Freemasons’ monthly magazine 
1834-42, R. T. Crucefix 


1 Crucefix, Robert Thomas, ed 


1as: 
Editor 
1 Freemasons— Period 


ca B—23552 Unrev'd 
HS3S3 FR 


ibrary of Congress 


2d set 


or - - mutual benefit association of Circleville, 


Annual! statement of the Free masons mutual benefit 
association of Circleville, Ohio (Cireleville, Union- 
herald print, 1877. 
14x 24™ fold. to 168 


sheet 


ca 95728 Unrev'd 


Library of Congress HG92AS F78 


Freemason's practical monitor, contai all the monito- 
rial work of the first three on of freemasonry ac- 


cording to the best American authorities. New York 
and St. Louis, Parson & co., 1877 
67 p illus 129 
1. Freemasons—Rituals 
919927 
Library of Congress H S457 FRR 
(Copyright 1877: 4751) 

The F. uarterly magazine on ser. v. 1-3, 
ie 17-19, 4th ser. v. 1-2, i. ¢. v. 20-21, 1850-1854. 
London, R. Spencer ,ete., 1850-54. 

Sv. illus, plates, ports. 22-23" 
Preceded by the Freemasons’ quarterly magazine 
Continued as the Freemasons’ monthly magazine 
1. Freemasons—Period 2 Freemasons—Ct. Brit —Period. 
8-19672t 
Library of Congress HS3S3 F83 
The Freemasons’ quarterly review .. «v. 1-9, 2d ser. 


q 
v. 1-7, 4. e. v. 10-16, 1834-49. London, Sherwood, Gil- 
bert & Piper jete., 1834-49. 

16 v. illus., plates, ports. 22™. 

1948-49, title reads: The Freemasons’ quarterly review and general in 
surance advocate 

Continued as the Freemasons’ quarterly magazine ; later, the Freemasons 


monthh; 
Editor. iasea2 R T. Crucefix 





Frosmengne— Posted 2. Freemasons—Gt. Brit —Period. 1 Cre 
Thomas, ed. 


ym Robert 
&-19671¢ 


Library of Congress HS3S3 FR3 


e Freemasons’ repository. Pub. monthly, for Masons 
ond their families. 


Providence, R. L., E. L. Freeman & son (18 
v. illus, plates, ports, facsim. 24™ 


Editor H. W. Rogg 
1. Freemasons—Pegiod. 1. Pugg, Henry Warren, 1832- ed. mm. Free- 
masons 
ca 7—183 Unrev'd 
Library of Congress HS3S1.F8 


CATALOG OF PRINTED CARDS 


Freemen awake! Would you sustain the Union; preserve 
order, tranquility and Christian feeling in your respective 
churches and congregations; and secure peace and happiness 
around your domestic firesides? Then “to the rescue!” (and 
defeat the revolutionary scheme of a deceitful gang of hypo- 
critienl _.. brawling traitors and dark hearted, aspiring, amal- 
gamation demagogues.) And maintain your position! “and 
indignantly frown upon the first dawning of every attempt to 
alienate any portion of our country from the rest ; or to enfeeble 
the sacred ties which now link together the various parts.” 
eT 1839 

2,1 11° 


Controversial literature— 1888. 


1. Slavery in the t'. 8.- 
26 r41b1, 
be 1) 8a 


2 ination 
Liteary of Congress 


Library of Congress 2 


Freeport, /1l. Ordinances, ete. 

General and special ordinances of the city of Freeport, to- 
gether with its charter, amendments thereof, and general laws 
relating to municipal corporations in the state of Illinois, with 
an appendix. Compiled, revised and arranged by John C. 
Kean, city attorney. Printed and published by authority of 
the City council of the city of Freeport. Freeport, Printed by 
the Bulletin publishing house, 1877 

1233p 2a 

“Catalogue of the trustees of the town of Freeport from its organiza- 
tioa A 1850 to to the year 1855": p. 

talogue of city officers from its incorporation to 1855 to 1877" 


1 — Regis ers 1 Kean, Joho C, comp 
Charters. = Title. 
30-8650 


JS886.FTAS 1877 
2, 


‘reeport, 1 
a Praga m 
Library of Congress 


Freeport, I11. The craftsman's 
home study schools 


The crafteman's home study schools, 
Freeport, I11. 


Freeoort, 111. 
society 


Lincoln-Douglas 


Lincoln-Douglas society, Freeport, 111. 


Freeport, Ill. Public library. 

By-laws, rules and regulations of & Freeport public 
library, Freepori, Illinois. Adopted 904. (Free- 
port, ress of W. H. Wagner & sons, eee 

Mp.il “ 

Tithe vignette (phot. of building) 


1. Library rules and regulations 


C1) 


Library of Congress Drews 


357 


Freeport 
Freeport, I11. Rawleigh foundation 
see 


Rawleigh foundation. 


Freeport, Tex. 
league 


Freeport commerce 


Freeport commerce league, Freeport, Tex. 


Freeport and Stephenson county directory ... 1894/93- 
Freeport, Til, W. H. Wagner & sons, 
1894- 
* 2 


Title varies: 1804/95-1896/97. Freeport city directory 
. Freeport snd Stephenson county ¢ lirectory 
Comptiers- 1804/ = Miomey & Jones 


Freeport di 
rectory compen sae 


1. Freeport, Il.—Direct t Tithe: Freeport city directory 


7s 
Library of Congress OS-478 Rev wey 
Copyright 


FH9 FSals 


(rte 


Freeport and vicinity. 
graph Freeport, Il. 
ers and binders, *1892 


ipl. Dp im 
Photographs by Oscar Wagner 


Half- rg direct from photo- 
W. H. Wagner & sons, print- 


1. Freeport, I! —Deser —Views 


7-Mal4 


Library of Congress FS49 P8F7 
(Copyright 1992. $0127) 


Freeport and vicinity. Half-tones direct from photo- 


graph Freeport, Tl, W. H. Wagner & sons. print- 
ers 19 
2p). 2p Wx2y™ 


Photographs by Wareham Grouping by Bolender 


1. Freeport. Ill —Deser —Views 


6199 


Library of Congress FS49 FRR 


(Freeport commerce league, Freeport, Tez.) 
Millions in industrial benefits to state and nation at a 
cost of $455,000.00 (Dallas, Johnston printing & adv. 


co., 19159, 
111, (ly p. inel. front, col. itlua 27™. 
wont meson ban kne G ee 
1. Harbors—Texas, 1. Title 
ca 1-46 Unrev'd 
Library of Congress HESS4 F7F7 








Freeport 


Reference card 
home A 
Fompen Poatgatet missionary society, synod 


see 


si ata a missionary socisty of Freeport pres- 


Ilinoss 


7wse2 
Library of Congress 


Freeport's Lincoln; exercises dant upon the ling of 
a statue of Abraham Lincoln; Freeport, Illinois, August 2, 
192%, the seventy-first anniversary of the Freeport-Lincoln- 
Doulas debate. Containing addresses delivered at unveil- 
ing, list of exhibits displayed, account of Lincoln-Douglas 
debate, ete. Statue designed and executed by Leonard 
Crunelle, and presented to people of Stephenson county, 
Illinois, by William Thomas Kawleigh Freeport, Lil, 
W. T. Rawleigh, 1930. 

Sp |, vill, 201 p, 1b, xt, @ p incl ius plates, porte port 2. 
(Contioued on pert card) 
121880 





lel, 


Freeport’s Lincoln 1930. (Card 2) 


On cover Seventy first anoiversary edition. 
Wreface signed J BR. Jackson, president. Lincoln. Douglas society 


1. Lincoln, Abraham, prea US —Anniversaries, ete 2 Freeport, 
MM. Liecoin statue 3 Lincola-Dougias debates, 1858 L 
Douglas society. Freeport. [I a. Crupelie, Leonard, 18T2- m. Raw. 
leigh. William Thomas, 1870- 


31213880 
Library of Congress EAST 7 FSS 


fel, 923.178 


Freer, Adam. 

Dissertatio medica inauguralis, de syphilide venerea: nec 
non de morbo sibbens dicto: quam ... ex anctoritate ... Gulielmi 
Robert-on Academim edinburgens: prefecti pro gradu 
low tones ruditorum examin: subjicit Adamus Freer, Bri- 


tennus. Vridve wlus juni 1767, Edinburg), apud Balfour, 
Aull. ot Smetlie. academiae typographos, «poco. xvit 

ip i.atp ye 

1 Sp pelas 


Library of Conmress ROO FR 


Freer, adela Gocdrich- 
see 


G.4rich-Freer, adel.s M., 1865- 


Freer, krs. agnes (Rand) Lee, 1868- 


Lee, Mrs. ngnes (Rand) 1&66- 


LIBRARY OF CONGRESS 


Freer, Arthur Savile Beresford, | ~1- 
The carly Franciscans & Jesuits; a study in contrasts, 
by Arthur 8S. B. Freer London, Society for promot 


ing Christian knowledge; New York and Toronto, The 
Macmillan co, 1922 


ve, Miihp ae Studies on church history) 
Biblwaraphy p 130-141 
t Tale 
22-1000 
Library of © mar BX we F? 
; 
Freer, Charles H 1849 


The missionary, The bandit chief, and other poems. By 
Charles H. Freer Chicago, American publishers’ associa 
tion, 1892. 


2p i. tip. it. 13,108 root. plates, port. 20° 


1 Tithe 


31-1095 


Library of Congress Psivie Pos 


Copyright 1881. 46017 


Freer, Charles Lang, 1856-1919 
see also 


Freer gallery of art, Washington, D. C. 


Freer, Cyril Charles, 1873- 

The inner side of advertising; # practical handbook for ad- 
vertisers, those engaged in advertising, & students, by Cyril C. 
Freer London, The Library press limited, 1921. 


2p lL, 7-47 p. front. (port.) tilus., plates (part col.) diagrs. 227° 


1. Advertising. 1. Title. 


22—17071 


Library of Congress HFS423 FST 


Freer, Cyril Charles, 1873- 


Secrets of mail order selling, by Cyril C. Freer .. 
London, The Library press limited, 1 


224 p. front, ilies (ine! forms) pl. diagrs. 226™. 


1. Mail-order business. 2 Advertising 1. Tithe 


28-14072 
Library of Congress HF S466 F8 
2) 
Freer, Dawson. 
The teaching of interpretation in , a guide for 
teachers and students by Dawson Freer. , Evans 


brothers limited ,1924, 
alt hh) p illus (music) 19%. (Lettered om cover: The Kingsway se- 
Errata slip inserted. 


“Consete eaniey <f Gen cepetes of 0 castes of extittes Gas eqqeand © 
The mus teacher 


1. Singing and voice culture =. Tithe. 


26-SiS1 
Library of Congress MTo2 Fes 
ry 


358 


(Freer, Mrs. Eleanor (Everest), 1864- 

Recollections and reflections of an American composer. 
(New York, Printed by the Musical advance publishing co., 
1929, 

cover tithe, 3-122 p. incl plates, ports, fecsims. port. 174°. 

Foreword signed Eleanor Everest Freer 


1 Musicians Correspondence, reminiscences, etc 1. Tithe. 


(Pull name: Mra Eleanor Warner (Everest) Freer) 


2927764 
Library of Congress ML410 FSadal 


Copyright A 14713 3 


Freer, Frederick Ash. 


Edward White, his life y~ am by Frederick Ash 
Freer. London, E. Stock, 

vill, 37¢-p. front. (port) 209" 

Append: a7 appreciation : 
mate Mr White's took Lite in Chriat, b: her WD. Meleee “4 
fluence of Edward White abroad. vo. Dr fale's addrem 0s Hawley Road 
chapel. & Gleanings from |atest note-books. 


Bubject entries White, Edward, 1410-1405 


Library of Congrem, na. 


Freer, Joannes 
see 


Freer, John. 


Freer, John. 

Disputatio medica quedam de sanguine mittendo complec- 
tens; quam ex auctoritate .. d. Georgii Baird Acade- 
mise edinburgene prefecti pro gradu doctoris ... erudito- 
rum examini subjicit Joannes Freer, Anglus ... kalendis au- 
gusti (1822, Edinburgi, excudebant Abernethy & Walker, 
1822. 

2p1.%p 2° 


1. Bloodietting 


Library of Congress RMTILFT 1822 


Freer, Martha Walker, «/t- «ards Mrs. John Robinson, 
1822. 18RN 
Klizabeth de Valois, queen of Spain, and the court of 
Philip uo. From numerous unpublished sources. in the 
archives of France, Italy, and Spain. By Martha Walker 
Freer London, Hurst and Blackett, 1857 


2) fremts (pents)  19p"* 


1 Isabel, queen consort of Philip 11, king of Spam, 1544-1568 2 Spain— 
Crant A comrtert. 


a, 
1 Congres DPIGD Ts 


+yuis 


Freer, Martha Walker, afferwards Mrs. John Robinson, 

1822-1888. 

Henry ut. king of France pose Poland : his court anc times. 
From ms. documents 
in the Bibliothéque impériale, wend th the archives of France and 
Italy, ete. By Martha Walker Freer . Hurst and 
Blackett, 1858. 


Sv. frosts. (ports) 18)”. 





jot San of Teen. 1861-1580. 2. Fraace—Hist —Heory 11, 
1874-1588. Hist — Elective monarchy, 1572-1763. 


m1 
Livrery of Cungress DCc110 Fes 


ST, 











A 
v 





Freer, Martha Walker, afterwards Mrs. John Robinson, 
1822-1888. 
History of the reign of Henry rv., king of France and 
Navarre. From numerous wapabliched sources, includ- 





ma. d ts in the Bibliothé ae ~ and the 
pF du royaume de France, By Martha 
Walker Freer ... London, Hurst K Blackett, "1860-63 
6 ¥. fronts (ports) 199”. 


1, Henry 1_and the 2 v.—pt 2 Henry wv. and 
weed 5 Mage Sis em gts ef 
1. France—Hist—Henry rv, 1589-1610 
goat, 410683 


Library of Congress pci2 Fe 


Preer, Martha Walker, afterwards Mrs. John Robinson, 
1822-1888. 
The life of Jeanne d’Albret, queen of Navarre. From 
numerous unpu sources, including ms. documents 
in the Bibliotheque imperiale, and the Archives espa- 
les de Sumancas. By Martha Walker Freer Lon- 
ion, Hurst and Blackett, 1855. 


2¥. front (port) 18™ 


1. Jeanne d'Albret, queen of Navarre, 1528-1572 


S200 
aif, 


Library of Congress DC12 J4F8 


Freer, Martha Walker, a//ervards Vrs. John Robinson, 1822- 


1888, 

The life of Marguerite d'Angouléme. queen of Navarre, 
duchewe d’Alencon and de erry, sister of Francis 1, king of 
France. From numerous unpublished sources. inchiding ms 
documents in the Bibliothéque imperiale. and the Archives du 
royaume de France, and also the private correspondence of 


Queen Marguerite with Francis 1. &. By Martha Walker 
Freer London, Hurst and Blackett, 1854 

2. fronts 20° 

1. Marguerite dA 
Hiet — Francis 1, 15) 


2 Frowe 





sonlome, Queen of Navarre, 1492-1549. 
1547 — Sources. 





14 s108 
DC12 M2Fs 


(3801, 


Freer, Martha Walker, afterwards Mrs. John Robinson, 

1822-1888. 

The married life of Anne of Austria, queen of France, 
mother of Louis xrv., and Don Sebastian, king of Portu- 
gal. Historical studies. From numerous unpublished 
sources, including ms. documents in the Bibliothéque 
impériale and the archives of Spain and Portugal. By 
Martha Walker Freer ... London, Tinsley brothers, 1864. 


av. front. (port) 23” 


Library of Congress 


queen consort 0! s lewle s xitt, king of France, 1601-1806. 2 Se- 
ik’ bine oot | Portugal, 1854-15 
+1004 
(321, 


Library of Congress DCim Fes 


Freer, Martha Walker, a/ter:cards Mrs. John Robinson, 1822— 


1888. 

The of Anne of Austria, queen regent of France, 
mother of Louis x1v. From numerous unpublished sources, in- 
chading mes. in the Bi , and the Archives du 
royaume de France, etc., etc. By Marthe Walker Freer . 
Landon, Tinsley pT 


1. Anne, queen consort of Louls xr, king of France, 1601-1686. 
2. France—Hist.— Louis arv, 106-1716. 


+1085 
DC124 FSS 


+3801, 


Library of Congress 


Preer, Paul Caspar, 1862-1912. 

.. L Deseription of new buildi y Paul C. Freer, 
M.D. PH.D. mA catalogue of the A by Mary Polk, 
librarian. Manila, Bureau of public printing, 1905. 


320 9. trom...axvis pl. (inet. plans (Phihppine Islands. B 
dgums Uaate tinmecee 





Philippine Islands Bureau of government laboratones 


1 Library 
2 Scvence— Bibl —Catalogs «. Poik, Mary 


54M 
Library of Congress 


Copy 2 


Q7s Ps 
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Freer, Paul Caspar, 1862-1912. 
Descriptive inorganic general chemistry. A text book for 
colleges, by Paul C. Freer Rev. ed. Boston, Allyn and 


Bacon, 1894 
ix, 550 p. ios 21° 
“Appendix of laboratory notes”: p. 407-536. 
1. Chemistry, Inorgante 
+ sono 
Library of Congress Qnis. Fs 
aan, 
Freer, Paul Caspar, 62-1912 
The elements of chemistry. by Paul C. Freer Boston, 
Allvn and Bacon, 1895. 
x, Hp. ius, sy" 
1. Chemistry 
+—24081 
Library of Congress QD33.F85 
(35b1, 
Freer, Paul Caspar, 1862- 
The preparation of benzoyl —_ peroxide, and its 
use as an intestinal antiseptic in cholera and dysentery. 
Preliminary notes. By Paul C. Freer Manila, Bu- 


reau of public printing, 1902. 


17 p 23". (Philippine Islands. Bureau of government laboratories. 
tPublications; no. 2, I Chemical laboratory) 


Library of Congress S301 12 
—~ ——— Manila, Bureau of public printing, 1904. 


19 p. 237. (Phil is. Bureau of government laboratories. 
(Publications: no. 2, I Chemical laboratory) ‘ 


1. Benzoyl-acety! peroxide. 2. Cholera, Asiatic. 3. Dysentery 


. $-40031-2 

Library of Congress Q75 PS 
—— - — Copy? Library of Congress RC126.F86 
Freer, Percy. 

Library planning with particular reference to the University 
of the Witwatersrand library, by P. Freer (Johannesburg, 
19354 

over-title, 20 (i ¢ 12) p 2hee 


Kage 12 ipcorrectiy numbered 21 
substance of * paper read on Sept. 25, 1983, at the first triennial 
meeting ofthe 8 AL. A. held ip as 
“Reprinted from South African bra 
sp. M92 
1. Library architecture 2 Johannesburg. University of the Wit- 
wotererand . Title 


16020 


Library of Congress 7eTO Fe 


(Freer, Richard Lame, 1806-1863. 
Memoir, extracts of speeches. diary of journey to America, 
&c. In memoriam Lomdion, D. Green; ete., etc., 1866. 
3p. 1. 24 p. frost. (port) plates 25" 
Title in colors. withie ornaments! berder plates are mounied pheto 
Preface signed: H. FF. df. ¢. Mrs. Harriet (Cleon) Freer, 


& Freer, Mrs. Harriet (Clettos) ed a. Title 


BxS100 F7A3 
ami, 


Library of Congress 


Freer, Romeo Hoyt. 

The Roberts case ... Speech of Hon. R. H. Freer, of 
West Virginia, in the House of tome ... Janu- 
ary 25,1900. Washington Govt. print. off.) 1900. 


8p. a 


1 Gotan, Brighem Henry, 1857- 2 Mormons and Mormonism — 


Library of Congress 
359 


Freer 


Freer, William Bowen, 186)- 

The Philippine experiences of an American teacher: a nar 
rative of work and travel in the Philippine islands, by William 
B. Freer... New York, C. Scribner's sons, 1906 


21.344 p. front. 7p. 2. 


¢ Btussten Philipptoe islands = 2 Philippine istands Deser & tras 
1 it 


6-0 
Library of Congress Dames 
~ Capy 2 
Copyright A 141431 mi 


Freer collection, National gallery of 
art, Washington, D. Cc. 


Washington, D.C. 
art. 


Naticnal gallery of 
Freer collection. 


Freer gallery of art, Washington, D. C. 
The collections \astaiied to o, pees 9 gallery y art, were 
Charles Lang F 


sbould 
tion; on May 5, 1908. Ay Ley Ft dy ~~ 


was etecur 
By November 1920 the entire collection had reached Ube bulld- 
Freer) and the ro was 


ing (also « gift of Mr 
2-4 1923 The government cares for and maiotains 
the bullding and collections, at public expense. 


oe 


Library of Congress 2, 


Freer gallery of art, Washington, D.C 

Excavation of a West Han dynasty site at Yen-tzd Ko-ta, 
Wan Chriian Hsien, southwestern Shansi, conducted jointly 
in the autumn of 1930 by the Freer gallery of art of Washing- 
ton, D. C., and the Shansi provincial library of T’si-yiian, 
Shansi. Shanghai ,Printed at the press of Kelly & Walsh, 
limited, 1932 

3p £2.60 o. 5 1. Oh B 
plen 


oa cover-title, and articles by Mr. Chang end Mr. Tung siso 


Mus, sat pl. op 11 1, maps (1 fold) fold. 


(Continued on nest card) 
. 4 28080 
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Freer gallery of art, Washington, D. C. E 
West Han dynasty site at Yen-tza Ko-ta 1932. 





ion of s 
(Card 2) 
ConTenTs —Introduction, by Ko Huang —Prefatory note on the wor- 
ebip of earth io ancient China, by C. W ie Topagraphy end 
gevloay of the district of Wan Chtee She provinces, by WJ 

ing Excavation of « West Hon site in the waietiet of Wen Cbhtan, 
Shane, by k PR. ts a of objects found —Remerts oo 


‘ince ) 


1. Excavations (Archaeology) —Sbensi, Chine ( 
Rel mal) 


2. Cbine— 
Antiq 3 China 1 Tel-yied. China ( Proviactai 


erery ou Ko Huang mi Tithe ov. Tithe: A West Han dyseety cite. 
3 28m) 
Library of Congress DS783. 83F7 
—— —— Copy 2. 4 e331 


Freer gallery of art, WaA/noton, 1).6 
List of paintings, pastels, drawings, prints and copper 
plates by and attributed to American and European artists, 
together with a list of original Whistleriana in the Freer gal 
lery of art Washington, D.C, 1928 
ip tL up oa 


At head of title Smithsonian institution. Freer gallery of art 
“Publication 203." 


Art Washington, D.C -Catalogs 2 Whistler, James Abbott Me. 
Nelit INS4 1s 1 Smithsenian institution Publication 2aaR 

= 13008 
NAST AS 1908 
We, 


Library of Congress 








freer gallery of art, Washington, 
D. Cc. 


Report 
neo 


S@ithsonian institution. National col- 
lection of fine arte. 


Report. 


Freer, sometime of Essendie, Innernethy, and Wood- 
lands, in the county of Perth. (n. p., n.d, 
1 hoes (28 x 44.) fold. to 984 x 2 


Sebject entree Freer family cam 


Library of Congrem. no. 


Preericks, Minna, 1826-1911. 

Marienliederstrauss fiir den maialtar der himmels- 
kénigin. Von Minna Freericks. Mit 8 lichtdruckbildern. 
Einsiedeln, New-York ,ete., Gebr. K. & N. Benziger, 1886. 

72 front. plates. 20° 


Lane borders 
Lettered on cover Ave Maria 


1. Mary, Virgin—Poetry 1. Tithe 


20-1 ae 
PT1865.F? 


Library of Congress 
Copyright 1886. 11738 


Whittier. 
gg in pe on the air, photographed and described by 
Harry Whittier Frees. Boston, Lothrop, Lee & Shepard co. 
11929, 
2. \1) p inet. front, us plates 21" 
Iustrated t p aod lining papers 


1 Tithe 


1. Animals, Legends and stories of 2 19191 
Library of Congress PZ103.F6TBAn 
_ Copy 2 
1, 


Copyright A 12480 


Frees, Harry Whittier. 

Four little bunnies, photographs by Harry Whittier Frees. 
Chicago, Rand, McNally & company ,*1935, 

@1,p Mos 4x17 


1 Tithe 
35 2a 
Library of Congress P7103. FST8F mo 
Copyright A sm 3, 


Frees, Harry Whittier. ‘ 
The four little kittens’ Christmas; photographs by o—- 
Whittier Frees. Chicago, Rand McNally & company ; 1 


41,p Wes 14217 





LIBRARY OF CONGRESS 


Frees, Harry Whittier. 


Four little kittens, photographs by Harry Whittier Frees. 


Chicago, Rand, McNally & company ,°1934, 


1p Wes, 5 °T 


1 Tithe. 
22088 
Library of Congress PZ103 FST8Fo 
Copyright A 74870 a 


Frees, Harry Whittier. 
Four little puppies, photographs by Harry Whittier Frees. 
Chicago, Rand, McNally & company ,*1935, 


@1,p Wes i142 17*. 


1 Title 
‘3S 2881 
Library of Congress PZ103.FSTSFs 
Copyright A 80424 3, 


Frees, Harry Whittier. 

The little folks of animal land, photographed and described 
by Harry Whittier Frees. Boston, Lothrop, Lee & Shepard co. 
(1915, 

252, (1) p. Incl. front. ius, plates. 21 5 179". 

Illustrated Uining-papers. 


‘ gatuain, Legends and stories of 2. Photography of animals. 
\t 
16-2211 


t 


Library of Congress PZ10.3F878L 
Copyright A 41075 Stel, 


Frees, Harry Whittier. 
More about the four little kittens, photographs by Harry 
Whittier Frees. Chicago, Rand, McNally & company “1938, 
@,p Was 4217? 


1 Cate Pletures, Mustrations, ete 1. Tithe — 
Library of Congress P7103. FST&Mo 
~ Copy 2 
Copyright AA 273558 3 
Frees, Harry Whittier. 
The sandman: his animal stories, by Harry W. Frees; 


with thirty-two illustrations from life photographs taken 
by the author. Boston, The Page company, 1916. 


273 p incl. front, illus 20° 


1. Animals, Legends and stories of. 1. Title. 


17-7946 
Library of Congress PZ103.F878S 


Copyright A 446493 


Frees, Harry Whittier. 

The sandman: his bunny stories, by Harry W. Frees ... 
with thirty-two illustrations from life photographs taken 
by the author. Boston, The Page company, 1918. 

ili, 13-274 p. front, illus. 20°. (On ~erso of half-title: Sandman 
stories) 


“First impression, September, 1918." 


Frees, Harry Whittier. 

The sandman : his kittyeat stories, by Harry W. Frees; 
with thirty-two illustrations from life photographs taken 
by the author. Boston, The Page company, 1917. 

Sp. |, 13-277 p inct front, plates. 20° 


1. Tithe 


18-7910 


Library of Congress PZ10.3 F878Sa 


Copyright A 4773é 


Frees, Harry Whittier. 

The sandman : his puppy stories, A Harry W. Frees ... 
with thirty-two illustrations from life photographs taken 
by the author. Boston, The Page company, 1920. 


4p. lL, 13-282 p. front, ius. 20°. (On werso of half-tithe: Sandman 
stores) 


1. Dogs—Legends and stories. t. Title. 
21-2092 
Library of Congress PZ10.3. F878Sap 
Copyright A S974a2 dh 


Frees, Harry Whittier. 

The story of Bill Bunny; photographs by Harry Whittier 
Frees. Chicago, Rand, McNally & company ,°1937, 

A2) pies sO)" 





1 Title 
37-1682 
Library of Congress PZ10.3.F 8782 
-—— Copy 2. 
Copyright AA 223880 3, 
Frees, Harry Whittier. 


Toodles and her friends; photographs by Harry Whittier 


Frees. Chicago, Rand, McNally & company ,°1936, 
@ p Mus 14¢217T° 


1 Title 
36 8064 
Library of Congress PZ103 F8T8To 
—— —— Copy 2 
Copyright A o27T76 3, 
Freese, A Demott, 1879- 


Prize contests from the inside, by A. Demott Freese ... con- 
tributed chapters by Gilson VanderVeer Willets, Walter E. 
Mair ... and others, Upland, Ind., A. D. Freese & son ,“1932, 


vil, 72 p. tus. (incl. ports.) diagr 20°. 


1. Rewards ( Prizes, etc.) 1 Title. 
3 14580 
Library of Congress HPO144. PTSFT 
—-- ~ —~ Copy 2. 
Copyright AA 300201 12 (708.78) 650.1 
Freese, A Demott, 1879- comp. 


The slogan builder's guide, compiled by A. Demott Freese ... 
@ manual of helps, suggestions, and examples for the slogan 
builder. Upland, Ind., A. D. Freese & son ,*1936, 


1, 7-40p. tue 19°. 
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Freese, Andrew. 

Early history of the Cleveland public schools, by Andrew 
Freese. Pub. by order of the Board of education. Cleveland, 
O., Robison, Savage & co., book printers, 1876. 


1238p. ius 2. 


1 Cleveland— Public schools. 1 Cleveland Board of education 


615072 


Library of Congres, LAS OOPS 


Freese, Ernest Irving. 
Perspective projection ; a simple and exact method of making 


perspective drawings, by Ernest Irving Freese New York, 
The Pencil points press, inc., 1930. 

S3p.l.43p itus, 10 pl. (incl plans) on 61. dingre 20) 

1 Perspective 2 Projection 1. Tithe 

% 22317 
Library of Congress TM FT 
Copy 2 

Copyright A 26811 m2, 42 


Freese, Eunice, 1589 
Amos Williams Davis, family history, by Eunice Freese 
@. Pp. 1940. 
2p1,2-1500mb.. illus (group port) 28”. 
Reproduced from type-written copy 


1. Davis, Amos Williams, 1820-1906. 2 Davis family 
41-28561 


CSTLD26 1940 
2 


Library of Congress 


Freese, Heinrich. 


... Baugewerbe und bodenfrage. Von Heinrich Freese. 
Berlin, Verlag ‘‘ Bodenreform,’’ 1906. 


ap 23". (Soziale seitfragen Hrsg. von A Damaschke bft. 
EXx! 


1. Building trades—Germany. 2 Liens—Germany. 3. Single tax. 
oDIie 
Library of Congress HD6SSS6 vol. 31 


Freese, Heinrich, 1853- 


Die bodenreform ; ihre vergangenheit und ihre zukurft. 
Von Heinrich Freese. Berlin, A. Weichert, 1918. 


xv, 412 p. ports. 22. 
Advertising matter: p. 411-412. 


Land tenure. 2. Single tax. 3. George, Henry, 1839-1897. Progress 
am poverty. 4. Bund fur hesitzreform. T Fitle 


21-12456 


Library of Congress HD6SS.F7 


2 


Freese, Heinrich. 


Die konstitutionelle fabrik, von Déatt Freese. 3. 
und 4. tausend. Jena, 0. Fischer, 1909. 


vill, 1970p, BD. 


«. deer ert tnetientione for tateceve, 2 Democracy. 3. Labor contract. 


1223094 


Library of Conaress HDO71.F7 
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Freese, Heinrich, 1853- 

Der schutz der bauhandwerker. Betrachtungen tiber 
die gesetzentwiirfe zur sicherung der bauforderungen. Von 
Heinrich Freese Berlin, W. Miller ,1898, 


Tp. 22" (Soziale streitfragen Hirsg von A. Damaschke. bft 11) 


1. Ballding trades—Germany 2 Labor laws and legislation—Ger 
maoy 


+ 004 


Library of Congress HD6S5.86 bf 3 


a2el, 


Freese, Herbert Linwood, 1592- : 
Four cases of tularaemia (three fatal) with conjunc- 

tivitis, by H. L. Freese, bacteriologist, Virginia State 
board of health and G. C. Lake and Edward vueee sur- 
geons, United States Public health service ... ashing- 
ton, Govt. print. off., 1926 

yy eh of tithe: Treasury a , wnt States Public health 

H s © 

wr icerint na 1064 from the’ Publ hesith reports, v. 41, no. 9, February 26, 
08 pe 2) Conjunctivitis. _ 1. Lake, Clesson Chandler, 1083- 
joint author. 1 Francis, Edward, 1872 joint author. m. U.S. Public 
health service. Public health reports. Reprint 1064. tv. Title. 
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Freese, Jacob R 1826-1885. 


Elizabeth's mission (faithful and true): a parable of 
what might have been; of what was; and of what will be. 
By Dr. Freese .. Philadelphia, Crombargar & co., 1882. 

2 p. |, tx-avil, 18-961 incl. front, tllus, plates. 204". 
“Tlustrated edition.” 
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Copyright 1882: S616 


PS1T14 Fees 


Freese, Jacob, R. 

A history and advocacy of the Christian church By 
J.R. Freese ... To which are added, by way of appendix, 
the following deeply interesting articles, by Christian min 
isters. Origin of Christian conferences. By Eld. Elijah 
Shaw. An address to his Christian brethren and friends, 
as general soliciting agent for the establishing and endow- 
ing of a Christian theological school. By Eld. Oliver 
Barr. On the expediency and advantages of a Christian 


(Costinued on next card) 
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Freese, Jacob, R. A history and advocacy of the 
Christian church (Card 2) 
theological school. By Eld. John Ross. History of the 


Christian connection in the state of New York from 1810 
to 1818. By Eld. David Millard. On the career of the 
Christians. By Eld. G. H. Eldridge. (3d ed. Philadel 
hia, Christian general book concern (1852) 
ipl, 2p. front 189°. 


Library of Congress, no. 


Freese, Jacob R 1826-1885. 

The Old world. Palestine, Syria, and Asia ae a 
incidents, description and history. By Jacob R. F 
Philadelphia, J. B. Lippincott & co., 1869. 

458 p. front, plates. 19)”. 
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¢—11901 
Library of Congress DS107. F856 
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Freese, Jacob R 1826-186. 
Report on school houses, and the means of promoting 
popular education, by J. R. Freese Washington, Govt. 


print. off., 1968. 
ri ue. 
t head of title: Paris universal exposition, 1867. Reports 
Ualed States commissioners thas 
1. Beboo! houses. 
5-827] Revised 
Library of Congress LBS215. 78s 
—--———— Another tasue. (Ia U. 8. Commission to the Parts 
exposition, Ly — +4 the Agny States commissionera, 
z ) 
Tn mus vol. 5 
(r3T2, 
Freese, Jacob R 1826-1885. 


... Seerets of the late rebellion, now revealed for the first 
time. By Dr. Freese Philadelphia, Crombargar & co., 
1882 


1 p. |, ix-evil, 20-348 p. incl. plates. front. 20=. 
At bead of title: Iiustrated edition. 


1 U. &—Pol. & govt. —Civil war. 1 Title. 


Library of Congress F465 9 FSS. 


~ Copy 2 03801, 


Freese, Jacob R } 

... Travels in the Ho'y Land. Syria, Asia Minor, and 
Turkey, as they were and are. By Dr. Freese... ;4th 
illustrated ed., Philadelphia, Crombargar & co., 1882. 

xix, 22-596 p. incl. front, plates, wap. 209 
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Freese, John Henry. 


The commercial class book, or, Young merchant’s com 


pendium. In three parts ... the nature of commerce, with 
its various kinds and sub-divisions ... a practical treatise 
on foreign exchange an introduction to book-keeping 
: y John Henry Freese Baltimore, D. Brunner, 
849. 


xi, (13-118 p20 


1. Business. 2 Foreign exchange. 3. Bookkeeping 
17-5338 
Library of Congress HFS3S6 F87 


Freese, John Henry, «0» 


Everybaly’s book: or. Gleanings, serious and entertan: ung, 
in prose and verse from the serap-book of a septuagenarian 


ed. by John Henry Freese Lowion, Longman. Green. Long 
man. and Roberts, 1960. 
vavill, 680 p 104™. 
1 Tithe 1. Tithe: The seraphuok of a septuageparian. 
13 146668 
Library of Congress PN@Q45.F7 
881, 


Freese, John Henry. 

The new pocket dictionary of the English and Russian lan- 
guages; comp. from the best authorities, by J. H. Freese ... 
English-Russian. London, K. Paul, Trench, Trubner & co., 
Itd.; New York, E. P. Dutton & co., 1917. 


xi, 331, \1,p 19. 


1. Russian language—Dictionaries—English. 2% English language— 
Dictionartes— Russian. 
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(Po280.F) 
Edocetion 
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Freese 


Freese, John Henry. 


A new pScket dictionary of the English and Russian lan 
guages; comp. from the best authorities, by J. H. Freese 


Kusian-English. 2d el, rev 


London, kK. Paul, Trench, 


Trubner & co., td.; New York, E. P. Dutton & co., 1917 
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Freese, John Henry. 


Prefatory note 


Fit wer 


A new pocket dictionary of the English and Russian lan 
guages, compiled from the best authorities, by J. H. Freese 
London, K. Paul, Trench, Trubner & co., ltd.; New York, 


E. P. cuties Sen, 1919. 
2e 1 


“This eae is based upoo C. Biattoer's excellent ‘Tascheowor. 
terbuch der ruasischen uod deutacheo sprache’ (1911)"—Prefatory note, 
. 3 


.. 2" Foglieh Russien 


ussiao language Dictionaries Eaglish 
1 Blattner, Kari, 1682 
epreche 


Dir tlonaries - Russian. 
buch der rugsisches uad deutschen 

Library of Congress 
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Freese, John Henry. 


A short popular history of Crete; 
With introduction by P. W 
Jarrold & sons, 1897. 


165, 1) p. front, map. 19”. 


Bibliography: p. \5 
“Cretan songs and legends”: p. :133)-165. 


1 Crete—Hist. 2 Folk-lore—Crete 


Library of Congress 
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Freese, John Wesley, 1540- 


Clay den. 


L eo 24 ed, rev. (24 impression) — 


2 English language— 
Taschen wOrter 


210681 


PO2MOFT 1919 


by J. H. Freese 
2d ed. London, 


1. Clayden, Peter William. 


4-H 


DFO Ca2F8 


Freese families, by John Wesley Freese; published jointly 
Ly the author and Benjamin Marsh Frees and Edwin Abra- 
ham Freese, all great-grandsons of Abraham Frees, 1749- 
1800. Cambridge. Mass., Caustic-Claflin co., printers, 19061, 


78 p. 15 pl. (incl. ports.) 24”. 


1. Freese family (Jobe Freese, @. 1740) 


Library of Congress 
(a33b1, 


Freese, John Wesley, 1840- 


CST) PSST 1906 


Historic houses and spots in Cambridge, Massachusetts and 


near-by towns; by J. W. Freese 


Freese, Karl Hermann, 1879- 


Ueber choshageaite eutergeschwiilste beim hunde ... 


Jena, G. Fischer, 1 
D 2p wel Qt) We 
Inaug diss — Level 


Boston and London, Ginn 


At head « rd = 4 dem Vetermarinstitut der Universitat Lerpzig. 
uck aus der Zertechrift fur thermedicun 1905 


¥i eer » -D 


1. Udder Tomors. i. Mammary gland—Diseases; 2. Dogs—Diseases. 


Library, U.S. Dept. of 
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Freese, Nettie Isabel, 1857- 


Without credentials, by Nettie L Freese. Auburn, 
N. Y., Knaj-p, Peck & Thomson, 1908, 
29 Wim 


836993 


Library of Congress (Copyright 1908 A 2253) 


Freese, Sarah Jane. 

The sunny ~outh and gollen west cook book, by Sersh Jane 
Freese, in charge of compilation and publication . Old 
Town, Me., 1942 

vill, 199 >. 209" $2.00 

lnctodes blank pages. 


1. Cookery, American. 1 Title 
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Library of Congress TXTS Fees 
— —— Copy 2. 
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Freese, Theron. 


1. The teaching of sociology in high schools, by The 
ron Freese, a.M. wt. Editorial notes. Los Angeles, 
Southern California sociological society, University o! 
Southern California ;1917; 


cover-title, 16 p. 220. GU Southern California: Studies 
tn cea eh eae, Soe ot 


Bibliography p 14 


1 Sociology Study and, teaching 


E 17-1141 


Library, U.S. Bur of Education HM45 F87 


Freeston, Charles Lincoln, 1965- 

The Alps for the motorist, by Charles L. Freeston ... with 
16 half-tone plates and 8 maps. London, Cassell and com- 
pany, ltd. and The Automobile association ,1926, 

ait, 175, ) p. front. plates, double maps. 21) x 12”. 

Mapes on lining papers. 


1. Alpe—Deser. & trav. 2. Automobiles—Road guides. 1. Tithe. 


27-2308 


Library of Congress DQs23 Fs 
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Freeston, Charles Lincoln, 1865- 
Continental cmt, hints for travellers by road and rail, by 
Charles L. Freeston London, E. J. Burrow & co. Itd., 1928. 


Mip =. 


1. Travel. 2. Europe—Deeer. & trav.—Gulde-books. 1. Title. 


2 13878 
190. FTS 


2 


Library of Congress 


Freeston, Charles Lincoln, 1565- 

The cream of Europe for the motorist ; how to make an erlec- 
tic continental tour, by Charles L. Freeston ... with 24 photo- 
graphic illustrations and 11 maps. London, Cassell and com- 
peny limited ,etc., 1928, 

x, 215, (1; p front, plates, double maps. 21) 212° 

Maye on liaing-papers. 


1. Europe Deecr & trav —Guide-books 1 Title. 
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=, 216, 1) p fromt, plates, double maps 214 x 12". 
Printed in Oreat Brien 
1. Burope—Deser & trav —Guide-beooks 1 Tithe 


Library of Congress 


Freeston, Charles Lincoin, 1865— 

Cycling in the Alps, with some notes on the chief passes, 
by C. L. Freeston. With twenty-four full-page drawings by 
A. R. Quinton. London, G. Richards, 1900. 

xvili, 249 p incl. front, 23 pl 1. 


1. Cyeting—Alps. 2 Alpe—Deser. & trav 

2a 
DQs23 PKS 
(3501, 


Library of Congress 


Freeston, Charles Lincoln, 1565- 

France for the motorist, by Charles L. Freeston ... with 16 
half-tone plates, a 16-page atlas in colours and 6 plans of 
touring areas. New York, C. Scribner's sons, 1927. 
oi* 207, \1), 16 p. incl. maps. front. plates, 6 double maps. Zijx 


Maps on lining pa, 
Printed in Great tain 


1. France—Deecr. & trav. —Guide-books. & Tite 
Livrary of Congress OV1006.F7TFT 
& 


Freeston, Charles Lincoln, 1565— 

The high-roads of the Alps; a motoring guide to one hundred 
mountain passes, by Charles L. Freeston. With 106 itineraries, 
102 photographic illustrations, and 11 maps and diagrams. 
London, K. Paul, Trench, Tribner & co., itd. ;1910, 

=v, 388 p incl. front.. i!tus., dlagrs. § mape (pert fold) 22° 

Mustration on cover 


1. Alpe— Description and travel 2. Automobiles Road guides. 


A 10-2196 


Springfield, Mans. City liber 
for Library of Congress 0391, 


Freeston, Charles Lincoln, 1865- 

Motoring on the continent, by Charles L. Freeston . 
maps, 17 illustrations ... and Cheltenham, E. i 
Burrow and company Itd. ,1927, 

4p. 1, 1388p front, ties. (maps) plates. 197°. (Burrow's “R. A. 
C.” motoring guides) 

Map on |ining paper 


1. Automobiles — Road guides. 2. Europe — Descr. & trav. — Guide 
books 1 Tithe 


213510 
Library of Congress GV1025.ESF7 
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Freeston, Charies Lincoln, = 


The passes of the P: 
mountain roads of t! 
Charles L. Freeston ... 
Hayward Young, it 
mostly by the author, 8 mere and 30 ‘itineraries. he 
York, C. Seribner’s sons, 1912. 

xiii, (1), 196 p. incl. maps. col. front, plates, fold. map. 22™ 

“Printed in England” 
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Freeston, Charles Lincolm, 1865- 
The roads of Spain, » 5000 miles’ journey in the new touring 
paradise, by Charles L. Freeston ... with a foreword by the 
, H. E. the Marquess de Merry del Val 
with 75 ill phs by the author and « key 
map. London, H. Toulmin, 1930. 
270 p front, plates, fold. map (in pocket) 





184°. 


1 Spain—Deecr. & tray 1. Tithe. 
w» wwil 
Library of Congress DPa2 P75 
(401, 0146 


Freeston, Charles Lincoln, 1865— 

The roads of Spain, a 5000 miles’ journey in the new touring 
paradise, by Charles L. Freeston With 75 illustrations from 
photographs by the author, a key map, a glossary of motoring 
terms and a list of useful phrases. London, S. Nott ,1936, 


Zp. front. plotes, fold. map (in pocket) 184°. 
“Second edition” 
1 Spain- Description end travel 1 Title 
AS37051 
Univ. Librery DP42 Pe4(Ge) 
a ‘Library of Congress (pPeaar ) 
12, 0146 


Freestone, A G. 
The call indicator system in automatic telephony, nA A. G. 


Freestone London, New York ,etc., Sir I. Pitman & sons, 
Itd., 1928. 
ati, 112 p. Incl. fromt, titus., diagrs, fold. plates. 184° 
1. Telephowe, Automatic 1. Title. 
28-2134) 
Library of Congress TKGNOT FT 
& 


Freestone, William Herbert, d. 1916. 

... The sacrament reserved ; a survey of the practice of 
reserving the eucharist, with special reference to the 
communion of the sick, oping the first twelve centuries, 
by W. H. Freestone ... London ete, A. R. Mowbray & 
co. Itd.; Milwaukee, The Young churchman co., 1917. 

viii, Bl p. 27". (Alcuin club collections. 

“List of principal authorities”: p. 267-200. 
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Freeth, Evelyn. 

The acts relating to the estate = A and other —_ 
duties; an the r 
ceedings in "England, Scotland and ireland i in pe Lae 


under the acts, and a list of the estate duty forms, with 
copies of some which are ay issued on special applica- 





tion. By Evelyn Freeth ... 3d ed. London, Stevens 
and sons, limited, 1901. 
aii, 325, 1) p. 22y™. 
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Freeth, Si, Evelyn, 1846-1911. 

The acts relating to the estate duty and other death 
duties, including the Finance act, 1907, with an Appen 
dix containing the rules regulating proceedings in Eng 
land, Scotland, and Ireland, in appeals under the acts 
Ry Sir Evelyn Freeth ... assisted by Charles Robert El 
liott 4th ed. London, Stevens and sons, If 


xxvii, Sp 22" 
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Gt Brit Lowe ws, » statutes, etc 





& M7890 


Library of Congress 192, 
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Freeth, Sir Evelyn, 1546-1911. 

‘The acts relating to the new death duty called the estate duty, 
with an introduction dealing with the other death duties; a 
digest, copious notes, and an Appendix containing the estate 
duty forms, and the rules regulating proceedings in England 
and Ireland in appeals under the acts. By Evelyn Freeth 
2d ed. London, Stevens and sons, limited, 1897 


vil 0p 2 


1 lnherttance and transfer tax —4it Brit 
1 Gt Brit Laws, statates, et 


2 Forms (Law )—<it Frit 
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Freeth, Francis Arthur, 1884- 
H. Kamerlingh Onnes, 1853-1926, by F. A. Freeth. 


(Jn Smithsonian institution Annas! report, 1926. Washington, 
1927 ay" p. 533-535) 


Reprinted from Nature, vol. 117, no. 2060, Mar. 6, 1928." 


1. Kamertingb Onnes, Hetke, 1853 1926 


nm 68 
Library of Congress Qi.se6 1928 
Freeth, Frank 
A first Russian reader, consisting of Part 1.—Russian 


words in common use, with their English equivalents, and 
how to pronounce them; Part u.—Easy colloquial 
spreeees Part m1. — Graduated exercises rendered into 
English, comp. by Frank Freeth London, K. Paul, 


Trench, Trubner & co.; Itd.; New York, E. P. Dutton & 
co., 1916. 
vii, 79, ip. io 
1 Russian language —Chrestomathi¢s and readers. 
18- 20919 


Library of Congress PG2117.F7 


Freeth, John, 1731-1508, 
The political songster; or, A touch on the times, on various 
subjects, and adapted to common tunes. The 6th ed., with 


additions. By John Freeth. Birmingham, Printed by T. 
Pearson, for the author, 1790. 
avi, 220, — Dp. front.(port.) 179”. 


Without 
“A list A oubecribers” 11 p. at end. 


1 Political ballads end songs, English 1. Title. 
@ 22326 
Library of Congress PR3461 F73P6 
103071, 
The Freethinker. v. 1- 
May 1881- 
/London, The Freethought publishing company, etc. 1881- 
’. ites. 4°. 





Monthly, June-Aug. 1881; weekly, Sept. 1881- 
Editors: May 1891-Mar. 1883, G. W. Foote —Mar. 1883-Feb. 1884, B. B. 
Aveling.—Mar. 1884- G. W. Foote, J. M. Wheeler. 





Foote, George William, 1860-1915, ed. u. Aveling, Edward Bibtéms, 
. it, Wheeler, Joseph Massini, ed. 


1888, ed 
Ca 0-822 Unrev'd 
Library of Congress BL2700. 76 
(e271, 
The Freewill Baptist quarterly. v. 1-17; Jan. 1853-Oct. 


1869. Providence, Williams, Day and company; etc., 

ete. 1853-56; Dover, Freewill Baptist printing estab- 

lishment, 1856-69. 

17» ports. 224° 

Vol. 17, nos 34 (July-Oct. 1869) called “v.18, 10 

From Jan. 1853-Oct. 1868 “conducted by an LB. Fm af Jan.-Oct. 180, 
W_H. Bowen, editor 

No more mustiched. 
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Freeze, John Gosse. 

A history of Columbia County, Pennsylvania 
the earliest times. By John G. Freeze 
Pa., Elwell & Bittenbender, 1883. 
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Bloomsburg, 


4p 1.5729 ius, ports 207 
1. Columbia Co, Pa —Hist 
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\Freeze, John Goase, 1825-1913. 

A royal pastoral, ged ee ay San Came (peoud., 
New York, E. & J. B. Young & co., 1 

1, 0p. 1)". 


1 Title. 
L.brary of Congress PSiTI47S i988 
Copyright 1883: 23546 


Freeze, John Goase, 1825-1913. 
A royal pastoral, and other poems, by John Gomme Freeze. 
New York. E. & J. B. Young & co., 1896. 
2p. 1, Mil ep. 19" 
“One hundred copies only printed.” This copy unnumbered. 


L Title 
27-10470 
Library of Congress psinars ime 
Copyright 1898. 28500 
Frege, Friedrich Ludwig Gottlob 
one 
Frege, Gottlob, 1848-1925. 
31-14888 


Library of Congress 


Frege, Gottlob, 1>45- 1925. 
Grundgesetze der arithmetik. Begritisschrifthch abgeleitet 
von dr. Gi. Frege Jena, H. Pohle, 1593-1903 
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1 Nowter concept 2 Mathematics — Phileophy 
Pall name. Friedrich Ludwig Goettlod Frege, 
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Library of Congeem QAauree 
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Frege, Gottlob, 1548-1925. 

Die grundiagen der arthmetik. Exne logisch mathemati- 
sche untersuchung tiber den begriff der zahl, von dr. G. Frege 

Unverandeter neudruck ,der susgabe von 1884, Breslau, 
M. & H. Marcus, 1934 

Spl 1 ap 2. 


1. Nember concept. 2 Arithmetic— Foundations 
(Poll name Friedrich Ledwig Gottlod Frege, 
88-1 Tezs 

QAerTs 1986 


Library of Congress mt mer 
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Frege, Gottlob :. ¢. Friedrich Ludwig Gottlob, 1848- 

Rechnungsmethoden, die sich auf eine erweiterung der 
grossenbegriffes griinden Jena, Druck von F. From 
mann, 1874 


1p lt. Bp. th 2x21 


Zur erlangung der venia docendi—Jena 
Lebensiaut 


1. Caleulus. 


4-26575¢ 


Library of Congress QA306 PRS 


Frege, Gottlob i. ¢. Friedrich Ludwig Gottlob, 1348- 

Veher eine geometrische darstellung der imaginaéren 
vebilde in der ehene Jena, Druck von A. Neuenhaha, 
1873 

75 p diagrs on fold. pl 2™. 

Inaug diss —Gottingen 


1 Geometry, Analytic—P'ane 


Library of Congress QASS2. PRs 
Frege, Ludwig. 

Zur geschichte des preussischen volksliedes, mit einem an- 
hange von liedern aus neuvester zeit, von Ludwig Frege. Ber- 
lin, A. W. Hayn, 1850. 


S2p tos (port) 2. 


1 Folk-songs, German—Prussia. 2. Nationa! songs, German. 


13—21172 


Library of Congress MLS638 FT 
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Fregeiro, Clemente L. 

Artigas : estudio histérico, por C. L. Fregeiro. Documentos 
justificativos. Montevideo, A. Barreiro y Ramos, 1886. 

3 pl, Sy-222 p. port. 224=. 


Includes documentary material only Another volume was an- 
but sot published. cf Publisher's pref. 


1. Artigas, José Gervasio, 1764-1850 2 Uruguay—Hist —1810- 
1830-- Boorces. 


6 46427 
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Library of Congress 


Fregeiro, Clemente L. 
Estudios histéricos, la batalla de Ituzaingé, por el Dr. 
Clemente L. Fregeiro ... Buenos Aires, J. Menendez, 1919. 


SExv, 331 p. inci. frost. (port) fold. map 22)”. 
. ip character, at end of most 





“Notas 
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1. Itessing6, Battle of, 1877. 2 Argentine Brasilian war. 1825-1828 
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Librery of Congress 2728. 785 


Pregeiro, Clemente L 1853-1928. 

... Eatudios bistéricos sobre la revolucién de mayo {con 
advertencia de Ricardo Levene) ... Buenos Aires, “El Ate-~ 
neo”, 1930. 


2 ftaceim. 27". (Janta de historia y sumismAtica. Biblioteca 
Ge historia argentina y — hom) 


1. Argratioe republic — Hist — Wer of independence. 1810-1817. 2. 
Argentine republic—Hist —1617-1980 1 Title: Revoleciée de mayo. 
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Fregeiro, Clemente L. 

Vidas de argentinos ilustres, por C. L. Fregeire ... 
Nueva ed., corr., aum. é ilustrada ... Aprobado por 
el Consejo nacional de educacién. Buenos Aires, P. Igon 
v c*, 188 

2p |, (7-206 p. illus. (ports) 174™ 

Contants.— Vieytes.— Moreno.— Belgrano. —San Mar- 


—~Loper y Planes. 
tin. Luca — Rivadavia.—Aguero.—Cruz Varela —Agrelo — Marmol —Ur- 
quiza -Sarmento. — Avellaneda 
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Frégier, Honoré Antoine, 1789-1960. 

Des classes dang de la popul les grandes 
villes, et des moyens de les rendre meilleures Par H.-A. 


Frégier ... Bruxelles, Meline, Cans et compagnie, 1840. 
2p i, @2p wy 


1. Crime and criminals. 2 Prostitution. 
Library of Congress Hvers.r7s 
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Frégier, Honoré Antoine, 1789-1560. 
Des classes dang de la pop 
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Par H.-A. 
A Paris, Chez J.-B. Baillidre; ,ete., ete. 1840. 


1. Crime and criminals. 2. Prostitution. 
Library of Congress Hveo2s FS 
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Frégier, Honoré Antoine, 1789-1960. 

Solution nouvelle du probléme de la misére, ou, Moyens 
pratiques d'amél la condition des ouvriers des manufac- 
tures et en général des classes laborieuses, par m. Frégier 
Paris, Amyot, 1851. 

Zp 1%. 





1, Labor and laboring classes— France. L Title. 


D#430 FT 
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Library of Congress 


Fregni, Giuseppe. 

Dalle campagne etrusche alle Alpi Refie; studi eritici, 
storici ¢ filologici, per Giuseppe Fregni ... Modena, G. 
Ferraguti ¢ ¢., tipografi, 1910. 


20.1, MSS p. pl 25™. 
The plate represents the Dante monument at Trent. 


1, Etrurtans. 2. Names, Geographical— Italy. 
19 18099 
Library of Congress 


Fregni, Giuseppe. 

Della voce ‘‘Italia’’ ¢ delle altre tre voci che si danno 
all Italia stessa di** Ausonia’’, di ‘* Esperia’’ e di ‘* Eno- 
tria. Studi eritici, storici e¢ filologici per Giuseppe 
Fregni Modena, Societa tip. modenese, 1916. 

Z2pL.%2p ma 


1. Italy—Name. 2. Latin language Etymology— Names. 


20-1937 


Library of Congress DG415.F7 


Fregni, Giuseppe. 

La fanciulla d' Anzio; rieerche e studi su questa statua, 
se greea, o romana, se a Cassandra, o se a qualche altra 
«lea di Roma e del Lazio deve essere ascritta. Per G. 
Fregni Modena, G. Ferraguti e ¢., tipografi, 1910 

2p.1, %-35p pl 20 


1. Fortuna (Goddess) 2 Anaiv, ltaly—Antiq 1. Tule 


2 S493 


Library of Congress 


NH163. POF? 


Fregni, Giuseppe 

Sulla firma in sigle di Cristoforo Colombo: cosa ebbe a 
dire il prof. Cesare Lombroso e como la interpretarono 
non pochi dei pid distinti ed illustri biografi ed archeo 
logi d'Italia ¢ fuori: appunti eritici, storici e filologici per 
lavv. Giuseppe Fregni Modena, Unione tipo-lit. mo- 
denese, 1906, 


25 p. incl. port. 244°* 


1. Colombo, Cristoforo—Autographs. 2 Lombroso, Cesare, 1835-1909, 
19-10347 


Library of Congress 


Ell2 Fas 


Fregni, Giuseppe. 
Sulle origini della voce Roma e dei sette o dei dieci 
colli che la cireondano; studi eritici, storie: e filologici 
per Giuseppe Fregni Modena, G. Ferraguti ¢ ¢., tipo 
grafi, 1911. 
2p. 1, 7-17 p, 2a 


At head of title: Pel cinquantenario dell’ unita @ Italia. 
Title vignette. 


1. Rome (City) —Name 


219% 
DG64.F7 


Library of Congress 
Fregoso, Antonio, d. 1515. 


pore + del magnifico cavaliero, Messer Antonio 
remo Fregoso, nvovamente corretta et ristampata. 
Venetia, F. Rampazetto, 1566. 


numb. 13° 
(Dramatic pamphlets, v. 17, n0. S 
Printer’: oat 


Library of Congress PQ4227 26 


Fregoso, Antonio, d. 1515. 
Dialogo de fortvna del magnifico cavalliero Antonio 
Phileremo Fregoso. Colophon: Seagate nella inclyta 


citta di Venetia per Niccolo Zopino e Vincétio compagno. 
Nell’ an. m.cccec.xam1 ...; 


Ri 1S™. «With Dante Alighieri. L'amoroso convivio. Vinegia, 152 


Library of Congress 














Fregoso, Antonio, d. 1515. 

Opera nova del cavalier F Antonio Phileremo._ 
Lamento d'amore mendicante. Dialogo de musica. Per- 
goletta de le laudi d'amore. Distorst cottidiani né 
uolgari. De |’instinto naturale. De la probita. De i tre 
peregrini. (Colophon: Vinegia, N. Zoppino, 1528, 

@ numb | 16" 

Title within woodcut bor: 

Edited by Enrico kaye 


1 Boscano, Ennco, ed. 


Library of Congress 


Fregoso, Antonio, d. 1515. 
Opera nova del magnifico cavaliero messer Antonio Phila- 


CATALOG OF PRINTED CARDS 


Freher, Marquard, 1565-1614. 
Germanicarvm rervm scriptores aliqvot — ny hactenvs 
incogniti. Qui gesta sub regibus & 


Frehn, Paul. 
Der einfluss der englischen literatur auf Deutschlands musi 
od und musik im xix. jahrhundert. Von dr. Paul Frehn. 





iam inde 4 Karolo M. vaque ad Fridericum mm. ‘imp perpetua 
feré serie, suis quique seculis, litteris mandatas posteritati 
reliquerunt tomvs vnvs;,-tertivs, nunc primim editus Ex 
bibliotheca Marqvardi Freheri, consiliari: palatini. Auctorum 
catalogus, qui hoc ,volumine » post 1am 
apparebit. Cum indice rerum & verborum in primis ‘memora- 


(Continued om next card) 





3s 102 
(8801, 
9 16525 
Freher, Marquard, 1065-1614 Germanicarvm rervm 
seriptores (Card 2) 
bilium coy Francofvrti, typis Wechelianis, apud 


remo Fregoso intitviata Cerva biancha. Corretta 





"Woodeut (Venetia, Stampata per Nicolo Zopino, 1525, 

aS, p. 169. 

Colophon: @Stampata nella inciyta Citta di Venetia per Nicolo Zo 
de Aristotile de Ferrera. Del .«.coocoxzxy. Adi axu. De Mars. 
~lhge 9 Principe messer Andrea GOritti. 

: A~ a K* (last verso biank) 
iibrie ioe Cavaltert.” 


1, Title, a. Tithe: Cerva Diancha. 


mB ms 
Library of Congress PQs23. FOCA 1825 
Frégus ( Romance) 
see 
Guillaume, le Clerc, 13th cent 
18-23308 


Library of Congress 


Frehafer, Mabel Katherine, S56 

Reflection and transmission of ultra-violet light by sodium 
and potassium ... by Mabel Katherine Frehafer ; Lancaster, 
Pa., and Ithaca, N. ¥., 1920, 

cover-title, p. (110,-125. ius. diagrs 254" 

Thesis (Pn. vo.) —Johns Hopkins university, 1919 


Biographical note 
“Reprinted from the Physical review, o. «, vol. xv, no. 2, February, 


1. Keflection (Optics) 2 Spectrum, Ultra violet 

20 18836 
Library Congress Qqoes rt 
ee nly. Libr ‘el, 


Frehafer, Mabel Katherine, |s»6— 

Tables and graphs for facilitating the computation of 
spectral energy distribution by Planck's formula consisting 
of seven sheets (five charts) Iky M. Katherine Frehafer, 
amoriate physic ist, aml Chester L. Snow, draftsman, Bureau 
o w gion, D.C. Govt. print. off. 


T ahewts Inel tables, dingrn fa 7 U8 
Miacvlinnevus publication. ne 








' 
Bureau of standards. 


At head of tithe Ryyastensnt of commerce aim of standarcde 
George K Hurgene, direct Ianued Mareh 21, 10% 
1. Spectrum analysis Tables. now, Chester Lew, 1002 
Jotat auther, Tithe, it. Tithe y Pints beat 
oe 
library of Congress 


Copy 2 





Freher, Marquard, 1565-1614. 

Gemmarum biga scil. sardonyx et sapphirus olim a Mar- 
quardo Frehero viro multis nominibus illustri; explicate nunc 
ob exemplarium defectum & eruditorum desiderium recusa & 
notis quibusdam aucta per Henr. Gint. Thillemarium ... Hei- 
delbergae, imprensis Joh. Michaelis Rédigeri, bibliopol., 1681. 

4p il, Br Ip 21" 

With this is bound the wutbor’s Sappbiras Constantii tmp. aug. ... 
Heideibergm, 1441 


(1. Sopphires, 2. Sardouyx, 1, 2. Precious stones 
Ti4? of 


t. Thulemeyer, 
Hetarich Gin ber von, 4. 171 


OR 33-28 


Libr, U. 8. Geol. Surv. Geo F Kuss Collection Kis) Fite 


Danielem & Dauidem Aubrios, & Clementem Schleichium, 
1611-37. 


avin Soy 








Directorive ip ompes fere, qvos superstites habemss, clirenelogeus. 
enpaliva - ores, et histericos potixsimum romaei germenicique im 
peril”. 9 Tp (te POC roca) 

Vol T dated 1624 

(Coptinved op next enrd) 
slew 
(3801, 
Preher, Marquard, |-1014 Germanicarvm rervu 
seriptores 1611-37, (Cand 3) 

Vol. 2 hes tithe: Germanicarvm rervm scripteres varii, portim ba 

coms focegnit! Qui res ip Germania & imperio sub Friderico mt Maxi 

inypy. memorabiliter gestas, tle @uo litteris prodiderunt 
Fremetvees sumptibus C Sebleichlj, & comsertOm, typis C. Rotellj, 1637 
3. Germapicarvm fervm scriptores —— fere bactenys incogmius 






re 10 
buUlter acta potis-imum complectuptur ‘gam wie, impensis C Marni 





hereiom, 1 & Marnil, & consort, 1611 
1 German) — Hist —Sources 1. Title. 
3d 14H? 
Library of Congres» DDS PS 
a38b1, 


Freher, Marquard, 1565-1614. 

Sapphirus Constantii imp. aug., exposita & Marquardo Fre 
hero anno Mpc. Jam vero ad multorum desiderium cum notis 
edit. ab Henr. Gint. Thilemario Heidelberge, sumtibus 
Joh. Mich. Ridigeri, bibliopol., anno 1681. 


Mp. 21°. With hie Gemmarum bigs ecil sardonyt et sapphirus 
Heldeibergae, 1681, 


Tithe vignette 


1. Precious stones § 1. Sapphires, 1 Thulemerer. Hetorich GOather 
vou, 4. 1714? ed. 
Gs33 29 


Libr., U. 8. Geol. Surv, Geo. F. Kunz Collection Ki%) Fate 


Freher, Paulus, 1611-1682. 
D. Pauli Freheri ... Theatrum virorum eruditione clarorum. 
In quo vite & script r3a77 jureconsultorum, medi- 
— a iore & infe- 
quam in aliis ioe pc tc Grecia | nempé, Hispa- 
nia, nie, Htslie, Gallia, —— a Hungaria, Bohemia, Danie 
& Suecia « seculis aliquot, ed hac 





idorf, G. H. Nolte, 1938. 
+, 1998p. 4 ‘tus. (music) 22. 

Imgued also as inaugural dissertation, Koln 

Aohang: 1. L py verzeichoia der one vertonungeo des 
xIx. Jabrbunderts ru werken hnis der 
deutachen 








werke vertonten — = Chronologisches verzeichais der deutachen kompo 
sitionen des xx rhunderts zu den werkeo der engiischen iiteratur 
~ hTte "> p 1+ 104. 


1. Music—Germany—Hist. & crit. 2. Shakespeare. witen sete 
English it & ert 


3. Music and literature. 4 jterature— Hist 
30-17232 
Library of Congress ML275 4. PSEA 
2, 79.943 


Frehner, Otto. 


hb, Bouton Aelp| 





Die he; alpwirtschaft- 
liche terminologie der deutschen Schweiz. Die molkerei. 
Von Otto Frehner. Frauenfeld, Huber & co., 1919. 

4p 1, 1176p, 21 3 pl on 151, fold. map. 24™. 


Also issued as al dissertation, Zarich, 1918-19. 
Bibhography : p. 15-16. 





1. German | Dial 2 Dairy S 
1 Title — — 
24-J1098 
Library of Congress PFS132.F7 
2 


Frehse, Fr. 

Worterbuch zu Fritz Reuter's Simmtlichen werken. Von 
Fr. Frehse Wismar, Rostock und Ludwigslust, Hinstorff, 
1867. 


2pi,.%p 147 


1. *Reuter, Fritz, 1816 1874-—Glossaries. 


1. *Reuter, Fritz, 1810- 
1874. Sémmtliche werke. 


24-2 


Library of Congress PT¢48.R5Z7 1867 


(39b1, 


Frehse, Fr. 

Wérterbuch zu Fritz Reuter’s Simmtlichen werken. 
Von Fr. Frehse New York, E. Steiger, 1869. 

6p m7 

Apparently unauthorized reprint of the onginal work, Wismar, 1867 


1. *Reuter, Fritz, 1810-1874 Glossaries 1. *Reuter, Fritz, 1810-1874 
Sammtliche werke 


2 29055 


Library of Congress grp1, PT4S4R.RSZ7_ 1809 


Frehsee, Martin, 1870- 

Die prinzessin von Frankfurt, eine heitere erzihlung 
ernster Franzosenzeit, von Martin Frehsee; mit 28 itectre- 
tionen von Hugo Wilkens. Berlin, Wegweiser-verlag, g m. 
b. h. “1926, 

180, (1; p. Mus, 189". 

“Dieses buch erschien in der der 








mum in quatuor partes jivisum, quarum 1. pots varios. 
n. a ees politicos. au. Medicos, chymicos, 
&e. his- 





meannet 
a 1068 
(S0b1, 


Freher, Paulus, 1611-1682. D. Pauli Freberi ... Theatrum 





virorum eruditione clarorum (Card 2) 
tanicos, &e. 1. Phil hos, philologos, historicos, 
poetas Sc. complostionr. Cum indice ple- 


mathematicos, 
timsimo. Noriberge, impensis J. Hofmanni, & typis heredum 
Andrew Knorzii, 1688. 
4p. 1, 1206 p. 1 1, 1207-18482 (4 ©. 1588, 15) p front. & pl. (1812 

port) a. 

245-248 are repeated in oumbering. 

by Cart Joachim 
Each plate contains portrasta, 
Title-page in red and bieck , engraved half-title; head piece. 
“2 mm hes —_— tp 
re. 


2 Biography. & Freber, Cari Joachim, ed. m. Tithe: 
‘Theatrum virorum ere- “dttione clarorum. 
m1 
Library of Congress cTMs.Fr7 
B01, 
365 


usd wind bar on densen mshagitator shonmben™ 


1 Title. 
Library of Congress presi.nszet ise 7 OM 
Copyright A—Foreign 3408s, 
a 
Frei, August. 


Untersuchungen iiber die bestandteile der haferké 
unter dem ein verschiedener witterungs- und anbau- 
verhaltnisse. iltes., 11 pl. 


Lanéw. vers stat. bd 72, p 161-910 





Bertin, 1910 


1. Oats. Composition. 

10-779 
Library, U.S. Dept. of - 
7 








Free Brnst. 
Zur geologic des siidéstlichen Neuenburger Jura, 
inshesondere des gebiectes zwischen Gorges de I’ Areuse 


und Gorges du Seyen Von Ernst Frei Bern, In 
kommission bei A. Francke a.-¢. (Gedruckt bei Stimpfli 


& cie.) 1925. 
itlus., ott pl. (inel 2 fold. profiles) fold map. 314. (Beitrige 
schen karte der Schwe, hrs von der Geologischen komeson 





ratur forse geselivchatt, nf, SS. lief, 3 abt, des gan- 








im French 
Ve chins der "henststen lteratur und karten™. 9. v-im 
1 Geology —Switzerland—Jura Mountains 2 Jura Mountains 
t Tithe 
GS$%172 
Library. U & Geological Survey (535) qB2 vol SS. p03 
und esine helden 
Unser fliegerheld Lmmelmano ¢ ; sein leben 
—. im weltkrnege, bearbeitet mm Friedrich Frei. 
qromsen mer ater BA Laipaig, 
vould Venigubiy 1916, 


4p fold front, Ulus (incl ports.) double pl 184~ 





“Fieger vod voo dr. Kurt Ficeriche”: aw 
“Wie der Sieger mit der erde epricht, vos Haass OGnther 
p oT 
Immetmane, Max Frans, 1880-1916 1. Ploericke, Kart Bbree- 
reich, 1500-1504 oo. Haas, Walter de, 1888- 
4-2 
Library of Congress Deon +4 
i WR IS 
Pick " b hallra on Mens 
Frei . mit as sungr i test Leipsig und Wien, F. 


aan te fitas. (incl. plans) diagre. 23" 
Bibiiogrephica! foot sotes. 


1. Architectural ecousticn, 2 Blectric measurements. 1+ Title 
87-12852 
Library of Congress Na?800. FT 
2 (Tz) coame 
Frei, Hans, 1848-1904. 
Lehr- und iib buch der deutsch 





(Stolze’s system) Fiir die schule und den waneee 
richt bearb. von Hans Frei. 11., verm. und verb. autt. 
Wetzikon bei Ziirich, H. Bebie, 1894. 


729. 2 


1. Shorthand, German— Stolze 


16-12785 


Library >f Congress 7273. F82 


Frei, Johann. 
Die wirtsehaftliche bedeut der Rhei 
fir die Schweiz und Die griindung einer schweizerinchen 
n-hande' te. Frauenfeld, Druck von Huber & co. 


hiffabrt 





an 
re {es jordostschweszenscher a 
am 18 9 N er verband far schifflahrt 
At head of tithe: Frei Johann. 
“Literaturverseichnis” : p. :155)-158. 
9 Lr Sie Bowe nt Vet 2 Inland navigation— 
24-1848 
Library of Congress HEo@ $ RSF7 
Pret, Kari. 
yy my Spee Pay 
Buchdruckerei Winterthur 


Op a le Dem (28K nonjahrebiett Ger Btadtbidilothes 
‘Wiatertber ) 


1. Stoves, Bartheeware. & Tiles. & Pottery—@irich 1 Tithe 
‘88 18B00 
Library of Congress NKOTO. FS 
a oat 


LIBRARY OF CONGRESS 


Frei, Leonore, peeud. 
see 


Reiche, Frau Laurea (Bell) 1862- 


Frei, 0. 


Die technik der betriebsrechnung erldutert an an einem bespiel 
kleineisenindustrie, von O. Frei; mit 22 abbild 


f 





Frei, Roman, 1884- 
ee fiber den schweizerischen deckenschot- 

ter... Bern, Buchdr. Stamp helen 1912. 
vill, 1238p tables, diagrs (1 fold) 3I™. 


Inaug dies —Zurich 
Curnculum vite. 


ratabdruck aus “Beitrage cur geologischen karte der Schweiz,” 0. {, 
aturverzerchnis” p iv—viii. 





1 Geotogy— Switzerland 


osi 
Library, U.S. Geol. 


Frei, Walter. 
4 Erephgteate der tierseuchen durch immunitat und des- 





19 blattern der statistik. A tty ye 1928. 
vil, 108, ) p incl. forme 5 fold. forms. 20y”. 
~“Literatarverseichais™  p. 108. 


22972 
Library of Congress 4rses6. Mart 

Copyright 4 Foreign w 

2 

Frei, Paul Henri. 

De la situation juridique des 

a ma acted mente 
erticle 7, alinds 4 du Traces anna iété des nations) Par 
Henri Frei... Paris, Librairie du Recueil Sirey, 1929. 


4p, @rli8 p11 ay. 
“Principaux ouvrages consultés”: p @/-& 


1. Leagve of nations. 2 Exterrttortality. 
service. 4 League of nations Covenant. arsnaipmatic ond consular 
20-1 TT89 
Library of Congress IX1976 Fees 
al 


Prei, Richard 

Kinder, das ist gefabriich! Unsere jugsnd i im haus und 
auf der strasse. Lese-bilde rbuch mit sehulderung za zahl- 
reicher gefahrbringender sp 
mutwilliger streiche, fahrlassiger oder béswilliger ge 
setzesiibertretungen .. Eine zusammenstellung wih. 
licher tagesereignisse, wabrheitsgetreu erzahit und mit 








160 bildern veranschaulicht' von Richard Frei. Bern, 
(1920, 
xxiv, 173 p. illus. 237 
‘Verzeichnis benutzter literatur”: p. xxiv 
1. Aceidents—Prevention. 1 
2011963 
Library of Congress HV675 F7 
Copyright A—Foreign 17082 
2 


Ded, Some, 1888-1914. 

Geologische untersuchungen zwischen Sempacher- 
see wd oberem Ziirichsee. Von Roman Frei. u. Cher 
die atone: und tektonik der sedimentaren zone von 
Samade 


aus dem zgebiet twi Gotthard- und 

ba Paul Ni i mpd Walter Staub. Bern, 
re; bei A. Frendhe, 1914. 

i "2 


oe Rea ‘iu Staub, Walther, 1S 
Gsi63”7 
Library, U. S. Geological Survey (535) qB2 Mfg. 45 


Frei, joan, ao a 

Monogra; schweizerischen deckenschotters, 
von Roman Frei. Mit einer gesteinszahiungstabelie, vier 
karten, zwei “7; — und vier textfiguren ... Bern, In 
ena Francke (vorm. Schmid & Francke) 


wage a Wins, Sed. cane, estes, Sold. doufilen (1 “) 2. {ae 
Slab anne eRe rT cannes 


Pi ph ter mm ew 


G 8 12-880 Revised 
survey (S35) qB2 0. f, lig 7 
366 


Library, U.S. Geol. 


fiir tierarzte und a onde, 


von dr. Walter Frei... Berlin, R. Schoetz, 19% 
vil, (ly, 272 p diagrs. 246°" 


Bibhagraphical foot notes 


and disinfectants. 2. immunity. 3. Contagion and con- 


1. Disinfection and 
tagvous diseases. ,J Infectious diseases, 4 Veterinary medicine 1. Tale. 


Agr 22-318 
Library, U.S. Dept. of Agriculture 41F88 


2, 


Frei, Walter, 1882- 
Zur pathologie und therapie der sterilitét der weiblichen 


haustiere mit besonderer beriicksich der physiologie, 
von professor dr. Walter Frei Berlin, R. Schoetz, 1927. 
vi, 106 p. Mus, diagrs, 234". 
“Literater™: at end of sections. 
1. Sterility. 
Agr 2% 1390 
Library, U. 8. Dept. of Agriculture 41788Z 


Frei, Wilhelm, 1872- 
Landerziehungsheime ; darstellung und kritik einer mo- 


one reformschule ... Leipzig, Buchdr. J. Klinkhardt, 
1 


3p 1.@p,1t 2m 


Inaug -diss —Zurich 
Curneulum vitae 


1. Education—Germany. 2 Education, Secondary. 


Library @f Congress LB41 Fa3 


Frei Montalva, Eduardo. 
ee iene Santiago de Chile, Ediciones Ercilla, 
Spl, @- 1p. uw 


1 Chlle—Ser. condit, 2 Chile—Pol & govt —1s3e- 
-m08T4 
Library of Congres veces. r74 


Frei Montalva, Eduardo. 
.. La politica y el espfritu; prélogo de Gabriela Mistral. 
Santiago de Chile, Fdiciones Excille, 1940. 


Spl, @-Bip.it Im”. ( Meif-tthe: Ooleceiée Oontemport cece) 


1 State, The 2 Political ecience—Addresses, essays, lectures, 
. Tite 


41-18616 
srt 


Labrery of Congress 











Der Preiballos ; monatsschrift fiir alle fragen der freiballon 
fabrt 1- jahrg. ; okt. 1930- 


Berlin, Buchkunst, graph. werk gm. b. h. 1930- 
, itlus, diagrs. 25°. monthly en 





yeas Ape 1088. “der 
luftsport -verbend e. ¥ YDLY)" May 
Wilhelm KObler 


1. Balloons— Period. 2 Balloon ascensions—Period 1 Kohler, Wu- 
helm, ed. m. Deutecher luftfabrt-verbend. 11. lufteport- 
verband 

Library of Congress ‘TLeoe FT 

ra ez 13822 


Freiberg, Albert Daniel, 1904- 

‘Fluctuations of attention’: 1. With weak tactual stimuli; 
u. With weak auditory stimuli ... (by, Albert D. Freiberg ... 
Ithaca, N. Y., 1937, 

lp lL. p 23-36, 173-107. diagre = 

‘Thesis (rm. ».)—Cornell university, 1936. 

“Offprinted from the American journal of psychology, vol. 49, 1937." 


Title on cover changed ip manuscript to read pw dy of atten- 
tion’ with tectua! and auditory stimull: « study of perceiving 


1. Attention. 2. Perception 1 Title. 
3a 22492 


Library of Congress BFS2L.Fa2 1036 
Cornell Univ. Libr 2 (190.962533) 152723683 


Freiberg, Friedrich Otto 
see 


Freiberg, Ctto i.e. Friedrich Otto, 1660- 


Freiberg, George William, 1892- 
... Studies in the mosaic diseases of plants, by George 
W. Freiberg St. Louis? 1917 


cover-title, p. 175-232. pl. 14-17. 27°. (Washington university doc 
toral dissertations) 


Thesis (ru © )—Washington university, St. Louis, 1917. 
“Publications of Washington university, Saint Louis, series v, number 


“Reprinted from Annals of the Missouri botanical garden, April, 1917, 
tv, no. 2” 
Bibliography © p. 223-225. 


1. Mosaic disease 


18-8155 
Library of Congress SB741 M7SF8 
Washi Univ. Libr. 
Pep y AS36.S35 no. 28 


Freiberg, Heinrich von 
see 


Heinrich von Freiberg. 


Freiberg, Nikolai Gustavovich. 
Bpavesuo- Pepe mre 3aROHOAATCALCTBO Bt Poccia. 
P P cTBa no rpam- 
& $apuanesta- 
WecKkoR GacTAMS, ony OauKopananA uo 1 amBapa 1908 
roaa. a ap» HT. yor 2., mepe- 
BA. C.-Terep6y pre (Tan. 
B. Reseigenese woma.; 1908. 
xii p. 11, Bp mm. 





4 a 








1. Medical laws and legislation— Russia. 2 Russia— Sanit affairs 
5 Regions, Petite 4. Pharmacy—Russia. +. Russia. Laws, staturen 
1S-13101 


Library of Congress RABAAS 1908 


CATALOG OF PRINTED CARDS 


ee eek. Se > 
Die quelle des Eckenliedes ... Halle a &., Drack von 
E. Karras, 1903. 
Za L. Bhp we. 
Inaug dis — Halle 


mer ae © Beitrige rur geschichte 4 deutschen sprecke a 


Library of Congress 


Freiberg, Siegfried, 1901- 
.. Die harte freude, roman. Salzburg ,etc., A. Pustet ,°1989, 
8p ny. 
Pages 486-488, advertising matter 


1. Title. 
3o-80014 
Library of Congress PT261L.RSSHS 1080 
Copyright A-—Foreign 45206 
2) 33.91 


Freiberg, Ger. Lowa, statutes, ete. 
Das Freiberger stadtrecht. ling, von d’ Hubert Ermisch 
Mit einer tafel. Leipzig, Giesecke & Devrient, 1889. 
act, 94 p. fold facsim 23)”. 
Added baif-titie Festgabe sum achthandertjibrigen regierungs jubi- 
lum des hauses Wettin. 
“AngefUhrte Uteratur” : p. ,860,-804. 


1. Ermisch, Hubert, 1850-1982, ed. a. Title. 


1¢— 128 
Library of Congress yadibdl, 
Freiberg, Ger. 
der Bergakademie Freiberg ... no. 1- 
(Freiberg, 1929- 


¥. (tus (incl. porta) diagre 24°. semiannual 
Nos. 14 and 15 combined tn one issue. 
Nos. 5- “Herauagegeden von der Gesellschaft der freunde der 
ae eae 
ociudes bibliographies. 


1. Gewelischaft der freynde der Bergakademie Freiberg uu. Title. 


4243426 
Library of Congress ‘TN213. F857 


12) 


Festschrift zum hu: ertjahrigen jubilaum der Konigl. 
siichs, bergakademie zu Freiberg, am 30. juli 1866. Dres- 
den, Druck der K. Hofbuchdruckerei von C. C. Meinhold 
& sdhne ; \ete., ete., 1866)-67. 

2. illus. 26)-27°° 

(Vol. 2) has tithe Die hritte der berg- und h 
sen: izten hundert jahren. Als rweiter theil der "Fest. 
coun tum jx - dk jubdilaum ... etc; Freiburg, Craz & Gerlach, 





Cowrents.—i1. th. Dre geschichte und jetagen verhaltnisse ~ Bergaka- 
ee Dr fag ey Das bergmannische studium Dr. von Cotta Die 
hofe der Bergakademie. Dr Scheerer Ueber ‘te chems- 

cau pes «Me Ag der plutomite. Dr Junge: Ueber unterricht in der 


(Continued on next card) 





o-22133 
is19b1) 
Freiberg, Ger. K. Ber, ie. Festschrift zum 
eis eet a um. 1866-67. (Card 2) 
wts— Continued 
Professor Richter 
Bos kethrohe und ester anwendung bri chrmechen mineralogischen und 


}. Wemsbach Die _fort- 
inten hander won Dr Breit- 


sent 
hundert hese Dr. von Cotta Die ne seut Ww erner Dr Scheerer 
Ueber die fortschritte der cheme in den der metallurge, mineralo- 


ow des letzten if rhunderts. 
1 Mineral industries— ust 


Library of Congress 





o-uiss 
‘TNI8 FRO 
1s19b1) 
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Freiberg 
Freiberg, Sera K. Bergekademie 
Jahrbuch the deo berg- hutten- 


weeen iw Konigreiche Sachsen 
see 


Jahrbuch fir das berg-und hittenwesen. 


Freiberg, Ger. K. Bergakademie, ed. 

Die Kéniglich sachsische bergakademie zu Freiberg 
und die Kénigliche geologi:che landesanstalt, nebst mit 
teilungen tiber die entwickelung und den stand des berg- 
und hiittenwesens und der a um konigreiche 
Sachsen. Hrsg. von der Kéniglichen bergakademie. Mit 
textbildern und 1 tafel. Freiberg in Sachsen, Craz & 
Gerlach (J. Stettner) 1904. 


4p lL. 6, 1) p. 11, mv, chp lus. (incl ports) fold col plan 307 


) Freiberg, Ger K. Geologische landesanstalt 2 Mines and mineral 
resources Sazony 
3107 

Library of Congress TN213 Fes 
Freiberg, Grr. K. Bergakademie. 

Programm 
Freiberg, 

. 1 


Ca @—1570 Unrev'd 


Library of Congress TN213.F85 


;aMbl, 


Freiberg, Ger. 
schaft 


Geologische gesell- 


Freiberger geologische gesellschaft, 
Freiberg, Ger. 


Freiberg, Ger. Gymnasium. 

Festschrift zu der dienstag den 15. juni 1915 stattfindenden 
gedichtnisfeier des 400jihrigen bestehen des Gymnasium 
Albertinum su Freiberg. In namen des Lebrerkollegiums 
Frater von oberstudienrat dr. _—_—= 

1915. 








@ Albertioum in der 
i Ger. Gym OP ecclom— Hist 1 Bebmidt, Orte 
Bdéuard. 1 no 

a-o18 


Library of Congress Lrsie6 F7os 


Freiberg, Ger. Gymnasium Albertinus 
see 


Freiberg, Ger. Gymnasius. 








Peeiberg 


Freiberg royal mining sacadeay 


Freiberg, Germany. K. Bergeksdesie. 


Freiberg, Ger. St&dtisches real- 
gymnasium 


Freiberg, Ger. Stadtisches realgymneasius 
wit realschule. 


Freiberger, Edward. 


Wayside pansies, by Edward Freiberger. Washington, 
New York ,etc., Brentano's, 1888. 





ip =. 

Poems 

1 Tithe. 

‘21-10672 

Library of Congress Pain 
Copyright 1888: 25106 
Preiterger, Gustav. 

ibuch der hisch directen steuern in ayste- 

matischer d 





auf die auslandische eee von Gustav Freiburger ... 
2., volistandig neubearb. aufl. Wien, Manz'sche K. u. k. Hof- 
verlags und b 


— 





svil, ), Hp 2 


1. Texation—Avstria—Law. 2 Taxation—Law. 1 Title 


ow 
Library of Congress HJ3971. FO 


—— —— Copy 2. a33b1, 


Freiberger, Heinz, 1905- 
ee ee roo ne boggy = tn = 
des i 
Ag ey gtk 1929. 
vil, 83 p. illus. (music) port. zi. 
Inaug diss - Bona. 
Lebensiauf. 
Bibliography : p. v-vil. 





1, Reef, Anton, 1714-1797. 
Library ot Vongress 


Freiberger altertumsverein. 

Mitteilungen dee ine = al Gotan mit bildern 
aus lagen vergangenheit .. hft.; 
Preikerg, Gerlach'sche buchdr., 1862-19 

vie es., plates (part col.) phot, ports, plana 20-21)". 
Baltors: 1680-91 Vv. 1-84) Heinrich Gerlach 1908-19 (v. 85- ) Kon- 


The ttwiog souibutons have epaia! tp. or batt 


71 bf. festgabe. Ribiicgraphisches ae Gy Go anmiaee 
Ger stadt Freiberg und ‘hres berg. und Hreg vou 
(Coatiaeed on next card) 
12-1904 


LIBRARY OF CONGRESS 


Mitteilungen ... 1862-19 





“Sachregister ... heft 1 bis 51, von Heinrich Gerlach”: 82 hft., 1806. 





DDSOLFars 
(Continued on next card) 
2! 

eal, 
Freib alter 4 Mitteilungen ... 1862-19 
(Card 3) 
— —— 7.6. hit > satan, Katalog der Freiberger al- 
terthumsvereins bibl . Freiberg, Gerlach’sche buchdr., 

0. 





(10, hft. Anhang, Katalog .. 1. nachtrag. 





10. bft. 
12. hft. » Kleine chronik von Freiberg 
als fihrer durch Sachsens berghauptstadt und beitrag zur 
heimathkunde. Von Heinrich Gerlach. ,Freiberg in Sachsen, 
1875, 
s1.16p tua 2. 
Separately bound 





(Continued on next card) 
rasibl, 12—-19071-6 
Freib P 1 Mitteilungen ... 1842-19 
(Card 4) 
—-—— hft. Anhang, Katalog .. 2 nachtrag. 
Freiberg, Garlock’ ‘sche buchdr., 1879. 
D 100),-188 21". | WiHh 16 nit, 
20. hft. Anhang, Katalog ... 3. nachtrag. 


Freiberg, Gerlach’sche buchdr., 1893, 
Dp 188),-170. 217°. |WuA bt, 


1. Freiberg. Ger.—Antiq—Societion. 2 
tee 1 sae, Sees Constantin, 1828- 


Ger —Hist —Socte 
od a. *Koetel, 
12107114 
Library of Congress adibl, 


Freiberger altertumsverein. Bibliothek. 
Katalog der Freiberger alterth ins-bibliothek 
Freiberg, Gerlach 'sche buchdr., 1870. 


wen p 21%. (With Freiberger altertumsverein. Mitteilungen. 7-4 
ty 





Cowrents.—A Hand: 
D. Kunstbiatter 





—B. Druckschriften —C. Landkarten &c — 








1. nachtrag. Freiberg, Gerlach'sche buchdr., 





1873. 
- » fr 108. 21%. (With Freiberger altertumsverein. Mitteilungen. 
a (Continued on next card) 
12-15078-81 
Preiberger Bibliothek. Katalog ... 
1870. (Card 2) 
—_ Gerlach 'sche buchdr., 
1879. 


OY nadia 21°. (With Freiberger altertumsverein. Mitteilungen. 
ta 





—- 3. nachtrag. Freiberg, Gerlach'sche buchdr., 
1893. 


af 219%. (With Freiberger altertumeverein. Mitteilungen. 
, hits 


1. Freiberg, Ger —Bibl 
12-15078-81 
Library of Congress DD901 F8sFe 


geologische geselischaft, Freiberg, Ger. 
Bericht ... der Freiberger geologischen gesellschaft. Frei- 
berg in Sachsen. 
Freiberg i. Se., 19 
v. Wes, diegre, 229". 
List of members in each volume. 


1, Geology —Sovieties. 
ca 38-401 Unrev'd 


Library of Congress QELFT4 550.624831 


Preiburg-Riter, Klemens, 1905— 

Der literarische kritiker Karl Gutzkow ; eine studie aber 
form, guhalt und wirkung seiner kritik Leipzig, H. Eich- 
sa (4eget £9: Form end guist; arteiten sur gumant- 


Cth tL 19800 
¥ Oretfswald. 


1, Gutakow, Kari Ferdinand, 1811-1978. 
4081-733 


Yale Library 
for Library of Congress a 


Freiburg, Switzerland 
see 


Fribourg. 


Freiburg, Switzerlend (Canton, and 
city) 


see 
Fribourg (Canton) 


Fribourg (City) 


Freiburg i. B 

Dienst- und gehaltsordnung fiir die beamten der stadt 
Freiburg i. B. 1891. Freiburg i. B., Druck von C. A. 
Wagner ,1891, 


cover-title, | p. 1, 58 p incl tables 27217 


1. Freiburg i B.—Pol. & govt 


ca 10-5293 Unrev’é 


Library of Congress JSSS4S. FR4A3 1891 


Freiburg i. B. 

Nachweisung iiber die einnahmen und ausgaben .. 
in dem “ay r 
Freiburg i. B. 

. a 


At head of title, 18 Stadtgemeinde Freiburg im Breisgau 


1. Finance-—-Freiburg i B 


ca 11-258 Unrev'd 
Library of Congress Hj9000 FS 
Freiburg i. B. 
Vosunechtig». 
(Freiburg i. B., 18 
vin a. 
1. Budget—Freiburg i B. 
10 S285 


Library of Congress 








! 
Hes 


ss 








Preiburgi.B. Archiv 


Freiburg i. B.  Stadtarchiv. 
Least ov Cowonnss Ravumaxce 
cee LS LET TERS Sey las 
1o me 


Freiburg i. B. Charters. 


Die ilteste verfassungsurkunde der stadt Freiburg im 


Breisgau, zum erstenmal in ihrer achten gestalt 9 
von Heinrich Schreiber ... Freiburg im Breisgau, 1 
“op fesim Bx Dim 


Progen Ue Freiburg i. B 
ne ee Schertwevorkunde an das Kiomter Gengenbach vom jahre 
» 











ig i. B—Pol. & govt 1. Schreiber, Heinrich i ¢ Johane 
Hemnech, 1 1872. 
10- eaoit 
Library of Congress JSS368 F8S3 
Freiburg i. B. Stadtrat. 

Vorlage des Stadtrats der stadt Freiburg im Breisgat 
an den Biirgerausschuss. Die abanderung der dienst- um 
——T = die a my beamten, sowie de 

liber die verhaltni 
weeens und die neuregelang der ~~ verhaltnisse de 
stadtarbeiter und deren entlohnung betreffend. Freibur, 


im Breisgau, Univ.-buchdr. C. A. 
2p 1 1p B 


1. Civil service — F: 
4. Freiburg i B 


‘agner, 1906. 


reiburg i B. 2 Freiburg i B.— Public schools 
—Public works. 


9-452 


Library of Congress JSSSS PRAS 1906 


Freibarg . B. Stadtrat. 

Vaio én Gatti én anf Padus 2 Ble 

den Ba huss betreflend die ind foaell 
ber die rechtsverbAltnise der > 





1 Freiberg | B.—Odicials and employers 2 Teachere—PFreiburg 
1B Salartes, 
so 
Library of Congress I55640. FS2A68 1906 


Freiburg 1. B. Stadérat. 
Vat é Setintes de and Suis te Sete 
den die erbauung einer weiteren 


CATALOG OF PRINTED CARDS 


Freiberg | B. Stadérat. 

ee Se etre & 20 Weis Stem © 

oe Freiburg im B: hA yy tes aan 
» eee im Breiagau, agners 

. 





t Tite Knabenb@rgerertuia, 


5 comes § B-uite eters 
mo 


Library of Coogrem Leeyeess 1906 


Freiburg |. B. Stadtrat. 
Myo des Stadtrates der stadt Freiburg im Breisgau an 
den B d die eines kauf- 
fr die stadt Frei! im Breisgau. Freiburg 
im oo C. A. Wagners universitéts-buchdr., 1904. 
tp =. 





1. Commerctal courte—F, 


& Tithe: Die  eoeneang 
eines kau 


reibarg | 
fmannagerichts fir die stadt "prabere im Breisga 
wD ete 


Librery of Congress 


Freiburg |. B. Stadtrat. 
Vorlage des Stadtrates der > Freiburg im Breisgeu an 
den Bérgerausschuss b am Ge- 
werbebach. Freiburg im hd C. A. Wagners universi- 
tate buchdr , 1904. 
tp a 





1 Sees Yo op B. 2. Freiburg |. B.—Water- 
supply 1. Tithe Die > 





Be anal 


Liorary of Congress HOI@@T O3545 1006 


Freiburg i B. Stadtrat. 
Vorlage des Stadtrathes der stadt Freiburg im Breis- 
gau an den Biirgerausschuss, die revision der dienst- und 
gehaltsordnung fir die stadtischen beamten, das ortssta- 
tut tiber die verhaltnisse des gesammten volksschulwe- 
sens und die regelung der lohnverhaltnisse der stadtar- 
beiter betr. Freiburg im Breisgau, C. A. Wagner's uni- 
versitats-buchdr., 1901. 
“" 1, 8p. a 
Civil service— Freiburg i . 2. Freiburg i. B pete works. 


3. Frei- 
ont B—Public schools. 4. Wages—Freiburg i 


Li24 


Library, U. S. Bur. of Labor HD#O19G4F8 1901 


is19d2) 


Freiburg i. B. Stadtrat. 
Voriage des Stadtrates der stadt Freiburg im Breisgau an 
den B 8 die des Les- 








realechule. Oe ay ht A. Wagners uni 
buchdr., 1904. 


i dureb einen anbau. Freiburg im Breiagss, 
C. A. Wagners universitits-buchdr., 1904. 
Tp ite. 7) fold plane Be. 


LM ny my AY & Tith: 


G@ngechulheuses durch einen anbec 


Vergrésserung des Leo 


Library of Congress LESAGE 19066 


Freiburg 1 B. Stadiret. 

Vorlage des Stadtrates der stadt Freiburg im Breisgsu an 
den Bargerausschuss dber den ausbeu der strassenbahn. Frei- 
burg im Breiagau, C. A. Wagners universitéte-buchdr., 1904 

IT p 6 (ho. 8) fold. dingr, BBY”. 


1. Btrest-ratireads iB ‘Title: Austae éer 
Freiberg L ‘tree 
% wane 
Library ef Osngress TTA Fess 1906 
3609 


Freiburg 


Freiburg .. B. Stadérat. 

Wap Ge Gen dn nd Paine tn Bote 
den Birgerauschums Gber den ausbeu des kanalisationsnetzes. 
Freiburg im Breiagau, C. A. Wagner's universitéts-buchdr., 
1902. 


10 p. fold diagr. 29" 


. Freiberg | B.—Sewerage 
ee 


1 Title: Kanalisetionsnetses, Au 


1 
bau 
> eT 


Library of Congress THOT4EFSAS 1902 


Freiburg i B. Stadtrat. 


Vorlage des Stadtrates der stadt Freiburg im Breisgau 
an den Biirgerausschuss iiber den neuban eines stadtthea- 
ters. Freiburg im Breisgau, (. A. Wagners universitite- 
bochdr., 1905. 


2p BxB~. 


1. Freiburg i B Stadttheater. 2 Theaters—Construction. 
10- 221744 


Library of Congress NA6840.GSFB 


Freiburg i. B. Stadtrat. 

Vorlage des Stadtrates der stadt Freiburg im Breisgau 
an den Birgerausschuss iiber die erbauung des stadtthea- 
ters. Freiburg im Breisgau, (. A. Wagners universitate- 





boehdr., 1905. 
Dp. plates, plans. 2) « 2™. 
1. Freiburg i B. S 2 Theaters—C 
10227 
Library of Congress NA6B4O GSF7 


Freiburg i. B. Stadtrat. 

Veep des Stadtrates der stadt Freiburg im Breisgau 
an de rausschuss tiber die erbauung eines kraft- 
werks am Rhein durch die stadt Freiburg im Breisgau. 
wd im Breisgau, C. A. Wagners universitats-buch- 

T., 1905. 


6p fold map 2 « 2° 


1 Water-power electric plants—Germany—Freiburg i B 1. Title 


8 318s7 


Library of Congress ‘TK1474 FRAG 


Freiberg 1. B. Stadérat. 
hy des See a Pony te im Breisgau an 


Frabarg Breiagau, C. A. Wagners © sniversithte-buchér., 





, spas fold. diagra 2”. 
On cover Die ertevung von waidstrassen tm Freiberg tm Breiqgne 


1. Reade—Preibarg |. 2. Freiburg |. B—Pubite works 3 art, 
Muaicipa}— Freiburg | B_ wh Hy pew 


>» ee 
Lorary of Congress TETAFRAS 1905 


Freiburg i B. Stadérat. 

Vor! des Stadtrates der stadt Freiburg im Brei an 
den B som uber die inigung der g inde ZAb- 
ringen mit der stadt Freiburg. Freiburg im Breiagaa, C. A. 
Wagners universitats-buchdr., 1906. 

13 p fold plana, fold diagr. 29". 





1 fAbringen, (er. 


Bound i Title: Die vereiniguag der 
eadt 


3 i. B— 
2 Freiberg |. B.—Svubderte j BR 


Library of Congress Dosa £276 









Freiburg 


Freiburg i. B. Stadtische sparkasse. 
Kecbenschafts bericht. geechaftsjabr. 
Freiburg im Breisgaa, 
+ = 
1 Finance-—Freiburg i B 
10 LBS 


Library of Congress HJ909 FB 
Freiburg i. B. Statistisches amt 


Statistischer jahresbericht der stadt Freiburg im Breis- 
gau fur das jahr 1911 
jahre Freiburg im Breisgau, 1912 
+ tes 2” 


Im auftrag des Stadtrats hreg vom Stadtischen statistischen amt 


1 Frevburg i B.—Stat 1. Title 
1419934 
Library of Congress HALO FSB 
Freiburg i. B. ( Archd-ocese) 
Personal -schematismus: erzdiozese Freiburg 
(Fresvurg i. Br. J. Diigersche buchdruckerei, 
* ny 
1 ¢ lergy Freiburg | B / Arebdiorese 1 Tithe 
11589 
I rery of Congress BX 1538 PEAS 
, 22 1094346 
Freiburg i. B. Albert-Ludwigs- 
hochschule 
see 
Freiburg i. B. Universitat. 
Freiburg i. B. Altertimersammlung 


Freiturg i. B. 


Vereinigte sammlungen 
der etrdt. 


Altertumersaamlung. 


Freiburg i. B. Badiscre .eimat 
see 


Badiscne he.mat, Freiburg i. B. 


LIBRARY OF CONGRESS 


Freiburg i. B. Badiscner arc ii- 
te ten- und ingenieur verein. 
Oberrheinischer bezirk 


see 
Badiscier archite<ten- und ingenieur- 


verein, Karlsruhe. Oberrheiniscser 
bez.irk, Freiburg i. B. 


Freiburg i. B. 
verein 


see 


Beiischer botanischer verein, Freiburg 
i. 5. 


Freiburg i. B. Badiscrer landes- 
verein fur naturcunde und 
naturschutz 


Badischer landesverein fir natur<unde 
und neturschutz, Freiburg i. B. 


Freiburg i. B. 
wald-verein 


Badischer Schwarz- 


Badischer Schwarzwald-verein, Freiburg. 


a SRB — AS 
ubndon in peehooagen 
Rechenschafts bericht. 
Freiburg i. B., 18 
» 23-267 
var ends Dec 


comers the AF Dee 1, 1847-Dec. Ji, 1849 «Subsequent re- 
ots cover fream fowr to sem y 
.. report has tale Zwener rechenachafts bericht des verwaltungs rathes 
Heschaftqungs und verso stalt fur erwachsene, arbeits- 
‘om rme blinde om grossherzogthum Baden 
ithe varies sh@ntly 


ca 9-SBSM Unrev'd 


Lilwary of Congress HV1980 FS 


Frei! i. B. Beschaftigungs- ond vessenumngp castes 
pane SRK ~~ — A — 
Statuten fur die Beschaftigungs- und versorgungs-an- 
stait erwachsener blinden im grossherzogthum Baden. 
Freiburg i. B., Druck von C. Lehmann, 1875 


cover-title, 8p 2 


ca 9-SBS3 Unrev'd 
Library of Congress HVI@@O FSS 1875 
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Badischer botanischer 


Freiburg i. B. Blinden-versorgungs- 
enstalt 
see 
Freiburg i. B. Beschaftigungs- und 
versorgungs-anstalt erwachsener 
blinden im grossherzogthum Baden. 


Freiburg i. B. Breisgeu-verein 
Schau-in's land 


Breisgau-verein Schau-in's-land, Frei- 
burg 1. B. 


Freiburg i. B. Commission permanente 
de l'Association géodésique 
internationale 


see 


Internationale erdmessung. Permanente 
commission, Freiburg i. B., 1890. 





2 13888 
Library of Congress 


Freiourg i. B. Gesellschaft tur 
beférderung der geschichts-, 
altertums- und volxskunde von 
Freiburg, dem Breisgeu und den 
angrenzenden landschaeften 


Gesellschaft fir beforderung der 
geschichts-, altertums- und 
volksxunde von Freiburg, dem 
Breisgau und den angrenzenden 
landscheften, Freiburg i. B. 


Freiburg i. B. Gesellechaft fur 
beforderung der naturwissen- 
schaf ten 


Naturforschende gesellechaft zu 
Freiburg i. B. 














Freiburg i. B. Gewerbe-schule. 
Jahres-bericht. 


Freiburg i. B. 
. o- 


Library of Congress TI73. FR 


Freiburg i. B. Gobineeu-vereinigung 
see 


Gobineau-vereinigung, Freiburg i. B. 


Freiburg i. B. Grossherzogl. 
Blindenerzi ehungs-anstalt 


Ilvesheim, Ger. Grossherzogl. 
blirdenerziehungs-anstalt. 


Badisch 


Freiburg i. B. Grosshersogl gymnasium. 
Programm. 
Freiburg, 
. Day 


ca7-2098 Unrev'd 


Library of Congress LF3195. F7G4 


Freiburg im Breisgau. 
kammer 


Hendwerks- 


Hendwer<skammer Freiturg im Breiscau. 


Freiburg i. B. Industrie- und handeiskammer. 

Die Handelskammer fiir den kreis Freiburg im Breisgau und 
ihre vorginger ; festechrift aus anlass des 250-bzw. 50 jahrigen 
beatehens im auftrag der kammer von syndikus 
dr. Franz Kaiser. Freiburg im Breisgau, Bachdruckerei von 
Herder & oo. g. m. b. h., 1930. 


pate 1, 187 p. col. front, idus, (fecsime.) plates, ports, maps (1 fold.) 
“Literaturverseichois” : p. 184-185. 
1. Kateer, Frans, od. 


Library of Congress 
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Freiburg i. 8. 
erdmessung. 


Internationale 
Permanente comsission 


Internationale erdmessung. Permanente 
commission, Freiburg i. B., 1890. 


Freiburg ‘|. B. Ortegruppe Rheinfelden 
(Baden ) 


Badischer Schwarzwald-verein. Ortegruppe 
Rheinfelden (Baden) 


Freiburg 1. B. Permanente commis- 
sion der Internationelen erdmes- 
sung 


Internationale erdmessung. Permanente 
commission, Freiburg i. B., 1890. 


Freiburg i. B. 
tumersamalung 


Stadtiscie alter- 


Freiburg i. B. 


Vereinigte sammluncen 
der st<dt. 


Altertumersamalung. 


Freiburg i. B. Universitat. 


Ankiindigung der voriesungen der Grossherzoglich 
badischen Albert-Lodwigs-universitét su Freiburg im 
Breisgau ... 

Freiburg i. B. 
» tables 22}-2)> 
welche _. out der Grosmereagiich Daduachen Allott Ladwigs bocheckels 
gu Freiburg im Brewgae werden 
a 7-1057  Unrev'd 
30b1, 
Library of Congress LF2601 C7 


Freiburg i. B. Universitat. 

... Catalog der anthropologischen sammlungen der Uni- 
versitat. ‘Mech dem stande vom 1. april 1878 zusammen- 
gestellt von Alexander Ecker. (Braunschweig, F. Vie- 
weg und sohn, 1879 


4p L. S86 pp Bx 2™  (iDie anthropologischen sammiungen 
Deutschiands) 11. Freiburg i B.) 


Issued as & supplement to v. Il of Archiv fur anthropologie 


1 Anthropologycal museums and collections 1. Ecker, Alexander, 
1816-1887, comp 
ey 7.10811 
Library of Congress GN37.G3A2 
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Freiburg 


Freiburg i. B. Universitat. 

Eréffnungsfeier des neuen kollegienhauses der Albert Lud 
wigs-universitét Freiburg i. Br. am 28. oktober 1911. Frei- 
burg im Breisgau, C. A. Wagners bof- und universitaétebuchdr., 
1912. 


ep mir 


E£13-073 
Library, U 8. Office of Education LF2820. 43 


e350], 


Freiburg i. B. Universitat. 

Fever der grundsteinlegung cles neven universitétsgebdudes. 
Freiburg im Breisgau am 3. juli 1906. Freiburg im Breisgau, 
Universitittsbuchdruckerei C A. Wagner, 1906. 

covertitle, 2p. 26° 


1. Freiburg | B. Universitht—tilet 


T1845 
Library of Congress LP2612 43 


Freiburg |. B. Universitat. 
Festschrift der Albrecht-Ludwigs-universitat in Frei- 
burg zum funfzigjahrigen regierungs jubilaum Seiner ko- 
niglichen Hoheit des grossherzogs Fnedrich. Freiburg i. 
Br., C. A. Wagner's universitatsbuchdruckerei, 1902 
vip. 11, 2) p wel. pl. map, fold. diagr 
Cowrart.—Kraue, FX Canwva's letster werk —Brag, C. Ueber geist 
ond wesen dew chrivtenthune.—sehuudt, K Lhe herkantt dee ingui-itione 
er oe ge W. ven, tiungen der retig 
hea.—Kres, J von Theoretivche studien uber die ametimmung des 
Ca —dehotielius, Mo Ueber die “ nutzhehen  egenaschalten der nie 
deren pilze. —Luroth, J. Zwei bewpiele (ur die ableitung der wahren aus der 
gansiakeron It eines kurpers —Henee, 0 Lhe modificirung der maske 
in der erechimchen tramxdie —Simeon. Bovon. Johann (ore Schhamer's 
leben in Lenmendingen.— Himetedt, F. and Nagel, W. A. Ver 
suche u! 
echen ued thereugeo — 
Library of Congres 








eof men- 
Fabricius, E. Ei lmesproblen 


Freiburg i. B. Universitat 
eee Offentlicne feier der uber -.be 
des rektorsets 


see its 
Reden, gehalten ... tei der 


offentlichen feier der berg: be 
des srorektorates. 


Freiburg is B. Universitat 
eee Offentlicne rextoratsfeier 


see its 
Reden, gehalten ... be. der 


offentlichen feier ver ibergube 
des prore-torates. 


Preibarg i. B. Universitas. 
Reden, gehalten ... bei der ffentlichen feier der iiber- 
der Universitat Freiburg 





gabe des p yk i. Br. ... 
Freibarg i. Br., 
=a 
ca 7-272 Uerev'é 
Cael 
Library of Congress Lram Bd 








Freiburg 


Freiburg i. B. Universitat. 


Die Universitat Freiburg seit dem regierungsantritt 
Seiner Koniglichen Hoheit des grossherzogs Friedrich 
von Baden Freibarg i. B. und Tiéibingen, J. C. B. 
Mohr, 1881. 


xii, 128 p, 21 incl. illus, pl fold. tab, fold diagr 3247 
Half-title Die Universitat Freiburg, 1852-1881 


1. Freiburg i B. Universitét—Hist 

7-147?" Cancel 
Library of Congress LF210 A2 
Freiburg i. B. Universitat. 


Verzeichnis der behorden, lehrer, anstalten, beamten 
und studierenden der Grossherzoglich badischen universi- 
tat Freiburg 


Freiburg im Breisgau 
» 2 


ca 7-854 Unrev'd 


Library of Congress LF201.C9 


Freiburg iB. Universitit. Aidliothek. 

Aus der werkstatt. Den deutschen bibliothekaren zu ihrer 
tagung in Freiburg Ptingsten mcuxav dargebracht von der 
Universitatsbibliothek. Freiburg im Breisgau, C. A. Wagner 
buchdruckerei a. g. 1925 


18 p.11 2 
“Verseichols der Freiburger anglistischen doktorarbetten” p. 141-146. 
Contests Freiburger ued im 





15. und 16 ye if —A Goetze Die namen sidwestdeutecher drucker 
der frihzeit —F Jacote Johann Hartung tum gedichtnie —L. Klaiber 
( Cont|nued on next card) 
2 zee) 
rl, 


Freiburg iB. Universitit. Aibliothek Aus der werk- 
statt 1025, (Card 2) 
Costests Continued 
bu! Js buchhdndlerstadt - FE Eckhardt: Die englische philologie ao 
Se niecrsitt Preiburs 4) Basler Rruckstick einer Vita Cusigue 
die —) Dammann: Alfred Doves briefnachiess, inveotarisiert 





1 Freiburg | B Libraries, 2 Kooksetiers and bookselling— J 
1B 3 Printere—Germany 4 Hartung, Johann, 156-1570. 5. English 
philology—Bibl. 6. Dove. Alfred Witheim, 1844-191 1, Rest, Josef, 

oad u. Gétze Alfred Auguat Woldewar, ” a, Jacota, 
Emil, 1988- ty Kinther, Ludwig, 1st Fduard. 


Eek! 
Lert vt Basler, Otte, 1802 ao Pemmanh, ewald ise 
or Vite 8, Kunigundae tinperntricin ix Title, 
mm Ze 
Library of Congress Janes 


ell 


Preiburg i. B. Universitat. Bibliothek. 


Statuten der Universitats-bibliothek in Freiburg und 
instruktionen fiir die bibliothekare. Freibarg i. Br., Ge- 
drackt bei H. M. Poppen, 1853. 


ao = 


1 Library rules and reguianons 


744 
Library of Congress 7a02 PHS 53 
Freiberg . B. Unmiversit&t. Bibliothek. 
Verzeichnis der naturwinsenschaftlichen, mathematischen 


und medizinischen weitachriften der Universitéts bibliothek 


und der institute der + ersargg Freiburg i. Br. Freiburg 
i. Br., Universitits-bibliothek, | 
tol. a@ritp 2° 
1. Science —Pertcs Bist 2 Medicine Period — 
st1ia1 
Laprary of Congress Tears 
a ‘O16 365 


LIBRARY OF CONGRESS 


| 


Freiburg iB. Verband 4 ch 
we 
Verband deutscher vereine ftir volkakunde. 





vereine ftir 


Losaaet or Concazes Rersaence 
ConGrie tetatinty atta which do vot tppear sa bentings is tapenitory eatalegs 
14-7 
a 
Freiburg i. B. Verein zur griindung 
einer bescnéf tigungs-versorgures- 


anstalt fur erwachsene blinde 
im grossherzogthum Baden 


Verein fur grundung einer beschaftigungs- 


versorgungs-anstalt fur erwacisene 
blinde im grossherzogthum Baden, 
Freiburg i. B. 


Freiburg i Br. Vereinigte sammlungen der stadt. Aiter- 
tumersammlung. 

Die bilderteppiche und stickereien in der Stddtischen 
altertimersammlung zu Freiburg im Breisgau. Von kon- 
servator ir. Hermann Schweitzer Freiburg im Breis- 
gau, St. Louis, Mo. :ete., 1904. 

de 3-32 p. col. front, illus, pl. 339™ 

onderabdruck aus der reitschrift des Prdgqerersan Schauinsiand, 


Freimin 8, Sohgaing xxxt. jahriauf, 
Bibhography p 31 
1, Tapestry te Br 2 Embroidery—F. " 
rer, Hermann Adolf, Title echioceiet item 
13 Saee 


Library of Congress NK&#802 F8A3 


Freiburg im Uechtlande 
see 


Fribourg (City) 


review, a monthly magazine published by the 
British officers, prisoners of war, at Freiburg in Baden. 


Freiburg i. Br., 
+ Mes, 


Poppen & Ortmann, 191 


1. European war, 1914-1918—Period. 2. European war, 191¢-1018— 
prisons, Germaa— Freiburg |. B. 


Prisoners and 
ca 2-0 Corer 
Library of Congress D677 G3A15 
2 
gatibetiaties; hreg. vom Deutechen ge 
schichtsforschenden verein des kantons Freiburg. 
Freiburg i. Ue., 189 
v. ites. (incl music) plates, ports, ange, Gage Z™. 

,, Disinrohle fayaf ue oe Kart Her” 

2 _—“Bibliograghie 

1905/08, rusammengestelh voo Vrans mv. | a 


Freiburger wiinsterbeuverein 
see 


Munsterbauverein, Freiburg i. B. 


Freiburger tagung fiir deutsche orgelkunst, 1926. 
Bericht ber die Freiburger tagung fir deutsche orgelikunst 
vom 27. bis 30. juli 1926, herausgegeben von Wilibald Gaurlitt. 
Augsburg, Birenreiter-verlag, 1926. 
1p L, S271, ty) p, 21. 13 pl (1 fold: mastic) 
Damearen: Aufbauskiase roo Nuper 
flores (fold. pi.) ohannee gg Ay: aus der messes “Mi-mi”™ 


——Ockeghem, 
brag. rou Helarich Besseler (7 p. 24) 2 82") Jars So 
des 17. jebrbunderts, brag. von Karl Matthae! 


1 Organ 2 Organ mosic 
theet, Karl 


ae 
Fe J 


1 Gortitt, Wiltbeld, 1989- 





a. Mat 


m4 


Library of Congress MLS FTG8 


Freiburger tagung fiir deutsche orgelkunst, 1933. 

Bericht tiber die zweite Freiburger tagung fiir deutsche 
orgelkunst vom 27. bis 30. juni 1938, he von Josef 
Muller-Blattau. Kassel, Barenreiter-veriag, 1939. 


an op Mus (tect. music) 16 pl (incl port, diagra) on 6 1 





1. Organ. 1. MOlier Blattaa, Joseph Maria 1806- ce 
ams 
Library of Congress MLS6O.F700 1988 
a Te8.8 

Freiburger urkundenbuch 

bearbeitet von a Friedrich Hefele. Freiburg um Breiagan, 

lag der Fr. Wag univermtitaboch - 
cho 1938- 
plates, facsima. § 254~* 
Lasued |0 parte 


1 Fretburg | B Hist —Sources. 1. Hefete, Friedrich, o¢ 


41-1asae 
Library of Congress DDOO1L FSTAS 
2 O48 
Freid, W K. 

America’s new islea. The nations bank of the United 
States, or, Agricultural land a proper basis for a national 
curreney and banking Ry WK. Freid. Pittsburgh, Pa 
1890. 


ep 2a 


1. Agricultural credit, 2 Currency question—U. 8 
*— Tew 

Library of Congress HOQOL UST 

(938d1, 
Cretan 
eee also 
Prevertia Fridanci. 

 8T 


Labrary of Congres 














Freidank, Kurt, 1598- 

Die verbiegung der konisch-zylindrischen fliichen, von 
Kurt Freidank. Giessen, Im selbstverlag des Mathematischen 
seminars, 1931 


mae i 





2. 1) p. diagre des seminars 
der Universitit Gleasen nm. bd, arm. bft.) 
loaug diss --Glessen 
Lebensiaaf 
1 Surfaces, Deformation of 
AC 33-1515 


Title from Princeton atv 
Library of Congres« (QAl G35 


bed 2 bt 19) 


Freidank, Otto. 

Variationsprobleme in der nichteuklidischen ebene, von 
Otto Freidank. Giessen, Im selbstverlag des Mathemati- 
schen seminars, 1929. 


(Mittetlungen 


i—_ a des Mathematischen seminars 
; ob 


art Universitit Glessen 





Inaug. diss —Glessen 


1. Cateulus of vartetions, 2 Geometry, Now Euclidean 


ac3-1513 
Title from Princeton talv 
Library of Congre (QALGSS bd. 2, br. 17) 

Freidenfelt, Magnus Fredrik Teodor 
eee 
Freidenfelt, Teodor, 1872- 
os 2a 

Labrery of Congress a 


Freidenfelt, Teodor :. ¢. Magnus Fredrik Teodor, 1872- 

Der anatomische bau der wurze! in seinem zusammen- 
hange mit dem wassergehalt des bodens. (Studien iiber 
die wurzeln krautiger pflanzen 1.) Von T. Freidenfelt. 
Mit 5 tafeln und 7 textfiguren. Stuttgart, E. Nagele, 
1904 


2p |. titi whe iilus, v pl 3. (Added t-p Bibliotheca bo- 
hfe. 61 


tans 

Pt. | appeared in Flora, bd. 91, 1902, under title: Studien Gber die wur- 

teln yam Cg t Uber die formbildung der wurzel vom biclogi- 
esichy 

“Angefubrte Titerstue” ry 

1. Roots ( Botany) — 


UDby-t14 
Anatomy 


Library of Congress QK0a4 Fae 


Posidentel, Teodor, 1872 

tiber die bed wz und die methoden einer 
mathematischen prifung von mittelwerten, unter besonderer 
beriicksichtigung der planktologie. Von Teodor Freidenfelt 





“(In Abderhalden, Emil, ed. Handbuch 
Berlin. 





der biologiachen y “yr 
25°". abt. 1x, Methoden 
forschung ‘der leistungen des tierischen organismus. t. 2 ;1. halfte, 
(1925) p. ,823,-852) 


“Angefihrte arbetten”. p. 852 
1. Plankton, 2 Errors, Theery of 





Pull name: Megnus Fredrik Teodor Preiienfett, 
AC 347TH 
Title from Ohte State Unt 
Cong’ (quaze.as 1920 abt. 9,t 2) 
2 (574072) 
Freidenfelt, Teodor, 1872- 
Morphol h he bemerkungen iiber Ergaai- 





lus sieboldii nordm., nebst vorliufigen mitteilungen liber die 
lebensgeschichte des tieres. von T. Freidenfelt Mit zwei 


CATALOG OF PRINTED CARDS 


Freidenfelt, Teodor, 1872- 

Temperatur- und gasgehaltsuntersuchungen im we Oren, 
mit vorlaufigen bemerkungen uber den zusammenhang zwischen 
sauerstoffgehalt und planktonverteilung, von T. Freidenfelt. 
Mit vier tafeln Lund, C. W. K. Gleerup; Leipzig, O. Har 
rassowitz 1912, 








(Luads universiiets Irestrift 


bandlings 
ut in Lond” 





of, bd 23. or 1 






Lake. 4. Physi- 
1 Title 


Magnus Fredrik Teodor Freidentelt, 
A 42-1723 


Temperature 2 Planktoo—s 
Sweden—Ores, Lake 4 Gases 


Pell mame 


1 Lakes 
cal geography 


‘Title from John Crerar 
Library of Congress 





Libr 068 
(ASML 8. f. ofd 2 bd. 8) 


Freidenfelt, Teodor... Magnus Fredrik Teodor, 1872 


U elersékningar over wisems tillvixt sacskilt i Uji 


maren, av TT. Preidenfelt (Untersuchungen tiber den 
zuwachs ces zanders, mit besomlerece bericksichtigung 
dex Ujalmaren-sees Stockholm, Bokforlags-a.-b. 
Tidens trvekeri, 1922 
' tabobes (part fool aer Sweden I anthewk<-ts 

relver Merkielonden © of 2S tm or 1 Ge 1922 

At head of tale: ” Underscknungar rorande Sv crimes Sinker er - fokae ook 
fishevatten Cty - vh e wher 

' ' Vike perch 

Lalrars pt of Narn ult « 5 

ray 
Freidenker. 


Milwaukee, Freidenker publishing co., 
° Sy") weekly. 


Editor Hetorich Hubo 
Absorbed Der Plonier in 18 


1. Hohn, Hetarich, ed. 
ca 8—B15 Vores'd 


Library of Congress APS. FST 


Potéestes cimanash und Amerikanischer turner-kalen 
er 
Milwaukee, Wis., 
» 184-200" 


Title varies: 18 Fresdenker-almanach 
Frevdenker-almanach und eon a on nyt turner-kalender 
Absorbed the Amerikamischer turner-kalender in i 
ihe published by the Freidenker scblishing co 


C. Dérflinger jete, 18 -19 


1. Almanacs, German—U. S. 


P 1— WBS 
Library of Congress AY73.MSFB 


ta2Se1) 


Freidhof, Rudolf. 

Russland und der funfjahresplan, von Rudolf Freidhof. 
3. auflage. Kassel, Volksbuchhandlung ,1931, 

cover-title, 15, (1, p 22. 


1. Russia—Economic policy—Five-year plan (1928-1982) 1. Title. 


ACR—115 


New York. Public library 
Coogress 


for Library e001, 


Freidin, V E. 
... Hostfmas opartuga Cesara m0 sompocy o Toprosmx. 
aowaxs. Jlonsags, weranawa 3 anpizs 1910 roga 5s lOpaan 














textfiguren. Lund, H. Ohissons buchdruckerei, 1910. yecroms o6mectst, cocroamess ops Yuusepcarers ce. Baage- 
12 » wee 2047. (Lunds universitets Araskrift. of, afd. 2, xipa. Kiess, Tan. o. 6 “H. A. BpyGseaceia « T. B. Ose- 
b4. 6 poss”, 1910. 
K Parana Allok | bandit ft, bd. 21, ar. 3. 
“Aus dem Soctegiachen fast fnotitet Ger Universitit Lund.” 9p. 2 
Bibliographical potes. 
1. |Ergasiios, 1. Title. 
(Pell name: Magnus Fredrik Teodor 1 Resta. 2. Corp \ow— Russie. . Romie. 
asi-T7a Pravitel'stvoftebchil senat. 
‘Title from John Crerar Libr, 068 a aaa te m Tithe. 
Library of Congress er nfa or e 
Library of Congress 3 


373 


Freie 


Freidmann, Isidor 
Aristoteles’ 
Itzkowski, 1898. 


PRiip & 
Inaug diss 
Vita 


Analytica bei den Syrern 


Berlin, H 


Erlanger 


Library of Congress 


(Freidson, Irving, 1907- comp. 
Motor roads in Africa (except Union of South Africa) 
Washington, U. 8. Govt. print. off., 1930, 
iv, 48 p. joc tables. 246°. 
commerce (lept. of commerce) 
At head of title: U. 8. Department of commerce. R. P Lamont, sec- 


retary. Bureau of foreign and domestic commerce. William L. Cooper, 
director 


“Comptied by Irving Freidson, Automobile division.”-—p. 1 


(U. 8. Burese of foreign and domestic 
Trade information boiletin, no. 733) 














1. Roads— Africa 1 Tithe 
3126181 
Library of Congress HF106.C285 no. 733 
— —— Copy 8. TENMS.FT 
13143, (382.061) 888.3006 
Freie, Alvin John, 1902- 
Sedimentation in the Anadarko b: by ALF Pre 
Norman, 1930. 
® p. incl tables, dingrs. (1 fold) Ol bome ole 
survey. Bulletin no. 48) 
lreted Junuary 1930 
Tihliographten! foot notes 
ievlogy - Okishomn, 2 Sedimentation and deposition 1 Tithe 
A. as rhe bosin Sedimentetion in the 
GSI 100 
Liteary, US Geotogtent Survey (244) 0K5b wo. 4s 
Library of Congress QEISI.A2 wo. 48 
od? 


Freie, Alvin John, 1902 
Sedimentation in the Anadarko basin, by Alvin John Freie 
,Norman. 1930, 

cover-title, 80 p iilus. (maps) fold. pl, diagrs. 2247 


Selections from thesis (ru o.)—University of lows, 1929 
“Printed as Oklaboma Geological survey. Bolletin number 46." 


1. Geology—Okiaboma. 2. Sedimentation and deposition 1. Title 
‘ko basin, Sedimentaticn im the 








31-31523 
of Congress QEIM ASFT 1929 
Univ. of Lowa Libr 
— Copy 2 2 557 66 


Freie berufe 
see 


Deutsche arbeitsfront. Zenfralbiiro. Fachamt Freie berufe. 


Lisrgary or Cononess Rererence 
Ur of deposit! Y eh uld hat refereaces be to Lidrary of 
Congram eeccndary extriee which do bot appear as headings is depoaltory caralogn 
xX 41-206 


ay 
Freie bihne fiir den entwickelungs- 
Kampf der zeit 
see 


Neuve rundschau. 








¢ Freie Donau; zeitschrift zur forderung des verkebrs, 
= handels, und der industrie auf oY an der Donau 
und den mit ihr amane nhangenden flissen und kana- 


len. 1L- 41. its _— 
Regensburg, Gebridder Habe r 
v — plates, ports, maps, neo a semimonthly 


p= -y des Ba: rischen kanalvereins.” 
Tale var ve -j 91k. Die ‘Genes: Donan; reitschrift cur forderung des 


9) Die Freie Donan . 
Sr i Heinrich Held. 
Danube River—Navigation 1. Held, Heinrich, 
verkeb: 
forderung des re. 5-200 
HE667 $.D3A3 


a 
2) 


Library of Congress 


Das freie Frankfurt. Eine didaskalia dem 18. october 
1830 geweiht. Von einem biirger aus sammtlichen v er- 
zehen quartieren Frankfurt am Main, Auf kosten des 
Philantropischen verein ;!) 1 


2p 2 


No 4 of a vol of pamphlets lettered Vermischte schriften 


t. Philantropischer verein, Frankfurt a M 


$-17490 
Library of Congress 


Das freie Frankfurt. Zweite didaskalia dem 18. octo- 
ber 1831 geweilit. Von einem Frankfurter biirger 
Frankfurt, Auf kosten des Philantropischen vereins, ge- 
druckt bei M. Kauer, 1831. 

6p 2D”. 

No. 5 of a vol. of pamphlets lettered: Vermischte schriften. 


1 Philantropischer verein, Frankfurt a M. 


$-17491 
Library of Congress 


Die Frete generation: dok te der i] h des 
anarchismus. bd. 1-2, bd. 3, hft. 1-2; juli 1906-sept. 1908, 
London. Veriagsgruppe “Die Freie generation” ,1906,; Ber- 
lin, M. Lehmann ,ete., 1906-08, 

3. 2-254" monthly 


Subtitle varies «lightly 
Vol. 2. no 6/8 (caption date Dec 1907)-Feb. :1908,) incorrectly dated 
Feb 1907 





0B cover 1 
Eéited by Pierre Ramos ones o Sates Gammmet 
Inclades section apa ee 
No more published 


1. Anarchiem and anarchists— Period 1 Grossmann, Rodolf, ed. 


83 90881 


Library of Congress 1X821.F 87 


Die Frete Hansestadt Bremen und ihre umgebun 

F . den teilnehmern an der 63. fs mee | 
deutscher naturforscher u 

met. vom Arztlichen vereine, mite 

vereine und der Geogra) geselischaft zu Bre- 

men. Mit 30 tafeln und planen, sowie Lape 14 abbildun- 

genimtexte. Bremen, Druck von C. Schiinemann, 1890. 

xii, 4323p froot, illus, plates, porta, plans 23°. 

Profece signed: Wilhelm Others Focke. 


1. Bromeo— Desor. 


Library of Congress DDe01. B74G3 


Freie hochschule fir geisteswissen- 
schaft am Goetheanum zu Dornach 
see 


Borneach. Goetheanum. 


LIBRARY OF CONGRESS 


Freie metzgermeister-innung ru Milhausen i. E. 
see 
Miithausen (Alsace) Corporation des bouchers. 


Lrmaset or Cononess Rerenence 
Same of Coney oe ry yt th fy FA - 
r1a-2e 


ay 


K. Freie okonomiscne geseilischaft, 
St. Petersburg 


see 


Vol'noe ékonomicheskoe obsichestvo, 
Leningrad. 


Freie piidagogische blitter; hrsg. von A. Chr. femme 
1 abrg.; 5. jan. 1867-28. dec. 1895. Wien, A 
Pichler's witwe & sohn, 1867-95. 

2 iflus aan weekly 


Current were issued as follows: with sa M 


came a section of the ical; with v. ge Lo 
sang (1869?-70) ; with ¥. 92-24, W durch die padagog- 
sche literatur (1875 ?-90 
Other supplements are also included. 
No more publ 
L. C set incomplete: v. 21 and 24 wanting. 


1 Education— Period. 2. Education—Austria 
stian, b. 1835, ed. 


Library of Congress Lu F? 


Freie Stadt Danzig 
see 


Danzig. 


Freie vereinigung fiir flottenvortrige. 

Handels- und machtpolitik; reden und aufsiitze im 
auftrage der ‘‘Freien vereinigung fiir flottenvortriige,”’ 
hreg. von Gustav Schmoller, Max Sering, Adolph Wagner 

Stuttgart, Cotta, 1900. 


2s. mm 
1. Commercial 2. Germ: -Navy 3. Germany—Economic 
policy, 4 Companion: International 1. Schmoller, Gustav Friedrich 
von, *\a38-1917, u. Sering, Max, 1857. ed. mi. Wagner, Adolf 
Heinrich Gonint 1835-1917, ed we. Title 
G-1815 


Library of Congress DD17.F75 


inh Rheinland 
im 
a Geli cte he 


titiger berufagenossen- 








Zur vierteljahrundertfeier der gewerblichen unfallversiche- 
rung. Threm hochverehrten begriinder, « dem prisidenten des 
oberre- 





- gierungsrat dr. Kaufmann die Freie vereinigung im Rhein- 
finde tatiger beru fxg ver ,Kéin, 
M. Du Mont, 19101, 

3p. 24". 


Insurance, Industrial—Germany. 
t Kaufmann, Paul, 1856- 





1 2 Insurance, Accideot—Ger- 
many wu. Title. 

16-46 
HD7102.G3F8 
(34d1, 


Library of Congress 
— —— Copy 2 


374 


Freie wege vergleichender erdkunde. Erich von Drygal- 
ski zum 60. geburtstage am 9. februar 1925 gewidmet 
von seinen schiilern. Miinchen und Berlin, R. Ol¢en- 
bourg, 1925. 
4a a front. (port.) illus. 8 pl, fold. tab, 3 fold. maps. 25™. 
Half- Festgabe fur Erich von Ishi 
“Schrutleitung L. Distel und E. Fels. 

“Die schriften Ene. von Drygalskis 1885-1924. Zusammengestellt von dr. 


1 es mag von, 1865- 2 —LCollections. 
Li 11. Fels, Edwin, 1888- mt. Tithe wes far 
Erich von 
12746 
Library of Congress GBS D7 = 
Copyright A—Foreign 2967 
2 


Freie welt; eine halbmonateschrift fir deuteche kultur ... 
1- jabrg.; 
Gablonz a. N., 1920- 





’ 2. 
‘Tithe varies 1920-Dee, 1923, eine 
fr deuteche kultur 
Jan. 124 Freie welt ... 
Editor &. V. Zenker. 
Covers have imprint: Reichenberg, Druck von gebriider Stiepel ges. 
m. db. b. 


Vietor, 1865- ed 


Leoker. tu Demokratie; eine balbmo 
natescbrift tar ace deuteche kultur. 


oa 28-1868 Uorev'd 


Library of Congress AP30. FOS 


a 


Freie welt ; illustrierte wochenschrift der USP. 1.- 
jabrg.; ,1., mai 1919- 
Berlin, 1919- 
+ Mas 36°. 
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Freie sionistische gruppe “Erez Israel”, Berlin. 
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Freies deutsches hochstift, frankfurt am Main 


Jahrbuch des Freien deut~«hen hochstifts.  1fez 
Frankfurt am Main Ir 
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Preceded by its Herichte i864 1001 
tolume includes a section entithd “Aus dem Gorthewuarum 
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Frankfurter arbeiterbudgets Haushaltangsrech- 
hungen eines arbeiters einer Konigl. staats-eisenbaho- 
werkstitte arbeiters einer chemisehen fabrik und 
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1919 Berlin Tlannever, T1919. 
ower-tith, 144 5 ‘ 
No more published 
1. Socialism Meru. 2 S 
mss 
Library of Coner HX? 
Freiesleben, Christoph 
see 


Phreisleben, Christoph, #1544 


Lomrany or Cononess Rerrrence 


sere of depository covalage & + note wont setorenren may be to Library of 
C agen secondary entries whic or a headiage te tepestiory college 





x e246 


Freiesleben, Gerhard, 1580 
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des musithalischen urheber und verlagsrechts, von dr. Gerhard 
Leiwprig. C Stegels musikahenhandlang 





1 Copreht Meee 2 Ceperight Germany 1. Tithe 
lees 
Lobrary et Congress MLTOFT73 
we 


Freiesleben, Johann Carl, 1774-1544. 

Beitriige zur geschichte, statistik und litteratur des 
Bichsischen erzbergbaues, mit besonderer berucksiciti- 
gung der gangformationen, von Johann Carl Freiesieben 
... Aus dessen nachlasse brag. von Carl Herrmann Mil- 
ler... Freiberg, J. G. Engelhardt, 1848, 
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Freiesleben, Johann Carl, 1774-1846. 
o. sachsischen erzgiinge in einer vorlaufigen aufstel- 
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Freiesleben, Johann Carl, 1774-1541. 

Die siichsischen erzgiinge in localer folge nach ihren 
formationen zusammengestellt, von Johann Carl Freies- 
leben ... Freiberg, J. G. Engelhardt, 1844-45. 
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Freight claim association. 

Constitution, rules and rulings of the Freight claim 
association, as amended at twenty-third annual session, 
May 13-15, 1914, effective in accordance with article vim 
and section 4, article 1x of the constitution ; also member- 
ship lists revised to July 18, 1914 ... ichmond, Va., 
Wm. Ellis Jones sons print, 1914. 
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Constitution, rules and rulings of the Freight claim 
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Constitution, rules and rulings of the Freight claim 
association, as amended at twenty-fifth annual session, 
May 17-19, 1916, effective in accordance with article vit 
and section 4, article 1x of the constitution; also member- 
ship lists revised to August Ist, 1916 Richmond, Va., 
Wm. Ellis Jones sons print; ‘1916. 
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Freight claim association. 

Constitution, rules and rulings of the Freight claim as- 
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25 p 
book im) 


2p 
course 


dingrs 21° (The Standard traffic munagemenut 


Collateral reading” at beginning of most of the chapters 


1. Freight end freichtage—Claims. 2. Transportation—U. 8 —Laws 
and regulations. 3. Interstate commerce. 4 U 8. Interstate commerce 
commisston 


3s S086 
Library of Congress HE2710.A25F73 1937 
—— Copy 2 
Copyright A 108611 3 656 
.. Freight claims and transportation law ... New York, 
Traffic publishing company, inc. “1940, 
2p, Bip. 2. (The Standard trafic management course 
Book rt) 


“Collateral reading” at heginning of meet of the chapters. 


1. Freight and freightage- laine, 2 Transportation--U. 5.-Laws 


and regulations 3. Interstate commerce, 4. US. Interstate commerce 
commission 
41 Lao08 
Library of Congress HE2ZTIOADFTS 1060 
(2) 658 
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Keeueil voor den civiel geneeskundigen dienst in Neder- 
landsch-Indié, samengesteld door C. J. de Freijtag ... herzien 
door W. J. A. van Waardenburg 2. verm.druk. Batavia, 
H. M. van Dorp & co., 1899. 
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Freile Gangotena, Enrique. 

Ultimos dias de una yo y primeros de una repé- 
blica (historia F que trata de le 
génesis y desarrollo de In coguada repablica espafiola) ... 
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Fusion mathematics: a correlation and unification of inter- 
mediate algebra and plane trigonometry, by Aaron Freilich . 
Henry H. Shanholt ... and, Joseph P. McCormack ... New 
York, Newark ,ete., Silver, Burdett and company “1934, 

vil, dy), 0 p Mes, diagrs 19”. 

“Helpful material for teachers”: p. 584. 
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Preview of mathematical analysis; equations, probability, 
calculus (by, Aaron Freilich ... Henry H. Shanholt ... and, 
Joseph P. McCormack ... New York, Boston ,etc., Silver Bur- 
dett company ,“1937, 
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Freilich, Aaron. 
Suggestive exercises in plane geometry, by Aaron Freilich 
New York, Brooklyn, Eastern publishing company ,*1928, 
vi, Op diagra 19”. 
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Ferdinand Freiligrath’s simmtliche werke. Vollstindige 
original-ausg. ... New-York, F. Gerhard, 1858-59. 
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Freitigrath, Ferdinand, 1810-1876. 
Ferdinand Freiligrath's Simmtliche werke. Wohifeile voll- 
staindige original-ausg. ... New York, F. Gerhard, 1861- 
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Freiligrath, Ferdinand, 1810-1876. 
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Freire de Andrade, Gomes, 1757-1817, 


Freire, Henrique Augusto da Cunha Seares 
aaa 


Cunha Soares Freire, Henrique Auguste da, 1%42- 


Cad 

Library of Congress 

Freire, Hugo Lecaros 
acer 
Lecaros Freire, Hugo. 
Lamaant ov Concanmes Rarmance 
Oungree soeeenry ar 2 topunr os wesSiags is depenttory catalags. 
x 42-104 
a 

Freire, Humberto. 


-. O carnaval de outubro; « revolugio nos estados. 1. mi- 
theiro. Rio de Janeiro, A. Coelho Branco f.°, 1933 


pik 1 


1. Brest!— Hist. Revolution, 1980 2. Brestl_Pol. & govt —1#89- 
1 Tithe. 


35-18720 
Library of Congress ross7 Fev 
a ea 
Freire, Joao de Noronha 
see 
Joao José de Santa Thereza, freire, 


b. 1658, 


Freire, Jodo Pale. 

Alcacer-Kivir! Apontamentos historicos sobre a scgho da 
He~panha antes do dominio dos Filippes Lisboa, Perceria 
A. M. Pereira, 1928. 

4h bp. tk 1. 


At head of title: Jefio Paulo Freire (Marte) 
No 1 of am Bistorice! trilegy of which so. 2 ts “Gerras 60 Hespanha™ 


Library of Congress 


Freire 
Fretre, Jofo Paulo. 
Alcantara, apontamentos pare uma monografis. Coum- 
bra, Impr. da Universidade, 1929 
wi, 273. ),p san pl 2 
At bead of tithe Jo&o Paclo Freire (Marto) 
1 Alcantare, Portugal 
‘33 ouD 
Library of Congress Dps0a ASFT 11a 
Freire, Jodo Paulo. 
Camillo Castello Branco. A campanha da lapide (com 
um inedito do mestre) Lisboa, M. dos Santos, 1917 

146 p11 fol. taceim. 19% 

At bead of title Jolo Paulo Freire (Marto) 

Eéigho de 306 exemplares (6 em papel coquilie) o° 6," 

1. *Custetlio Branco, Camilio 105-1880 2 So Miguel de Seide, 
Vortugn!, (nasn de Camille Costello Branco 1 Title A campenha 
da lapide 

32 25788 

Library of Congress PQee) (Sze 

— Cops 2 02s 
Freire, Jodo Paulo. 


Camillo Castello Branco e as quadrilhas nacionaes; cartas 
inéditas. (Com os tres mais feios retratos de Camillo) Lis- 
bos, Livraria universal de A. J. Tavares, 1917. 

56 p. fromt. (3 port.) 19”. 

At heed of tide pi Ste Paulo Freire (Marto) 

“Tirarem-ee @ a oe Oe er todes numerades ¢ rubri- 
=p ete SF... ¢ editor. Exemplar o* 


correspondencta aes. o ccten 00 an ante 
nista or. dr. Jullo Dias da Costa.”—p. (7) 


1 *Castello Branco, Camillo, 1825-1890 t Dias da Costa, Julio. 


34-4112 


Library of Congress PQeam came oA 


Freire, Joéo Paulo. 

Camillo Castello Branco ¢ Silva Pinto; Silva Pinto, as 
suas relagées com o mestre, s sua vida, a sua Os seus 
amores. Lisboa, Guimaries & c.*, 1918. 


Sp. 1. 
At bead of title: Jofio Paulo Freire (Mario) 


1 *Stive Pinto, Amtonio da, 1848-1911. 2 *Castello Branco, Camillo, 
1825-1880 1 Tithe 


Librery of Congress 


Freire, Jefo Paae. 
.. A casa de Camillo ... Porto, Companhia portugues edi- 
tora; ,ete., etc., 1921, 
Sp. 1) pleme 19°. 
At heed of tie Jcho Paste Freire (Marto) 


“onetstio Bronce, Camila, 15-100. 8 tovese « Menammn Jest 0 


Library of Congress POeRA BES On 
Freire, Jodo Paulo. 
_.. Curiomdades bibliogréficas. Lisboa, Guimartes & c.*, 1926. 
17, ®}p 1. 


£0 San8 of Ge 
Reprinted ia 


Jobe Pesio ry 4 (Marte) 
pert from ~ 


1. Tithe. 


Litrary of Congress arn res 








Freire 


Freire, Jodo Paulo, 
Ditosa patria! Ensaio historico. Lisboa, Sociedade 
typographica editors, 1917. 
np me 


At bead of title Jofo Paulo Freire (Mario) 
Poems 


1 Tite 
tenth 
Library of Congress Pyeos FT8D6 1 
Freire, Joao Paulo. 
© fim do mune ne anne 2000: A prophecia de s. Mala- 
chins - A sua realisacie atravez os tempos. —Os ultimos papas 
Braga. KR Guimartes & G. Correia, “Casa do globo”, 1927 
siv 15-173, 2p 1 
At hend of title ate § =, — (Mario) 
O Apeeuls pee de 1° 
1 Judgement do 2h 3 Seotecte 5 A ag oot, 10047-1148 
1 Bible NT Revelation Portuguese Portuguese. 


N T Revelation 1927 mm Tile 
33-23273 


Library of Congress BTSTS FT 238.9 
Freire, Joéo Paulo. 
Garras de Hespanha ; novos apontamentos historicos sobre 

« ado da Hespanha antes do dominio dos Filippes. Famali- 
céo, Tip. “Minerva”, de G. Pinto de Sousa & irmao, 1930. 

M6p.1) 1 

\t bead of tithe: Joe bs 1 Freire (Mario) 

No 2 of an bistorica! trilogy of which oo. | ls “Alcacer-Kivir” 


1 Vortugal Hist, Henry 1. 1578-1580. 2 xpein- Hist. Philip mn, 
ie 108 1 Title 





82-29678 
livrary of Congress Drew 
12) cr ) 
Freire, Jodo Paalo. 

Homens do meu tem) psychopatholog: 
Notas ineditas ¢ dados Canemapians .. Porte, Livraria 
Civilisagio ,19241- 

_- 


At bead of title: Joao Paulo Freire (Marte) 


1 Agtbors Portuguese 2. Portaguese literatare—20th cant — Bio 
ba) . Tithe. 
‘OB OSRB 

Ll @rery of Congress PQeuse rT ome 
Freire, Jodo Paulo. 

O jury. Conferencia. Lisboa, Centro tipografico colo 
nial, 1928. 
9p me. 
At head of title Joo Pevlo Freire (Marto) 
“WO euemplares fore Go mercado pare ofertas. Exemplar o* 19" 


1. Jeary. 2 Jory—Portagal. 
Library of Congress a 


Pretre, Joho Pate. 

SSeS Se in 608 6 Carlos; recortes ¢ 
2. ed. (correcta esugm.) Porto, 
Siosarte « unpume GietlinasSs A. Frags Lamares & «.*, | da, 
1925. 





Wp l, di Bp. 11 tad fete. 19° 
Marte) 
rte 
Branco. fet paste 6 vende ¢ 30 Ge juibe ,1936,"—p. 


ium om eS 2 Cortes 1 king of Portegs!. 1803-1988. 
s \ 


Lavery of (cagres DeeerT 198 ose 


LIBRARY OF CONGRESS 


Freire, Jodo Paulo. 

Léas ¢ cirios no conselho de Mafra; o cirio de todos os 
santos ¢ o cirio da Senhora de Nazareth. Porto, Companhia 
portuguesa editora, |*, 1926. 

“Dp mounted tics 
fA bead of title: Joico Paulo Freire (Marto) 


edicho tirarem se 100 anet em papel plume vumerad = 
© rubricados pelo autor Exemplar 


1. Mafra, Portugal-Festivals, ete 2 Candles and lights 3. Mery 

Virgin, ¢@ Hymos, Portuguese 5. Processions, Ecclesiastical 1 Tivte 
Slee 

Librery of Congress BT MSFT 2173 

Freire, Jodo Paulo. 
Mafra, historia, bibliographia ¢ notes. Lisboa, Edighe 

de Renascenca grafica 1923-25, 
Sp. |, te-eentv, 35-280 p. plates 2252 17° 
At bead of title: Jofio Peale Freire (Marie) 


1 Mafra, Portaga}—Bibt 


Library of Congress z77% Mare 
Freire, Jodo Paulo. 

O padre Joéio Lucio, psycologia de duas almas. Porto, 
Livraria ¢ imprensa Civilizagéo, A. Frage Lamares & c.*, da, 
1926. 

imp 1. 
At beed of title: Jofo Paulo Freire (Mario) 


1 Title 


33-14801 


Library of Congress PQoM FT3P3 so 3 


Freire, Jodo Paulo. 
Os paroches de Mafra ce 1770 « 1925 
tipografico colonial, 1925 


Lisboa, Centro 


Bp 
\t head of tithe Jodo Paulo Freire (Marto) 
0 exemplare. numerados ¢ 

po? ist” Signed J. Freire 


pelo auctor Hsemplar 


1 Clergy Vortugal Mefre. 1. Tithe 
32 25200 


Library of Congress BX 1667. MBPT 922 2469 


Freire, Joéo Paulo. 
Poetas portuenses; antologia e notas. 
Porta, Companhia portuguesa editora, I* (19241- 
. oo 
At head of title Jodo Paulo Freire (Mario) 


1. Po tong AL poctry (Collections) 2 Portuguese poetry—Bio-bibl. 
3. Pc rtuguese literature—Oporto. 


2-194613 
Library of Congress PQOISLF7 
7) 
Fretre, Joico Paulo. 
... Por terras do norte ... ... aspectos ¢ impressdes. Lisboa, 
Centro tipografico colonial , 1926, 


175 p tinct. plates 21” 
At bead of title: Joc Pealo Freire (Mario) 


CosTaste —Porto —Poves do Varsim —Ville do Conde. — Vissila. — 
Vendome — Penafe! —Roris Amarante — Villa Res! —Chaves. 


1. Portage!—-Desrr & trev 4. Tithe. 


Labrery of Congress 


Freire, Jobo Paulo. 

... Por terras do norte e do sul; aguas passadas ... Porto, 
Casa editora de A. Figueirinhas, |“, 1928. 

mp w= 

At bead of title: Jofio Paulo Freire (Mario) 


ConteTe—© signeve o@ 3008 ¢ 2808-08.- —© Porto ¢ as suas 
urgentes necessidades Por Tras-os as festas da “Semana 
Chaves” em 1925.— Por terres alemte; 


ef 


elemiejsces s feire trance do Bx! 


em 1925 -Evore  Santarem — Leiria —-Lisbos d'outros tempos. —O sitio 
Talcantare. 
1. Portagal—Deecr. @ trav 2 Tithe. 
34610 
Library of Congress DPS26.FT2 ve 


Freire, Jodo Paulo. 
A questao Leonardo Coimbra; uma pendencis religiosa: 
a liberdade de ensino em 1923; tentative falhada; interessan- 
tissimos depoimentos do ministro, de Raul Brandéo, Teixeira 
de Pascoaes :peeud., e Guerra Junqueiro. Com oito perfis de 
Armando Boaventurs. Porto, A. Fraga Lamares & ca., ida., 
1927 
i ius. ( 2 
t head of tite: Toko Paulo Freire (Mario) 
Sten im part from various periodicals. 
Advertising matter: p oe 
1 Retigious education Portugal 2 Teaching, Freedom 


. of—Portu- 
gal 1. Coimbra, Leonardo. u. Brand&o, Ravl, 1872-1901. wi Pereira 
Teiscire de Vasconcetios, Joaquim, 187) tv. Guerra Jam 
Queiro, Abiiio Manuel 1850-1923. v. Title. 

3S ee 
Library of Congress LO#0 PTFT 
2 ST7 100480 


Freire, Jodo Paulo. 

Terra lusa, impressdes de viagem: Minho e Douro de 
relance. Camillo Castello Branco em Vandoma (informacgées 
ineditas) Braga, R. Guimaraes & c.*, 1917. 

147, 1) D plates. 209. 

At head of title: Joo vate Freire (Marto) 

“Todas estas chronices Impresetes de viegem, foram 
or 


publicadas no 
diario cathotico a Ordem.  ~ > Lisbon em agosto, setembro e outubro de 
1916."—p. 


. Youtome. Portugs!. 2 *Castelio Branco, Camillo, 1825-1800. 
a ithe 


Library of Congress DP V3FT (i4qn) we 


Freire, José Joacuim Silva da 
Bee 


Silva Freire, José Joaqui@ da. 


Preire, Laudelino de Oliveira, 1873- 


Classicos brasileiros. Breves notas para a historia da 
literatura philologica nacional por Laudelino Freire ... 
Rio de Janeiro, 1923- 


¥. ports, 26" 


1. Brazilian literature—Hist. & crit. 2 Authors, Brazilian 


26-1976 


Library of Congress PQ9SI1 F7 


Freire, Laudelino de Oliveira, 1873- 

.. Estudos de linguagem. Rio de Janeiro, Cis. Brasil edi- 
tors ,1937, 

18p.1k 2. 

At bead of title Lavdeline Freire 


1. Portuguese laaguage—!dioms, corrections, errors. . Tithe 


are 
Library of Congress 




















Freire, Laudelino de Oliveira, 1873-1934. 

Grande e novissimo dicionéro da lingua portuguesa, organ- 
izado por Laudelino Freire, com s técnica do pro- 
fessor J. L. de Campos Rio de Janeiro, A Noite, s a 
,1939- 

= 
Paged cootiovously 


1. Portuguese |aoguage— Dictionaries 


1 Campos, J L. de 
Title 


42-18181 


Library of Congress Pcss77 FT 


2, wos 


Freire, Laudelino de Oliveira, 1873- 

... Livros de Camillo: lexicographia, syntaxe, estilo; subsi- 
dios pare o Diccionario da Academia (Rio de Janeiro, 
“Revista de lingua portugueza”, 1927- 

i 
At heed of title: Laudetine Fretre 


1. *Castello Branco, Camillo, 1825-1890. t Title 


Library of Congress PQe2s C3Z613 
2a. 60 061 


Freire, Laudelino de Oliveira, 1873- ed. 

... Pequena edigao dos Sonetos brasileiros ; 105 sonetos, 
= retratos. Rio-de-Janeiro, F. Briguiet & c* (pref. 
1914, 

222 p.. 1 L. incl. front. illus. (ports.) 17°. 

At head of title: Laudelino Freire 

Printed in France. 

ered on back of cover: Sonetos brasileiros, pequena edigio. 

“Editores da collectanea de Sonetos brasileiros, organizada pelo Sar. 

monos de ... della extrahir a presente edicao.”— - r 


1. Sonnets, Brazilian. 2 Brazhan poetry (Selections: Extracts, ete) 
3. Poets, Brazilian. 1. Title: Sonetos brasile:ros. 


20-20131 


Library of Congress PQ96S1.F7 


2) 


Freire, Laudelino de Oliveira, 1873- 

... Regras priticas para bem escrever. 3. ed., com acrescenta- 
mentos ¢ cuidadosamente rev. 15.° milheiro. Rio de Janeiro 
;Sociedade anonyma a Noite, 1937. 


Wp.rl 

At bead of title: Laudelino Freire. 
On cover: 2* 10° milbeiro. 
Bibliography : p. 9-10. 


1 Portuguese language Grammar—1570- 1. Title 
38-1280 
Library of Congress PC3OCT. F68 1987 
2, 8 


Freire, Laudelino de Oliveira, 1873- 

... Regras priticas para bem escrever. 4. ed., 20.° milheiro. 
Rio de Janeiro, Editéra s. a. a Noite 19399, 

7p.1k aw 

At bead of title Lavdelino Freire 

Bibliography p &10. 


1. Portuguese language—Gremmar—1870- t Tite 
17887 
Library of Congres pcsosT.res 1089 
——- 7 es 
Freire, Laudeline de Oliveira, 1873— 
© particulares. Rio de J Empress editors A B C limi- 
tada, 1937. 
Sp.l, 8-1 p. 2. 
At bead of title Laudelino Freire. 
language—Syatax. 
1. Portuguese . Tithe rns 
Library of Congress PCS201. Fes 
12) (00 52 


CATALOG OF PRINTED CARDS 


Freire, Laudelino de Oliveira, 1873-1944, ed. 

Sonetos brasileiros, seculo xvm-xx; collectanesa organisada 
por Laudelino Freire. Rio de Janeiro, F. Briguiet & c* 
19161, 

vill, 514. 11 incl. front, \lua (ports) 2” 

Prioted io France. 

On cover 500 sonetos, 481 retratas. 

“Cootem ... uma, noticia biograpbica de cada autor.”—p vill. 

“Primeira edicto ” 

On spine Edicfo completa. 


1. Sonnets, Prasilian. 2. Brazilian poetry (Selections: Extracts, etc.) 
3 Poets, Brazilian. 1 Tithe. 


ei 


Library of Congress PQess1 FT2 


(2, 


Freire, Luiz Jose Junqueira 
see 


Junqueira freire, Luiz José, 1832-1855, 


Freire, Manuel 
see 


Freyre, Emanoel, b. 1679. 


Freire, Manuel da Rocha 


Rocha Freire, Manuel da, [> ¢/ n/ 


Library of Congress 2) 


Freire, Manuel Gomes 
see 


Agostinho de Sante Maria, frei, 
1642-1728, 


quatro estudantes de Evore em 1580 Lisboa, Typ. de @ 

Martins, 1880. 

Es ‘feb composta see vitimes suncs Go srculo xvi por 
Manvel do Valle ae Berthelomen Vereila. Maneei Lats Freire ¢ 
Late Mendre de Vasrenesiles, cencerresdo porém este sitimo com em 
Sete 
rNeticia® (9 (7lir-&) geet: Prenctare Sears Teams 10 @o 
1. Camées. Lats 60, 1836 )-1880—Parcdien, trevestien. etc 1. Vatle 


Freire 
Freire, Moniz 
see 


Moniz Freire. 


Freire, Olavo 
see 


Freire da Silva, Clavo, 186. - 


Freire, Oscar, 1583-1923 
Exames e pareceres medico-legaes, prefacio do dr. Fla- 
minio Favero S. Paulo- Brasil, Saraiva & c., 1926 
= 
lociudes bibliographies 


4p. 1.37 p.11 


1 Medical jurisprudeoce—Brasi! 1. Tithe 
Fl name: Oocar Freire de Carvalho, 
41-4015 
Library of Congress RA1022 RIFT 
2 wos8 


Freire, Pascnoal José de Mello 
see 


Mello Freire, Paschoal José, 1758-1796. 


Freire, Pedro wartinez 
see 


Martinez Freire, Pedro. 


Freire, Ramon 
eee 


Freire y Serrano, Ramon, euprese 
director of Chile, 1787-1851. 








(Campeamer Freire, Ramén de 


Library of Congress 


(Preire, Theotonio, 
A ilbs selvagem (romance) 
tors neciona! , 1932, 

2p. 1 

Author's peead., The'o-filho, at bead of title. 


Séo Paulo, Companhia edi- 


L Tithe. 


st-22721 


Library of Congress PQeteT PRTIS 


Freire, Victor da Silva 
see 


Silwa Freire, Victor da. 


Freire da Silva, Augusto, }. 1836. 

© ecauteledor dos bens de defuntos e 

evento, composto por Augusto Freire da Silva .. 
Seid] & «*, 1868. 


vip. 11, darsiv, 4p forme 22”. 


“sive. Part, ©. 


7) Se 
Library of Congress 2 
Pretre da Silva, Olave, 1560- 

Chérographis do de aceérdo com o (Grande atlas 
geographico do Brasil, do mesmo suctor 8. Paulo, Cia 
grephico-editora Monteiro , 1925. 

Op mr. 
At head of title Olave Freire. 
1 Bree 12 Brec—Desew 6 trev ttm. 
wT 
Liwary of Congrem vise 


Freire de Andrade, Alfredo Augusto. 

rt peme au ministre des colonics, a propos da 
livre Portuguese slavery dn missionnaire John Harris, 
par le direeteur général des colonies A. Freire de An- 
drade. Traduction im) 


um prunée le 2% janvier 
1913. Lisbonne, Imprimerie nationale, 1914. 


6p 2m 


23S 


a5 Stovery Be Atria, Po 


| Harris, Joho 
Alnca, nS Wen 


Library of Congress 
—-——~- Copy? 


LIBRARY OF CONGRESS 


Freire de Andrade, Cartes. 
, Satan quate Ce prerinaio do Miegratto gee Cates 
Freire de Andrade... Lisboa, Imprenss nacional, 1929. 


222 p. 3! Mos, plates, fold. maps 2". 
At bead of title: portaguesa Ministério das colénias 
“Bibliografia” pelo ast 


1 Geology —Motambique—Surveys. 1. Portugal Ministério das 
olnias, a Title 
ae 
Library of Congress Quest. 
a 664TO 


Freire de Andrade, Carles, 

... Os vales sub di das Ber- 
lenges ¢ da Estremadura, por ty Freire de y-~¥ 
Lisboa, Casa portuguesa, 1937. 

235 p. illus, plates, rmx maps (part fold.) 38”. 





m.. Rand of Cite Direecio geral de minas ¢ servicos geolégicos. Ser- 


—- ™ (io aan eens by guard sheet with outline drawing. 
Bibilographical foot 


1. Geology yo 


2. Valleys 3 Ocean 4. Geology, 
Structural t. Port reccho geral de minas ¢ servicos geologi- 
cos, m1. Title, ot. Tithe a Ber Estremadura. 
4i— 2886 
Library of Congress QE FT 
ale?) 5 


Freire de Andrade, Francisco 
Xavier, pseud. 


see 


Monteiro, Manuel, 1667-1758. 


Freire de Andrade, Jacinto, 1597-1657. 
The life of Dom John de Castro, the foarth vice- 
f by Jacinto Freire 
i by Sir Peter 
London, H. 


Freire de Andrade, Jacinto, 1597-1657. 

Vida de d. Ioam de Castro, quarto tapered ate, Eecrita 
por Iscinto Freyre de Andrade . Em Lisbos. Ne Officina 
de Ioam da Costa, A custa de Antonio Leite mercador de 
liuros na rua Nous .0c.Lxx1. Com todas as licencas necessariéa. 

5p.1,880p. 1illus, port 2”. 


: @ unsigned leaves, A-2*, Aa-Hh*, Ii*. 
tp. engraved. 


1, Castro, JoBo de, 1500-1548. 2 India—Hist —Suropean settlements, 
1500-1765. 


idl, = =§«—«s« (SR. 2ST) OaReeD 


Library of Congress 


Freire de Andrade, Jacinto, 1597-1657. 

Vide do Buse Bete &> Casts, ane masts vise-cry oo iniie, i 
escrita por Jacinto -@ ra ter- 
ceira ves impressa. Frezre de Andada 108 

4p. 1, @0p. lille Bim. 

Lastsse, teal geoces 


ehh SE Ito oo 1800-100. 2 Indio—Hist— European cettioncnta, 
ed 


Ubrary of Congress DS@8S.C3¥7 178 


Freire de Andrade, Jacinto, 1597-1657. 
Vida de D. Joéo de Castro, quarto viso-rei da India, 
escrita por Jacinto Freire de ‘Andrade. Nova ed. emen- 


dada, ¢ acrescentada, com a vida do autor. Paris, T. 
Fonte, filho, 1818. 


2p. 1. dip-nil, 477». front (port) 18”. 


jako 1 1 2 — 
0b. Er ? de, 1900-158. Indsa— Hist — European settiementa, 


16-1329 


Library of Congress DS@BS.C3F7 1818 


Freire de Andrade, Jacinto, 1597-1657. 

Vida de d. Jodo de Castro, quarto viso-rey da India, escripta 
por Jacinto Freire de Andrade. impressa conforme « primeira 
edicho de 1651. Ajuntio-se algumas breves notas auctorizadas 
com documentos originaes ¢ ineditos por d. fr. Francisco de 
S. Luiz Ornada com estampas, ¢ hum mapa da India 
Pariz, J. P. Aillaud, 1848. 


4p. 1, 375 p. froot. (port.) pl. fold. map 18y* 
1. Castro, Jole de, 1500-1548. 2 India— Hist.— settiementa, 
1500-1765, 1. Saraiva, Frepciaco de So Luts, cardinal, 1766-1845. 


BATT 


Library of Congress DS4085.COFT 1846 


(028.2567) 923.5400 
Freire de Carvalho, Antonio da 
Visitacao 
see 


vies tagéo Freire de Carvalho, Antonio 
a. 


Freire de Carvaiho, ee 1779. — 


Lighes el . offerecides » 
mocidade de ambos os , oa que “ye idioma 





ot ee Por Francisco Freire de Carvalho Rio de de Jensire, 
1834. 
stip, 11, 23 p 14g 
1 Oratory 1 Tithe. 
SM eTh2 
Library of Congress PNGNIS.FT 184 mas 


Freire de Carvatho, Franciseo, 1779-184 


Ligées el de el nacional, pera uso da 
moridade de ambox os hemispherios, que falle o idioma portu- 
quez. agora mais correctas e accrescentadas nesta quart edicéo, 





Sp 14" 
1. Oratory 1 Tithe. 

nos 
Library of Congress PNGLICFT 190 oes 


Freire de Carvalho, Francleco, 1770-1854. 


164 p. 21, B10 p, 21. 10". 


1. Postry. 2 Portuguese poetry. 8. Critictem. 


Library of Congress PQeosi.rT 1860 ml 














mop 


pte 


Sr te. 








Freire de Carvalho, Francisco, 1779-1854 

Licées elementares de poetica nacional, seguidas de um breve 
ensaio sobre a critica litteraria para uso da mocidade de am- 
bos os hemispherios, que fala o idioma portuguez; servindo de 
continuagéo a's Licoes elementares de eloquencia nacional. 2. 
ed., mais cor. e accrescentada, do que a anterior, por Francisco 
Freire de Carvalho Lisboa, Typographia rollandiana, 
1851. 


175, a) Dp, 1, Bll p 16y~. 


1. Poetry. 2. Portuguese poetry. 3. ('riticiem L Title 
+ SST 


Library of Congress PQSSLFT 1851 sy) 


Freire de Carvalho, Francisco, 1779-1854 

Memoria que tem por objecto revindicar para a nagio por 
tugueza a gloria da invenciéo das machinas serostaticas. Por 
Francisco Freire de Carvalho ... socio da Academia real das 
sciencias Lisbon, Na typogratia da mesma Academia, 1843. 

IptB@p x 

“Lida a seanio Hitteraria da Academia real das eciencias de Lisboa de 
“¢ mato de 
Ex Nbrie Gaston Tissandier 


1 Guano, Rartholomeu Louwrenco de, 1685-1724 2 Flying machines 


= 


Library of Congress TL40.O8FT 


4th A Bi) 


Freire de Carvalho, Francisco, 1779-1854. 

Primeiro ensaio sobre historia litteraria de Portugal, lesde 
& sua mais remota origem até o presente tempo, seguido de 
differentes opusculos, que servem para sua maior illustracéo, e 


offerecido aos amadores da litteratura port em todas as 
nagdes, por Francisco Freire de Carvalho Lisboa, Typo- 
graphia rollandiana, 1845. 

op we 

1 Portuguese Wterstare—Hist. & crit 1 Title. 

‘3 18388 
Library of Congress PQoo1LrT 
~~ Copy 2 nee OW 


Freire de Carvalho, Joao de Mattos 
see 


Mattos Freire de Carvalho, Jo&o de. 


Freire de Carvalho, José Liberato, 1772-1855. 

Ensaio politico sobre as causas que preparario « usurpacio 
do infante d. Miguel no anno de 1828, e com ella « quéde da 
carta constitucional do anno 1826. Por José Liberato Freire 
de Carvalho. 2. ed. Lisboa, Imprensa nevesiana, 1842. 

vi 1-p 2 


1. Portugsl—Pol. & govt —1896-1853. 2 Miguel 1 king of Portugal, 
1802-1868. 


37-22408 
DPOSFT 142 
2 ome 


Library of Congress 


Freire de Carvalho, José Liberato, 1772-1855. 
Memorias com o titulo de Annaes, para a historia do tempo 
durou « usurpacio de d. Miguel, por José Liberato Freire 
Carvalho Lisboa, Imprensa nevesiana, 1841-43. 
+ hy. 


OCowrarre.—1. 1828;—11. 1829 © 1880.—101. 1881 ¢ 1882.—1v. 1888 «@ 


1. Portugal—Hist —Migvel 1, 1828-1834 1 Title. 
8787677 
Library of Congress DPess F78 


2 owe 


CATALOG OF PRINTED CARDS 


Freire de Carvalho, José Liberato, 1772-1855. 
Memorias da vida de José Liberato Freire de Carvalho. 
Anno 1854... Lisboa, Typ. de J. B. Morando, 1855. 


4p. L, 428 p, 11 front. (port) 21> 


1. Portugal—Pol. & govt.—178-1900. 


Library of Congress DP202. FTAS 923 2460 


Freire de Figueiredo, Albino de 
Abranches 


see 


Abranches Freire de Figueiredo, Albino 
de. 


Freire de Figueiredo Abreu Castello Branco, Alipio, b 

1803. 

Repertorio ou Indice geral alphabetico ¢ remissivo de 
toda a legislagio portugueza constitucional, desde o 
estabelecimento do governo na ilha Terceira em 1829 até 
;dezembro de 1847, inclusive, ordenado pelo advogado 
Alipio Freire de Figueiredo Abreu Castello Branco. 
Lishoa, Typ. de J. R. de Figueiredo, 1 





aie oa imprint vary 

‘Vol. 2): “Ordenado los dois irmios advogados Alipio Freire de 
Fiowsivers Abreu Costello;!; Branco ¢ Albino Abranches Freire de 
Figue’ 

1 ro cmael Laws, statutes, etc. u. Abranches Freire de Figueiredo, 
Albino de, jomt author ut. Tit! 


17-17274 
Library of Congress 


“~ de Macedo, Joaquim, 1810-1874. 
de 





colligido e coor- 
Pm para uso dos slumnos de instruccéio secundaria por 
Joaquim Freire de Macedo ... 2. ed. mais cor. Lisboa, Typ 
da Sociedade typographica franco-portugueza, 1865. 

wp w=. 


1. Portuguese language —Grammar— 1800-1870. 


Library of Congress PCsosT.F7 1865 m5 


Freire de Macedo, Joaquim, 1810-1874. 

Traité de correspondance commerciale; ou, Modéles de 
lettres sur différents sujets de commerce, par mm. Joaquim 
Freire de Macedo et Adolphe Daux. Paris, V* J.-P. Aillaud, 
Guillard et c'*, 1868. 

2p i, Sip 6 

Added t-p.: Arte de correspondencia commercial; ou, Modelos de 
cartas sobre gy cermeneed aAssumptos commerciacs. 

French and Portuguese on opposite pages. 

1 Commercial correspondence. Portuguese Commercial corre- 
spondence, French t Dauz, André Aine pS. suthor wu. Title. 
mt. Title: Arte de correspondencia 


37-1428 
Library of Congress HIPS728 PSFTS 
3 175 
Freire de Macedo, José Castro 


“ee 
Castro Freire de Macedo, José, 1814-1965. 


Linaaky or Conoaass Ravunaxce 
cog ST Se a a ee Rin SMart 


> 


Freire 


(Freire de Monterroyo Mascarenhas, José, 1670-1760. 

Noticia abreviada da doenca, morte, ¢ enterro de nosso san 
tissimo padre o papa Benedicto xiv. de glorioza recordacam, 
com hum cathalogo de todos 03 emminentissimos cardiaes, que 
&0 prezente ha na santa igreja de Koma. Escripta por J. F. 
M. M. Lisboa, Na Officina de P. Ferreira, impressor da raynha 
Nossa Senhora, m.poc.cvim. 

Bp = 


1. Benedictus xrv, pope, 1675-1758. t Title. 


Library of Congress BX13%.F7 


a v2.2 


(Freire de Menterseye Masmconhes, José, 1670-1700. 





Typ , ou jue no re- 
ligioso ‘convento das pode bn da cidade de Castello em 
Italia fez o amor divino estampando no corac,am da veneravel 


madre Veronica Giuliani os caracteres mais expressivos de sua 
virtude. Deserita por J. FM. M. Lisboa occidenta!, Na Of- 
cina de P. Ferreyra, w.occsax 


&p ae 
1. Veronica Giuliani, Saint, 1660-1727. 2. Stigmatization 1. Title. 
‘38-18427 
Library of Congress BX4700 V45F7 
922.245 
Freire de Oliveira, Eduardo. 

Elementos para a historia do municipio de Lisboa; por 
Eduardo Freire de Oliveira 1." pte. Publicagao man 
dado fazer a expensas da Camara municipal de Lisboa, 
para commemorar o centenario do marquez de Pombal em 


8 de maio de 1882. Lisboa, Typ. universal, 1882 
. 
Covers dated 1885- 


1. Lishon— Pol. & govt 
cipal 


2 Lishon— Hest t. Lisbon Camara muni 
ca 10-5003 Unres d 


JS6362 AISP8 
sl4bl 


Library of Congress 


Freire de Serpa Pimentel, José, visconde de Gowveia, 1814- 
1870. 


Cancioneiro, por J. F. de Serpa Pimentel. Parte primeirs. 
Sol&os Coimbra, Impr. de E. Troviio, 1849. 


tii p. 11, 106, 2p, 1 16y*. (Molf-titte: Obras... 1) 
With Barata, A. F. Cancloneiro portugues. Coimbra, 1866. 


1 Tithe. m. Title: Soldos. 
38-17006 


Library of Congress PQd26) B26C3 see) 


Freire de Serpa Pimentel, José, visconde de Gouveia, 1814- 


1870. 
D. Sisnando, conde de Coumbra. Drama, em tres actos, 
e em verso. ,Commbra, Imprensa da Universidade, 1838, 


aap. 41, 5-123 p. 16 (Theatro de José Freire de Serpe Pimen- 
tel *) 


1 Title 
83-1575 


Library of Congress PQe28! FTMDS sy 2 


Freire de Serpa Pimentel, Joné, visconde de Gowveia, 1814 
1870. 


O Douro, poesia do visconde de Gouvéa ; com uma carta pre 
ambular ¢ annotagies a0 texto por Alberto Pimentel. Porto, 
Magalhies & Moniz, 1906. 


sxvill, Wp a 


1 *Pimestel, Alberto, 18460- nm. Title. 


Library of Congress PQess! FTMDT 








Freire 


Freire Egas Moniz, Antonio Caetano de Abreu 
ace 


Moniz, Egas, 157 4- 


Lianaany or Cowoness Rereaence 
pa} SE — Ny yy th ~ Tendings ts depository 


2 pentiory cotalage 


x 42-184 


Freire Pinto, Pedro Ortando 


Oriando, Pedro. 


Linnast or Cononess Rerenence 
Cangrane secsetnry eatttas which to not tppeat sa benaings is dapenttory eotalage. 
X 41-8345 


ay 


Freire Serréo, Jeronymo, d. 1651. 
Disevrso politico. Da Li peree- 
guicad, & zelo da verdade. F grenenw Mepeg ny I mn 

Eras poryun De antigo ata rio, & da minicom 

lembranca, que delle teue, na juste restituicad del rey Nosso 

py ghey *D Deosjode, libertaden de 

pio, sempre augusto monarcha da Lusitania .. 





licenciado Hieronymo Freire Sarraé Em Lisbos. Por load 
i impressor. Na Officina de Lourengo de Anueres. 
Anno 1647. 
Spl, G41 (4 « 8) p. Wy. 
(Continued of next card) 
38-19711 
a 
Freire Serréo, Jeronymo, d. 1651. Disevrso politico ... 
1647. (Card 2) 
Signatures f°, A-Z*, Aa-Rr* 
Error to tion 1 pn 
Head and tal! pieces: initial letters. 


Bound in half calf, by Losort. gotd tooled 


1. Truth. 2. Political ethics. 3. Political science. 


4. Jo&o rv, king of 
Portugal, 1604-1654. 5. 


. king of Portugal, 1554-1578. 
319711 
Library of Congress sIc1eoFT 


ea) 3201 


Freireiss, Georg Wilhela 
see 


Freyreiss, Georg 4%. 


Pretr’s colonial & foreign ; @ monthly journal 

eh — ft 1. ane v. 1- « 
Jan. 1896- 

London (F. W. Freir & oo., ete, 1896- 

* a. 


Tithe varies 
| cotzmed 0s 


ob Rai & ante 2 Colcnisstion—Pertod 3 Or Brit— 


a ca S218 Unrev'éd 


LIBRARY OF CONGRESS 


M s Don J 787. 
jomart 1787-1887. Ein beitrag geechichte 
dieser td von Freissuff. = 


1 Moaart, Jobann Chrysostom Wolfgang Amadeus 1] Don Giovenal 
o 9617 
Library of Congress M410. Mors 
8715, 


Freiaberg, Hetarich. 


von Heinrich Freisberg. wren oa 
Tp 1. 


' 





1. Schopenhaver, Arthar, 1788-1880. 


Library of Congress 


: Dolby's British theatre. 
(Continued on next card) wn 


1825. (Card 2) 


Logan. cf. Cumberiand’s British 
also Genest, +. 0, p 283-285, for an an account of 
versions 


Without the masic (by Weber, adapted by Wm. Hawes) 





oe a. Kind, Friedrich, 1768-1848. mm. Weber, Kari 

Maca rs LAI von, 1788-1828. cy. Hawes, William, 
7-05 

Library of Congress PRI2600.D6 vol.4.205 


a (eznesz2) 7823 


Der freischutz: or, The seventh bullet. An opera, in 
three acts, by Carl Maria von Weber. Printed from the 
actin Copy, with remarks biographical and critical, oy 
D. ... As performed at the Theatres Royal .. 
don, J. Cumberland m. d. 

7, ch, b41 p. 


F Leo Ww 


21-14402 





Preise, F. 
Vorkommen und verbrei' der steinkoble. Von d’. 
ing. F. Freise ... Statigart, Fi Enke, 1908. 


vip itu By 
“Literatur”: p. onvi. 








1. Coal. 
Gsil-o 
Library, U. 8S. Geol ourvey 61 FS 
Freiee, Friedrich W 
Be h a bei der kerrohrpfl ng und rob 
in Mittelbrasil 
Landw. jahrb. bd 71, p 333-243. Bertin, 1998. 
1. Agricultere—Brestl 2 Sugarcane 
Ag WO AS 
(S87.LaT ba Ti) 
Library, U. 8. Dept. of Agricuitere 18148 b4.T1 
t a 
Preise, Kurt, 1884- 


Pieter Lastman, sein leben und seine kunst ; ein beitrag 
zur geschichte der holland. malerei im xvu. jahrb. von 
Kart Freise; mit 44 abbildungen auf 12 tafeln. Leipzig, 
Klinkhardt & Biermann, 1911. 


4p. 1, 78 p, 11 12 pl Bim. (Helf-title: Kunstwissenschaltliche 
studien bd ¥) 


1. Lastman, Pieter, 1583-1633. 


1317971 


Library of Congress ND653.L3F7 


Freise, Richard. 


Die klinik des diabetes mellitus im kindesalter, von pr. 


vatdozent dr. R. Friese ... und de. J. M. Jahr Mit 4 abbil 
dungen im text und 3 tafeln, Berlin, S. Karger, 1932. 

2p. 1, 57 p incl. tables. diagrs. (3 fold.) 267. (Abhandlungen nus 
der kinderhetlkunde und ihren grenzgebleten ft. 30) 

Literatur”: p. @-57. 

1. Diabetes. 2 Children—Disenses. 1 Jahr, Jakob M., joint aw 

thor. 
ACS 

Joho Crerar lhrury 

for Library of © a30e1, 

Freisen, Joseph, 1853-1932. 


Dus eheschliessungsrecht in Spanien, Grossbritannien 

und Triand und Skandinavien (Danemark mit Schleswig-Hol- 

stein. Schweden. Norwegen und Finnland) in geschichtlicher 

entwicklung mit alulruck vieler alter urkunden dargestellt von 

Joneyh Tyee Paderborn, F. Schiningh, 1918-19. 
gesellechatt sor pOege der wissenschaft im 

bar bolicten Teutarhiasd Veretentchonges der Sektion ffir rechte 

und sozialwissemschaft 33., 85. bft 








No — ? 
.— 1. bd. Dan eheschi Speniens in westgoti. 
monarablacher selt.—2. bd. Das ebeschi 
Grossbritanniens nnd Iriands nach den ai 1!) genetaen, 
engliecben ritual- 
Boot of com- mon prayer, den 
and heutigen katbo- rit 
1. Marriage law Spain. 2 Marriage law—Gt. Brit. 3. Mer- 
law—Ireland. 
ty of Congress 2 ‘38 19000 
Fretsen, Joseph, .853-1932. 
hichte des isch bis sum verfall der 
glomenlitteratur, von Joseph Freisen Tébingen, F. Fues, 
1888. 
1,08 p 2i~ 
“Benutste auagaben und Ofter citirte echriftes™ : p. :xill;-xvi. 
1, Marriage (Canon law) =. Tithe. 
C-SnEOO 
Library of Congress 2) 




















Freisen, Joseph, 1853-1932. 
Staat und katholische kirche in den deutschen bundes- 


staaten Nach amtlichen aktensticken rechtshistorisch und’ 
dogmatisch dargestellt von Joseph Freisen Stuttgart, F. 
Enke, 1906. 

Ry". (Added tp Hreg. 





2° K 
voo dr. Ulrich Stutz 25. und 26 —27. bie 28. hft.) 
_, CONTENTS. ao tee ond Dette Srna <a. bet, Sie 
re Aiea Sechsen Coburg und Gotha 


rch and state in Germany. 2 Ecclesiastical law—Germany 
3 Getbonte church ia Germany 





AC 88-4218 


Chicago. Univ. Library 
‘congress 


BVTSO.AIK6 vol 23-20 
for Library of C 2 


Freisen, Joseph, 1853- 
Verfassungsgeschichte der 
lands in der neuzeit; auf 
und staatakirchenrechts, 
Laipaig und Berlin’ B. 
xxiii, 1), 455, 1) p -26™. 


16-1702 
Library of Congress 


Copyright A—Foregn 14102 
Freisenhausen, Engelbert. 

Die grafschaft Ostfriesland und ihr verhdltnis zum 
stifte Miinster in der zweiten halfte des 15. ay 


be dr. Engelbert Freisenhausen. Hildesheim, A. 
1913. 


41 26". (Added t-p.: Beitrage fur die geschichte Niedersachsens 
und Westfalens 37 hit.) 


“Quellen und literatur”: p. :7:-9 


1. Friesland, East—Hist. 2 Munster—Hist 
17s 


Library of Congress DD@LH2B4 vol 7 


Freising, Otto, bp. of 
see 


Otto, bp. of Freising. 


Freising, Ger. (Archdiocese) 
see 


Lunich-Freising (Archdiocese) 


Freising, Ger. Bayerisches lyzeus 


Freising, Ger. Philoso 


iach- 
theologische hochsch . 


CATALOG OF PRINTED CARDS 


Freising, Ger. Kénigl. bayerisches 
lyzeun 


Preising, Ger. Philosophisch- 
theologische hochschule. 


Preisinn, 0. L., pseud.? 

Vox populi. Constitution, general laws and by-laws of 
the Union universelle, with a constitutional note, the 
Union catechism, and the author's comment upon the 
prinel doctrine and discipline of the society. By 

reisinn. San Francisco, W. E. Henry, 1894. 


1 Umon universelie. 
ca 10-2918 Unrev'd 
Library of Congress 
Oi: wm 


HX656.U6F8 


Freisleben, Christoph Heinrich 
see 


Freiesleben, Christoph Heinrich, d. 
ca. 1733. 


Freialer, Roland, 1493- 


. Etwas Aiber 1 fuh ; soll verant- 





in der rechtspfi 
Salichkeit oder at 
St grains aur mt Von dr. Roland Freisler .. 
Berlin, Spaeth & Linde. 


B@p.it mu Geeeetien Gen stntente te Geatatten weste, conte 
@rock ar. 1) 





1. Justice, Administration of—Germany 2 Judgee—Germany 
© Tithe 


87-11337 
Library of Congress cy 


Preialer, Roland 
dr. Boland Freisler ... Jena, G. Fischer, 1922. 
1, « -”. etie te tae Ge Cuties © 
der Sas .. ar. 3) 
“hapte Gn tata Games 9 ot 





Freissler 


Fretasier, Ernst Wolfgang, 1554- 
Die fahrt in den sbend, von Ernst W. Freissler. Minchen, 


A. Langen, 1928. 
MD 
aneel 2918013 
Library of Congress PT2611.RSSF3 1028 
Copyright A—Foreign 183 
a 


Freiasier, Ernst Wolfgang, 1884- 

... Flucht aus dem Schlaraffenland, romen. Berlin, Deut 
sche buch-gemeinschaft, g. m. b. h. ,“1935, 

30, yp. 1 18y. 

At bead of title: Ernst W. Freissier 


1 Tithe 
bed 
Library of Congress PT3611.Re87S 1985 
Copyright A-—Foreign hod 
2, 833 91 


Freianier, Ernst Wolfgang, 1884- 
. Das gewitterjabr, roman. Stuttgart, J. G. Cotta, 1936. 
= ap 
At bead of title: Ernst W. Freiesier 


1 Tithe 


36 S083 
Library of Congress PT?6)1.R38G4 1986 
Copyright A—Foreign sey 
a man 


Freianler, Ernst Wolfgang, 1554- 

.. Gib deine hand ... Die geechichte einer einkehr. Ber- 
lin, Deutsche buch-gemeinschaft, g. m. b. bh. ,1984, 

Sa, p 


At head of title: Ernst W. Freissier. 
Head pieces, tai! piece. 


1, Tithe. 
Library of Congress PT2611 R380S 1984 
Copyright A—Foreign 21288 
ia baad 


Fretenier, Ernst Wolfgang, 1884- 
Der glockenkrieg, roman von Ernst W. Freissler. Ménchea, 
A. Langen, 1997. 


1,2 me. 


1. Tite 
Library of Osagress 








Freissler 





Freissler, Ernst W 1884- 
lunes triehe: roman von Ernst W. Freissler. Min 
A. Langen, 1922 
WT p.t 9 
band 22-20782 
an s 
* F 
2 
Freissler, Ernst Wolfgang, 1584 
Schwefelbliite; novelletten. Miinchen, A. Langen 
1913 
Viihbp 9 M29 
ounres «fra | apatheker -Kitty —Der kavalier —Sunya—Die 
schlacht (Jakob ¥ ntenraut seine epigonen Mew treund Egon — 
Eandr The enttau- 


ke und tr , Jum 
qchung—Die triengal- ety  - r* Sigurd Wogenprall 


1. Title 
1D-15698 Revised 
PTMILRWS4 1913 


Library of Com 


Copyright A 


gress 


Foreign 7737 








Freissler, Ernst Wolfgang, 1504- 
Des testament die in drei «kten. 
mA A. Langer 
z 7m 
Buhen-manuskript 
atin 7-] 338 
i negre PT2611.R°T 191 
D 37751 
Freistaat cemeiner III binde 
eee 
Grisonce 


Freistadtverein fiir innere mission, Danzig 
The innere mieten in West preassen und Danzig 


cee DAN beri 


Festschrift 
» jubrlenmn des Freitadt-vereins fur inere mis 
whan Very 






Johannes Vorwerg Donvig- Lang 
fulr, Preistadt-verenn for inere missin, 1925. 

28 p incl. froot. 2247 

Covrests. -Grundiage und apfang, 1875-1802, von pastor \ orwerg 
1884-1805. von d. theel, Cremer. 1896-1905, von Withelm Scheffen 
19 1921 (4. €. 1912) von C. Scheffen.— 1912-1917, von pfarrer Semrav — 
1918 1921. von pastor Wetzel — 1921-1925, von pastor Vorwerg 
2 Missions Prussio. West (Province) 3 Mis 
t Verwerg. Johonnes. o@ of Tithe mm. Tithe Pest 
goon juates bien ees Pirecvmtaaelt vecrectium FUE initia: teeremteet 





1. Inner minions. 
sions — Lranzig. 
wm herift rene “orpnbers 


50-745 


Library of Congress WV 268.TFT 


Freistedt, Emil. 
Altchristliche totengedachtnistage unl ihre beziehung zum 
jenseitsglauben und totenkultus der antike, von Emil Freistedt 
Minster in Westf., A~chendorff, 1928. 
( tdded tp 
J 


Sp lwp sy Liturgiegesebichtitebe quetien vod 
ort 24 


’ 
form bungee 


Ineuet ain ae the authors inaugural dissertstion. Minster, 14 


1 tread, The 2 Ageestor worship. 3. Fupers! rites and -eremontes. 


4 Cottue 1 Tithe 


33-433. 


Library of Congress BVITOLSS bit. 26 (204) Wi zis 


LIBRARY OF CONGRESS 


Freistedt, Heinrich. 

Die liqueazierenden noten des gregonanischen chorals ; 
ein beitrag zur notationskunde, von dr. Heinrich Freistedt. 
Freiburg (Schweiz) St. Paulusdruckerei, 1929. 

4pm tac usc) tables, diagre, 24”. 
1 der ARB. 4. skademie su Fretbarg ( 





\ ena —4 
Schweiz) av 


Pag annem Oa ee 
hig’ den gesangbOchern und die sumprache des 
latein im Sesteeer”: . 2),-81 


1 Chant se Gregorian. ete.) 
‘ 


2 Neumes. 3 Musie—Theory— 
Medieval 


oh ost 


Library of Congress MLIT4. FSTLA 


Freistroffer. Nicolas, | 1 


Frontberichte eomes Lothringers. 1914-B, von Nic. Frei 
stroffer Metz, Paul Even, 193% 
wtp 
‘ J Rew om bugg ~rhenotel. 
1 “0 - 1914 191% Perens! aareetives, tierman 
— Acme 
Tith from SY Pub Lite Printed by Lc 


a 


Freitag, Adam, /7¢h cent 


Architectvra militaris nova et aucta, oder Newe ver 
mehrte fortification, von regular vestungen, von irregular 
vestungen vnd aussen wercken, von praxi offensiva vnd 
defensiva: auff die neweste niederlandische praxin gerich- 
tet vnd beschrieben, durch Adamvm Freitag, der mathe- 
matum liebhabern Leyden, B. und A. Elzeviers, 1631. 


4p. lL, Mp, TL 35 double pl., 8 doable tab, 37%. 
Binge. t.-p 
(Comtinued on neat card) 
ime 


Freitag Adam, /7/h cent Architectvra militaris nova 
et aucta 1631. (Card 2) 
In three books. with half-title to book 3 Architectvrw militarie nove & 


avcte, oder Newer vermehreter fortification drittes buch, Von prasi offensive 
vind defensiva 


Coxteytm — 1 buch der fortification, Von regular-vestungen.— Das ander 
buch der fortification, Von irregular-vestungen vod suaen-wercken. — 
buch der fortification, Von praxi offensive vnd defensive. 
me 


Library of Congres, no. 


Freitag, Augustine, //. p. 

The gradual transformation of the Anglo-Saxon tongue 
into English ; exhibited by examples of the Lord’s prayer, 
taken from the translations of the most learned men of 
the ages to whieh they belonged. By A. Freitag Bal 
timore, 1849. 


mp is™ 





1 English language—ttist 2 Lord's praver. English 


cA TL-2N9 Unrev'd 


Litwary of Congress PEI097 F7 


Freitag, Augustine, LL. D 

Professions and trades in the United States of North 
America. Zom gebrauch fiir auswanderer und in schulen 
vom Dr 





hrse A. Freitag ... Géttingen, Dieterichsche 
buchhandlung, 1849. 
vi 0p R™ 


Preface im German 


Occupations 


Library of Congress 


T21 Fe 


Freitag, Elsie W. 
Freighter 


anvenene iby, 
Lamberty co., 


ine., “19 


Elsie W. Freitag. Chicago, 


cover-tith, (1), 3p 21° 


Reproduced from typewritten copy 
hucerpis of the diary kept while on the South Amercan 
in 1888 and the Newfoundland Labrador cruise of 1980 


rome 


1 Spanish main 2 West Indies 


t Deser & trav 
Deser & trav. 4. Labrador 1v 


3 New foundiand 
Deser & trav Tithe 


42> lO 
Library of Congress ruities le 
2 ie] 
Freitag, Elsie W. 
Freighter adventures, by Elsie W. Freitag. Boston, The 


Christopher publishing house (1942, 


72pm 





scerpts of the diary kept “bile op the South American cruise ie 
1888 and the New foundiand Labrador cruime of 1999" Pret 


1 Spanish main, 2 Wee 


t Indiew Thence & ng 
Deer & trae 4 Labrador Tt 


3 New feundiand— 
Deeeer & trav the 


42 18808 
Library of Congress rile me 


3 ne 


Freitag, Emil, 189+ 

Geschichte wnd entwicklung der franziésischen sozialver- 
sicherung; eine -ozialpolitische und soziologische studie .. 
von diplom-handelslehrer Emil Freitag Bruchsal in Baden, 
Druck: J. Kruse & sihne, 1994 





By b. S2N hy pe inet. babes, ang 
Inaux tine 
Letenslaut 
1 iteratur 


Handels hoch» bule Manabeim 
verzeichnis” > p. 207-221 

1 Insurance 
sory Prence 


Industrio!Froaee 2 Ineurance. State aad compal- 
ACS OT 
Title from SY Pat Libr, Printed by L. C 


a 


Freitag, Emil, 1894- 
Ilermann Stehr, gehalt und gestalt seiner dichtung von 


dr. Emil Freitag. Groningen, Batavia, J. B. Wolters n. v., 
1a 
. a 
Contents - 4. Weltanschanung 
1 Stehr. Hermann, 1804 
A 2700 

Duke unlv. Library 

for Library of Congress 2 
Freitag, Jonef. 


Die ziindwaaren-fabrikation. Anleitung zur fabrikation ler 
ziindholzehen, ziindkerzchen, zigarrenziinder und ziindlunten, 
ler fabrikation der zindwaaren mit hilfe von amorphem 
phosphor und ganzlich phosphorfreier ziindmassen sowie der 
fabrikation de- gewéhnlichen und amorphen phosphors. In 
leicht fasslicher weise fiir den groxs- und kleinbetrieb bearbes- 
tet von Josef Freitag Wien. Pest. Leipzig, A. Hartleben, 
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Spb Pp ine 8 (nm corer: Chomieh technische bibitothes. 
T te 

1. Evplesives, 2 Matches 

POI 

1S Potent offer Library Trem 

for Library of Congres« 3 
Freitag, Joseph Kendall, 1869- 


Architectural engineering. With special reference to high 
building construction, including many examples of Chicago 
office buildings. By Joseph Kendall Freitag ... Ist ed. ist 
thousand. New York, J. Wiley & sons; ,etc., etc., 1895. 


*, 230 p. incl. ius, plans, tables, diagrs. front. 24”. 


1. Rutiding, Iron aod steel. 


Library of Congress 
Copyright 1805: 54467 


‘TH1611. F86 
(e301, 














Freitag, Joseph Kendall, | 

Architectural eagineering. With especial reference to high 
buikling construction, including many examples of prominent 
other tile hi By Joseph Rendall Freitag shed, r 
ia * tea ul. New York, J. Wiley & sons; ete 





written 
ete., 101 


tiv, 407 p inci. ius, plates, plans, tables, diagra 2 pl (inet. front.) 


1 uik 





ng. ren and steet 1 Tithe 


Labrary of Congrens THM PST 


33 Boel 





Copyright AZ 


Freitag, Joseph Kendall, 1869- 

Fire prevention and fire protection as applied to build- 
ing construction; a handbook of theory and practice, by 
Joseph Kendall Freitag Ist ed., lst thousand. New 
York, J. Wiley & sons; :etc., ete. 1912 


ix, 1038 p incl. illus. plates, plans. 184° 400 


1 Fire prevennion 2 Building, Fire-proof 





12—17982 
Library of Congress TH1065 Fé 
_— Copy 2. 
Copyright A 319227 ams 


Freitag, Joseph Kendall, 1869- 

Fire prevention and fire protection as applied to building 
construction; a handbook of theory and practice, by Joseph 
Kendall Freitag 2d ed., rev. New York, John Wiley & 
sons, ine. ; ete., ete. 1921 


xp. tt. 1088p fitus finel plans) 18/7 


1 Fire prevention 2. Huilding. Fireproof 

a a at) 
Library of Congress THIOGS FS 1921 
a30g1, 





Copyright 


— oo 


go tenho teel buildings. By J. K. Freitag ... 
Ist ed. ist thousand. New York, J. Wiley & sons; \ete., 
ete.) 1899. 


vi, 19 pilus, diagrs 2™ 


1. Building, Fire-proof. 2 Building, Iron and steel. 1. Title. 


D Aye 
Library of Congress TH1065. P86 
Copyright 1899: 60177 
os @19f3, 8 


Freitag, Julius Herman, 1908- 
... Negative evidence on multiplication of curly top virus in 
the beet leafhopper. /'utettiz tenellus \by, Julius H. Freitag 


(in Hilgardia. Berkeley, Calif. 1936. 24°*. ¥. 10, no. 9, p. 303-342 
imel. iltes., tables, diagrs.) 


Literature cited”: p. 341-342. 


1. Curly-top. 2. Leaf hoppers. 


AST 
California. Uolv. Library 
for Library of Congress (81 45 vol. 10, a0. 9) 
Ped (630.5) 
——— Julius Herman, 1908- 
ey oy ey ly infected with 
ailbtn int top ,by, Julius H. Freitag Henry H. p Severin. 


(fe Hilgardia. Berkeley, Calif, 1936. 24°*. +. 10, no. 9, p 263-302 
ime Iles. plates. tables) 


“Contribution from the Division of entomology aad parasitology, Col- 
of agricultare, U ae SOE, SRS o> Oe Somes 
States Depa of entomology © 


agriculture. Bureau of 
“Literature cited”: p. 296-208. 


1. Curly-top. 2. Flowers 1. Severta, Henry Herman Paul, 1883- 
Jolet author. 1. Title 
ASTM 
Californie. Univ. Library 
for Library of Congress (51.45 vol. 10, 80.9) 


2 (690.5) 


CATALOG OF PRINTED CARDS 


Freitag, Niklaus, 1890— 

Zur geschichte der schweizerischen h ten, mit 
besonderer berucksichtigung des mpm . vou 
Niklaus Freitag ... Glarus, Buchdruckerei Techudi a co., 
1938. 

4p.L, S100 p. dingr, 224° 

Adbendiuag— Zarich. 

Lebensiaut 





“Literatur-verzeicha's” p. 196-197 


1. Orphans aod orphao-asylums Switzerland. 2 Pestalozzi!, Johanna 
Heiorich, 1746-1827. 8. Education-—Switseriand. t Tide. 
41-9004 
Library of Congress 10006 S8F7 
2, Sr 730404 


Freitag, Oscar. 

Schlechterfullung wnd schlechterbringung, zur +) stematih 
ler “poritiven vertragsverletzung”, von dr. O-car Freitag 
ire lan, M. & H. Marcus, 1992. 

vi, Tp 28 Chdded tp: Stadion zur erliiuternng des birgert 
chen recht. 8. bit.) 


Sebrifttwm zur ‘Mmangethaften teistung’ ") p. pvip-wiil 


1 Contin Germanys 2 chi tow Germany Commercial 
law Germany 1. Title 
2 S0eT 
Library of Congress fea 


Freitag Loringoven, Aleksandr Leenevich, devon ven 
toe 
Freytagh-Loringhoven, Axel, freiherr ven, 1878- 


Library of Congress 


Freitas, Affonso Antonio de, 1568-1930. 

Diccionario historico, topographico, et hnographico illustrado 
do municipio de Séo Paulo, contendo a origem e a historia do 
municipio e de suas povoagdes; deseripcio da climatologia re- 
gional; interpretacio dos termos autochtones empregados na 
geographia ¢ no vocabulario dialectal; nomenclatura das ruas 6 
bairros da cidade e origem das respectivas denominacées ; elu- 
cidagéo de factos historicos desenrolades na capital do estado, 
etc., ete., por Affonso A. de Freitas S. Paulo, Graphica pau- 
lista, 1929- 

ua. (inet, port., plans) diagrs. 22° 


1. Sho Paulo, Brazil (City) 





38-3567 
Library of Congress P21 S2PT 


2 we 


Preitas, Affonso Antonio de, 1565-1930. 
Os Guayanas de Piratinings, por A’ 

. Séo Paulo, Typ. Laemmert & c., 1910. 
@p. plates 22° (Ethoographia paulista) 


“Vocabulario comparado de diverscs idiomas faliados no territorto da 
astign capitania de 5. Vicente”: p. 30),-58. 


Affonso A. de Freitas 


1. Guayana Indians 
32-4830 Revised 
Library of Congress P2230 2.G7SF8 


17402, (ST2.08) o03 


Freitas, Affonso Antonio de, 1568-1930. 

Vocabulario nheengatti (vernaculizado pelo portugues 
falaio em Sao Paulo) (lingua tupi-guarani)  Publicacéo 
posthuma dirigida por Affonso de Freitas Junior, S. Paulo, 
Companhia editora nacional, 1936. 

206 p. front. (port) titus gta B otenp “. _ (Bibliotheca peda- 
gorten brasileira Ser. 5*: Bra . 

At head of title: Affonso A. de Freitas. 

Affonso A de Freitas: tragos biographicos™: p. :17,-22. 


a t= language Glossaries, vocabularies, etc 1. Freitas, Affonso 


‘3790862 
Library of Congress PM7176.F7 
a 8 
389 


Freitas 


Freitas, Amadeu de. 
. Finlandia, martir. ,Lisboa, Editorial “Século,” 1940 
391 p. plates, ports, facsiw. 19° 


1. Russo Finnish war, 1939-1940. i Tithe. 
42 er 


Library of Congress DK4S05.F7 


Freitas, Antonio Joaquim de. 
Notas geolégicas sdbre a bacia do rio Unbelazi, por A. J. 
de Freitas Lourengo Marques, Imprensa nacional, 1940. 
ip. 1 ius (maps) 24°. (Colinia de Movambique. Services 


"@ 
de inddstria, minas ¢ geologia. Série de geologia e¢ minas—Memérias e 
comunicagies. Boletim n° 4) 








1. Geology — Motambique—Rio Unbeidzi 1. Title 
Gs on 
U.S. Geol. survey. Library (778) qB 0.4 
for Library of Congress (QrEaa7 F } 


2 


|Freitas, Antonio Maria de 


A nuther de pxtraidas um estude 
inédlite) — Lishoa, Pape typ. ¢ es, Dsthe 





SOP. 41. incl genenl tab 22)* 


Author's paeud  "Nieolan ss erentine.” at ten me ff title 
“Arvores genenlogicnn vile wine tax fomeling Moniz 
tetle Palextretio. ioe ae gerwaleicn ” te ‘ 
consultedes” 41 at end 





chetter Mater cme 


1. Colombe, Felippa Moniz de Melle (Perestn 
family. 3. Mone family. 4. Colombe, Cristefore 
1. Tithe 





2 Pereatretie 
family 








3 She 
Library of Congress RuaeR 


A381 


Freitas, Antonio Maria de 

The wife of Columbus, With al tree of the 
Perestrello and Moniz families by Nicola Blerentineg 
peend. aml Regina Manev. New York. Press of Stet 
tiner, Lambert & eo. IS), 





sin, 2p Stohl wenest th 19 9 1 








hs comseslud of pot 
esse of the en i Vorte Sante (hold. t 

1 Columbo. Filippa Moms de Melle (ler teil ' nil aw 
als 3 Mow tw 4 he Cret toe 
Manes, Mrs & 

2 tse 

Library of Comers PiL2 bss 

Cops right 1893 13606 nel? 


(Freitas, Antonio Maria de 


The wife of Columbus, By Nicolau Florentine psead 
and Regina Manes New York, Press of Stettiner, 
Lambert & eo, 180 


sbi 48 2p J fold geneal wah pal 
tthe Perestretle family om cov 
Ww yo eonsulted (1 9.) ed 

gree of the Prrestecthy family: Pedigree of the Moniz family and Todinree of 
the governors and demves of the Island of Porte Santo (3 fo geneal tab) 

1. Colombe, Filippa Moniz de Melt 
3. Mews family. 4° Colombe, 
Mrs Regina 11, Title 





i 2 Pergstretly family 
jambs Carmily 1. Maney 





my 
Library of Congress Fire te 
— ~ Copy 2 
Copyright 1892, 34377 2 


Freitas, Arturo Burga 
nee 


Burga Freitas, Arture. 


Lameany of Cowonmes Rayenance 


Congrem Seectnry extras Eid Gobet guns sa Renan ts epeatry noel 








Freitas 


Freitas, Augusto Cesar Bar jona de 
see 


Bar jona de Freitas, Augusto Cesar, 
18634-1900, 


Freitas, Augusto Teixeira de 
see 


Teixeira de Freitas, Augusto, b. 1817. 


Freitas, Rernardino José de Senna 
see 


Senna Freitas, Bernardino Jose de. 


Freitas, Joaquim Ferreira de 
see 


Ferreira de Freitas, Joaquim, d. 1831, 


Freitas, Joaquim Francisco de, 1872- . 
Portuguese-Hawaiian memories, by J. F. Freitas ... 
olulu, The author, 1930. 


2°, 255 p. incl. front, tics, 29". 
Includes advertising matter. 


1. Portuguese io the Hewalian islands. 2 Hawaiian islands Bicg 
3 Hewalian islands 1. Title. 





44708 
Library of Congress CTM10.41F7 
~-- -~— Copy 2. 
Copyright 4 10202 a Sor BSD 
Freitas, Jordio Apollinario de. 
... Cambes em Macau (no 331.° anni rio do faleci 
do poeta) Lisboa, Imprensa L. da Silva, 1911. 
2p a 
As band of ithe: Sere Ge Forties, an 
pemeradcus @ rubricadcs prio eaurtor Bsomvlar a a" 
1. Camées, Leis de, 19347-1880. 1 Tithe 
Os 
Laprery of Congrem PQees. 2677 me 


LIBRARY OF CONGRESS 





mando. ist, Lisboa, mm. Tithe = 

Library of Congress Dee@s7.F7 

2 

Freitas, Jordio Apollinario de. 

O naufragio de Camées ¢ dos Lusiadas, por Jordio de Frei- 
tas... Lisboa, Typographia Castro irméo, 1915. 

®p,1k sy 

“Bata edicho de 324 exemp! rubrica dos, sendo 
2 ——- vo caved hollanda, os on a em papel 

LI ad 

by Ae A 13 @ 24; 300 exemplares em papel commum, 

Catrti 

1, CamGes, Luiz de, 15247-1580 1. Title. 

Me 
Library of Congress PQO212.25F73 
——Copy 2. 27y=. ne 41 93 

Freitas, Jorddéo Apollinario de. 


... Onde nasceu o 2.° visconde de Santarem! (Memoria pu- 
blicada pelo 3.° visconde de Santarem) Lisboa, Imprensa L. 
da Silva, 1913. 


4p. pl, fold. geneal. tab, 29". 
At head of title: Jordio de Freitas 


1. Santarem, Manvel Francisco de Barros, 2 visconde de, 1701-1806. 
viscoade 


i Saoterem, Manuel Francisco de Barros, 3. de, 1878- 
Tithe 
’ 35- 20737 
Library of Congress DPS86.9.83F7 
Copy? By. 
Untrimmed 
“Exemplar n° | da edighc expecta! em papel Whatman, - Note 
io manuseript on bulf tithe. 923 240 


Freitas, Jordio Apollinario de. 

O 2° viseonde de Santarem e 08 seus atlas geograpbicos 
por Jordio A. de Freitas ... Lisboa, Oficina typographi- 
ca, 1909. 
1p. |, S-dl2 p incl 3 facsim. 2port By”. 


1. Santarem, Manuel Francisco de Barros, 2 visconde de, 1791-1856. 
10-7071 


Library of Congress GA1013.7.S2F8 


Freitas, Jordéo Apollinario de. 
... A vila e fortaleza de Sagres nos séculos xv a xvm. Coim- 
bra, Instituto para a alta cultura, 1938. 
Spl,148p.11 ius, fold plan 25". 
At head of title Jordiio de Freitas. 
Reedicfo, 


ste meemo titulo e wie ae pent Sere 


Bos meses de janeiro a agéeto .. de 1987.” 


1. Sagres, Portugal. 1. Tithe. 
41-89251 
Library of Congress Dpeo2. $15F7 
a 006 08 
Freitas, José A de 
' Montevideo, A. 


Freitas, José Antonio de, 184: 

Fstuclos eriticos sobre a litteratura do Brazil, por José An 
tonio de Freitas 1. © lyrismo brazileiro. 
graphia das Horas romanticas, 1877 


2p. 1 


Lisboa, Typo 


No more published? 


1. Brazilian poetry — Hist. & crit 1 Tithe. o. Tithe: © tyriame bre 
tiletro. 
Bs 21078 
Library of Congress PQA LT 
Copy 2. 4001 mm ies 


Freitas, José de. 
a Chang Kai Chek Lisboa, Parceria A. M. Pereira, 


@, 1; > group porte, WI" (Colecgiic “Os homens da guerra,” mx) 


2 Chine Hist —Bepeblic, wW1d- 


8 Glee tie et 


Library of Congress oo 


DsTTE.CBSFT 

2 wan 861 

Freitas, José de Aquino Guimaraes e 
see 


Guimaraes e Freitas, José de Aquino, 
ca. 1780-ca.18355, 


Freitas, José Joaquim de Senna 
see 


Senna Freitas, José Joaquim de, 
1640-1913, 


Freitas, José Joaquim Rodriques de 
see 


Rodriques de Freitas, José Joaquim, 
1840-1896, 


Freitas, Jose Octavio de 


Freitas, Octavio de, 1571- 











Freitas, Luis Paula- 


Paula-Freitas, Luis. 


Lraaanr or Cononess Rerexence 


phy (Ry Fy +4, thet Ay fy se 4. FY 
xX 42-1574 
a 
Freitas, Luiz Antonio Gonsalves de 
eee 
Gonsalves de Freitas, Luiz Antonio, 1859-1904. 
34 6e2 


Librery of Congress 


Freitas, Madeira de 
sec 


Madeira de Freitac. 


Freitas, Maria Elisa Leite 
ace 


Leite Freitas, Maria Elisa. 


Lepaarr or Conbress Rererence 


pet om on eae oe 
Bo! appear as besdings © 


of eves or be to Library of 
Cssre of ‘Gepesiiory catalogs 


Congress eocondary eutriae 
x«2-7131 


ay 
Freitas, Mario Augusto Teixeira de 


bee 
Teixeira de Freitas, Mario Augusto. 





Lrmaany or Concames Rarmasce 
Cangras sussnry satttas whids Ge no! apse’ ts tectings sa tereastory wee 


x 42-8600 
ay 


Freitas, Mauro de. 

... Paisagens do mundo; capa e ilustragdes de Carlos Os- 
waldo; preficio de Agrippino Grieco. Rio de Janeiro, J. 
Olympio, 1940. 

1022p. 11 Mus (part col) 249". 


1, Voyages around the world 1 Tithe 
41-17688 
Library of Congress 440. F 87 
12, moe 


CATALOG OF PRINTED CARDS 


Freitas, Miguel Joachino de, pseud, 


Jacinto de San Miguel, b. 1692, 


Freitas, Octavio de. 


A dentig¢ es seu valor como factor pathogenico entre 
Recife, 


io" 


Memorm apresentada & Sociedade de medicina de Pernambuca na 
sessao de 15 de julho de 1904 


no's 


lop 


1 Dentition 


18-6610 


Library of Congress RK2B5 FS 


Freitas, Octavio de, 1871- 
Doencas africanas no Brasil. 
tora nacional, 1935 


Sio Paulo, Companhia edi- 


226 p, 11. 184". (Bibiiotheen pedagogica brasileira. Ser. v: Brasi- 
Mana. vol. u) 
1. Medical geography—Brazil. 2 Tropics— Diseases and hygiene. 
1 Title 
(Pull name: José Octavio de Freitas, 
‘36 23845, 
Library of Congress Rags FT 
2 14.4281 
Freitas, Octavio de. 

Geographia medica ¢ climatologia do estado de Per- 
nambuco, Memoria apresentada pelo Dr. Octavio de 
Freitas Rio de Janeiro, Imprensa nacional, 1909. 

cover-title, 7p. 24° 
P At head of title: Quarto Congresso medico Latino americano. Rio de 
anciro 1909 
1 Melua! geography Brazil lernambuco (State) 
18-193 
Library ot Congress RA824 P4F7 


Freitas, Octavio de 


A obra anti-tuberculosa em l’ernambuco, pelo Dr. Octa- 
vio de Freitas Reeife Imprensa industrial, 1902. 
81 hp. 18 


1 Tuberculosis —Prevention. 


Library of Congress RAM. T7F7S 


Freitas, Octavio de, 1871- 

Poeiras, conferencia realisada no Circulo catholico 
no dia 5 de outubro de 1913. Ediogao offerecida pelo auc- 
tor em beneficio da Liga contra a tuberculose. Recife, 
Imprensa industrial, 1914 

24 p. front. (port) 1%™ 


Om Fall name: Jost Octavio de Freitag, 
719 
Library of Congress Mon, QRIOLFS 
391 


Freitas 
Freitas, Olympio de, pseud 
nee 
Cunha, Xavier da, 1440-1920 
Melle 


Library of Congres 


Freitas, Paulo de. 
O gaucho 
187 p. 1 1 


S. Panto. Editorial Helios limitada, 1927 


1 Title 
30-7728. 
Library of Congress PQees resas 


Freitas, Paulo de. 
O nosso idioma, antologia e gramatica aplicada 

Sao Paulo, Companhia editora nacional, 1937- 

i 


3. ed, 


—, 


’ ( Biblioteca pedagogica brasweira 
didaticos, ¥. 5 


Ser u: Livros 


Coxtrxts.— 1. pte. Morfologia 


1. Portuguese lanzuage- Grammar 170 2 Portuguese language— 
Composition and esercises Tithe 
Sree | 
Library of Congress PCMOT FT2 «1937 
3 4005 
Freitas, Paulo de. 
O nosso idioma, curso elementar. 3. ed. Sao Paulo, 


Companhia editora nacional, 1937. 


3p.L. B&-168p. 11. tus 194° 
v. ST) 


(Biblioteca ic@ brasileira. 
Ser 2°: Livros didaticos siemens 


SST tee 
‘3796558 
Library of Congress PCSO8T FT23 (1987 
3 +s 


Freitas, Senna 
see 


Senna Freitas, José Joacuim de, 
1840-1913, 


Freitas, Seraphim de, f. 1625. 

De ivsto imperio Lvsitanorvm asiatico. Auctore doctore fr. 
Seraphino de Freitas ... Vallisoleti, ex officine Hieronymi 
Morillo, w.ov.xxv. 

Spl, 100 nemd. 1, i sey. 

A reply to (he Mare liberum of Hage Groties. 








Freitas 


Freitas, Seraphim de, f. 1625. 

De ivsto imperio Lusitanorvm asiatico, obra de fray Serafin 
de Freitas impresa a costa de la Universidad de Valla- 
dolid, en virtud de acuerdo de su rector exemo. sr. d. Calixto 
Valverde y Valverde. Con un prélogo del sefior Fernindez 
Pride. Traduccién de don José Zurita Valladolid, Imp. 
de la Casa social catélica, 1925 

avili p., 31. 2-966 pur. |, 2; p. 26 


With reproduction of original tp. (Vallisoleti, 162%) followed hy 
t-p. tn Spanish De cémo es justo e! imperio que los Portuueses ob 
tienen en Asta 


(Continved on next card) 
2, 


83-24418 


Freitas, Seraphim de, # 1625 De ivsto imperio Lusita- 
norvm asiatico 1925. (Card 2) 
Latin and Spanish on opposite 
A reply to the Mare liherum of = Groties 
Bibliographical fuot-notes 


1. Maritime low. 2 Freedom of the seas 8. Portogal—Commercta 
policy. 4. Grotiue, Hugo, 1583-1645 the 1 Zurite Nieto, 
José. tr . Valladolid. Universidad. tv. Tithe: De Ome 
8 justo e) imperio que los Portucueses obtienen en Asia 


Library of Congress IX423.00F7 1025 
Freitas, Vicente Urbino de 
see 


Urbino de Freitas, Vicente. 


Freitas Bevilaqua, Amelia de. 
Impressdes. Rio de Janeiro, Typ. Besnard fréres, 1929. 


188 p,1) 14". 
Conrerts — Ao eredito escriptor das Cartas devolvidas 
Ribeiro, —I do Sr. Alberto de Oliveira. — 


dé fo Breano Arroda;—Araripe Janior —Syivio Romero —Re 

‘mlaleceostes —M eathetico.— Rodrigo Orta rio —Qual 

@ sua optoiflc sobre o divorcio?—Narrativas exdruxulas—Eucerrando 
© ‘olume 


1. Krazilian literatare—Addreases, eesays, lectures L Tithe. 
30-19801 
Library of Congress PQesia rT 
2, 


Freitas Branco, Luiz de. 
Elementos de seiéncias musicais, 


por Luiz de Freitas Bran- 
co... (2. ed, Edigéo do autor. 
193- — 


Leipzig, C. G. Réder a.-g., 


¥. Mas. (imel. mosic) diagrs 21° 
provade para © ensino oficiel, Diario do governo de 4 de 


1. Moste—Acoustics ond paysicn, «=. Tithe, 
86 24819 
Library of Cougress Ma 1.1 
Freitas (arnetre, Decio Gaadencte de 
ae 
Carnetre, Decte, | 464- 
ossisT) 


Lirery of Congress 2a, 


LIBRARY OF CONGRESS 


Freitas Cavalleiro e Sousa, Augusto Eugenio de. 

De Portugal a Calecut, monographia historico-critica do 
descobrimento do caminho maritimo da India. Lisboa, J.- 
Bastos, 1896. 

Mip,.2. = 


At bead of title: A. B de F. Cavaliciro ¢ Bouse, 1407-1408. 


1. Portugal—Hist.— Period of discoveries, 1386-1680. 2 Henrique 
Nevegador, infante of formes 1904 1600 . Tithe 
ST-116406 
Library of Congress DPS68.FT 
2, oa 


Freitas Cavalleiro e Sousa, Augusto Eugenio de. 

Elogio historico d’os tres architectos portuguezes, edifica- 
dores d'o convento d’o Carmo, Affonso Annes, Gongalo Annes, 
e Redrigo Annes, por Augusto E. de Freitas Cavalleiro ¢ 
Sousa d'a Real associacio d'os architectos civis e archeologos 


portuguezes  proferido pelo socio, em seasio solemne ... de 
22 de dezembro de 1881. 2. ed. Lisboa, Typ. de viuva Souss 
Neves, 1584 

bp war 


1. Annes, Affonso. 2 Annes, Gongalo. 3. Annes, Rodrigo. 


1S 16189 Kevieed 
NA1333.A5F7 


ira b2, 


Library of Congress 


Freitas de Souza, Milton. 
Telhas typo francez; ensaios para recebimento, pelo en 
genheiro Milton Freitas de Souza. Rio de Janeiro, 1936. 
Bip 2 
At head of title: lostituto aactonal de techoologia (Ministerio do 


trabalho, industria ¢ commercto) Director E. L. da Fonseca Costa 
“Résumé” (in Eogiish) p 


2 Bullding materials Testing. 


1, Tiles, Roofing. 1 Rio de Janeiro 
lastituto nactonal de technologia =u. Title. 


41-2478 
Library of Congress TASS. FT 
2, 20.14 
Freitas e Castro, Enio de. 
Prinei ates de arquitetura musical... Pérto Alegre, Livra- 
ria Selbach, 1940. 
Sp. ius (music) Be 


“Teme apresentada ao concurse para provimento da cadeira de jostru- 
mentacto © composicfic da Escola nacional de mésica da Ualversidade 
do Brazil.” 


1 Musical form 2 Music—Pbilesophy and esthetics. 1, Tithe, 
2 m7 
Library of Congress MLA48. FT3P7 
2 


Freitas e Castro, Fausto de, 

Vendes mercantis (tra! ) notas ao 
Decreto-lei n.* 915 de 1 de ee 1938. ne de Janeiro, 
1939. 


mp w 





(Biblioteca da Agsociacio comercial do Rio Janeire) 


1. Sales tax — Brasil 1. Tithe. 


«211880 


Library of Congress HJS715.R8rT 


2 
Freitas Junior, Affonso de 
see 


Freitas, Affonso de. 





Prettas Junior, José Joaquim Rodrigues de 
see 


Rodrigues de Freitas Junior, José Joaquim, 1840- 


1123125 
Library of Congress 
Freites, Mercedes de Péres 
see 
Péres Freites, Mercedes de. 
17-9086 


Library of Congress 


Freivogel, Esther. 

All aroun: the city, by Esther Freivogel; with illustrations 
by Eleanor Frances Lattimore. New York, Friendship press 
"1938, 


O5, 1) p. Inet. froot., titus, 234%. 


1 Lattimore. Eleanor Frances, 1004 ites . Title 
38 20484 
Library of Congress PZT FAROBAl 
Copy 2 
Copyright A 120000 a 
Freivogel, Esther. 
Our happy world ;by, Esther Freivogel; units of guided 


experience for kindergarten children 
child's helpers, the child's larger world Leader's manual. 
St. Louis, Mo., Chicago, IIL, ub. for the International com- 
mittee on cooperative publication of vacation church school 
— by nee publishing house (1954, 

2. Hal/-tithe; The coopera’ tive series of vacation church 
echoot tests) 


the child's home, the 


red from descriptive outlines selected, approved and copy- 

righted tn 1032 by the International counct! of religious education repre 

pow the Protestaat Christian forces = the | t oited States aod Canada, 
and releaned to the constituent denuwina 


(Continued on next card) 


34— 10687 
fldi, 


Freivogel, Esther. 
(Card 2) 
‘St 
“Tes childlen's Hover library” rye _ 


Our happy world... ,*1934, 


D. 14-17, 196-142. 





1. Vacation schools, Text books. 1. loteroational council 
of religious education. a Title 
34— 10887 
Library of Congress BV1S85.F7 
—— —— Copy 2. 
Copyright A 72080 adi, 288 2 


Preivogel, Ladwig. 

Die landschaft Basel in der zweiten hilfte des acht- 
zehnten a, von Ludwig Freivogel. Erster, 
 frrmaed teil ... Basel, In commission bei R. Reich, 


vii pp, 11, 1988p 24m 


Inaug -dis —Bern 
B yp vim 


1 Basel—Hist 


Library of Congress DQ379 Fs 








Freiwald, Jindfich. 


. Nade stavby. Nos batiments. Our buildings. Un- 
sere bauten. Praha /Nakladem viastnim) 1924. 


192 p. 1 L ilus. (incl. plans) plates (part col, part mounted) 31™ 


1. Architecture, Domestic—Bohemia. 1. Title. 
26-2747 


Library of Congress NA7}44.B6F7 


Freiwald, Ludwig, 1898- 
Last days of the German fleet, by Ludwig Freiwald; trans- 


lated by Mertin Moore; with an introduction by Hector c. 
Bywater. London, Constable and company Itd., 1982. 


21, 318 p. 1 maps onl fold.1. 104”. 


European war, 1914-1918 Naval operations—Submarine 2. Buro- 
pean war, 1914-1918—Naval operations. 3. Germany—Nevy 1 Moore, 
Martia, tr. u. Title Translation of Die verratene Gotte Aus 
den letaten tagen der deutechen Kriegsmarine 


33-1434 
Library of Congress D681. F7T 


Freiwald, Ladwig, 1898- 
Schlachtkreuzer im nebel, von Ludwig Freiwald. Ménchen, 

J. F. Lehmann, 1934. 

Top 1. 


1, Buropean wer, 1914-1918—Naval operations, 2 Buropeas war, 
1914-1918—Naval operations—Submarine. 1. Title. 


4 40887 
Library of Congress pee. FTS25 
— —— Copy 2. 
Copyright A—Foreign ‘28287 
2) 000 10043 


Freiwald, Ludwig, 1498- 

U-boots-maschinist Fritz Kasten; das frontbuch der deut- 
echen Kriegsmarine, von Ludwig Freiwald. Miinchen, J. F. 
Lehmann, 1933 


wp 1" 


1 Kasten, Frite ¢ 1981. 2 Beropean war, 1914-1914—Ners! opers- 
tons— Submarine 1. Title 


Mm) 
Library of Congress Del F763 
Copy 2 2 940 4612 





Freiwald, Ludwig, 1898- 
Der weg der braunen kimpfer, ein frontbuch von 1918-1933, 
von Ludwig Freiwald. Manchen, J. F. Lehmann ,1934, 


ap 2. 

1. Nationslsosialistiache Geuteche arbeiter-partel, 2 Germany — 
Hist.— Revolution, 1918- 1 Tithe. 

86-17361 

Library of Congress DD240.FT3 
—--—— Copy 2. 
Copyright A—Foreign ‘28320 

2 943 085, 


Freiwilliger arbeidsdienst 
see 


Reicharbeitedienst. 
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Freixa y Rabasé, Eusebio, b. 1824, comp. 
i oe de quintas 6 recl del 
érei y tri jones de los buques de ‘a ee ir 
Eusebio Freixa y Rabasé, ampliada eplennemente 
hasta la fecha por Luis Falcato ... 15. ed. Madrid, Ad- 
ministracién ; Carrién hermanos, impresores, 1895. 
wp a 
At head of title Publicaciones de Freixa y Falcato 





we crime 
eee Miltary tow Spain. Paka, nn od 
16-4602 
Library of Congress UB32S.S8F7 
Freixas, Alberto. 


Eiko. Buenos Aires,“El Ateneo,” 1938 
4p, Qlp-257 p81. Mus 189° 
Co! lo. —Di _ 
aaa — Saget ry — Agua —Sio a —Oracia 


— uy "Basar 7 — —_ 
a unto a! templo. — Euile —Tresces. — 


1 Tithe 


Library of Congress 


Freixas, Alberto. 


. Espiras, cuentos. Buenos Aires ;Talleres de A. Plantié 
ycia., 1941. 


220, 2;p. tue 20". 


Cowrents —La luna se horde en e! lago —E! monarca —Salvaciéa. — 
pabi: Sentencia. — Acogimiento.—Ductor.—Myria.— 


42 emt 


Freixas, Alberto. 


Sp. ash ie =. 


1m 
Library of Congress PAG6O.FT 
a ores 
Freixas, Manoel. 
.-. Mi tierra es la Argentina. Buenos Aires, Distribuidores 
del colegio,” 1940, 
890, 2p. 19”. 
“Bibliografia” : p. 881, 
. Tithe. 
a mH 
Library of Congress PQTTOl. FTS4M5 
2 mae 


Freixas y Pascual, Joaquin de. 

Nota sobre el erélito territorial y su organiaacién en 
Cuba, por Joaquin de Freixas y Pascual ... Habana, 
Imprenta mercantil, 1906. 


Ip LL 75, ip 2 


1 Agnecultural credit—Cuba. 
19-1040 


Library of Congress HD1400.C9F7 


Frejes 


Freizeaurwein, Marx 
see 


Freitz-Saurwein, Marx. 


Frejac, Edmond de. 
‘AOjvas loorépavos, & draaddiov rou wehoworrnora- 


abs tohduov. Merdgpans dx row AMKow. as Taps 
"Exdorina xaragripara ‘Arhavr (1913, a 


127 >. tlw. 2°. 


Library of Congress tated 


Copyright A 346488 


Fré jacques, Jules Duval de 
see 


Duval de Fréjacques, Jules Célestin 
Xavier Auguste. 


Fréjaville, Gustave. 


... Au musie-hall. Paris, Editions du Monde nouveau, 
1923. 


Zp. 1, 7-305 p. 1 front, ports. 19°. 


“Justification £ t Quatre rente exemplmures paper 
alfa name Totes 713500 . mo. 85. i ™ = 


uades ithe usic-halls (V; -theaters, cabarets, Pans— 
cis halls Workin theaters, wahaoon ae em.) aati 
Library of Congress PN1967.F7 —— 
Copyright A—Foreign 21618 
2, 
Fréjaville, Gustave. 


. Les Méditations de Lamartine. Paris, Société francaise 
d’éditions littéraires et techniques; E. Malfére, directeur, 1931. 


1 p11. 19". (Les grands évésements littéraires) 


1. Lamartine, Marte Louis 1780- 
Alpbonse Marte une 1780-1888. Meditations m4 weal 


Library of Congress PQZS25. AAT 


a 41.74 


Frejes, Francisco, d. 1845. 
Historia breve de la conquista de los estados indepen- 
dientes del imperio mejicano; escrita por Fr. Francisco 


A ... (Zacatecas, Impr. a cargo de A. Villagrana, 
1838. 


vi, M6p, 11 as 


|. Menien — Hist. — Conquest, 1519-1540. 2. Mexico — Hist. — Spanish 
colony, 1540-1810 


17-2261 
Library of Congress F1290 Fae 








Frejes 


Frejes, Franctece, d. 1545. 

Historia breve de la conquista de los estados independientes 
del Imperio mejicano, escrita por fr. Francisco Frejes ... 
Mejico, J. Ojéda, 1839. 

vill, 302, 2, p10 


1. Mexico — Hist 
colony 1540-1810 


—Conqvest, 1519-1540 2 Mexico — Hust —Spanied 


2465 
rmrs 


asiel, 


Library of Congress 


Frejes, Francieco, 4. 1546. 

Historia breve de le conquista de los estados independientes 
del Imperio mexicano, escrite por fr. Francisco Frejes 
Edicién del “Estado de Jalisco.” Guadalajara, Tip. "te 8. 
Banda, 1878. 





Frejes, Francisco, 4. i545 


Memoria histérica cle los -ucesus muas notables de la comqui-ta 
particular de Jalocu por lo Expaiioles. Que ofrece al e-tado 
FFF jaliciense. le-eomo cle la ilumtracin, (Guadalajara? 
I-2t’ 

ty oe 

fogertert teyriat ton of 

1 Jeline, Mev Mier Meview Mint — Comyuest 159 Dae 
1 Title 

ro 
Lotreey of Comune Fie Pe 


ah! 


| Frejes, Francisco, d. 1845. 
Memoria histérica de los sucess» mid» notables de la conquista 
Que ofrece al estado 





pert r de Jalixco por los espaivles 
f. F. F., jalisciense, deseoso de la ilustracién. Ed. del “Estado 
de Jalisco”. Guadalajara, Tip. de 5. Banda, 1879. 

6% 2p oa 


With this is bound the sotbor's Historia breve de la conquista de los 
eatadvs independientes de! imperio mexiieno  Guadeiajara, isv& 


1. Jaliaco, Mexico—Hist. 2. Mexico— Hist —Conquest, 1510-1540. 
1 Tithe 


2 DBM 
Library of Congress rize ret 
— —— Copy2, With out the Historia breve. 
a33o1, 
Frejlich, Héléne. 


Les amants de Mantes, Flaubert et Louise Colet, d'aprées 
des documents inédits et avec six gravures hors texte Paris, 
E. Maifere ,1936, 

3p 1,018 ap. 26 
Bibliotheque du Hérissoo 


ports, 187%. (Galerie d histoire littéraire) 





1 Pisebert, Gustave, 1921-1680. 2 Colet, Mme Louise (Revol) 
1810 1876 & Tith 
38-1245) 
Livrary of ( cogress Pg rt 
a we 
Pre fitch, Héléme. 
Flaubert d'aprés + correspondance. Paris, Soriété fran- 
une dbAitions lttéreire. et techniques 1 ¥43, 
So. MA Be fret ipere, Be 
ww Yo ae 
1 Mlectert Guteve, 151-19 
acum 
‘Tits frvw Brows Unie Prigeed by LC 
& 
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Frejlich, Joseph 
see 


Frejlich, Jézef. 


Prejlich, Jézef. 

... Les bases de l'indépendance économique de la Po- 
logne. Paris, Imprimerie M. Flinikowski, 1917. 

vil, 79. 24. 


1. Poland—Econ. condit 1. Title 


2154 


Library of Congress HC397_P7F6 


Frejlich, Jozef. 

Fundamental conditions of the economic independence 
of Poland, by Joseph Freilich, ra. v. (Translated from 
the French) Chicago, Polish national defense committee, 
1918 


Wp 19" 


1. Poland—Exon. cundit. +. Title 
20-2676 Kevised 
Library of Congress HC 337 P7F7 
(2242, 
Frejlich, Jozef. 


La structure national cle la Pologne, étude statistique. 
Neuchatel, Attinger fréres. 1918. 
Tiihpil map a 


At beed of title ir Joseph . a 
“Biditographie” 1 p. after p. TT 


1 Potand—Nationality 1 Mite. 

14722 
Library of Congress HBSIIA7 FS 
(371, 

Reference card 

Prejolity, Asariah, pseud. 

see 
Augustine, William Asariah, 1855- 

8279 


Library of Congress 


Fre jus,Roland de. 

The relation of a voyage made into Mauritania, 
in Africk, by the Sieur Roland Frejus of Marseil 
les, by the French king's order, in the 
1666. To Muley Arxid, king of Tafiletta, &c. 
for the establishment of a commerce inhll the 
kingion of Fez, and all his other c te. 
With a letter, in answer to divers curious ques- 
tions concerning the religion, manners, and 
customs of bis countreye ... 
--Englished out of French. 
W. Godbid, 1671. 

(Continued on next card) 


London, Printed by 


5-9020 


by Mons. A. Charant. 


Frejus, Roland de. 
The relation of a voyage made into Mauritania, 
) 





in Africk ..... (Card 2 
4p. 1., 119 p., 11., 71 p. 15%, 
1. Morocco--Descr. & trav. I. Title. 
5--9020 
Library of Congress DT%308. FA6 
[ak2d1) 
—_ Sanry. 
d of life on d iti Being a re 
te to the criticiome of Dr. Watters, of St. Louis, on a let- 


4 


a 
ter addressed by Mr. James Hinton, of London, 28th Au- 
gust, 1868, to the editors of the St be ~: ye 
gical journal. By.Henry Freke ... Dublin, Fannin 
company, 1871. 

SSp fold tab 24 


Reprinted ( th fenetionsd § the Dublin quarterly c 
cal scvence, ore pomeret satiated 


H 


1. Life 


Library of Congres. QH35! Fes 


ireke, Henry. 
On the origin of species hy means of organic affinity 


hy H. Freke London, Longman and co.; ,ete., ete. 
1861 
3p. b, wierhi, LIS p front. (fold. tab.) 219. 
1. Species, Origin of 
6 12876 
Library of Congress QHI*.Fe 
1Gel) 


Freke, John, 1688-1756. 
An essay to shew the cause of electricity; and why some 
things are non-electricabla In which is also consider’d its in- 
fluence in the blasts on human bodies, in the bli on trees, 
in the damps in mines ... in « letter to Mr. William Watson, 
vy. a 4, by John Freke, surgeon to St. Bartholomew's hospital, 
— - The 2d ed.: with an appendix. London, W. 
nn . 
Tact 

Sepencie 1 0 caply to the poetnce of Benfemte Martieve “Ae eung 


om electricity 
2 Martin, Benjamin, 1704-1782. 


41350 
Library of Congress Qcsi6 Fae 
(41D), 
Freke, Ralph, 1596-1684. 
A pedigree, or Genealogie of the family of the F 
for nearly 200 years. a begun b — Freke, o 





one ... Second) 
— of Mr. John Preke, rector of Oratord Fitzpaine, 
rset ... and lastly reduced to this form by William 
Freke, of Hinton St. Mary, in the county of Dorset, bar- 
rister of the Middle Temple, London, July ye 14* 1707. 
Typis Medio-Montanis in turre Lati impressus, 
ia agile we a Sir T. Geneslogia ... Typis Medio-Monta- 
1. Freke f Freke, joe, i cm 1637. u. Freke, 
b+ 1662-1744, on, Phillippe, Thomas, bart, 1792- 


Library of Congress use vol. 2 21-11820 


Freke, Raufe 
Ty) 


Freke, Ralph, 1596-1684, 




















la, 


oaeryvyy 





(Freke, William, 1662-1744. 
The fountain of monition 





as « brief introduction to the holy allegorick ru! rs 

By W. F. esq; master in the holy language, and author of the 
New Ji 4c. London, 1703. 

Ini Se a 


Saas Saad came purpuse J 
” (Coatioved oa oext card) 
[a 
Albi, 


1. Dreams 2 Visions t Tithe o. Tithe: The divine gummar. 

m1. Tithe: The pool of Bethesda watch'd. 
36-8431 
of Congress re 

—————« Copy 2. 19. With this is bound the author's 
Lingua tersancta or. A most sure and compleat a 
dictionary to the boly lan- guage of opirit Leadon, 1 
Copy 2 4lbl, C } 135.3m 





With thie is bound the author's The fountain of monition and inter 
commeanication divine .. London, 1708. Copy 8 
1. Dreama 2 Visions t Title. 


Lae 
Library of Congress Briovs. ras 
—— ——— Copy 2 | With Me The fountain of meaition and 
intercommunicetios divine Landen, 1708. Copy 2, 
BrOTS. Fe 2 
yas, ) 186.888 
Prehen, Priedrich, 1882— 


Druso, oder : Die gestohlene menschenwelt ; roman von Fried- 
rich Freksa. ‘Berlin, H. Reckendort g. m. b. h. ,*1981, 
317, 4) > 19 


1. Title. 
Library of Congress PT2611.R30DT 198) 
Copyright A—Foreign 15186 
2 653.91 
Freksa, Friedrich, 1882- 


Die fackel des Eros, ein dramencyclus von Friedrich Freska. 
Miinchen und Leipzig, G. Miller, 1909. 
Spl, 7160p, 11 wy. 


Conrenrts. — Mise nigra, sur Packel des Bros. —Der traam des 
‘Tiberius. —Der tod des prinzeo oruavel. 


217% 
Library of Congress PT1LRSOFS 1900 
Freksa, Friedrich, 1882- 
Gottes wiederkehr ; roman von Friedrich Freksa. 1- 
teil... Berlin, E. Fleischel & co., 1916- 
. =a. 


1. European war, 1914- ~Fiction. 1, Title. 


Library of Congress PTI RIGS 1916 “= 


Copyright A— Foreign 1a 
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Freksa, Friedrich, 1842- 

Kapitin Ebrhardt; ab und schicksal herzahit 
von ***, hrsg. von Friedrich Freksa Berlin, A. Scherl 
gmbh. “19%, 





3p.1. 5366 1) p frost. (port) 2 
1. Ebrhard:, Pout 1 Tithe 

te ad 
Librery of Congress DD-31 E2TFT os 


Freksa, Friedrich, 1862- 
Kaufmannskinder, roman aus der wende Berliner birger- 
tums, 1895-1925. Berlia, Sieben-stibe-verlag , 1980, 
MAD 


1 Tithe. 
81-1 peat 
Library of Congress PTL. RSOKS 1980 
Copyright A—Foreign 11889 
ca ms 


Freksa, Friedrich, 1882- 
Das kénigreich Epirus; komédie in 5 akten von Friedrich 
Freksa. Miinchen und Leipzig, G. Miller, 1908. 


1. Title 
mom 


Library of Congress T2011. R3OK6 1908 


oe Friedrich, 1882- 
Der kriegskommissar des ony roman von Friedrich 
Freksa. 1. bis 10. tausend. Berlin, A. Scherl g. m. b. b. “1931, 
a ap 1. 


1, Seven years’ war, 1756-1763—Fiction. 1 Title. 


82-13452 
Library of Congress PT2611.R30KT 1981 
Copyright A-—Foreign 18827 
2, an 


Freksa, Friedrich, 1882- 
Menschliche rechtfertigung Ly -y - u.; nach om 


rkungen in den akten des 
brag. von Friedrich Freksa. Minho sovirtiges emte 


2p L%4%a—p m7 
On cover Gegen die Kautsky mache 


Sepye or war, | see: A 
1895- y. Karl, 1854 


Library of Congress DSi1Foe 
a 


2 Witheim Comes enue. 
Ger weltotes exmand 1. Tithe 


2698S) 


Freksa, Friedrich, 1882- 

Ninon de l’Enclos; ein spiel aus dem barock von Friedrich 
Freksa. Miinchen und Leipzig, G. Miller, 1907. 

Tp =. 


1. Lencios, Anne, called Nimon de, €20-1706—Drame. 1 Title 
aor 


Library of Congress PT3611._R98NS 1607 


Freligh 


Frekm, Friedrich, 1882- comp. 

A peace congress of intrigue (Vienna, 1815); « wee r 4 
mate account of the of Vienna composed of 
wa A memoirs of its important participants, comp. red 

rick Frekea; tr., -—: with an introduction and 


by Harry Hansen. New Y. The Century co., 1919. 


sx, +48p 2 


Freksa, Friedrich, 1882- comp. _ <A peace congress of 
intrigue (Vienna, 1815) 1919. ae 2) 


of the —pre Tales oot 

(from the notes of Baron von Nostits) Of kings and noble 

lords (from the reminiscences of the Countess Lu’ og yg 

the scenes at the congress a the foundations for the Prussian 

(from the letters of Withelm voo ’ A prime of the 

pd Mapabara {from the dlary of Archduke Joho of Aveta) The 

craftemen of 4! exposes his hand pee letters of 

Cearina aie, iyrend fie resin, K tng Loule xvii of 
’ ove hundred (from the diary 

Baroo von Stein) a - 

1. Vienna. Congress, 1814-1815. 1. Haoseo, Harry, tr. m. Title. 

1 
Library of Congress pee FT _ 


filet, 


Freksa, Friedrich, 1882- 


Ein sommer schule und liebe, roman von Friedrich Freksa. 
Berlin, Ullstein ,“1931, 


251, A) p11. 169". (Malf-titie: Die geiben Ulistein-dicher. ,132,) 
1. Title 
31 33440 
Library of Congress PT2611.R3086 1981 
Copyright A—Foreign 13445, 
2 S33.81 
Freléchoux, Maurice. 
Le contréle ouvrier dans l'industrie ... Macon, J. 
Buguet-Comptour, 1923. 
wp 3 
“Bibliographie” : p. 5-9. 
| Employees’ representation in management. 1 Tithe 
L170 
Library, U.S. Dept. of Labor 
2 


Preligh, Martin, 1813-1889. 
Homeopatia familiar. Compendio simplificado de la 
“Practica | a de la Adaptado al 
uso de familias y " vinjeros. Por el doctor D. M. Freligh 
New York, C. T. Hurlburt, 1869. 
np. 





1. Homeopathy— Popular works. 


Library of Congress RX16 Fe 


Freligh, Martin, 1515-1889. 











Freligh 


Freligh, Martin, 1813-1889. 


Homeopathic materia medica: being a summary of the 
curative action of the principal remedial agents employed 
in the homeopathic practice. Comp. from 
Jahr ... and other distinguished suchen of the profes- 
os, together with additions, references, and notes. By 

. Fre .. New York, C. T. Hurlburt; Boston, 0. 
Clapp, a. ete.) 1870. 

xxxi, GQ)» 22y™ 


Interleaved 
From the 12th ed. of the author's Homeopathic practice of medicine 
1 Homeopathy—Matera medica and therapeutics 





7145414 
Library of Congress RXOO1 FAS 
Freligh, Martin, 1813-1889. 
The b pocket jor, A Siang ilied 
abridgment st te ” thic of medicine 


ome@opa' ve my 
pecigned ly for the use of families and travellers. 
aes 1 “Preligh oth ed. New York, C. T. Hurlbart, 


1 Homeopathy— Popular works. 


Library of Congress RX76.PS6 


Freligh, Martin, 1413-1889. 

Homeopathic practice of medicine: embracing the history, 
diagnosis and treatment of diseases in general, including those 
peculiar to females; ond Go Eanageent ot eh of 

gned teat- book for Sani as 8 concise 
e ~f > the p and simplified and arranged for 
domestic use. By Dr. M. Freligh ... . New-York, Lamport, 
Blakeman & Law, 1853. 

xxx, 31,576 p 199™ 





1 Homeopathy—Practice. 


Library of Congress RXTI PRS 
are, 


Freligh, Martin, 1813-1499. 


Homeopathic practice of medicine: embracing the his- 
tory, diagnosis and treatment of diseases in general, in- 
cluding those peculiar to females: and the management 
of children. &th ed., rev. and enl. By M. Freligh 
New York, (’. T. Hurlburt; Boston, 0. Clapp; (ete., ete, 
1859. 


xxx, 31-609 2 
1 Homeopathy— Practice 


7-407 
Library of Congress RX71 Fes 


Freligh, Martin, 1813-1889. 
Remacpethie prodiics © of medicine : embracing the his- 


treatment of oagee 8 in general, in- 
coal thee pra peculiar to females wt? yee New of 


children. 12th ed., rev. and enl. 
York, C. Herbert, Boston, 0. by, leone es ae 
xxx, 31-84 p. 22)™. 
Library of Congress RX71.F 
Continued on next card) 


Freligh, Martin, 1913-1889. Homeopathic practice 
of —— . 1870. (Card 2) 


3th ed., rev. and enol By M. Freligh .. 
New York, ( . T. Hurlburt; Boston; 0. Clapp; (ete., ete. 
1873. 


xxx, 31-84 p 2257 

Library of — RX71 Fas 
- 4th ed., rev. — = By M. Freligh .. 
New York, ( c . Haribart, 1884. 

ax, J-75 9» Dim 

1. Homeopathy — Practce. 


7-1400444 
Library of Congress RX7L. Pe 
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Frelinghuysen, Frederick Theodore, 1417-1485. 
Frelinghuysen, Frederick, 1753-1804. ie payments—-the currency of Hoo. F. T. 


An oration on the death of Gen. George Washington; inghuysen, of New Jersey, in the Senate of the United 
delivered in the Duteh church in New-Brunswick, on the Bestest January 13, 1874. ‘ashington, Gov't print. off., 
22d of February, 1800. By Major-General Frederick 1874. 


Frelinghuysen ... New-Brunswick, N..J., Printed by 8p 24> 
Abraham Blauvelt, 1800. 
Zihp 217 


1 Currency questionU S —Speeches in Congress 
1. Washington, George, pres. U. S — Addresses, sermons, ete 


CATS Umev'd 
15-23519 
Library of Congress HGS2S Fae 
Library of Congress E31263 Fee 


Frelinghuysen, Frederick, 1788-1820. Frelinghuysen, Frederick Theodore, 1817-1885. 

An address delivered before the Somerset County State of Louisiana. 9 of Hon. F. T. Frelinghuy- 
Bible society, at their annual mecting at Somerville, on sen, of New Jersey, in the Senate of the United States, 
the twenty-first day of August, 1820. By Frederick Fre April 14, 1874. Washington, Govt. print. off., 1874. 
linghuysen, esq. With an appendix, giving an account cover-title, 26. 2147 
of hix religious exercises in his last iliness. New-Bruns- 
wick: Printed by William Myer, Church-Street. 1820. 

Dp wr. 


1 Reconstruction—Louisiana 
24-9326 12 48 


Library of Congress BKI23 F76 Library of Congress F375. Fe 


Frelinghuysen, Frederick, 1738-1820. 

An oration, delivered July fourth, 1812. Before the 
New-Jersey Washington benevolent society, in the city 
of New-Brunswick. By Frederick Frelinghuysen. Pub- 
lished by request. New-Brunswick: Published by C. D 
Green & co. L.. Deare, Printer. 1812 


6p ™™ 


Frelinghuysen, Frederick Theodore, 
1617-1885 


see also 


U.S. Dept. of state. 


1. Fourth of July ovations 
2eTae) 
Library of Congress CNS 172 


Frelinghuysen, Frederick Theodore, 1817-1885. 
Remarks and opinion of Hon. F. T. Frelinghuysen, of 

New Jersey, before the Electoral commission. Wasi- 

ington Govt. print. off., 1877. oo 
6p 217 


Frelinghuysen, Joseph Sherman, 1869- 


Partners in prosperity, by Joseph S. Frelinghuysen 
iNew York? 1920, 


“Address before the Kailway business accociation, March 31, 1920." 


1 Presidents—U S —Election—1876 1. Railroads and state—U. S. 2. (Transportation act, 1920, +. Title 
12-7415 nae 
Title from Bureau of Railway Economics. Printed by L.C 
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Library of Congress E680 F87 


Frelinghuysen, Frederick Theodore, 1817-1885. Frelinghuysen, Peter Hood Ballantine, 1916- 

Theodorus Jacobus Frelinghuysen, by Peter I. B. Freli 
ms ag 1 ae f een. Pa huysen, jr. Published by permission el the Society of eden 
United” States, | mad 15, 1575. Washington, Govt. wars in the state of New Jersey. Princeton, Priv. print., 1938. 
print. off, 1875. vil, 8p. 11 inet. front. (map) 22> 

Sp 215" ane 2 ee 

Bibliugraphy p 37) a0. 


of three hundred privately printed copies.” 


1. Frelinghuysen, Theodorus Jaceiua, ca. 10l-ca. 1747. 2 Reformed 
church in America —New Jersey —Hist 


uee 1 Soctety of colonial ware 
1. Reconstruction— Louisiana ew Jersey 
3771 
12-0947 Library of Congress WX9G13. TFT : 
42c1 57 
Library of Congress F975. FB9S eet saan 


Frelinghuysen, Frederick Theodore, 1417-1845. —— Theodore, 1787-1862. 


Some of the » “4 delivered by Fred’ T. Freling- Speech of Mr. Frelinghuysen, of New Jersey, delivered 
huysen, of py y, in the Senate of the United States — in the Senate of the United States, April 6, 1830, on the 
during the first session of the Forty fourth Congress. — bill for an exchange of lands with the Indians residing 
Washington, D. C., Judd & Detweiler, 1876. in any of the states or territories, and for their removal 


west of the Mississippi Washington, Office of the 





Gosupee The shoo! amendment —The river and harbor bill—The National journal, 1830 
diplomatic and consular ball —On death of Senator O. S. Ferry —The “ ae 
Indian enprcgrtenen bill —Trial of Willem w a9: ,apinion on the ® 
question of junsdiction —Service sof mandamus. — Poll 2 . 
> The J t issrasippe Political pamphlets, v. 23, no 8 


1 U S—Pol & govt —1869-1877 1. Indians of North America Government relations 


1917082 
Lileary of Congress JAMPR sol 23 
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Frelinghuysen, Theodore, 1787-1862. 


Speech of Mr. Frelinghuysen on his resolution con- 
cerning Sabbath mails in the Senate of the United States; 
May 8, 1830. Washington, Printed by Rothwell & 
Untick. Spectator & chronicle office, 1830. 


Sp. 21". 


1. Postal serviee—U S. 2 Sunday legislation—U. S 


25- 12488 
Library of Congress HE? S8F7 
Frelinghuysen, Theodore, oncom 1862. 
Speech of Mr. Frelingh' , on the removal of the 
deposites ; delivered in the ok of the United hy 
January, 1834. Washiagton, Printed by Gales 


ton, 1834. 
6p 2" 
(Markoe pamphlets, v. 26, no 3, 
1} Bank of the Caned States, 1816-1836—Speeches in Congress. 


19- 16057 
Library of Congress ACWLM2 vol 2% 


om ma Gagy ‘Political pamphlets, v. 8, no 27, 
JAMPE vol 
3 
Frelinghuyse.:, Theodorus, fl. 1745-1761. 
leugd-oeffening of verhandeling van de god- 
lyke waarheden, der Christelyke religie. By 
wyze van vragen en antwoorden, tot onderwys ler 
fonkheyd. Door Theodorue Frielir om, oe- 
Jicunt tot Albany, in Noord-Ameri« 
druck Nieuw-York, Gedruckt by W. on voor 
en f e 462 
den nutheur [1 87] - 
l 5 1l., v, 103 5 lé 
Prefuce dated Albany, July 22, 1746. 


Incomplete, last page wanting. 
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Library of Congress 


Frelinghuysen, Theodorus, ff. 1745-1761. 

A sermon preached on occasion of the late treaty held 
in Albany, by His Honour our lieutenant governor, with 
the Indian nations, and the Congress of commissioners, 
from several governments in these British colonies. By 

eodorus Frielinghuysen ... New-York, Printed and 
sold by J. Parker, and W. Weyman, 1754. 

i7p mn 


1. Albany congress, 1754 2 Iroquois Indians—Treaties, 1784. 


10-1913 


Library of Congress’ E195 F86 


Frelinghuysen, Theodorus Jacobus, 1691-1747. 

Drei predicatien de eerste, over Jesai 66. v. 2. De twede, van 
de gerecytigden, tot het Heylige Avontmael oover den 30 Son 
dagh van den Ileydelberghschen catechismus. De, derde van het 
gebruyck der sleutelen cover den 31 Sondagh van den Heydel- 
bergechen catechismus. Gepredickt door Theodorus Jacobus 
Frilinghuisen ... Vit gegeven door eenige van syn vrienden. 
Tot Niew- York: Gedruckt by William Bradford, i in den jaere 
1721. 

TPL BM Wie MH4p 14 


(Contlaued va next card) 


A 32-140) 

awd!) 
Frelinghuysen, Theodorus Jacobus, 1691-1747. Drei 
predicatien de eerste, over Jesai ti, v. 2 1721, (Card 2) 


Now. 52-50 omitted I. paging 

Signatures 5 leaves unsigned (Sth leaf blawk), (°3*)", A-D*, EF, A’, 
B-I*, Kt 

The second and third predieatien” have continuous paging and regis- 
tration 

Imperfect : all after p. 78 wanting. 


1. Sermons. 1. Tithe, 


New York, Public library AS21580 
congress 
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Frelinghuysen university, Washington, D. C. 
Courses of study. 
(Washington? 19 


. me 


ca 20-186 Unrev'd 
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Preil, Georg. 

Von dem wahren, ewigen fricdaamen reiche Christi 
und aller seiner glieder, das bie .aaf erden, im glauben 
und liebe mit leiden und geduldt, die welt and alle ihre 
feinde uberwindet, und nach dieser zeit ewig mit Gott und 
Christo sieget, und triumphiret uber den teuffel, welt 
wiinde und todt. Allen chatholisch, ! ;-evangeliseh- friedfer 
fertigen,! -guthertzigen christen zu weiterer nachtrach 
tung und crmahnung, diesem friedsamen konig — 
nachzufolgen, und ihm zu dienen, uber welche sey 








(Contiaued on next card) 
19948 
Frell, Georg. dem wahren, ew! {nedeamen 
retebo Christi . Mi hee 2) as 


trost and ewige harmhertaigheit von Gott, durch Jesum 
Christam im mm Heiliges Geiste. Aafgesetzt durch Georg 
Froll, von Char in Graubé . © Ge 
drvekt bey Christoph Saur, 1740, 

ba 2, 


Library of Congress 
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Freis, Wilhelm, 1586 
Die bibliothekarische titelanfnahme in Deutschland, 
dr. Withelm Frels 


Leipzig. O. Harrassowitz, 1919 
vill, 54 p 
bibliot 


S fold tab. 244%. 
far lothekeweven. xLvu) 


von 


(On cover: Beihefte sum Zentralblatt 


1. Cataloging 1. Title. 
3 mo 
Library of Congress ZSTLCOB oo 47 
— Copy 2. 7006. FevT 
(28et, 


Freis, Withelm, 1886- 

Deutsche dichterhandschriften vou | 1400 bis 1900; qeamt- 
katalog der hindi dichter in 
den bibliotheken und archiven Deutechlanda, Osterreichs, der 
Schweiz und der CSR. Von Wilhelm Frels. Leipzig, K. W. 
Hiersemann, 1934. 

siv p, 21, S382 p 28x 21g". 
lications, Germanic section, Modern 
vol. @) 


Title in English on added t-p: Bibliography of German literary 
manuscripts 1400 to 1800. 





(Added -p.: Bibliographical ped 
language sssociation of America 


(Continued oa next card) 
35 1506 
65, 
Freis, Wilhelm, 1886 Deuteche dichterhandschriften 


von 1400 bis 1900 1934. (Card 2) 


Versetcbols der bandechrifteo alphabetisch 


In two parte: neck 
der besitser innerhalb der vier Ander aiphe- 


diebtern; Verneteho! 
betiech nach stidten. 


1. German Lterature—Bibi.—Manuscripta 2 Manuscripts, German— 
Catalogs &. German poetry—-Bibi—Manoscripts. 1 Tithe, o Tithe: 
phy of German literary manuscripts 
‘35-1805 
Library of Congress ceases 
omen eye 3, oreom 


Fremantle 


Frela, Wilhelm, |886- 


inherits 





und zentralkatulogisierung. Referent: Bibl. Wil 

heh Frel- Leipzig, O. Harrassowitz, 1921, 

p eT ee 

Caption tithe 

Separatattreck aus dem fur 
TENE, Jabrgmng, 121 

1 Cotubeing, Cooperative 

22-1988, 
Library of Congress TE VS 
4th 


Frels, Wilhelm, 1846- 

Hinheitskatalogisierung, cinheitsbibliographie, und 
Deutsche biicherei; fiinf aufsitze von dr. Wilhelm Frels 
Mit geleitworten von professor dr. Georg Minde- 
Pouet und kommerzienrat Artur Seemann ip- 
rie. Verlag des Bérsenvereins der deutschen buchhandler, 
1921 


73, tp. 22 





nderdruck aus dem ‘Bérsenbl. { - getn buchhande!’, 87. jahrg., 
ne. 151, 168, 220, 221 uw. BR jahrg, nv. 78 


1. Cataloging, Cooperative. 2 eel Natwonal—German. 3 
ad Deutsche Bacheret ~~ 


~ 22-2409 
Library of Congress 705 FR 


Copy « ? 


Frels, Wilhelm, 1886- 

.. Goetheschrifttum des Goethej hsprachig 
biicher und aufsitze des jahres 1932 Moen A. . Duncker, 
1934. 

108 p11 2x2". (Helf-title: Cento-dreck. 7) 


“In einer einmaligen aufiege von einbundert geaihiten stficken ... 
gedruckt .. commer 51.” 





1. Goetbe, Johbape Ng oy eae 2. Goethe, Johann Woilt- 
gang von— Anniversaries, etc, 1982. 


Library of Congress 


Frelupt, Robert. 


L'expansion économique francaise 
bert Frelupt .. 


128 p 








su Maroe, par Ro- 
Paris, M. Riviere & oe”, 1912 


2sy"* 


Published also as thesis, Paris, 1912 


1. Morceeu—Econ. condit 2 Ras m Morocco. 


Mororce, 4. Morarco—Comm.— & Renter 


a— 
Library of Congress HCS91 M&F7 - 
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Fremantle, Alan Frederick, |»; i - 
England in the nineteenth century 
London, G. Allen & Unwin ltd. ,1929- 

*. 
[tb Hogrm pty 


by A. F. Fremantle . 


¥. 1, p ABT )-M01; v. 2, pp. ttT,-481. 


1. Gt Belt. —Hist.— 19th cent 1. Title. 
RE 
Library of Congress DANO.FTS 
(38k1, a0 


Fremantle, Alan Frederick, 1877- 


Trafalgar, by A. F. Fremantle (London, P. Davies 


limited, 1983. 

167, \1, p inet frout., Mies, ports, mapa, faceim. 104". (Half title: 
Gree: orenatons) 

“Bibliographical note”: p. 160-168. 

1. Trafalgar (tape), Battle of, 1805. 

“eT 
Library of Conares DAS 5.1805. FT 
ata, oars 
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Fremantle, Mrs. Anne (Jackson) 1900- 
Come to dust, by Anne Fremantle ... 
Putnam's sons “1941, 
4pl.S-6p m1" 
1 Title. 


New York, G. P. 


(Pull nome: Mrs. Anne Marie Hoth (Jactsoo) Fremantie, 
41-008 
Library of Congress PTB FeSisCo 
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Fremantle, Mrs. Anne (Jackson) 1909- 

George Eliot, by Anne Fremantle ... London, Duckwortt 
11933, 

144 p. 19°. (Great lives. 4) 

Bibliography p. 144 


1, Eliot, George, peeud., « ¢ Marian Evans, afterwards Cross, 1819- 
= (Pull name: Mrs. Anne Marie Huth (Jackson) Fremantio, 
‘3B 10474 Revised 
Library of Congress PRe@OLFT 
reg, oa? 


Fremantle, Vrs. Anne (Jackson) 1909— 
. Loyal enemy ... London, Hutchinson & co., itd. ,1938, 
#48 p. front. (port.) 2249". 


1. Pickthall, Marmaduke William, 1875-1986. 1 Title. 
(Full name: Mre. Anne Marie Huth (Jackson) Fremantie, 
3817986 
Library of Congress PR6OS1.1 3527 
2, vea2 


Fremantle, Sir Arthur James Lyon, 1835-1901. 

Three months in the southern states, April-June, 1863. 
By Lieut.-Col. F’ tle ... with portraits engraved from 
—.- Edinburgh ‘and London, W. Blackwood and 
sons, 1 





viip, 11, 6p front, ports. 197 


1. Confederate States of America. 2. U S.—Hist —Civil war—Personal 


narratives—Confederate side. 3. Southern states—Deser. & trav. 1. Title. 
21m 
Library of Congress EAe7 FBS 
BBel, 


Fremantle, Sir Arthur James Lyon, 1885-1901. 

Three months in the southern states: April, June, 1863. By 
Lieut.-Col. Fremantle Mobile, S. H. Goetzel, 1864. 

1p wm. 


Cover printed on wall 7 
f reprint of the English edition published in 1868, 


Confederate States of America. 2 U. &—Hist—Civil war—Per- 
sone striven Confederate side. 3. Southern states—Descr. & trav. 


1 Sanna 
Library of Congress wast res 


(STe1, 


Fremantle, Sir Arthur James Lyon, 1835-1901. 

Three months in the southern states: April-June, 1863. By 
Lieut.-Col. Fremantle New York, J. (successor 
to M. Doolady) 1864. 

2800p froet (port) iw. 

Wiret published, London, 1888 
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Fremantle, Sir Edmund Robert, 1836— 


The navy as I have known it, 1849-1899; by Admiral 
Honble. Sir, E. R. Fremantle London, New York ,ete., 
Cassell and company, limited, 1904. 


xvi, 472 p. front. (port) 234) 


1 Gt Brit —Navy — Hist 


S$ 02) 
Library of Congress DASB1.FBAZ 
Copy 2 VA4S4 P87 
alk, 


Fremantle, \/,-. Elizabeth (Wynne) 1779-1857. 

The Wynne diaries; edited by Anne Fremantle ... Lon- 
don, Oxford university press, H. Milford, 1935- 

©. front. thus, pl, ports, fold. maps, geneal tables. 22). 

Diaries of Elizabeth aod Eugenla Wynne Io editing their diaries the 
editor has used, “principally, Betsey’s, but Eugenia's wherever hers was 
fuller or more ey aw er they separated she has given both 
their entries. cf 

Bibliography: v1, p. ‘he 

1. Europe—Soc. life & cust. 2. Burope—Descr. & tray. 8. Wynne fam- 
fly. 4 EBurope— Hist 1789-1900. 1 Campbell, Mrs. Eugenia ( Wynne) 
b. 1780.  *Fremantie, Mrs. Anne (Jackson) 1900- ed. or, Tithe. 


3 Su88 
Library of Congress D360. F7 
41o2, weo7T 


Fremantle, Francis Edward, 1872- 

The health of the nation, by F. E. Fremantle ... with a fore- 
word by the Rt. Hon. Neville Chamberlain ... London, P 
Allan & co., itd. ,1927, 


xiv, 2008p. 2". 


Bibliography. p. 197-199. 
“Directory of leading organisations”: p 200-201. 


1. Gt. Brit —Senitary affairs. Hygiene, Public—Gt. Brit. 3. :Ma- 
ternal and infeot welfare—Ot pat, 1 Title. 


Lae 
Library, U. 8. Dept. of Labor RAGS5.F8 
a 


Fremantle, Francis Edward, 1872- 

The housing of the nation, by Lieut.-Colonel F. E. Freman- 
tle ... with a foreword by the Rt. Hon. Neville Chamberlain ... 
London, P. Allan & co., ltd. ,1928, 


xiv, 183 p. 19°. (Lettered on cover: The Westminster library) 


“Third impression Jenuary 1928.” 
Bibliography : p. 186. 


1. Housing—Gt. Brit. 2. Labor and laboring classes—Dwellings. 
1 Title. 


31-30874 


Library of Congress HD7333.A3F83 


a 331 833004. 


Fremantle, Francis Edward, 1872- 
A traveller's study of health and empire, by F. F.. Fre- 
mantle ... 2d ed. London, Heath, Cranton, td. 1917, 
xii, WA p front, pl 22° 


1 Gt. Brit.—Sanitary affa.. 2. Hygiene, Public 


SGimt. 


Library, U.S Surgeon- General's Office 


Fremantle, Henry Eardley Stephen, 1574- 

The new nation, a survey of the condition and prospects of 
South Africa; by H. E. 5. Fremantle... London, J. Ouseley, 
Itd., 1909. 


ZEzt, 328 p. incl. map. 224”. 


1. Africa, South—Pol. & govt —1000- 2 Africa, Seuth—Econ. 
1. Tithe 


coodit 
Ww -218 
Library of Congress T7322. Fs 


Fremantle, Henry Eardley Stephen, 1874- 
South African industries and banking, by H. E. 8. 


E 
Fremantle. Cape Town and Johannesburg, Juta & co. 
Itd., 1925. 


4p 2 

“This paper is an attempt to state definitely the real aeeds of South 
Afrxan manu! wm regard to credit, and to make some defi- 
nite proposals for meeting them”. 4 


t Coolie Africa, South 2 Banks and banking—Africa, South. 
at! 


26-2426 


Library of Congress HGI729 S7F7 
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Fremantle, Thomas Francia, 1862- 

The book of the rifle, by the Hon. T. F. Fremantle ... 
London, New York and Bombay, Longmans, Green, and co., 
1901. 

svil, 8 p» toct front. illus, plates, dingrs fold. tad. 224°. 

List of books”: p. 545-548. 


1 Rifles 2 Rifle practice 1 Tithe 


Library of Congress UpDae0.Fs 
ear 


Fremantle, William Henry, 1831-1916. 

Christian ordinances and social progress; being the William 
Belden Noble lectures for 1900, by the Hon. and Very Rev. 
William Henry Fremantle... Boston and New York, Hough- 
ton, Mifflin and company, 1901 

avip, 11,278 p11 197 


1. Sociology, Christian. 2 Church polity 1. Tithe. 
1—81619 
Library of Congress BR115. 8677 
Copyright A anos fib, 


Fremantle, William Henry, 1831-1916. 


The gospel of the secular life. Sermons preached at Oxfort. 
With a prefatory essay. By the Hon. W. H. Fremantle 
London, Paris & New York, Cassell, Petter. Galpin & co., 
1882. 


Sp. Ll. 7-26 p. 19. 


1. Chorch of Englan¢—Sermons. 2 Sermons, English. 1 Title 


37-37102 
Library of Congress BX5133 FT7G6 
12) 253208 
Fremantle, William Henry, 1831- 
Natural Siictienity. the Hon. W. H. Fremantle 
London and New Yo: rper & brothers, 1911. 
14, 194, «lp. 179. (Holf-tithe: Harper's library of living thought) 
Added t-p., illus. 
wis 
Washington, D. C Public Library 
Fremantle, William Henry, 1831- <—e 
Recollections of Dean Fremantle, by himeelf, 
edited by the Master of the Temple ve Wt rm With 
three illustrations. lew York rete, raell and 


company, +h 
xi, 179, ly p 2 port (incl. front) pl 22>. 
by Rt. Rev. Lucius F. M. B. Smith and Rev. 
% Bra cfr ape biOTS sn wsneaey ox Joe 
12th, 1885)" by Dean Fremantle: p. 157-174. 
1. Draper, William Henry, 1855- ed. 


Boy 


Library of Congress BXS199.F73A3 
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Fremantle, William Henry, 1831-1916. 
The world as cn ao exkian «0 eatenatinns Saing on etemys 
to set forth the functions of the as demigned to 


1 Cherch 2 Sociology, Christiana. 1 Tithe 
= 162B8 
Library of Congress BRO.AS 1883 
tei, (om) mi 


Fremantle, Western Australia. 
The a of Fremantle: the front gate of Australia, 1820- 


1929, by ry . Hitchcock Also the History of the harbour, 

J. W. B. Stevens ... Published iy authority of Fremantle 

ity council. Fremantle, The S. H. Lamb printing house, 
1929, 


182 p. tncl. Ulus, ports, tables 2 fold. pl 2”. 


me Western Australie—Hist 2 Fremantie, Western Aue 
rbor 5 Shaan, ¢ S. & Gove, 3.0.8 a Se 
wr Title: History of the harbour. 


2-687 


Library of Congress DUSSO F8A5 1929 


Cyne tate Gon enatatenen, Prone, Waive 


, ae anpuc! re 
port . Perth, 
* degre wo. 


At head of title: Western Australia 
Report year ends June 30. 


1. Fremantie, Western Austrelie—Harbor 

ca 4-732 Unrev'd 
HES@O FTAS 
2) (387 109061) 887.12308061 


Library of Congress 


harbour trust commissioners, Fremantle, West- 

ern Australia. 
... Fremantle, Western Australia. Information relative 
to the port. Pub. by the Fremantle harbour trust com- 
missioners. ,Fremantle, Porter & Salmon, printers, 1906, 


1S p. illus, map, fold chart, 33". (Issue no. 2) 


1 Fremantle, Western Austrana—Harbor 
8—27573 
Library of Congress TCR2FBA4 1906 
Frémaut, Jean Baptiste, 1821- 
Mémoire sur un projet de mécaniame vant s’appli- 
quer aux machines locomoti pour grevir rampes et les 
i des chemins de fer, per J.-B. Fremaux ... 
Carilian-Goeury et Vor Dalmont, 1851 


1. Locomotives—,Tractive power, 2. Rallroade—Gredes 1 Tithe 
spas 
‘Titie from Boreas of Kallway Beonomics TJ@00.70 
Printed by L. 0. 
Frémeast, Paal. 


The drama of Saint Helena, by Paul Frémeaux; tr. from 
the French by Alfred Riew ... and the author .. New York, 
D. Appleton and company, 1910. 

2x, 373, (1; p. front., 15 pl. @ port. fold. map, plan. 2”. 

“A summary bibliography of Seiat Helena” p. 381-870. 


1. Napoléen 1 Captivity, 1815-1821. 
™ Title. 


1, Rieu, Alfred, 187- tr. 


Library of Congress pers 


ait, 


CATALOG OF PRINTED CARDS 


Frémeaur, Peal 


Sainte-Héléne, les derniers jours de |’empereur. 


Paris, E. Flammarion ;1908, 
Spl. xxi 2h42,ap mn. 


1. Napoléon 1—Captivity, 1815-1821. 


DC211. Pes Come 
(Copyright 1908 Res no. 1699) 


Library of Congress 


Frémeaux, Paul. 

With Napoleon at St. Helena: being the memoirs of Dr 
John Stokoe, naval surgeon. Translated from the French of 
Paul Frémeaux, by Edith 8. Stokoe... London and New York, 
J. Lane, 1902. 


vip. DL, 297, (1) p incl. 4 facsim. front. (port) 1947 


1. Napeléen 1—Captivity, 1615 1821 1. Stokoe, John, 1775-1852. 
ih S., tr. 





it Stokoe, Edit 
3-125 
Library of Congress DC711 Ras 
a30e1, 

Fremerey, Gustav. 

Guiceiardinis fi litixche ansel gen, von Gustav 
Fremerey. Stuttgart. w Kohthammer, 1931 

27 (An cover Setaot 98 2 aur Viertetjahrachrift (ir eo 


sisi a c irtachaftageachichte 


“Literaturverzeichai«”: p. v)-vt 


1. Gulectardiat. Francesco, 1482-1540. 2. Finance—Floreace 
acm-15™ 

Libr 
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Fremersdorf, Fritz, 1894— 
.. Das alter der rémischen stadtmauer Kilns. Von Frits 
Fremersdorf. 
Homner von altertame- 
as pay me ng te ag mm. hee tae, p88. 


L walleGermany. 2 Cologne Antiquities, Roman 
4 Tithe. 
AcC@ue 
Met jtan mus. of art. N. Library 
for of ([DD40L.R4B7 bft 139) 
2 (068.42) 


Aufdeckung einer grabkammer aus 


spitestrémischer seit 

unter dem der kirche St. Severin zu Kéln. Von 
Fritz Fi we 

Jehreicher deo Vereins altertame- 

freunden tw ici ee i sty. Bit, 190, p. (263;-288. 


Miles, pl. Xx}-xxm (inel plan)) 


vhvanel cw 
mus of art, N.Y. Litrary 
for of (DD@1.R4BT ft 180) 
a (948.42) 
Fremeredorf, Frits, 1894 
Neue forsch po ta es at Vou 





1 a 2 Aqveducta, Romas, . Tite 
nr. Title: Bifetweaserieitung, Réaieche. ; 
ay ace@e1g1 
Metropolitan of art, Livery 
tor Libvary of Congvele (DDe1. R46BT Bft 186) 
2 (oa) 


Fremery 
Fremersdorf, Fritz, 1894- 
Eine pantheistische bronze aus Mainz. Von dr. Frits Fre- 
mersdorf. 


Front or a le ha a gt ee) 


1 Brooses, Roman 2 Mains—Aatiquities Roman. i Tithe 
as ac @ 1990 
Metropolitan mus. of art, . ¥. Ler og 
for Library of Congress (DD41| bft 129) 
2 (98.42) 


Fremersdorf, Fritz, 1894— 

Der rémische epee és Seiugetn = Sy 
Braunsfeld. Von Fritz Fremersdorf .. 

(In Beaner jahrbécher. Lag ee Vereins ven 


im Rheiniande. Bonn, 1938. 27)”. Th iit plone. 
files, pl. XXXX-ExxI (incl. plane; part fold.)) ’ 


Cologne Antiquities, Romans. Tite. 
. ¥ ac@-us 
of art. uY. 
Meter Library of Oomareme TDbeL ean? ‘bf 185) 
2) (o@@) 


Fremersdorf, Fritz, 1894- 
Romische und frinkische griber bei der Severinskirche in 
Kéln. Von Fritz Fremersdetf. 


(1m Bonner jahroteher. Jahrblicher des Vereins ven sitertame- 
freanden im Rheinlande. Darmstadt, 1933. 27). hft. 138, p. 3- 
80. illus, plates (incl. plans)) 


1. Cologne——Antiquities, Roman. 2. Cologne. St. Severin (Church) 
8. Burial . Tithe. 
AC@ 166 
tan mus of art, N.Y. Library 
for Library of Congress (DD4691.R4B7 bft 198) 
ca (048.42) 


Fremersdorf, Fritz, 1894- 

Tempelreste auf dem domhiigel su Kéln. Zar suffindung 
von fy ng einer flr des 
‘on Frits Fremere- 





afisk Ly my em erny Benn, 1928. or" 
Mes, pl 1x (plan)) 

1. Excavations (Archaeology) Ehine province 2 Oslogne—Aantiqui- 
tes, Roman, . Tite 
Metropolitan of art, N.Y. Library soem 

mus . ¥. 
for Library of Congress (DD4691.B4B7 bft 198) 
a (eae) 


Fremersdorf, Fritz, 1894- 


Weitere auagrabungen unter dem kreusgang von St. rire 
in Kéln. ~~ Sl eed cena 8. 262 
@. Von dr. Fritz Fremersdorf. 

(Ja Bonner jahrbGcher. Jahrblcher des Vi ves elertams- 
freunden im Kheinisade 1938. 37 rest 

fies pe xva (eld pies) on — 


L a Oologne - Antiquities, 
Ae eae Severia (Charch) 2 Roman 


mus. of art, N.Y. “om 
for Lineury of Oompa Tobe mas?” hee x81) 
2% (oma) 
Fremery 
see also 
De Fremery. 
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Frémery, A. 





nin de droit commercial, ou 1 Du droit fondé par la cou- 
des per A. F 


‘ales. Gobelet, 1833 
Sp. 1, dilate, 2p. il wy. 
“Table des ouvrages citée”: p. 560-057. 


1, Commerctal “eae France. 2. Law, Comparative. 8. International 
os 


law, Private. 


Library of Congress a 


Fremery, Edna de 


De Fremery, Edna. 


21-11780 


Library of Congress 12) 


Fremery, James de, b. 1826 


see 


De Fremery, James, b. 1826. 


21-11779 


Library of Congress 2 


Fremery, Paul de. 


Die eichung des corpus-luteum-hormons. Von P. de Fremery 


(Mit 4 abbildungen.) 


(in Abtorbeiien, Emil, ed. Handbuch der 
bay 


pistogtories arbeits- 
Berlin, 1920— 25°". abt. v, Met tum studium 
einzeinen or des tierisehen organiomus. t. 38, 


der funktionen 
2. halfte hit. 9, (1938) p. 1543,-1561. 
p. 1550-1561 


illus.) 
“Literatur” 


1. Corpus luteum. 2 Hormones. 


AC3-T1T 


Ohio state univ. Libra: 


ry 
for Library of Congress (QH324.A3 1920 abt. 5, t Sa) 


(574.072) 


en 





der funktionen der einzeinen or grtane dee theriachen organiomus. th, 


2. haifte hf t. 9, (1938) p. (1493,- 
“Literatur”: p. 1535-1541. 


1. Hormones. 


ACSO-716 


Obio state univ. Library 
for Library of Congress 


(QH324.43 1920 abt. 5, t Ss) 


a (574.072) 


Frémiet, Egmanuel Fauré- 
see 


Fauré-Fremiet, Emmanuel. 


LIBRARY OF CONGRESS 


Frémiet, Ph. Fauré- 
sce 


Fauré-Fremiet, Ph. 


Fremiet, Philippe Faure- 
see 


Fawé-Fremiet, Philippe. 


Frémineau, Henri, 1828- 
Anatomie du systéme vasculaire des eryptogames vas 


culaires de France, par H. Frémineau ... Paris, F. Savy, 
1868 


78 p wir fold. pl 24™. 


1. Pteridophyta. 2. Botany—Anatomy 1. Title. 


Library of Congress QKS21.F7 


Freminel, Martin de 
300 


Fréminet, Martin, 1567-1619. 


ccecs 


Préminville, Christophe Paulin de La Poix, chevalier de, 
1787-1848. 


... Mémoires du chevalier de Fréminville (1787-1848) 
Paris, H. Champion, 1913. 
axx p, 11, 2%, a front. (port) illus, pl 2y™. (Bibliothéque 
de et de Tempire. wit) 


contenant détails connus sur lexpédition “du 

Leclere, de cette colonie 1801-1802—2. rele. Vornge sas 
ithe ie nee 

ms —. a 

© West Indiess Deser, & trav 2a —Hist Revelation, 171-1804 

3. Africa, West—Deser. & trav. t. Herpin, 


Library of Congress DCMS.BS 20.7 


—— Christophe Paulin de La Poix, chevalier de, 
1787-1848. 

Voyage to the North ry pm: in the pe Stent the Syrene; 
including a yam a a it, hical notice relative to 
the island o ie Chavelice de La Poix de 
Freminville . oy Nnted for Sir R. Phillips and 
co., 1819. 

20...p 07-6. 2. 

1. Arctic regions. 2. Iceland—Deser. & trav 

Library of A ag 
| ety of giclee | 


20.7 sat mae) 


1 Title. 
3-10803 
Cie’ Phillipe, Sir Richard, pub A 


contemporary voyages & travels .. 
New voyages and travels ... vz 


Thomas. A voyage to Hudson’ 
F 1060.7 Me¢ aed 


Fréminville, Edme de La Poix de, 1680-1773. 

Dictionnaire ou traité de la police générale des villes, bourgs, 
parcises, et seig’ de la m4 Dans lequel on trou- 
vera tout ce qui est nécessaire de savoir & de en cette 
partie, par un procureur fiscal, dans toute |' 
tice ; & of l'on a rapporté toutes les ordonnances, arréts & régie- 
ments & ce sujet, pour s'y conformer sur chaque objet... Par 
me. Edme de La Poix de Freminville ... Nouv. ed., rev. & 
cor. par lui-méme Paris, Chez les associés au privilége dee 
cuvsagne de Vauteur, 1775. 

it, (2), 7p. 2. 





1. Police—France. 2. Criminal law --France. 


Library of Congress 2, 


Fréminville, Edme de La Polx @, 1 1680-1778. 
PR pe " lle, pour la jon des terriers et des 
i les plus impor- 
oan cette matiere, & leurs décisions, tant it les pays 
coutumiers, que ceux régis par le droit-ecrit . M. Edme 
de la Poix de Freminville Paris, Knapen, 1758-62. 
= 








SY. 

Vols, 1-2, 24 edition 

Vol, 1, 1762; ¥. 2, 1750; v. 8, 1758; ¥. 4, 1754; ¥. 5, 1757. 
Vols, 3-5 have Parts, 


Planchetta, factie & toutes personnes, 
lever les plans par ap arpeotage trée-juste & fort 


riers (Law) 2. Land teoure—France—Law. 3. Feudalism— 
France. 3. Feudal law— France, 4 Plane-tabie. 1 Tithe. 
2) 21835 
Library of Congress 2 


\Fréminville, Edme de La Poix de, 1680-1773. 


Traité historique de |'origine et nature des dixmes, et 
des biens possedés par les eae = franche au 
mone, & de leurs charges. Par M. E. D. L. P. D. F., bailly 
des ville & marquisat de La Palisse . ea Valley re 
pere, 1762 


2p. 1, iin, 48, 2p 17. 
Author's wame appears in “Approbation.” 


10- 12581 
Library of Congress 





:Fréminville, René Marie de la Paix de, 1905- 

.. Abandons de postes; roman. Paris, Gallimard 1989, 
Spl. Sr 2p.1L mw. 

Author's paeud. Jean Merrien. at bead of tite 


& Tithe. ) 
16789 
Library of Congres PQM1L RABAT 1989 
Copyright A—Foreign Coe 
2 MBO 
(Fréminville, René Marie de la Peix de, 1905— 
.. La mort jeune, roman. Paris, Gallimard ,1938, 
2p Ltr @ip.i. wm. 
Author's paeud . Jean Merrien. at bead of tithe 
1 Title. 
30-15161 
Library of Congress PQ21LR41SM6 1988 
Copyright A—Foreign ORBS 
cl 


Fréminville, Yves Marie Paul de la Poix de. 

... Dressage et monte & l'obstacle du cheval de concours. 45 
illustrations du capitaine d’Halewyn et 4 planches hors texte. 
Préface du général Bucant. Paris, Berger-Levrault, 1932. 

a1, 77,3) p, 11 ius, T pl onal 2. 

At head of title: Capitaine de Fréminville. 


1. Horeetraining 2 Horsemanship. 3. Horseracing. L Title. 
383 30008 
Library of Congress erzs7 FTS 
Copyright A—Foretgn 21213 
2 198.22 











Prémiot, Georges. 

. Le canton dans | d ive fran 
gaise os alr =r Nicolas, nay v. Arsant, 
1911. 

In p. un 


Thése—Univ. de Nancv. 
“Bibliographic”: p. iSr-7 





1. Local goverament— France. 1. Title. 
17-14618 


Library of Congress JS417.F7 


Fréemiot, Jeanne Francoise, baronne 
de Chantal 


Chantal, Jeanne Frangoise (Frémiot) 
de Rabutin, baronne de, saint, 
1572-1641. 


Fremiot, Laurensine, sdeur 
see 


Laurensine Frémiot, sOeur, 1847-1855, 


Premlin, R. 

The potato in farm and 
| a = & its cultivation, wi 

cultures. By R. Fremlin. 
tlons, from ‘Farm and home.”’ Lo 
Routledge sons, 1 
aod Por Pura! bok EE ere Seas ST 

=: 


rden. Embracing every 
and 


on, New York, @. 


1. Potatoes. «1. Potato: 


Agr 15-1634 
Library, U. S. Dept. of 


Frémoire 
see 


La Fremoire. 


Frémoire, Jean de la 

— sans aveux, roman. Paris, E. Flammarion 
a 

pil uP. 

2 Tite 

Lébrary of Ocngress PQSSLLR4RAS 1950 
Copyright 4-—Foreign ores 

a een 


CATALOG OF PRINTED CARDS 





Frémeire, Jean de la. 
& ls vie pathétique, roman Paris, E. 

Flammarion ,“1928, 

28 ptt 1. 

1. Title. 

5 eal 

Library of Congress PQS RaIG 1028 

Copyright A— Foreign 10 
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Frémond, Mme. B. 


Nouvel exposé de la music Frémond, extra simpli 


fire Paris, "Institut de musie Frémond, “1920. 
2p. 72p. 11. illus, (inel, music) 2 port. on 1 pl. 27x22". fr. 10 
1. Musical notation 
20-1208 
Library of Congress MT32.F72 
Copyright A—Foreign 17027 


Fremont, Augustus. 

Health and strength ; a system of simple and effective indoor 
exercises for the proper development of the human body ... by 
Augustus Fremont. Philadelphia, Physical culture society of 
America ,1908, 

31 p. incl. front, titus. 16°. 


1 Callisthenics 1. Title 


sie 


Library of Congress 
Copyright 


OV s80. FR 
(a37b1, 


Frémont, Charlies. 
Etude tale d Ch. F it. 
Pain lage 3a Boat, S508 "At PAF C% Prion 


2p... MS p. 1% ius Bi. (Mémoires, 
‘ouragement pour année } 


. par la Société d'en- 
lindustne nationale, ) 


1. Rivets. 
20-1458 


Library of Congress stm, TAS91.F7 


Frémont, Charles. 


Files and filing, tr. under the supervision of George 
Taylor (Taylor file and tool co., Leeds) from French 
“La lime’ by Ch. Fremont. London, New York ete, 
Sir L. Pitman & sons, Itd., 1920. 


xi, 1448p. illus. diagrs. 28x 22™. 


1. Files and rasps. —t. Taylor, George. 
21-21991 
Library of Congress TJi285.F7 
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Frémoat, Donation. 

Mgr. Provencher et son temps. Winnipeg, Editions de 
le Liberté, 1985. 
208, 2) p. 11, incl frost plates, porta, map. 19°. 
“Bibicgraphie” p. .288;204, 


1 Provencher, Joseph Nortert, tp. 1787-1608. 
s7-11911 
Labrary of Congress BX4™6.PTsOT 


Fremont 


Frémont. Donatien. 
Pierre Radisson, roi des coureurs de bois. Montréal, 
Editions Albert Lévesque, 19383. 
2p. tap. 2k we. 


1. Radisson. Pierre Esprit, 1207-1710. 
AC 38TH 


‘Tithe from N. ¥. Pub. Libr. Printed ty LC 
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Frémont, Elizabeth Benton. 

Recollections of Elizabeth Benton Frémont, daughter of the 
pathfinder General John C. Frémont and Jessie Benton Fré 
mont, his wife. Comp. by I. T. Martin. New York, F. H 
Hitcheock, 1912. 


1% p. front, plates, porta. 194”. 


1. Frémoat, Joho Charies, 113- -— 2 Southwest, New— Sor life & 
cust 1 Martio, lemena Teresa, } 
12—11139 
Library of Congress £415.09 FSPre 
—— ——— Caps 2 
Copyright A 312872 240), 
Frémont, Mrs. Jessie (Benton) 1924-1902 
Far-West sketches, by Jessie Benton Frémont Boston, 
D. Lothrop company ,°1890, 
1p. 1, 9206p. 18)" 
1 egy Deacr. & ~~. 2 Arizona—Deser. & trav, 3. Califor 
ole— fe & cust 1. Tit 
Re—T4 
Library of Congress reare 
139g], 
Frémont, \/r* Jessie (Benton) 1924-1902. 
Souvenirs of my time, by Jessie Benton Fremont Bos 


ton, D. Lothrop and company ,1887, 
4p. 1, 7-888 p. incl plates, ports. frost. ports. 18”. 


1. U. 8 —Sor. life & 2 Washington, D. C —Public life. 3 Fré 
mont, Joho Charles. isis 16 10) 
1027008 
Library of Congress E4159 FSF7 
= — Copy 2 
Copyright 1887. 576 owl, 


Frémont, \/rs. Jessie (Benton) 1824-1902. 

The story of the guard: a chronicle of the war. By Jessie 
Benton Frémont ... Boston, Ticknor and Fields, 1863. 

xii, (15)-227, 2p 184. 


With music. 
Titke page tp red and biack. title vignette. 


1. Migsourt cavalry. Premeate boty quad, 2008. 20 8—Hise— 
Civil war — bistories—Mo. cav —Fréwoot's body guard 8 
Migsourt— Hist —Civil war. 1. Tithe 

2-14551 

Library of Congress ES176F87 

——- ——— Copy 2 el, 


Fremont, Mrs. Jeasie (Benton) 1824-1902. 

Tho of ond Gp mae tastes, ty Jel Basten Dep 
mont... Boston, D. Lothrop company (1891, 

2p 1, D182 p fromt (port) Imi. 


Cowrawra—The “deck-hand”—Kit Carson—A sy tbe equa: 
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Frémont, Vrs. Jessie ( Benton) 1824-1902. 
A year of American travel, by Jessie Benton Frémont. New 
York, Harper & brothers, 1878 


Ip t.:7-189p UF" (On cover: Harper's balf-bour series. ,v. 67,) 


1 America —Deser & trav 1. Title 


1s 2364 
Library of Congres ACLH2 vol 67 
Copsright 1876. S457 (891, 
Fremoat, Jemie Benton, 12 


Young ladies should marry, by Jessie Benton Fremont as 
told to Elisabeth Henry Redfield. New York, R. M. McBride 
4& company ,*1936, 

. p> 1)" 

Niastrated lning-papers. 


& RedSeid, Mre Elisabeth Beary. uo Title 


‘os res 
Library of Congress PZ3 FSslesTo 
—~ ——— Copy? 
Copyright 4 sesso 3 


Fremont, John Charles, 1313-1890. 

Central railroad route to the Pacific. Letter of J. C. 
Fremont to the editors of the National intelligencer, com- 
munirating some general results of a recent winter expedition 
acrom tne Rocky mountains, for a survey of « route for a rail- 
road to the Pacific. Washington, 1854, 

Tp 2 (3d Cong, 4 eee. Hoo Miler dor 4) 


Capdve uve 
December 27, 1854 —Ordered to be printed 


1 PactSiec ratirceds— and surveye Nationa! tatat- 
ligeocer, Washington a le 
aw aeT 
Title from Bureau of Ratiway Economics HEZTGS 184 
Printed by LC. 
ro 


Frémont, John Charies, 1413-1890 

Defence of Lieut. Col. J. C. Fremont, before the ane | 
court martial, Washington, January, 1848. ,Washington? 
1845, 

cover-title, Tp. 2”. 


1 Callfornia— Hist — 1846-1850. 1 0.8 Army. Courtemartial 
Frémoot. 1646 


11982 
Library of Congress rows 
a2e1, 
Frémont, John Charies, 1813-190. 


The exploring expedition to the Rocky mountains, Ore- 
gon and California, by Brevet Col. J.C. Frémont. To which 
With recent notices of the gold region from the latest and 


most authentic sources. Auburn and Buffalo, Miller, Orton & 
Mulligan, 1554. 


4p froet (pert) 14. 
At head of title Nineteenth thousand. 
( Contiousd on next card) 
aon, 


Frémont, John Charles, 1415-1590. .-. The ing ex- 


LIBRARY OF CONGRESS 


Fremont, John Charles, 1813-1890. 

Die Felsengebirge, Oregon und Nordcalifornien. Von kapi- 
tin Fremont Aus dem englischen tbersetzt von dr. Kot- 
tenkamp. 2. ausg. Stuttgart, Franckh, 1 

1p. 1b, pp vill, 24 p 16 

A translation of Frémont’s Report of the exploring expedition to the 
Rocky mouatains in the year 1842, and to gees ead sorth California 
in the — 1543-44. Wasbington, 1445. The appendix and the astro 


———— observations, found to the original, are 
omitted 4 the 
First edition A. IMT as +. 130 to 133 of Welt panorama 


1 U &—Es peditions, 2. The West—Deser & trav. 3. Pa- 
cific states—Deser & trav. 4 ule mvuptains 1 Kottenkamp, 
Freos Justas, 1806-1854, tr 

Re-1191 

Library of Congress P59? Peer 

e331, 
Fremont, Joha Chartes, 1813-1890. 


... First ascent of Fremont’s peak. From Fremont's Journal 
of his first expedition. ,Boston, Directors of the Old South 
work, 1896, 


4p BW” (Old South leaflets Genersi series +. 2, no 45) 


tbe Ore sat lake From Fremont s Journal of bis second expedi- 
"sp 1s 


1 U0 &~--Bxploring expeditions 2 Fremoat's peak, Wy. 8 Great 
eal lake 


2a 
Library of Congress EIT30H4 vol 


am, 


Frémom, John Charles, 1513-1890. 

Geographical memoir upon upper California, in illustra- 
tion of his map of ¢ and California, by John Charles 
Frémont : addressed to the Senate of the United States. Wash- 
ington, Wendell and Van Benthuysen, printers, 1848. 


Gp fold map By. (U8, Wn 
' 


‘ong. Ist seas, Senate. Misc 
as 


1. U. 8.—Exploring expeditions, 2 Californie—Deser & trav. 5. Call- 
—Sarveys. 1. Title 


Re—T38 
Library of Congress ree Fes 


— —— Copy 2. (3202, 


Prémont, John Charles, 1813-1890. 

Geographical memoir upon upper California. By John 
Charles Frémont to which are now added, extracts 
from Hakluyt’s collection of voyages, La Peyrouse's voy- 
age, Venega’s history of California, Harris's collection of 
voyages, von Langsdorff's travels, Aleedo'’s Geographical 
and historical dictionary, Hasting’s Guide to Oregon and 
California, Farnham's Life and adventures in California, 
the President's message to Congress, Dec. 5, 1848, Col. 
Mason's report to the secretary at war, Letter of the Rev. 
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Prémont, John Charles, 1813-1890. Geographical 
memoir upon upper California ... (Card 2) 


Walter Colton, Aug. 29, 1848, Certificate of the Mint, 
letter of Thomas 0. Larkin, late consul at Monterey, 
letter from Com. Jones to the secretary of the navy, Oct. 
25, 1848. Editor of the Oregon spectator—his account of 
Oregon. By William MeCarty. Philadelphia, W. Me- 
Carty, 1849. 


ap mn 
1 U. S—Exploring expeditions 2 California—Descr & trav 3 Cali- 
forma— Surveys 1 McCarty, William, ed 
Re-797 
Library of Congress F804 FRO 


Frémont, John Charles, 1813-1890. 

Geographical memoir upon upper California, in illus- 
tration of his map of Oregon and California. By John 
Charles Frémont: addressed to the Senate of the United 
States. Washington, Printed by Tippin & Streeper, 1849. 

p> Ze (1 8) 80th Cong, 24 sees, Mouse Misc. doc, 5) 


Map ineued separately ander title: Map of Oregon aod apper Callfor 
Bie Iman 


1. U 8 —Expioring expeditions, 2 California Leser. &trav. 3. Cail- 
fornia—-Serveya 1. Tithe 
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Babi, 





Frémont, John Charles, 1813-1890. 

Letter of J. C. Frémont to the editors of the National ia- 
some general results of a recent 
manter expedition acrom the Rocky mountains for the survey 
of a route for « roilroad ;!, to the Pacific ... ,Washington, 
1854, 

Tp 2. (384 Cong. Ist eres. Senate. Mise. doc. no. 67) 
Caption tithe 











@. U. 5 —Exploring 2 The West and travel. 

3. Rocky mountains 
Geto 

U. 8. Geol. serves. Library 

for Library of Congress e3Tb1, 
Frémeoat, Joba Chartes, 1513-1890. 

The life of Col. John Charles Fremont, and his narrative 
of exp 2 2 Se Re Ce 
and California. The memoir by Semuel M. Smucker .. ew 


Fremont, John Charles, 1813-1890. 


_ The life of Col. John Charles Fremont, and his narra- 
tive of explorations and adventures, in Kansas, Nebras- 
ka, Oregon and California. The memoir by Samuel M. 
Smasher... New York, Hurst & co. ,1881, 

1 
The sec ‘ond part was first pub. as « document in 1843 under title “A re 
port = an exploration of the country lying between the Missouri River 
and the Rocky Mountaine” In 1845 it was reprinted by wn 1a 
the exploring expeditions to the Rocky Mountains in 
North So seers” in the years ioe rf “aceve 


(36b1, 10-30636 


John Charles, 1813-1890. The life of Col. 

Jobn Charles Fremont ... ,1881, (Card 2) 

Cowrants. —The life Lac Col. John C. Fremont —A narrative of adven- 
tures and ¢ gay between the Missouri River and 
py 2 fountains, on the line Great Platte tivers — 
A of the exploring expedition to Oregon and North California 


1 Schmucker, Samuel Mosheim, 1823-1863 


Library of Congress F92 Fes 
©im: im eal 


Frémoat, John Charles, 141-1800. 

Memoirs of my life by John Charles Frémont. Including 
in the narrative five journeys of western exploration, during 
the years 1842, 1843-4, 1845-6-7, 1848-0, 18534. Together 
with « sketch of the life of Senator Kenton, in connection with 
western expansion. [sy Jessie Kenton Frémont. A retrospect 
of fifty years covering the most eventful periods of modern 
American history ... With maps and colored plates. vol. 1. 
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French, Mre. Anne (Warner) 1869-1913. 
Hie story, their letters; 4 prol by F. D. 
B. Chicago, F. J. Drake & company [1902] 
141 p. front 20%, 
2-18930 


Library of Congress, no. 
Copyright. 


French, Mrs. Anne (Warner) 1869- 


How Leslie loved, by Anne Warner ... 
tions by A. B. Wenzell. 


with illustra 
Boston, Little, Brown, and com- 





pany, 1911. 
vip. 11, 2089.11 col. front, col pistes 17 $150 
1-sort 
Library of Congress PZ3.FessHo 
—_— Copy 2. 
Copyright A ss00gs 
French, Mrs. Anne (Warner) 1869-1913. 
In a mysterious way, by Anne Warner ... illustrated 
J.V. MeFall. Boston, Little, Brown, and company, 1 
4p. 1, BOp. 1k front, 4p. DB $190 
1. Title. 
910008 
Library of Congress PZ). FRR In 


Copyright A 236776 


French, Mrs. Anne (Warner) 1869-1913. 

Jnst between themselves ; a book about Dichtenberg, Hf 
Anne Warner ... frontispiece in color by Will Gref 
Boston, Little, Brown, ai company, 1910. 


3p1, 2S. col from 2 19 


t. Tithe 
10-9920 Revised 
Library of Congress PZ3 Fem) 
—— —— Copy2 
Copyright A 261345 
French, Mrs. Anne (Warner) 1869- 


An original gentleman, by Anne Warner ... with « 
frontispiece by Alice a Stephens. Boston, Little, 
Brown, and company, 1 


3p 1,39) from 2. 


Library of Congress PZ3.FeMOr 
sa (Copyright 1908 A 217488) 


French, Mrs. Anne (Warner) 1869- 

‘The panther; a tale of temptation, by Anne Warner; 
with illustrations by Paul K. M. Thomas. Boston, Small, 
Maynard & company, 1908. 

3p.1, 9p col. front, plates 21° 

Text within ornamental borders 


Library of Congress PZ). FeMP aad 
(Copyright 1908 A 218870) 

French, Mrs. Anne (Warner) 1869- 

The re; of Aunt Mary, by Anne Warner ... 
Boston, Brown, and company, 

vip. 11, Mbp 4ph (lect frome) OO. 

ao 

Library of Congress PrP 
———-Capy 
Copyright A ue 








French 


French, Mrs. Anne (Warner) 1869-1913. 

The rejuvenation of Aunt Mary, by Anne Warner... With 
four full-page illustrations. Poston, Little, Brown, and com- 
pany, 1907. 

Vip. 11, S23p froot,.sp. 2. 


" Pull name: Anne Richmond ( Warver) Freoch; 
41 8681 
Library of Congress P73. FOR 2 


French, Mrs. Anne (Warner) 1869-1913. 

The rejuvenation of Aunt Mary, by Anne Warner... New 
ed., with additional pictures from the play. Boston, Little, 
Brown, and company, 1908. 

vip. 11,323 p. front, 7 pl 20" 





a Tithe. 
(Pull name: Anne Richmond (Warner) French, 
712008 
Library of Congress P73 FSMARS 
_ Copy 2 
Copyright A 104345 41, 


French, Mrs. Anne (Warner) — 
The pehevenation of Aunt Mert, 

Anne Warner ... New York, 8 ¥ ae i prose fy 
wo mn 
On cover: French's standard library edition. 


(Sei, 16-11034 
Library of Congress PSISILRSZR4 1916 

Copyright D 43853 

French, Mrs. Anne (Warner) 1960-1913. 


orm (Pull nome: Anne Richmond (Warner) French, 
6 6088 Revised 

Library of Congress Pz.FeMs 

— —— Oopy2 

Copyright A 200767 «r2Tedy 


French, Mrs. Anne (Warner) 1869-1918. 

Seeing France with Uncle John, by Anne Warner ... with 
ithestretions by May Wilson Preston. New York, The Cen- 
turyeco., 1906. 

vi, 322 p. inet. Mus, plates. front. 20°. 


1 Title 
(Fell name: Anne Richmond (Warner) French, 
6 34808 Herieed 
Library of Congress PZ3 FS848e 
Copy right (F332, 


French, Mrs. Anne 
Sunshine Ji Anne Warner ... with frontispiece 
by Manet Rensretle Mchasde Boston, Little, Brown, 
and company, 1914. 

vi, 279 p. front. 184". $1.00 


(Warner) 1869-1913. 


LIBRARY OF CONGRESS 


Freach, Mrs. Anne (Warner) 1869-1913. 

Susan Clegg and a man in the house, by Anne Warner . 
illustrated from drawings by Alice Barber Stephens. 
Little, Brown, and company, 1907. 


4p L.27p front. sp 2 


1 Tithe. 
(Pell name: Mrs. Anne Richmond (Warner) French; 
1-81418 Revised 
Library of Congress PZ3.FS848e 
Copyright A 188800 (r38b2, 


French, Mrs. Anne (Warner) 1869-1913. 
Susan Clegg and her friend Mrs. Lathrop, by Anne Warner 
Boston, Little, Brown, and company, 1904. 
401,227 p frost. 19°. 
ey ~~ fae -py C ber friesd Mre Lathrop’ 
appeared in ‘the Century magesine’ as separate stories during the past 


year.”— 

Conrasts.—The ma of Bosen — Mise — 
Jatbrop Lathrop’s pmb Cleas’s a Marton —' an 
vacation. 

1 Tithe 

(Pull name: Anne Richmond (Warner) Preach; 
+3000 

Library of Congress P23. Fess 2 
Copy right (36b1, 


Freach, Mre. Anme (Warner) 1869-1913. 


frontispiece by H. M. Brett. Boston, Little, Brown, and com- 
pany, 1916. 
Spl, 320p.11. trot 167. 


© Tithe. 
(Pull nome: Anne Richmond (Wareer) French; 
16-10880 Revised 
Lidrary of Congress PZ FeMsul 
Copyright A 431006 fou 


French, Mrs. Anne (Warner) 1869-1913. 

pg hyn ~ yt affairs, by Anne War- 
ner ... Boston, Little, Brown, and company, 1906. 
SpLoadett front. 197. 

Partly reprinted from various periodicals. 


love affair —Old ‘The 
itch. tet Bee on i oe 


1 Title. 
Pull nome: Anne Richmond (Warner) Frenchy 
619% Revised 
Library of Congress PZ3.F884Sun 
Copyright A 147716 11262; 
oo Mra. Anne (Warner) 1860-1913. 
her friend and her by Anne 
ep Little, Brown, company, 1910. 


emp froat, ph. 2". $1.0 


1. Tithe. 
Paull seme: Anne Richmond (Warner) Frenchy 
Library of Congress PZ}. PO4Ses ame 
— - — Copy 2 
Copyright A 278277 e232) 
French, Mrs. Anne (Warner) 1869-1913. 





French, Mrs. Anne (Warner) a 
Anne Warner . by R. F. 


The tigress, rontispiece 
Boston, Sehabelitz ied fone York, W. J. Watt ‘ company (1916, 


6p. 11, 7-309. from IN". $125 


1 Tithe 

Library of Congress PZ3.FOMTi 
—. —— Copy 2 
Copyright A 433295 

French, Mrs. Anne (Warner) 1869- 


When woman proposes, by Anne Warner ... with illus- 
trations A Charlotte Weber Ditzler and decorations by 
Theodore B. Hapgood. Boston, Little, Brown, & com- 
pany, 1911. 

6p. 1, 198 p. col front, col plates. 20" $1.25 

Ornamental borders. 


128 
Library of Congress 


— —— Copy2 
Copyright 295743 


PZ3 FasWh 


ar Mrs. Anne (Warner) 1869-1913. 


A woman's will, by Anne Warner, illustrated by J. H. 
Caliga. Boston, Little, Brown, and company, 1904. 


4p.1, 39. froot,3pl 2 


1. Tithe 
Library of Congress PZ3 F8MWo 
— —— Copy 2 
Copyright 
French, Mrs. Anne (Warner) 1869-1913. 
Your child and mine, by Anne Warner ... Boston, Lit 
tle, Brown, and company, 1909. 
viiip. 21, 04p,11 from, 7 pl 2 19 
Contents. — The su s of Cornwallis. — The practical care of a 
fairy —The parting of the c! A —Who is she?— 
A true w jerious man.—“Le Petit captain's 
rm cats — Himself — 


1. Masic— Manuals, text-books, etc 2 Music—Instruction and study. 
8. Children's songs. 4. Kindergarten— Music . Tithe. 


32-2881 
Library of Congress ‘MT035 FHS 
—-—— Copy 
Copyright A 40067 3 (872.878) 749 
French, Arthar Willard, 1568— 


Stereotomy. Arthur W. . and Howard C. Ives 
«+ 1st ed, Ist thousand. New York, J. Wiley & sons; ,etc., 
etc., 1902. 

vil, (1). 2h, 120 p. Men, plates (part fold.) diagra 284~. 


Part of plates printed ce both aides. 
1. Sterectomy. 1 Ives, Howard Chapia, 1878- Joint euthor 
me 
Library of Congress TAGT2 FST 
Copyright A 48078 0a, 




















French, Arthur Willard, 1868- 

Stereotomy, by Arthur Willard French and Howard 
Chapin Ives d edition, revised, 1920 impression cor- 
rected. New York, J. Wiley & sons. inc.; London, Chap- 
man & Hall, limited ,1929! 





wii, (2), 119 p. front 


2p ities, plates (pert fold.) diagre. 
(part fold.) 24". 


1. Stereotomy 1. Ives, Howard Chapta. 147% jotat author 


Agr 30-573 
(TACT? F 


Agriculture 290F8s 
a 


Library, U 8. Dept of 


French, B. F., bool « // Washington, D.C 
A catalogue (for January. 1823) of a select portion of the 
very extensive and valuable stock of books. stationery. ete., 


now on sale by B. F. French Washington. D. C.. Way 
and Gideon. printers, 1823 
pidip oy 

On cover: TF. French's Catalogue of Ragiieb classical ind foreign 

literature: shoot howks, stationery de. Jannary txt. 182 
Ca 82-176 ares! 
library of Congres ees ewe 
Copy2. ar ors 


French, Mrs. Bella, 1437-1894 
see 


Swisher, Mrs. Bella French, 1837-1894, 


French, Benjamin Brown, 1800 1870. 

Address delivered at the dedication of the statue of 
Abraham Lincoln, erected in front of the City hall, 
Washington, 1D. C., by invitation of Hon. Richard Wal- 
lach, Noble D. Larner, esq. and Asbury Lloyd, esq., — 
agers of the Lincoln monument association. By Benj a- 
min B. French. Washington city, McGill & Witherow, 
printers, 1868. 

6p mo 


1. Lincoln, Abraham, pres US. 1809-186S—Addresses, sermons, ete 
2. Washington, D.C Lincoln statue (City hall) 
12-6743 
welt 
Library of Congress £457 8 P87 
French, Benjamia Brown, 1500-1870. 
Address of Benjamin B. French, esq, M. W. 
of the District of Columbia, at 


1. Freemasons. District of Columbia. (rand lodge. 
1719 
Library of Congress HSS87.DTFSS 
(41b1, 


French, Benjamin Brown, 1800-1870. 

Address of Hon. Benjamin B. French, grand master of 
the Grand lodge of the District of Columbia, delivered at 
Portland before the Grand lodge of Maine, and a large 
collection of the fraternity there assembled, on the anni- 
versary of St. John the Baptist, June 26, 1849. Pub. by 
order of the Grand lodge ortland, Bros. F. W. Nichols 
& co., printers, 1849. 


2p 20 


1 Freemasons. Addresses, essays, lectures 


22-14937 
18397 F87 


Library of Congress 1849 


CATALOG OF PRINTED CARDS 


French, Benjamin Brown, 1800-1870. 

An address on the masonic character and standing of 
Wi shington, delivered by Benjamin B. French, grand 
ma iter of masons of the District of Columbia, at the 
tomb of Washington, June 24, 1851. Unanimously or- 
dered to be printed by the audience before whom it was 
delivered. Washington, Gideon & co., printers, 1851 

3» a2 


1. Washington, George, pres US. 1732-1799. 2. Freemasons—Ad- 
dresses, essays, lectures 
11-M19 


Library of Congress HSS. W3F8 
French, Benjamin Brown, 1800-1870. 


Address to Benjamin B. French, esq., m. w. grand 
master of the Grand lodge of the District of Columbia, 


at its annual meeting, November 5, 1850 ... Washington, 
Printed by J. T. Towers, 1850. 
Sp 27 
Pub. by order of the Grand lodge. 
1. Freemasons Addresses, essays, lectures 
9 20065 


Library of Congress HS397 F87 
French, Benjamin Brown, 1800-1870. 


“The changes of earth’’, a poem, by B. B. French .. 
Givesed _ ae recon ‘i yom, in the city of 





ip 2 


Caption title ° 
Author's autograph, dated May 34, 1845. 


1 Title 


25-1651 


Library of Congress PS1719.F3 


French, Benjamin Brown, 1800-1870. 

Eulogy on the life and character of Sir Oliver Whittle- 
sey, pronounced before Washington encampment of 
Knights Templars, Jan. 15, 1856, by one request of the 
a mere by Sir B. B. French .. Washington, D. C., 
H. Polkinghorn ;!; printer, 1856. 

Bp 2 


1. Whittlesey, Oliver, 1803-1855 


Library of Congress HSSI1.WSF8 


French, Benjamin Brown, 1800-1870. 

naw 4 iy > the life and character of Yelverton Peyton 
Page . Grand Master of Masons of the 
District 4 of "Gchombia. Pronounced, at the request of 
Washington naval lodge, no. 4, before that body ... at the 
Methodist Episcopal church on 4th street east, in the city 
of Washington, on the evening of October 31, 1863, by 
Benjamin B. French Printed at the request of Wash- 
ington naval lodge, and in conformity with a resolution of 
the Grand lodge. Washington, H. Polkinhorn, printer, 


2p. 2 
1 Page, Yelverton Peyton, 1823-1863, 1. Tithe 
18-9269 


Library of Congress HSSt1 P2F7 


French, Benjamin Brown, 1800-1870. 
Fitz Clarence: a poem. By B. B. French. Washington, 


Printed by Blair and Rives, 1844. 
ip sm 
Captot 
1. Tithe. 1682 
Library of Congress PS1710.F35 
—— ——— Copy 2. 01, 
#11 


French 


French, Benjamin Brown, 1800-1870. 

A letter and short poem, on the death of Abraham Lin- 
coln, by the late Hon. B. B. French ... Albany, N. Y., 
A. Boyd, print., 1870. 

ao mn 

Addressed to Andrew Boyd, Albany, N.Y 


1. Lincoln, Abraham, pres. U. S,, 1809-1865—Poetry 
12-5410 
(M4b1, 


Library of Congress E457 9 F87 


French, Benjamin Brown, 1800-1870. 


A letter and short poem on the death of Abraham Lin- 
coln, by the late Hon. B. B. French .... Albany, N. Y., 
A. Boyd, Novelty printing press, 1870. Tarrytown, N. Y., 
Reprinted, W. Abbatt, 1916. 

7p. *. (The Magazine of history with notes and queries. 
number 45 «pt. 3) 


Tom Taylor's tribute to Lincoln, from Punch, May 6, 1865: p. 15-7. 


Extra 


L Lincoln, Abraham, pres. U 


S —Poetry 
1880, 


1. Taylor, Tom, 1817- 
16-0846 


Library of Congress E173.M24 no. 45 


French, Benjamin B,rown, 

Tables of French exchange, giving the equivalent of 
one hundred dollars currency, in francs. Bankers’ rates 
for francs, iL. Ne e. to 5 f. 52 «. per dollar, and rt oe 

to 24 per By B B. 

New York, C. CH Clayton & co. ( *1875) 

ipl, Mp 4 





1. Foreign exchange—Tabies, ete 


Library of Congress HG3866. F87 


French, Benjamin Franklin, 1799-1877. 
Bibliographical notice of the ‘‘Etablissement de la 
foi,’’ by Father Christian Le Clercq, Recollect. 


French, wt F., e4. Historical collections of Louisiana. New 
You. 1952. 23 P. (78)-82) 


Caption title 


1. Le Clercq, Chrétien, fi. 1641-1695. Premier établissement de la foy. 


13-1495 


Library of Congress F687 vol4 


French, Benjamin Franklin, 1799-1877, ed. 


Bibliographical notice of the works of Father Louis 
Hennepin, a Recollect of the province of St. Anthony, in 
Artois. 


(Jn French, Benjamin F., ed. collections of Lovisians. New 
York, 1852. 23. pt. 4, p. (99)-106) 
Caption title 


1, Hennepin, Louis, 17th cent 


13-14394 


Library of Congress F366 F87 vol 4 


\French, Benjamin Franklin, 1799-1877. 

Biographia americana; or, A historieal and critical 
account of the lives, actions, and —— of the most dis- 
a ery ey rsons }. North America; the first set- 
tlement to time ... By a gentleman of Phila- 
delphia. New York, D. Mallory, 1825. 


1p L, vii, 3869. front. (port) 22™. 


Added t.-p.. engr. 
1. U. S—Biog. 1. Title. 
S$ MOlS 
Library of Congress E176 F78 
(371, 








French 


French, Benjamin Franklin, 1799-1877, ed. 

Historical collections of Louisiana. New York, Wiley and 
Putnam ,ete., 1846-75. 

T+. front. port. fold. maps, facsims.. 225-24)". 

Title and imprint vary. For detailed description and contents sre 
separate entries for the series forming the collection 

Parte 1-4. Historical collections of Louisiana, 146-52. (¥, 4: Shea 
nd exploration of the Missiasipp! valley) F306 787 
(Part 5, Historical memoirs of Louisiana, 1853 F366.F87 
Part 6, Historica! collections of Louisiana and Florida. new series 





rome 
Part 7, Historical collections of Louisiana and Florida. 2d series 
1875. 
1. Lowiniana—Hist.—Colonial period — Sources 2 Misxianipyd til 
ley — Hist. To 1808 — Sources. 3. Florida — Hist.Colonial period to 
1821 — Sources. 1 Title 


Library of Congress bd 


French, Benjamin Franklin, 1799-1877, ed. 

Historical collections of Louisiana. embracing translation - 
of many rare and valuable documents relating to the natural, 
civil and political history of that state. Compiled with his- 
torical and biographical notes, and an introduction, by B. F 
French New York, Wiley and Putnam; ete., ete, 1846-55 

¥. fronts. (¥. 2, fold. map, ¥. 3-4, facsims.; +. 5, port.) fold map 





inpein varies: v. 1. New York, Wiley and Putnam, 1446+. 2, Phila 
delphia, Daniels and Smith, 1550.—+ 3. New York, D. Appleton Ae com 

pany. ee 4, Redfield, 1862.—v. 5 New. York, Lamport, Ulakemam 
iw, 2 


_ by the author's “Historical collections, of Loulsiana and 
Flor New ser c ad “Histurical collections of Louisiane 
and Florida 2d wer” 1875 


(Continued o@ next card, 


Bajo 


French, Benjamin Franklin, 1799-1877, ed. 
Historical collections of fouleiens © .. (Card 

The words "translation of" do not appear in 
title of v. 1. 

Vol. 5 has title: Historical memoirs of Louis- 
jana, from the first settlement of the colony to 
the departure of Governor O'Reilly in 1770... 
forming the fifth of the series of Historical 
collections of Louisiana-- 

Subject entries: 1. Louieiana--Hist. --Collect- 
fons. 2. New France--Hist.-Collections.}.Amer- 


= PSE Se ySuBAore PBs, p87" -2986*Cancel 


French, Franklin, 1799-1877, ed. 

Historical collections of Louisiana and Florida, in- 
elud translations of original manuscripts relating to 
their discovery and with 





and biographical notes. By B. Fl French ... New series. 
New York, J. Sabin & sons, 1869. 
ops M2 p. facsim a = = 
becriber's copy no. eet eiecnny st tou Saban 
Preceded by the author's = "1846-53, 
Sv. ered ter “Haren bec sof Le Florida,’ 
ices) omy -y J gf Ge & the Lap ong, aid Some are f 


Suess et dane te Bek 
Fe ey = +~— 
from Hak- 
+ LEIS AMS me? Ses Fe fort honda” 1 


2258S A 
(Continued on next card) 


Benjamin Franklin, 1799-1877, ed. Historical 
collections of Louisiana and Florida... 1869. (Card 2) 
Contents —Memoir, addressed to Count de Pontchartrain on the im- 


ince of establish a colony in Louisiana by Remonville. 
ty M. Argoud) i’ Rarane of the voy: made by order of the 
King of France, in 1688, t rt, sisiana. By MP 


1€ possession o' 
Moyne d'iberville 1699 — —hemate of Louisiana, from the 


From ‘ i ) colon: the +41 
rench BD ct 
Flonda. ( Seal Landis to ine y Ov" 

1 A Hist. — Colonial ported — Bousees 2 Rigtte— ae 
Colonial period to 1821—Sources. 1 Rémon 1. A 
——. ut. Le Moyne d'Iberville, Pierre, Tao -908. ae. " Pinicoun, 

b ca 1682 
2298S Additions 

Library of Congress FM6.PS8 
— —— Copy2 
French, Benjamin Franklin, 1799-1877, ed. 

Historical collections of Louisiana and including 





notes. Hy B. F. French... 2d ser. Historical memoirs and 
narratives, 1527-1702. New York, A. Mason, 1875. 
xvii, 


Dp =. 
Preceded by the author's Historical céllections of Louisiana, 1846-68, 
Cae Sap Ge Nees Conn S EERSEES Se Ds PES, 
1980.1 


2) 


LIBRARY “OF CONGRESS 


French, Benjamin Franklin, 1790-1877, ed. Historical 
collections of Louisiana and Fleside - 1875. (Card 2) 
=“ explanatory 


T 
' 


q'Ibervitte —Memotr seat by the King to M. de Deswnrttee 
reach possessions | 


of the Fi North America. —Introduction 
Florida letter to Santengel, on bis arrival 
phy “t Pamfio de Navecs. LAL - 
habitants countries and inces from Rio de Palmas to cape 
beoriga. 1881 Narrative the first voyage of Jean de Ribault = 
a ae : ” sas By Francteco 
de Aviles, which sailed from Cadiz ... June 28th 


Loper Mendora ©: lea —Memoir of Hernando d’Kacalante 
vebe oo the couatry and ancient Indian trib of Ponda La 
la Floride, oa S de Joan de 

1. Florida—Hist.—Oollections. 2 Lvistana Hat Collectiona 
Canada — Hist - ere 17a (New France) — Coll ry 
America- Disc & expior 1 Tithe. ~e 


F366. FeO 
awjl, 


™ 


Library of Congress 
——~ Copy 2 


French, Benjamin Franklin, 1799-1871. 

Historical memoirs of Louisiana, from the first settle- 
ment of the colony to the departure of Governor O'Reilly 
in 1770, with historieal and biographical notes ... y 
B. F. French New-York, Lamport, Blakeman & Law, 
1853. 

vii, 291 p. front (port.) 224°. (His Historical collections of Loui- 
siana. Sth series) 


Contents.—History of Lonssion, ur w. Soom the Historical memoirs of 
M. Dumont.—Memoir of the pr i Louisiana, by Chevalier de 
Champigny —Appendixz of historical d Ad and elugdations 


1 Louisiana— Hist —Colonial period 


Library of Congress F¥6.F87 vol. 


French, Benjamin Franklin, 1709—1877 
History of the rise and progress of the iron trade of the 
United States, from 1621 to 1857. With numerous statistical 
tubles, relating to the manufacture, importation, exportation, 
and prices of iron for more than a century. By B. F. French 
New York, Wiley & Halsted, 1858. 


1179p 23 


1. Iron industry and trade—U. 8 


s M138 


Library of Congress HDOS15. FS 


41b1, 


(French, Benjamin Franklin, 17°) 1877. 

Memoir of Hon. Henry A. Bullard, 11. »., president of 
the Louisiana historical society, and late "judge of the 
Supreme court of Louixiana. 


(/e Preach, Benjamin F_ ed. Historical collections of Lovicians. New~- 
York, 1851. 26°. pt 3, p. 5-8) 


1. Bullard, Henry Adams, 1781-1851 
FM6 PRT 
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Library of Congress 


(French, Benjamin Franklin, 1799-1877. 
Memoirs of eminent female writers, of all ages and 
cqagtes. Philadelphia, T. Desilver and Towar rs Hogan, 
2p. |, diiy-vii, 183 p. from. 147 
Added t -p., engr. 


1, Women as authors. 1. Title 


Library of Congress PN471F7 


French, Bertram. 
High school library manual. Rev.ed. , By, Bertram French 
Danville, Ill, Tate-Faulstich printing co. ,“1937, 
76 p. ties. 21° 
“Reference books”: p. 40-46. 


4, Banactes ent eaten, 2. Schoo! libraries (High echoal) 
1. Title. 


91-4408 
Library of Congress ‘7675 8378 

—-—— Copy 2. 

Copyright A 108088 3 om n2z3 
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French, Burton L 1875- 
Soviet vs. American government, by Burton L. French 
. Pub. by the Chamber of commerce of the United 
States ... Washington, D. C., 1920. 
Dp ue 


Reprinted from the Nation's business for March 1920. 
pz it Bolshevism would mean m America. Senate committee's report” 
> oAatheritative opinion on soviet government”: p. 24-29. 


L Gove 1. Chamber of commerce of the United States of America. 
nm. Title. 
War 21-52 
Library, U.S. General Staff College DK265.F87 1920 


h 


French, Calvin Hervey, 1862- 

. Report of Calvin H. French, p. v., on the efficient 
college, as read before the Association of American col- 
leges, January twenty-first, nineteen hundred and six- 
teen. \Fayette, Ia., The Association, 1916, 


2y". (Association of American colleges. Bulletin, vol. 1, not 4, 
ua fore) 


“Continuation of a report submitted at the meeting of the association 
in Chicago, January 1915": p. «3 


1 Universities and colleges 
E 18-837 


Library, U.S. Bur of Education 1B2331 F88 


French, Carroll Biker, 1995- 

The shop committee in the United States, by Carroll E 
French ... Baltimore, 1923. 

vii, 109, hip. 24™. 

Thesis (ru 9.)—Johns Hopkins university, 1922. 

Pus ished also as fame | + university studies in historical and po 


litical science. series XLt, 
Bibliographical foot- motes 


1 Employees’ representation in management 1. Title 
23-12680 


HD%650 F7 1923 
S2e2, 


Library of Congress 


French, Carroll Eiker, 1895- 
. The shop committee in the United States, by Carroll E 
French, px. p. Baltimore, The Jot.ns Hopkins press, 1923. 


vil, 9-108 p. 2”. (Johns a watversity studies tn historical 
and political } am eer. ZLi, 0. 


Bibliographical foot notes. 


1. Employees’ representotion in management. L Tithe. 
211189 
Library of Congress H31J6 eer. x11, 00.2 
omc GS 
Copyright A 711308 3192, 
French, Cecil, 1871- 


Familiar diseases of the dog, modern methods of treat- 


ment, how to feed & how to aoeeseett . €0) 1516, 
by Cecil ffrench. Washington, The he atom 


company (1916, 
cover-title, 71, ) p. illus. 189™. 


” 


1, Dog—Diseases. 1. Title. 


Library of Congress 
Copyright A 448377 


French, Cecil, 1871- 
Silkworm rearing as a 
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Interest and average simplified. By Chas. French ... 
Boston, Cordner bros. & co., printers, 1881 
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company, 1891. 
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French, Charles, 4. 1828, defendant. 
Confession of Charles French, an Irish youth. Executed 


at York, Upper Canada, for the murder of Edward Nowlan, 
at the play-Hduse, on the éth of June, 1828, where they had 
met to see the play of Tom & Jerry. Together with « true 
statement. Made by French to the Rev. Mr. ——_ who 
attended him in his dying moments. Also the petition of 
upwards of 1100 of the inhabitants of York for « parion. 
York, Upper Canada, Printed by S. Shade, 1828. 
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|French, Charies Elwell, ed. 
Six years of drama at the Castle Square theatre, with por- 
traits of the members of the company and complete programs 
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C. E. French, 1903. 
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On cover: Edited by CE French 
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Rivers eternal, poems by Charles Newton French. Chicago, 
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Sugar maple and other poems; by Charles Sheldon French 
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Sugar maple, and other poems, Charles Sheldon 
rench ... with a facsimile letter by J. G. Whittier. 2d 
ed. Hartford, Conn., C. 8. French, 1899. 
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French, Charles Wallace, 1455-1920. 

Abraham Lincoln, the liberator: a biographical sketch 
By Charles Wallace French. New York ,ete., Funk & Wag 
nalls, 1891. 
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French, Chauncey Del, 1590- 


Railroadman, by Chauncey Del French. New York. The 
Macmillan company, 1938 
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French, Christopher. 
Major French's journal Jan. 1st to Sept. 13th, 1776, 


(im Connecticut historical seciety. Collections Martford, 1960. 23)™. 
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The journal of Mayor French, of the 224 regiment, Brush army, dunag 
his captivity at Hartford, Connecticut 


LU. S. —Hist — Revolution — Personal narratives—British. 2 Hart- 
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The dramatic action and motive of John; an 
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French, D’Arcy A. 


English grammar simplified: in which it is clearly 
proved that in the grammars most commonly used in our 
schools, the principles, in the most important construc- 
tions, are grossly erroneous and defective: and in which 
some plain and very usefal rules are laid down, for the 
direction of persons who have not sufficient leisure to 
enter into a minute study of this subject. In two lectures. 


By D. A. French ... Galena Til, W. C. E. Thomas, print- 
er, 1946. 
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French, Davida. 

Not included in sheepskin; Stanford stories, by Davide 
French, Esther Stevens, Laura Wells. Stanford University, 
Cal., The Stanford book store ;*1907, 
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French, Donald Graham, 1473- od. 

Famous Canadian stories, re-told for boys and girls. New 
ed. rev and enl. Edited by Donald G. French, with numer- 
ous drawings by Stanley Turner and Morley. To- 
ronto, McClelland and Stewart, limited ,“1981, 
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N. J., The Editor company, 1910. 

Sp m4. 


Ridgewood, 


fag Ro bate of tate bask exe eapetetes ty pemete 


1. Poetry —Hiet. & crit. i. Tithe. 
10- 11908 
Library of Congress PNT 
Copyright A 21867 yatibdl, 
French, Ebenezer. 
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Published by request. Portland ,Me., From the Argus-press 
by N. Willis, jun., 1806. 
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University ,1914, 
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French, Edward Warner, acer 
Our present duty : a sermon preached in the First Pres- 
rian church, Bouth Be: . ie ndeerd W. 
Trench, pastor. "July 20h 1 lew York, W. C. Bry- 
ant & co., printers, 1862. 
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Food for the sick and how to prepare it. With s chapter 
on food for the baby. By Edwin Charles French, . o. 
Louisville, J. P. Morton and company, 1900. 

vill p. 21, 17k p 10. 


1. Cookery for the sick. 2 Diet. 5. Children—Care and hygiene. 
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French, Edwin Davis, 1851-1906. 

284 bookplates wed by Edwin Davis French, sold at 
suction Monday, Feb'y 16, 1914, at Heartman’s auction room 

New York city, with prices realized; also « short list of 
other bookplates engraved by French, and a list of dealers and 
collectors interested in bookplates. New York, 1914 
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Senator Vest, aerinn ot Ge Edwin M. C. French 
Boston, Mass., Meador publishing company ,1930, 
4p. 2 port. (inet. front.) 214". 
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French, Mrs. Blisabeth J. 
A complete manual of electro-therapeutics, and a 


brief treatise on anatomy and Physiology: i Bo Binet 
J. French ... ed. rev. and cor.) ade! 
Lippincott company, 1886. 
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nation battery, by Dr. Elisabeth J. French. Cincinnati, 
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French, Mrs Elisabeth J. 

A new manual of electro-therapeutics, ant 0 betel tone 

.. By ae J. 
Chicago, W. B. Keen, 
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French, r+. Elizabeth J. 

A new path in electrical therapeutics: an account of Prof 
Elizabeth J. French's great discovery of electrical cranial diag 
nowis, and the scientific application of - different currents 
of electricity to the cure of disease. A complete manual of 
anatuiny and physiology By Elizabeth J. French Phil 
adelphia, Pub. by the author, 1873. 
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French, \/rs. Elizabeth J. 

A new path in electrical therapeutics: an account of the 
author's great discovery of electrical cranial diagnosis ah 
ed. rev. and cor, By Elizabeth J. French Philadelphia, 
J. B. Lippincott company, 1886. 
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French, Ella M. 

History of Department of California and ny Woman's 
relief corps, 1888 to 1934, compiled by Elle French 
Modesto, C.lif., Cavell. printer, 1934, 
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French. New York, House of yaa 1941. 
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Evangelism ; a re-interpretation. Edited by E. Aldom 
French. London, J.A. rp (1921, 
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French, Evangeline. 

A desert journal; letters from Central Asia, by “-— 
French, Mildred i? an Francesca French. London. 
Constable & co., itd., 


ix, 261 p. front.. plates, ports. fold. map. 19)”. 
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French, F M 
F. M. French's Mt. Vernon and as County directory 
, (Mt. Vernon, 0. F. M. F 
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French, Ferdinand Courtney, 1861- 


The of law in ethics .. By Ferdinand Courtney 
French ... idence, R. 1., Preston & Rounds, 1892. 
SpLap ay. 


‘Thesis (rm. o.)—Cornell university, 1882. 
Bibliography p. 60-61. 
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... Education in Denmark. Washington, Govt. print. 
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4s 


(French, Frances Graham, 

... Education in Norway. Washington, Govt. print. 
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Class poem. Harvard college, wpcccivn. Printed for pri- 
vate distribution. New York, R. Macoy, printer, 1857. 
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French, Francis Ormond, 1837-1893. 

Exeter and Harvard eighty years ago; journals and letters 
of F. O. French. ‘57, edited by his son, Amos Tuck French, 
"85. Chester, N. H., Priv. print., 1932. 
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dren’s heads with fioral embellishments, 4 and tail 

jieces, and initial letters, by Frank French, 
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3p. L, $93 p incl. illus, plates. 4x 24>. 

Thus. tp 


1. Children in literature and art 1. Sangster, Mra. Margaret Elizabeth 
unson) 1838- 


(M 


10-4455¢ 
Library of Congress 


© 1a: 25431 


N7642 F8S 


French, Frank C. 
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experiment station wma’ —_ 


1 Railrosde—U. S.—Taxation. 


Library of Congress HE Fe 


French, Frank Dane. 
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French ,and, Seth C. Maker San Francisco, Calif, Dr. 
P. Parker, ‘1934. 
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Poetical writings of Frank 
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The real estate investment of the future, by Fred F. French. 
yist ed., New York, Fred F. French security company, inc. 
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(French, Frederick William, 1842-1900. 
_ Catalogue of the collection of modern etchings and engrav- 
ings rare old mezzotint portraits dramatic portraits, 
ete., ete., miniatures on ivory, water colors, original drawings 
and oil paintings ... sold by auction Friday, May 10th, 1901 
C. F. Libbie & co., auctioneers and appraisers, Boston, Maas. 
(Boston, Press of the Libbie show print., 1901, 
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French, Frederick William, 1542-1900. 
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French, George. 

An answer to a scurrilous libel, intitled A letter to Mr. G. 
French, oceasion'd by his History of Col, Parke's administra- 
tion, &c. To which is added the character and conduct, as 
well of Walter Hamilton, esq; the present captain-general of 
the Leeward islands, as of the principal and actors 
in the rebellion and murder mention’d in that history. By 
Mr. George French ... London, Printed for J. Bettenham, 
1719. 

axiv, 3-20 p. 2 


1 Coste Dautel ge ig 2. Leeward Isiande—Hist. 3. Gt. Brit.— 
jee — West lodies. 


Colon 4 Hamilton, Waiter, governor of the Leeward 
talands 
2-160 
Library of Congress F206. ras 
:a3Tb1-, 


French, George. 

The history of Col. Parke’s administration, whilst he was 
captain-general and chief governor of the Leeward Islands; 
with an account of the rebellion in Antegoa: wherein he, with 
severa} others, were murther'd on the 7th of December, 1710. 
By Mr. George French London, Printed, and sold by the 
booksellers of London and Westminster, 1717. 

6p 1.47% p. 1. 

Portrait of Daniel Parke, mentioned by Sabin, is wanting in this 
copy 

1, Leeward Isiands—Hist. 2. Gt. Brit —Colonies—West Indies. 

3. Parke, Daniel, 1680-1710. 4 Antigua—Hist 


214216 


Library of Congress F2006.F87 


(a2Tdl, 


French, George, 1853- 
Advertising; the social and economic problem, by 


Son French. New York, The Ronald press company, 
191 


2388p. illus. 2147. 20 


1. Advertising. 

Library of Congress 
— —— Copy2 
Copyright A 393199 


HFS@21.F7 


French, George, 1853-1935. 

The art and science of advertising, by George French. Bos- 
ton, Sherman, French & company, 1909. 

201, (1) D col. front., Mus, plates (part col.) 21". 


L Advertising. 

[ eaneal 
Library of Congress HFS. FO 
Copyright A 225020 e881, 
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French, George, 1853-1935. 

How to advertise, a guide to designing, laying out, and com 
posing advertisements, by George French. New York, Doublé 
day, Page & company for the Associated advertising clubs of 
the world, 1917 


xvii 770,19. Wlus, plates. 2)”. 


1 Advertiat 
- va 
Library of Congress HOPS825.F TS 
- ——— Capy 2, 
Copyright A 4i5amo e301, 


French, George, 1853-1935, ed. 
New England, what it ix and what it is to be, ed. by George 
French. Boston, Boston chamber of commerce, 1911. 
stip.11, 41 p ies, maps By 


“Prepared under the direction of « special committee of the Boston 
chamber of commerce 


1. New England— Fron. condit 1 Reston. Chamber of commerce 


11-4010 
Library of Congress HCI AIIPT 
—_ Copy 2 
Copyright A 283657 a20k), 


Preach, George, 1853-1935. 

ae D> rie wails an, by George French. 
Cleveland, The Imperial press, 1903. 

4o1, M8 p.1L mm. 


“Title edition consists of 086 sumbered copies .. of which this is 
wember 508” 


3 sB000 
Lébrery of Congress mean 
Copyright este; 
French, George, 1853- 


20th century advertising, by George French. New York, 
D. Van Nostrand company, 1926. 


ait p, 11, 668 p. col. fromt. Ulas, plates (part col.) ports. 23)”. 
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Prench, George, Hyasen, 1641- 


The butterflies of the eastern United States. For the 


use of classes in zoology and ite students. By G. 
Preach. Philedelpita, J.B Lip y Seon 


Lippincott company, 1886. 
“2p. illus (inch map) 197 


1. Butterflies—U. S. 


aent, 6-216 


Library of Congress QLse. Fa 


French, George Hazen, 1541- 

The butterflies of the eastern United States. For the use of 
classes in zoology and private students. By G. H. French 
New and rev. ed. Philadelphia, J. B. Lippincott company, 
1900. 

425 p. Wives (incl. map) 10)*. 


1. Butterfiee—U. 8. 


+0731 
QLsee Fes 


(3301, 


Library of Congress 


French, George Hazen, 1841- 

The butterflies of the eastern United States; for the 
use of classes in zoology, and private students, by @. H. 
French ... ath. ed., with seven plates and ninety-three 
text illustrations. Philadelphia London, J. B. Lippin- 
cott company (1914 

429 p. illus (incl map) wr pl 17 go 


1. Butterfies—U. S 15-905 


Library of Congress QLS Fae 1914 
— —— Copy2 
Copyright A 391220 satel, 
French, George Hasen, 1841- 


Description of two new deltoid moths. By G. H. 
French. ‘Springfield, Tll., H. W. Rokker, printer, 1894, 


p. &-9. 234. (Bulletin of the Illinois state laboratory of natural his- 
tory vol. rv, article 1) 


1. Moths —I Illinois. 
Als-1119 


Tithe from Illinois Univ Printed by L. C. 


French, George Hazen, 1841-1935. 
_ Life retrospect of George Hazen French, including many 





Burma, Printed by the American Baptist mission press, 1936. 
vill, 189 front. (port) 19”. 


1. Endocrinolegy 
Agr 41-416 
U. & Dept ofagr. Library 12 

for Library of Congress a 
French, George Hasen, 1541- 

A manual of dissection and histology, for the use of 
deagee fo pipeisioay @ ee normal schools, and 
academies; by G. H. French ... J. B. Lip 
Pincott company (“1898 


14 p iflus, 2 pl 19> 


ot Sar Pa “oer ao 2 Histotogy— Lebore- 
1) ae 
Library of Congress QL re 


417 


French 


French, George Hazen, 1841- 
A stone fort near Makanda, Jackson county, Illinois By 
G. H. French 


* Smitheonian institution. Annus! report, 1861. Washington, 
es =i. p 582-584) - 


1. Indians of North America—Aantiquities. 2 Jackson county, Iti — 
Antiquities 


815-553 
Library, Smithavelan 
Librery of Congress ory ‘ot 1881 
a35b1, 


a co, rg taagel 
The canary bi care and treatment, by ‘‘Bird’’ 
" Tobe, NT » The RB. T. —) 


1p 1, 5-67 p incl illus, plates (part ol) 17. 


1. Camaricn, «=— st, Tithe, 


Library of Congress SP46LF7 
Coprright A a2masi a 


(Preach, George Jackson, 1454 

The canary, its care and treatment, by “Bird” Gate 
New ed., 6th printing. Rochester, N. Y., The R. T. French 
company, 1982. 

62 p. incl. tas, col. plates. 17. 


Provices edition bas tithe The canary bird. 


1. Canarien =. Title 

83-18827 
Litrary of Congress ereary 1982 
Copyright AA 100670 ca os ons 


French, George Jackson, 1854- 

The canary, its care and treatment, yA — _—| New 
ed., 7th printing. Rochester, N. Y. The R. T. French com- 
pany, 1933. 

G1 p. incl. tiles, col. plates. 17° 

Advertising matter: p. 47-61. 


1, Caner. 1 Tithe. so-snus 
Library of Congress Srees.rT 1988 
Copy 2 
Copyright AA 128715 2, aon 
Preach, George Jackson, 1454— 
The canary, its care and treatment, ee 
ed, llth printing. Rochester, N. Y., alae 


pany ,“1941, 
73 (4 @ 76) p incl Mes, pletes (part col) Giagr. 16) 5 12”. 
1885 edittce hes tithe The canary bird 


1 Onearten 


Livrary of Osagrens wert 2 
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French, George Russell, 1803-1881. 

The ancestry of Her Majesty Queen Victoria, and of His 
Royal Highness Prince Albert. Comprised in thirty-two 
tables, with ical memoirs and heraldic notices. By 
George Russell French ... London, W. Pickering, 1841. 

vill, (2), 411, (1) p. inet, gene, tables, 10°. 








French 


French, George Russell, 1903-1881. 

The royal dewent of Nelson and Welling on from Edward 
the First, king of England, with tables of pedigree and genea 
logical nuemowrs, comp. by George Russell French 
W. Pickering, 1553 


London, 


wh geneal tables porte 194". 





1 Horatho Nelsen, viscount, 178-1805. 2. Wellington, Arthur 
Weltetes, "pst duke of 170 1852 1 Tithe 


2) eet 
Library of Congress CHiPs 


OTD 


French, George Russell, 18031881. 


Shakspeareana genealogica. Part t. Mentifieation of 
the dramatis persone in Shakspeare's historical plays 
from K. John to K. Henry wit, Notes on characters in 
Macheth and Hamlet. Persons and places belonging to 
Warwickshire, alluded to in several plays. Part u. The 
Shakspeare and Arden families, and their connections: 
with tables of descent. Comp. by George Russell French 

Londen and Cambridge, Macmillan and eo., 1869. 

xiii, (1), $90 p. illus, geneal. tables (part fold.) 224°" 

Witham 2 Shahevge are, ¢ family 


Brow 3. Shakespeare, 
4 Arden family 





10-4399 Revised 
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French, George Washington, 1883- 


Photography for the amateur, by Geo. W. French New 
York. Falk publishing company, inc. ,“1922, 

417 Sp Whew, dlagre 2a". 

1 Photography 1. Tithe 

23 4647 
Library of Congress TRIG FD 
un 

French, George Washington, 1883- 

Photography for the amateur, by George W. French. 2d ed 
rev. by Lioyd 1. Snodgrass ... edited by Herbert C. MeKay 


New York city, Falk publishing company, ine. “1993, 


1p ined Hes. pl, ding Bay 

Errata slip mounted om p. 

‘a cover Useed as a supplementary text in New York inatitute of 
Photography 

1 Phote ier” 


1 Snovigrass, Liord To. MeKay, Herbert Couch 
" 


mon, 1K 1 New York institute of photography iv, Title 
3-19 
Library of Congress THIF 1003 
Cow 2 
Copyright A STé80 te 7m 


French, on Gerald, 18% 
French replies to Haig. by Major the Hon, Gerahl French 
with a foreword by the Rt. Hon. Davi, Liowd George 
with 15 iMustrations. London. Hutchinson & co, itd, (1046, 





208 p. front, plates, ports, 22°. 
Ypres, John Denton Pinkstone French, let earl of. 1862-1025. 2 
Heli lrongion Hate, Ist earl, 1961-1928 3. European war, 101¢-1018— 
Campole estern Tithe 





Full name: Hon. Edward Gerald Fleming Freoch; 
M1 RBS 
Library of Congress DAG 32 FTPAS 


on 923 542 


French, //on. Gerald, 1883- 

The life of Field-Marshal Sir John French, first earl of 
Ypres, &. F., 6. €. B, OMG 6. ¥. 0, mC. Mm. 6, by his son, 
Major the Hon. Gerald French, ». 6 with forewords by 
Marshal Joffre and Field-Marshal Viscount Allenby; with 
eight plates. London ete, Cassell company, limited 
1931, 

anit, 431, 1) p. fromt, pl, porte 2a. 

1 3 Jobe Denton Pinkstone French, let 
2 Ot. Brit.— History, Military 
paigne— Westero 





earl of, 1852-1925, 
3. European war, 1014-1918 — Cam- 
\Fell neme: Hue Edward Gereid Fleming Freach, 


B1-16404 
Daeea2 FTF 


is 23 S42 


Liprary of Congress 


LIBRARY OF CONGRESS 


French, //on. Gerald, 1883- 

Lord Chelmsford and the Zulu war ;by, Major the Hon. 
Gerald French with a foreword by General Sir Bindon 
Blood ... London, John Lane ,1939, 

svi p. 11, 486) front. Mus (plans) plates, ports, fold map. 2™. 

First published In 1960." 


lord, Frederic Augustus Thesiger, beron, 1827-1006. 
2 Bululand ie 


(Pull name: Hom Edward Gerald Fleming Freoch, 
OLN 
Library of Congress DTSsTs. 2or7 


3 ne 


French, Gilbert James, 1504-1866 


An attempt to explain the origin and meaning of the 
early interlaced ornamentation found on the ancient 
sculptured stones of Seotland, Ireland and the Isle of 
Man. By Gilbert J. French Manchester, Printed by 
(. Simms and co,, 1858 





4p 8 pl (incl from) 29° 


Printed 
On cover 
al 


1 presentation only 
\ paper read at the Salishury 


congress of the British ar 
ation, 6th August, 1858 








Hibhographical foot notes 
1 Decoration and onament, Celtic 2 Gt Brit —Antiq 

= 1$-14M7 
Library of Congress NBIS85 F? 


French, Gilbert James, 1804 1866 


Bibliographical notices of the church libraries at Tur- 
ton and Gorton, bequeathed by Humphrey Chetham. 


Manchester, Printed for the Chetham sveiety, 1855 
Spl, 3-1 p 2018 (tdded tp Remains histurscal & tevem, 
cde the La wee coumtees of Lancaster and © pul 
Chethen . wty aN 
With reproductions of othe pages 





“vaned GIF we G J French 


Anne's church 
1580 1053 


t Turton, Eng 


Bib! St 
James church vit Chetham, Humphrey 


1s S250 


DAO7OLIVCS vol 


French, Gilbert James, 1904-1866, 

The life aud times of Samuel Crompton, inventor of the 
spinning machine called the mule. With an appendia of 
orginal documents, including a paper on the origin of spin- 
ning by rollers, read by Robert Cole ... to the British associa 
tion for the advancement of science. By Gilbert J. French 










vd ed. Manchester, T. Dinham & co. ; ete., ete 

ay, 2) 2p front = itu, 2 pl, S fold fecsim Ty 

This cnnernnent had xin in two lectures delivered to the mem 
bers of the Helton Mechouiee lostitution in the winter session of 
Inte Pret 

1 Crompton, Samet, 1736 127 2 Spluning 1 Cole, Bebert 

7 16182 
Library of Conroe T1460 COFS 
e371, 


French, Gilbert James, 1804-1866. 


Notes on the nimbus. By Gilbert J. French Bolton 
(Eng. J. Heaton, printer, 1854, 
®>p illus, 6 pl 217 
Sample of woollen veiling | inserted 
“Printed for presentation 
1 Nimbus— Art 
15-14380 


Library of Congress 


N8100.F7 


French, Gilbert James, 1804-1866. 

Parallel passages from two tales elucidating the origin of 
the plot of Guy Mannering, edited by Gilbert J. French. 
Manchester, C. Simms and co., 1855. 

ta, (pl p22. 

Vonmeges showing Bcott 
Bobleman retorned A ” rere yeare slavery in 

“Printed for presenta’ 


“Memotre of an gnfortonate young 
America” 


Scott, Sir Walter, bert. Gey Mansering 2. Memoirs of ao un 
ei... ee pobleman returned from « thirteen years slevery to 
America 


823 73 


13317. GTFT 
418 


Library of Congress 





French, Gilbert James, 1804-1866. 


Remarks on the structure of cotton fibre. 
~ Gilbert J. French ... Manchester, C. Simms and co., 
1857. 


Sp tu 2. 
“Printed for presentation.” 


1. Cotton. 


Library of Congress TS1842.P75 
French, Gillette. 

The song of the littl brown bird, by Gillette French. 
Springtield, Mass, McLoughlin bros., inc., 1941. 


Bp coliitue We iy” 
INustrated lining papers | color 





t Title 
41 1Seee 
Library of Congress P7108 FRRBR 
3 
French, H A. 
Needs and of the S river; a memorial 
i to the C on rivers and harbors, House of 





representatives, U. S.; prepared by H. A. French, under au 
thority of the Chamber of commerce, Sacramento, Cal 
Sacramento, J. M. Anderson, printer, 1901 


47 p incl. ius, pl. map. Br 


1 Sacramento river, Cal 2. California Commerce 
Agr 
US Dept. ofagr Library 22ers 
for Library of Congress 4301, 


French, Harold. 


. Bloed over Europa. Tilburg, N. v. Het Nederlandsche 
boek huis ,1938, 
224 p. 11 Wlus (mage) plates, ports, 22" 
“Ow de wereld te overtuiges van de groote gevares, die haar bedret- 
Scie weresatront in bet Hebt te svslan, werd ait wert gunchreven.* 


os 
“Lijat van geraadplergde werken” p. .220)-221 


1, Communiem. 2 Russte—For, rel.—-101T- ‘& Propagasds. 
Russian 1 Tithe 
o-17TT8 
Library of Congress DAK206.FTS 
Copyright A Foreign 4443) 
a L ons 
French, Harold. 


Tajecho-Slowakije, met vijf en twintig fotopagina's Til- 
burg, N. v. Het Nederlandsche boekhuis ,1939, 


251. 1). front. thus, plates, ports, fold. map. 22". 
“Lijet van geraadpleegde werken” p. :266,-247. 


1. Cuschosioval republic 2 Minorities ‘Title. 
" oir 
Library of Congress pews re 
Copyright A--Foreign 44482 
ey vas 


French, Harry ¥. 
see 


French, Henry Willerd, 
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French, Henry, d. 1840. 
An address delivered before the students of Phillips 
Exeter academy, at a regular meeting of their temper 





ance society, May 2, 1840. By Henry French Exeter, 
N. HL, Printed at F. Grant's office, 1540. 
Bp 27 
1 Temperance Addresses, essays, lectures 
10-7140" 


Library of Congress HVS2S. FB 


French, Henry Findlay, |886- 

Federal control of trusts and combinations in restraint of 
trade under the commerce clause of the Constitution, by H 
Findlay French , Baltimore, Press of Kohn & Pollock, inc., 
#1909, 

sp = 


1 Trusts, Industrial Law 


Lidrery of Congress 


Copy 2 pera rs 
Copyrieht A tea 4001, 
French, Henry Flagg. 

Agricultural colleges. 


(Ja 0. & Dept. of agrewiture, Report, 1965, 9. 197-186 29. Wask- 
ington, 1966) 


1 Agrecultural colleges 
Agr 13-957 


Library, U.S Dept of Agriculture LAgi4 1865 


French, Henry Flagg. 
Country roads. 


I a. ~ 
wi t.& oe of agricultere, Report, 1066, p. 598-567. illes ay 


1. Roads 
Agr 13-958 


Library, US Dept. of Agriculture 1Ag84 1806 


French, Henry Flagg, 1813-1885. 

Cultivation of apples in the northern states. 
ats: SS" Report. Agriculture, 1669, p 279-276 a™ 
1 Apple 

Agr 47a 


Library, US Dept of Agriculture LAgit 1649 


French, Henry Flagg, 1813-1885. 

English plows and plowing. 

(in 0. & Patent office, Report. Agriculters. 1899, p. 299-280. 23™ 
Wesbington, 1880) 


1. Plowing 2. Plow. 
Agr 1S-00 


Library, U.S Dept of Agriculture 1Agt4 1859 
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French, Henry Flagg, 1915-1885. 

Furm drainage. The principles, processes, and effects of 
draining land with stones, woud, plows, and open ditches, and 
especially with tiles Ly Heary F. French New York, 
A. O. Moore & co., 1859. 


ail, 13-384 p. illus, plates, diagrs 10* 


1 Drainage 


Tewery 
wb), 


Library of Congress 


French, Henry Flagg, 1813-1885. 

Farm drainage. The principles, processes, and effects of 
draining land with stones, wood, plows, and open ditches, and 
especially with tiles by Henry F. French New York, 
Orange Judd company, 1884. 

sai, (13,38 p Mus, diagre 194" 


1 Drateage 


*& 25555 


Library of Congress TOeTO Fs 


nid, 


French, Henry Flagg, 1913-1885. 
Improvement of land. Drainage 


in UG. Patent office Report Agriculture (656, p 160-182 illus 
2) Wesbiagtes, 1657) 


1 Drainage 
Agr 16-95 


Litwary, US Dept of Agriculture [Agi 18% 


French, Henry Flagg, 1813-1885. 
Observations on English husbandry. 


(in U.S Patent office. Report. Agriculture. 1860, p. 140-165. a9™ 
Washington, 1661) 


1. Agriculture— Eagland 
Agr 15-720 


Library, U. S. Dept. of Agriculture 1Agi4 1860 


French, Henry Flagg, 1813-1885. 
Transplanting forest-trees. 
(Jn U. &. Patent office, Report. Agriculture, 1850, p. 455-459. 25 ~ 
Washington, 1651) 
1. Tree planting «lh. Trees—Transplantingy 
Agr i+840 


Library, U.S Dept. of Agriculture 1Agi4 1850 


French, Henry Willard, i- 
\meriean bows in the ‘reties; a ip to the far north! 
new path, by Harry W. French 
publshing company , 1800 
Tp lL, 91 p dius, plates 28 « IRI 


Consists of the first ten chapters of hu “Through arcties aud tropics” 


1 Arctve remnms 
Moy 18,46 


€570 FR) Copyricht 


Tihevew af Conerese 


419 


Heston, Luthroy 


French 


French, Henry Willard, 185+ 
Art and artists in Connecticut. By H.W. French. Bes 
ton, Lee and Shepard: New York, C. T. Dillingham, 157° 


xvi 176 front, ium, plates, ports 2ty* (The plonewrs of 
Aunerion) 


1 Art Connectiout. 20 Artiste. American Connect 
Library of Congress NAO S 


Copyright 187s 1 Sat 


French, Henry, W illard, 

Castle Foam; or, The heir of Meerschaum. A Russian 
story, Ty W. French Boston, Lee and She; ard, 
1880) 


vip mm 


64D) 
Library of Congress P73 PROC 
French, Henry Willard 
The colonel. By Harry Willard French 
(fn i Ye monthly magazine. Philadelphia, 1604. 234". rol. 
63, p. 1-70 
640! 
Library of Congress AP2 LSS 
—— —— Copy 2, de tached 
Library of Congress PZ3 | 8x0. 


Henry 
French? Willard, 1854 
The devil's discharge, by Willard French. New York, 
The Neale publishing company, 191 
3p Ww" $00 


t Title 

14-9970 
Library of Congress PZ3 PRMD 
— —— Copy 2 


Copyright A M1972 


French, Henry Willard, 185+ 
Ego, a novel; by Harry W. French Boston, Lee and 
Shepard; New York, (. T. Dillingham, 1880 


2p i, Sep 6 


H-1616) 
Library of Congress VZ3 PRME 
, 


~Copy 2 
Copyright 1490: 17410 





French, Henry Willard, 1854 
Ges of & + fomous painters and their pictures, by 
Hafry W. Frew with fifty full page illustrations. My 
ton, Lee and Sheparl; New York, ©. T. Dillingham, 1981 
208 p. tact. 1 pl front, 2°. 





1, Pasntings 2. Painters 1 Tithe 


i 
Library of Connie NDITIO. PS 


Copyright 1880. 1708 ata, 








French, Henry Willard, 1854- 

The lance of Kanana; « story of Arabia, by Abd el Ardevan 
<Harry W. Frenclo illustrations by Garrett. Boston, D. 
Lothrop company ,°1892, 

172 p inet. plates front. 184 


1 Tithe 
1 140n8 
Library of Congress P27 Peel. 
am, 
French, Henry Willard, 1854— 


The lance of Kanana; « story of Arabia, by Harry W. 
French (“Abd el Ardavan”) with illustrations by Garrett. 
Boston, Lothrop, Lee & Shepard co. ,*1916, 

165 p. col. froat., col. plates. 19° 


1. Tithe 
1610845 
Library of Congress PZT. FaeOL 4 
Copyright A 428757 \a4igl) 


French, Henry Willard, 185+- 

The lance of Kanana; a story of Arabia, by Harry W. 
French (“Abd el Ardavan”) drawings by Wilfred Jones. 
Boston, Lothrop, Lee & Shepard co. “1932, 

165 p. col front., iitus., col. plates, 224° 


1. Tithe 
8214485 
Library of Congress P27 reser? 
= Copy 2 
Copyright A S145 ffl, 
French, Henry Willard, 


Nuna, the Bramin sil, by Harry W. French ... Bos- 
ton, Lee and Shepard, 1882. 


~ pL, S322 p front, plates 179> 


Library of Congress PZ3.Fe6N 


French, Henry Willard, 1854- 
Pr odary Boans eT pilin Pent Rectan, Las ent 


Zp Lar-3p 1. 


shag 7-197 


Librery of Congres 
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French, Henry Willard, 1454- 

Our boys in China. The thrilling story of two young 
Americans, Scott and Paul Clayton wrecked in the China sea. 
on their return from India, with their strange adventures in 
China. By Harry W. French Boston, Lee and Shepard; 
New York. (. T. Dillingham, 1883 


aiv, 424 p. incl. front, tiius, 234" 


1. China—Deser. & trav 1. Tithe 

+ 
DS700 Fee 
a38b), 


Library of Congress 


French, Henry, Willard, 
. Our boys in China, w by Merry W. French ... Bos- 
ton, 'C. E. Brown & co. H 
xii, MB p. front, illus poe (The Roundabout books, no. 4) 


1. China—Deser. & trav 


Library of Congress DS709.F8S 
French, Henry Willard, 1854— 
Our boys in India. The wanderings of two young 


Americans in Hindustan By Harry W. Frene! 
ton, Lee and Shepard, 1883. 


2p. |, vii-nii, 464 p. front. illus 2”. 


1. India—Deser. & trav 
11981 
Library of Congress DS413. Fee 
French, Henry Willard, 
.. Our boys in India, by Harry W. French ... Bos- 
ton, C. E. Brown & co, (1392) 
ipl. &. 34 p. fromt,ilias, 219°. (The roandsbout books no. 3) 


1. India—Deser. & trav 


Library of Congress D6413. F87 
apa abe oe 
it, by H. W. French. Authorized ed. 
New York ow W. Lovell company (1890, 


Spl, S24 p 197. (American suthors’ ser. no. 16) 


Library of Congress PZ3. FeSO 
French, Henry Willard. 
Through arctics and tropics. Around 3 + Sve ry 


new path for a new purpose. By Harry W 
Boston, D. Lothrop company (1892, 


Sp. 1, 9318p col. front, illus, plates 2x 20”. 


1. Voyages and travels, Juvenile. 


Library of Congress CS70.FS 


Printed im England. 


(Pell name: Herbert Stasiey French; 
8 G 21-40 Revised 


French, Herbert, 1875— od. 

An index of differential diagnosis of main symptoms, by 
various writers. Edited by Hertert French ... 5th ed., with 
seven hundred and forty-two illustrations of ‘which one hun- 
dred and aay six are coloured. Baltimore, W. Wood and 
company, 1936. 

x, (1), 1145 p. las. (part col.) 264". 

“Printed in England.” 

1, Gemiology. 2. Diagnosis. 
posta 


Library of Congress ROO.FT 


French, Herbert, 1875- 
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275 p incl. front, plates. 21. 
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benzoates, and a xtudy of the reactions of these com- 
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Songs of the shore & others by, Herbert Greer French. 
Cincinnati; Priv. print., 1925. 
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“An edition of fifty.” 
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French, Herbert James, 19%- 

Alloy constructional steels, by Herbert J. French, with a 
section on corrosion in collaboration with Francis L. LaQue ... 
A series of five educational lectures on alloy constructional 
steels presented to members of the American society for metals 
at the fourth Western metal congress and exposition, Los 
Angeles, May 19 to 23, 1941. ,Cleveland, 1942, 

7p. 1, 24 p. loc. Mus, tables, diagrs, 23)". 

lacludes bibliographies. 

1, Steel alloys. 2. Steel, Structural. t LaQue, Francis Laurence, 

merican society for metals. rm. Title 


42-4353 


Library of Congress TAAT8. FOS 


115, 20.17 


French, Herbert James, 1893- 
Bearing bronzes with and without zinc, by H. J. French 
and E. M. Staples ... 
(R P 68, in U. 8. Bureaa of standards. Buresu of standards jour- 
Washington, U. 8. Govt. print. off., 1929. 234°". 
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. Creep in five steels at different temperatures, by H. J. 
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ards. January 10, 1928 ... Washington, U. S. Govt. print. 
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he tage Heat ts renee of er et cartons 
Steel. W. George, joint author. 11. Title. wt. Title: 
Hest a Te per cent carbon steel. 1” 
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A text-book on the practice of medicine, designed for the 
use of students, by James Magoffin French illustrated by 
ten full-page plates and fifty wood-engravings. New York. 
W. Wood and company. 1903 
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ed. Hlustrated by eleven full-page plates and fifty wood- 
engravings. New York, W. Wood and company, 1905 





2p. L, witr-mix, 780 p illus. xt pl. (part col.; incl. col. front.) 25° 
1. Medicne— Practice 
MM 
Library of Congress RC“ Fa7 
Copy right s2idt 


French, James Magoffin, 1855-1907 
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and bad eatures in French bulldogs as illustrated 





by the French “club of America and the 
bulldog club of New tAlbany, N. Y., Hamilton 
printing company, 

av p. 11, 3p ies. 2. 

1 1 French bulldog club of New England 
Library of Congress SF429.F8F7 

— ——-Copy2 
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.. French-Canadian backg d by, Mon- 
signeur Olivier Maurault, Father ‘Heart on Denis, Jean 
Bruchesi, Marius Barbeau, Leon-Mercier Gouin. Toronto, 
The Ryerson press ,1941, 





Sp.1, ip W*. (The New Dominion books) 
“The lectures were given . St Gree etvent, & 3 and 
Peoruary of thie year (100) and were were broadcast over ©. F. RO. sta- 
tion.” 
1 FreochCanadiana = t. *Maurault, Olivier, 1886- 
41-17% 

Library of Congress riozT res 

a e714 


French celebrities. as seen by their contemporaries. A series 
of brief biographies of the foremost Frenchmen of our day. 
Translated by Francis W. Potter. New York, Funk & Wag- 
nalls “1883, 


2. 189" (On cover: Standard library, os. 98, 102) 


Vol 2 has title: French celebrities, Part second. By Jules Claretie, 
end others 

Conrants — pt. 1, Marshal de MacMabon by Ernest Daudet. Léon 
Gambetta by Hector Depasse Jules Grévy by Locten Delabrosse. Louls 
Blane by Charles Fame Charles de Freycinet by Hector Depasse. 
Victor Hugo by Jules Claretice Ferdinand de Lesseps by Albert Pinard — 


(Continoed on next card) 


24-15015 Revised 
(rBhe2, 


French celebrities (1883, (Card 2) 


Contents Continued 


pt. 2. Jules Ferry by Edouard Syivin. 


George ( ou by — 
Petietin, Ernest Mer Paul Coonet 


Heart Senso by Ed: 








Razire Chatlemet by Hector Simon by Peat 
Davdet Erckmann4 y Jules Clwretie. Paul Bert by Hector 
Jepasee. Alphon-e Doudet hy Jules Claretie. 

} Fraace— Blog 1. Potter, Francis W, tr. 

2464-15015 Rev ised 

Library of Congress CT1012.F7 

Copyright 1883: 19433, 21392 
2, 920 O44 


French chamber of commerce of the 
United Stetes, inc. 


gee 


New York. Ch .mbre 4e commerce frengeise, 


French church du Seint-Esprit, 
New York 


see 
New dork. 


Frencn church du SainteEsprit 


French church, Thresdneedle street, 
London 


London. 
street. 


French church of Threadneedle 


437 


French coach horse society of America. 

French coach horse stud book of America. v. 1- 
Published by the French coach horse society of America 
Cedar Rapids, la., The Republican press, 1906- 

. me 


1. Horses —Stud books. 1. Tithe 


Library of Congress SF23 FSFe 


Cooy neht Mt 


The French convert: being a true relation of the happy 
conversion of a noble French lady, from the errors and super- 
stitions of popery to the reformed religion. by means of « 
Protestant gardiner, her servant To which is added, A 
brief account of the present severe persecutions of the French 
Protestants. The twelfth edition. Philadelphia: Printed and 
sold by W. Dunlap, at the Newest -printing-office, on the south 
side of the Jersey-market, 1758. 

Spl. imp 199° 

Preface, “The copy of a letter sent from a French Protestant min 
ister im France, to bis friend in * signed: A. TY Auhorn 
Attributed by be 4 to John McGowan 


1 McGowan, Joho. posed author. 1 TYAnhern, A. «a 
posed autbor Awl 1302 
Tithe ‘trom i & Hent- ington Libr 
Library of Congress —_— Fr } 
al 


The French convert. being a true relation of the happy con- 
version of a noble French lady, from the errors and supersti- 
Cust neen® to the reformed religion, by means of a Protes- 

servant ... New-York: Printed by J. Har- 
timon, for J ined, no. 17, Water-street. «poc,xcrm. 

The abana ce 
to his friead in London, with the following relation”. p. iii,-vl, signed 


“Origen's lamentation” : p. :126,-187. 
“Some account of the books of the Old and New-Testament™: p. 138, 
143. 
“A byme for the Sabbeth-day”: p. 144. 
1. Catholic chureh— Doe- — and controversial works — 
authors. a m. DAubors, A. mm 


3 1s08R 


The French convert; being « true relation of the happy 
conversion of a noble French lady, from the errors and super- 
stitions of popery, to the reformed religion, by means of « 
Protestant gardener. her servant Hartford: Printed by 
John Babcock. 1798. 

07 p. 

Signatures: A-I* 

“The copy of « letter sent from a Fi Protestant m! 


rench imister in 
France. to bis friend tn London with the following relation”. p. om 
signed A TY Aubors. 


we. 


(Continued op next card) 


10-734 Revised 
\reab2, 


The French convert 1798. (Card 2) 


Manuscript note on fy leaf: This book is supposed to have been 
written by John McGowan.—Sec. Fo: Iretend. 

Attributed by Cushing to Joha McGowea 

hound a hit nner with paper over wooden coer. 


1 weary charch— Doctrinal and costroversial worts—Protestast 
authors 1 Origenes. m. D’aAobora, A. im McQowas, Jobs. seppessd 
saad 10-794 Revised 
1780 


Librery of Congress Bxi768. FS 


The French convert. Being a true relation of the happy 
conversion of a noble French lady from the errors and super 
stitions of popery to the reformed religion, by means of a 
Protestant gardener. her servant Printed by Geo. Bunce— 
New- Haven. 1798. 

* 7-108 pa 

‘opy of m letter arent f a Freoch Vrotestant winister in France, 
te Ry wd in Losdos with the following relation”: p. ;ili;-vi, signed 
BDA 

ps . of the persecutions of the French Protestants” : 

p 108-18, 

. Title. 

; 5-25852 Hevieet 
EX PS 1708 
yrtsne, 


Library of Congress 








French 


The French convert: being ® true relation of the happy coo- 
version of a noble French lady, from the errors and supersti 
tions of popery, to the reformed religion, by means of a Prot- 
extant gardener, her servant Burlington ,N. J.,: Printed 
by Stephen (. Ustick, 1802. 

vi Tp p 13y* 

“The copy of « letter sept from « French Protestant minister tw 
France, to bis friew! in Loadua, with the following relation”, p. :tli,-¥1, 
signed A D Aubory 

“Origen's lamentation: p. (127,-137 

“Some acrount of the books of the Old aud New Testament”: p. 130- 
i” 

Attritated by Cushing to John McGowan 

1 Cathotte churet- Doctrina! aad comtroversi«| works — 
Protestant aut 1 Origenes, u. DAuborn, A. ui Me 

utbor 
Gowns, Joba, soppesed = e. 


Livrary of Congress BAITS 1808 


The French convert ; being « true relation of the happy con- 
version of a noble French lady, from the errors and supersti- 
tions of popery, to the reformed religion, by means of « 
Protestant gardener, her servant. Wherein are shewn her 
great and unparalleled sufferings, on account of her conversion 
«sees her wonderful deliverance from two assassins hired by « 
popish priest to murder her.... her miraculous preservation 
in a wood for two years: and how she was providentially found 
by her husband; who, together with her parents, were brought 
to embrace the true religion. To which is added, « brief ac- 

(Continued o oext card) 
5 TS8BS Revised 
\r30b2, 


The French convert (Card 2) 
count of the severe persecutions of ¢he French Protestants. 
«Wilmington, Del., Printed by P. Brynberg.... for J. Thomp- 
son, 1806. 


ACWOLMS vol. 1108 
q 


acceunt of the present severe persecutions of the French Prot- 
estants. Brookfield (M h ) Printed by E. Merriam 
& co. for G. Merriam, Worcester. Sold by him in Worcester, 
and by the book-sellers in Boston. ,181-1, 
¥, TrM2 p15 
(Continued on next card) 





5 25853 Revised 


The French convert... 181-1, (Card 2) 
France, t0'bie friend in Lowaca, wh the following Feletioe'; p ir-y, 
lo a “a 
+e following reia + D dilly, 
Manuscript note on fy-leaf Jonsthan Eatons book Seabrook. 1810 


Bound in half leatber with paper over wooden covers 
Attributed by Cushing to Jobn McGowan. 


1. Catbolie church—Doctrinal and controversial works—Protestent 
authors. 1. D’Auborn, A. u McGowan, John, supposed author. 
6 20863 Revised 
Library of Congress BXi7@3.F8 1810 


authors MeGowea, eopposed estbor Dao 

bora, A m fg C Marta; @. The over. 

blooming Gower ‘5-20808 Revised 
Library of Congres BX1768.78 1980 
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The French convert : a true relation of the happy conversion 
of « noble French lady from the errors and superstitions of 
popery, to the reformed religion, by means of « Protestant 

, her servant To which is added, A brief account 
of the severe persecutions of the French Protestants. Roches- 
ter, Printed by W. Alling, 1841. 

4p iy. 

“Copy of « letter fr 1 « French 
London” (p. illy-¥) signed: A. D’Auborn. 

ributed by Cushing to John McGowan 

1 Catholic church -Dortring! and controversial works 
euthors 1 D’Aubora, A co. McGowan, Johan, supposed suthor 


Library of Congress BXITR FS 1841 


» 
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French cookery for homes. impression. 
Edinburgh and London, ne Ia 
2, 20p 16y~. pn 


Library of Congrem, ne. 


French dictation exercises. New York, N. Y., Globe book 
company ,°1983, 
i, 20 19° 


1 French language Composition aad exercises 


Library of Congress PC2111 Fees 
Copyright AA 123880 2 Cea 


The French dressmaker, formerly “La Couturiére”, first pro- 
fessional fashion journal of Paris .. 


New York, A. McDowell & co.; Paris, L. Michau, 18 
¥. Mies, col. plates, 307%. monthly. 


American edition 
Merged into Mode de Paris in 1898. 


ca @—1188 Unrev'a 


Lasaasy o” Concnmes Rayenaxce 
Cane Secenanry cottes wade Ga ok copens ts Lesdiags ts Sepetery enealags. 
re" 
a 





French equatorial Africa. 

.. L’Afrique équatoriale francaise; illustrations de Jean 
Kerhor. ,Paris, Imprimerie nationale, 1930, 

2p ties (incl map) 2. 

At bead of title: Exposition colonials internationale de Paris en 1961. 


1. Africa, Freach equatorial 


1 Parte Exposition colonials tater- 
nationale, 1981 


= soso 


library of Congress ‘Te06.1981.D8r os8 
French Equatorial Africa. 

Politique générale de l'Afrique equatoriale francaise. 
Circulaire du 19 janvier 1941 et textes d'application. Brazza- 
ville, Imprimerie officielle ,19411, 

covertitle, Bp 24” 


French Equetoriel Africa 


see also 
Africa, French equetoriel. 


176 p incl. tables 819°. 


Oo cover: Gouvernement général de | Afrique équatoriale francaise. 
Direction des douanes .. (Code et tarifs du Gaboo et du bassin conves- 


1. Customs administration — Africa, French Equatorial 2 Tariff— 
Africa, Freoch Equatorial—Law. & Tariff—Gaboo—Law . Maw 
ont 


J. w Title. im. Tithe: Code et tarifs du Gabon et du bassin conven- 
tlonne! du Congo. 
38-21738 
Library of Congress HITOOOFTAS 1087 
s (836. 2000872 


Catalogue des tions 
ment mies par Berri at F. 
sur l’ordre gy ~l pe 
0. par le commandant de 
Imprimerie & librairie Goupil, 1923-24. 
2. mn. 
eh BE See tts & Nites eth Soe 
we EO Re eettene— Aten, Drums Ryne 1. Martonae, 
B19 
Library of Congress GIIOASSAS 1996 
French Equatorial Africa. Treaties, 
etc., 1927 


Convention poate. éifeveghians inter 
nationsle, November 25, 1927 


U. S. and other powers. Treaties, 
November 25, 1927 (Radiotelegraph) 
All editions sre entered under this 
heeding. 





3f7., 


gecerpece c.cos is i 
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The represented in the present state of 
Dunkirk. A letter to i eee ot 
S—le .. London, Printed and sold by F 

1714. 

Do + i a- 

Signed. C 


Bee Finer wy Sie Richard Syrcle, entitled The importance of 
Dunkirk considered” 


1 Sir Richard, 1072-1729 The f Dunkirk consid- 
wt S"Beckies Prone 5 Ge Braet vel ~Pronce 4. Pronce~ 
For. rele Bt, PC 


Mb), 8 lane 


Library of Congress DCB DF? 


The French family cook (Card 2) 
of the year, and to furnish a table with few or any num- 
ber of dishes at the most possible 
Necessary for butlers, cooks, and who 
are concerned in the superintendence of a . Te 
from the French. Printed for J. Bell, 1 

4p L, dian, Kp I”. 

L Cookery. 

7-wssi¢ 
Library of Congress Tx Fe 


French fiction: Honoré de Balzac, George Sand, Alfred 
de Musset, Alphonse Daucet, Guy de Maupassant New 
York, P. F. Collier & son ,°1917, 


Ip l, evil, Ls front. 204°. (The Harvard classics shelf of fc 
thon, selected by C W Eliot. <18)) 
Conrents —Honoré de Balzac Old Goriot Sand: The devil's 


‘ory of a white blackbird —Alfonse Dau- 
he story of « little Alsatian; 


sant: Walter Schoaffy’ adventure; Two friends; The « 


Balzac. 1780-1850. George, peeud. of Mme 
Dedovest Lt ang a *Mommet. Atteed. r on 1857. w. Dandet, 
Alphonse. + Maupassant. Guy de, 1k 


17-1740 
Library of Congress 


Copyright A 467626 


P21 Feet 


Prench gallery, London. 

Ninety-ninth exhibition at the French gallery 120, Pall 
Mail, London London, S. W., of selected works by Johannes Bosboom 
and William Maris. {London and Dunstable, W. Low & sons, 
Itd., printers, 1911, 

4pl. Bi. ap We. 2port, Ws 


1 + Johbenecs, 1817-1681 
‘3 Petntings -Bubibvitiess. 


Livrery of Congress 


2 Marts, Willem, 1868-1910. 
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French 
The French genders, in six mnemonic fables; by which French Guiana. Lows, statutes, ete. 
Go quadece of 08 Go Vern some, 15,540,  Ordonnance du roi, portant epetiention on Cats ptast 8 te 
may oe eed io Oe mennda 19ee certainty, in a few days uiane francaise. i er inedat can an 
New York, J. 8. 1p. 2. 
Ip @p am 
Cayyrigited by James Cortey 
French language—Cender =. Corley, James on Ene bo- Set Cee. 1 France. Laws, statutes, ete. 
ice 
Library of Congress PCZZLPS - a 


French government tourist information Preach Gutene. Lavwe, autete, ae 


office, New York 
see 


New York. Office frangeis du touris.e. 


French Guiana. Laws, statutes, sto. 

Code de procédure civile adapté & la Guyane francaise, pub. 
& Cayenne le 18 soft 1821. Cayenne, 1821, 

iplmp = 


16-1909 


Library of Congress ad0e1, 


French Guiana. Laws, statutes, eto. 
Stamae & sf, enemas B 

i el jon de la justice & le 
caise. A Paris, lmprimerie royale, 1829. 
ep me. 


de l'ordre 
vy YAY 








Guiane. 1 France. Laws, statutes, ete. m. Title 

a2 16788 
Library of Congress a 
Preach Guiana. Lows, statutes, eto. 
Ordonnance du roi, le go de la 
Guiane francais primerie royale, 1828. 





1. Administrative law—French Ovlens. 


. Fresca, Loewe, statutes, 
ote. a Tithe 


Library of Congress a 


Preach Guiana. Lawes, statutes, sto. 

Ordonnance di /~ yn yg Boy be 
royale, 1829. 

1p. 2". 


1. Criminal procedure—Freach Guians. 


& France, Lows, statete, 
ote m Tithe. 


Library of Congress 


ca 





de la Guyane fran- 
caise ioe clo 1828, modifiée ra celle du 22 sodt 1833, le Décret 
du 15 janvier 1853, 4% ... Paris, 185- 


Sp.@p a 
Manuscript 


1. Administrative law—Freach Guiana. 2 Freach Golane—Pol. & 
& France. Laws, statetes, ete. om. Tithe. 


gor 
a 32-519 Unrev'é 
Library of Congress a, 
French Guinea. de) i « 2vvlechnique. 


- Lone en Guinée francaise, par M. le vétéri- 


naire Aldigé ... Gorée, Imprimerie du gouvernement 
général, 1912, 

cover-title, 82 p. 24°" 

At head of title: Supplément au Journe! officiel de l'Afrique occiden- 
tale francaise. Rapports et documents. (24 février, 9 et 23 mars 1912, 
n™ 6, 67 et 

Domestic animals — Guinea, French. (1. French Guinea — Domestic 
onan 1. Aldigé, — 


Agr 9-912 


Library, U. S. Dept. of Agriculture 40F88 


21 


French heroes fund 
see 


at heroes Lafayette memorial fund, 
ne. 


French heroes Lafayette memorial fund, inc. 


Annual report of the work in’ France of the French 
heroes Lafayette memorial fund, inc. 
(New York, 


v. itu. 2, 


Library of Congress D638. F8F7 at e 


French heroes Lafayette memorial fund, ino. 
Yearbook of the French heroes fand. 
New York, 19 
v. ius, 2". 


ca 2-204 Unrev'd 


Library of Congress D638. PSF7S 








French 


French high commission to the 
United Stetes 


Frence. Heut commisseriet eux Strt 
Unis. 


"French homage” ...Publicstion of the 
Committee “The effort of France and 
of her allies” 

see 


Comite “L'effort de la France et de ses 
alliés” 


French hospital, Victoria park road, London 
see 


London. Hospital for poor French Protestants. 


1S-10115 
Library of Congress 


French India 
see 


India, French. 


French institute in the United 
States. .useum of French art 


New York. .useum of French art, French 
institute in the United Ststes. 


The French labor charter. 
(In International labour review. March, 1943. +. 45, p. 200-385) 


1. Labor laws and legisiation—Prance. 2. Trade unions—France. 
Leis 
labor. Lite. 
bat 7 7 (HD11.1@ vol 45) 
2, (981.08) 
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French Lick Springs hotel company, French Lick, Ind. eR Oe rte gee firet six months of the 
French Lick Springs hotel, Lick, Indiana, & — Leemter’s equa London, Constable 
U.S. A. Thomas T: t, president, Thomas D. reenge = 
rt, manager. Co vil, & p. 





polis, Bookwalter-Ball sien 
ing company) "1915. 


3% p illus. (1 col) fold pl 279". 


1. Mineral waters—French Lick, Iqd. 1. Title pa dk gg —Campaigne—Western, —. Reuter's tele- 
16-1408 1S-15815 
Library of Congress RA807 1 6F72 


Copyright A 420190 Library of Congress DS44.F7S 


—— mission to mag 
September-December, The French pavilion and its contents. (San Francisco, 
Pernau publishing ing co., 1915, 

Bp, 11 incl pl, plan. 17%". 90.50 


France. Mission en Australie et 
Nouvelle Zélande, 1916-1919. 


1. Sam Francisco. Panama - Pacific international exposition, 1915 — 


Library of Congress TC7B1.GIFS —. 


Copyright A 41207 





of the h century. Edited by 

Puitedighin Pa., The Department 
of history of the University of Pennsylvania; London, P. S. 
King & som, 1809. 





French mode of curing forage. 
wih SS Sp ¢ om Report, 1875, p. 997-408. Ulns 29™. 


cover-tithe, 3p 219". (Translations and reprints from the original 
sources of Kurepean history. vol, vt. ne. 1) 

Contes ta — Montesquieu: Extract from the Versian letters, Extracts 
from the Spirit of the laws —t. Voltaire Concerning fundamental laws 
Extracts from -~ Vhilemephical dictionary - oy Extracts 
fren the Serta Extrects from Emite—av. The 
philosopher —v. 'vAlembart Priare of es Holbech. Ex- 
tracts from the Xystew of nature. —vi. Turgot. Extract from Memorial 
to the king.-vil. Sleyée. Extract from “What ts the Third estate?” 


1. Phitemephy, French 1, Whitewub, Merrick, 1860-1903, et 
1 Silage. 2. Maize as a feeding stuff see. 
Agr 13-9599 Library of Congres Cord div, DIWLIS vol net 
Library, U.S. Dept of Agriculture 1Ag@4 1875 mitel, 
French phraseology. 2d ed. London, Printed for the 
The French noblewe of the xvii century; tr., Mrs. author, 1814. 


Colquhoun Grant from Les souvenirs de ls marquise de Cré- 


lv, Wp 4. 
quy, 1834. New York, E. P. Dutton & co., 1904. 


French and English. 


Courchamps. as be alleged, from her dictation or wi 
ra were published by this French nobleman to 

1. France—Nobility. 2. France—Sorc. life & cust. 1 Grant, Mre 
Colquhoun, tr. um. Créquy, Renée Caroline (de Froulny) marquise de, 1. French language—Idioms, corrections, errors. 
1714-1808, sutbor. 

& TS nw 
Library of Congress DCas.4.F8T 
(881, Library of Congress PC2O.FS 


French Non-Conformist church of 
Lucy lane, Dublin French policy defeated: being an account of the original 
see and progress of the present war with France. The encroach- 
ments. depredations, insults, and cruelties of the French, and 
their Indian allies, on the British inhabitants in America. 
With « succinct narrative of all the battles, sieges, and naval 
engagements both by sea and land. Likewise an account of the 
several noble acquisitions made by our arms, and heroic ex- 
ploits performed by our admirals and generals, in Europe, 
Asia, Africa, and America, to the conclusion of the year one 

(Continved on next card) 


(a33b1, 


Dublin. French Non-Conformist church 
of Lucy lane. 


French Oceania 


see French policy defeated ... (Card 2) 
thousand seven hundred as sixty. With « dedication to Sir 
Edward Hawke. Embellish'd with two maps. London, 
Printed for M. Cooper, mpccux. 
Spl, @-180 p. 2 fold. maps. 24”. 
r iret pabilshed wader cightiy dierent tite 16 1788. of. Sabin, Bibi, 
*Tesication signed: A true Briton. 


). §—Hiet —Cotenial period. 2. U. 8.—Hist —Freach and Indian 
oun Yieocates. 9-190 


Library of Congress B00 Fs7 
e881, 


French establishments in Oceania. 











The French polishers handbook. with a section on gilding and 
bronzing, by “a practical man” London, P. Marshall & 
co. , 1921, 


Mp tes 187" 


1. Wood Gnishing 2 Ataine and «taining 3. Ollding. 4. Browsing 
1 “A practical man” 


2B 10872 
Trs.F7 


(Sel, 


Library of Congress 


The French prisoner in Russia. Tr. from the French 
we ... New York, The Catholic publication society, 


2p L919» 17. 


1. Stamp, Pauline, tr. 


Library of Congress 
Copyright 1874: 7336 


French protestant church in the city 
of Charleston, S.C. 
see 


Charleston, S.C. 
church. 


French protestant 


French Protestant committee 
see 


Comité Protestant francais. 


French Protestant hospital, London 
sce 
London. Hosptal for poor French Protestants. 


1S-10116 
Library of Congress 


‘The French quarterly. v. 1- 
Manchester, University prem: 
Longmans, (ireen & co., 1910- 

= 
Contributions ip Pugtish or French. 
Hatters: Jan. 1918- Quetave Rodver, lL. A. Terracker. 


Jan. 1910- 
Landon. New York, etc., 


1 Frunee—Intetiectant! life 1 Redier, Gustave. 1973- oe 
1. ‘Terracher, Lowte Adolphe. 188)- o. 


19808 


Library of Congress aPaure 
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The French railway administration in the Ruhr-district. Ber- 
lin, Verlag fir politik und wirtechaft ,19281, 
Dp ie By. 


1. Rallroade—Rubr River and Valley. 


Title from Bureau of 


The French review; devoted to the interests of teachers of 
French. v.1- ‘ov. 1987- 
;New York, American association of teachers of French, 
1987- 
* port 2. 
Soap ome 0 pune, S060; ons open, > 


American association of teachers of French” 
Béitors: Nov. 1927-May 1980, J. F. Mason—Oct 1980- 








The French revolution, and career of Napoleon: a, 
o 


prising narratives of the origin and ¢ 


sah otattome peter to Catenin, 10m ap, 


2ail me. 
Cagoon othe. 


1 Preach spotietion ciauma 


Library of Congress JTK2MF7S 18% ae 

... French spoliations, prior to 1800. ,Philadelphiat 
1831, 

Rp 2" 

:Political pamphiets, v. 118, no. 14 


Caption ttle, at head of tithe: From The American quarterly review 
(September, 1831, v. 10, p. 156-194) 


6 30078 
Library of Congress 
epolistions, prior to 1800, Article vi. From the 
. ,1831, number of American quarterly review 
Philadelphia! 18311, 
Bp 2. 


Title supplied from caption, p. 3) 


1. French epeliation claims. 


JX238.F75 1851 
e371, 


Library of Congress 


French spolistions prior to 1800. Synopsis of the claime 
to indemmity on account of spoliations committed by (he Freach 





the revolution. Its p . The fate of the king. 
The reign of terror. Teoctesn’s conquest of Italy. 
Egypt—The first Iship. Napoleon's ad t 





to the empire. The Russian expedition. The reign of 
the hundred days. Napoleon's aw and Teath 
London and Edinburgh, T. Nelson, 1547. 


vip, 1140p Lm 


1. Napoléon 1, emperor of the French, 1760-1821. 2. France—Hist— 
Revolution. 3. Prance—Hist—Consulate and empire, 1799-1815. 


S141, 


1-110 
Dc. Fe 


Library of Congress 


French short stories of the 19th and 20th centuries. London 
& Toronto, J. M. Dent & sons, Itd.; New York, E. P. Dut- 
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The French system of facturing 7 
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1-151 
Library of Congress DTS45.A4 
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French West Africa. Agence sconomigque. 
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“Ribliograpnie de A. O. F.": p 145-146. “Bibilographie du Togo”: 


a. 

1. Africa, Freoch West—Descr 4 (trav —Guidebdooks, 2 Togoiand, 
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mette Dakar, Grande imprimerie africaine, 1933. 
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¥. front. ports. 19°. 
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Gertrud Frenck. Paderborn, F. Schéningh, 1984. 
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... Bronchial and tracheal catheterization and its clinical 
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, 1934. 
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ACh 36TT 
Title from John Crerar Libr. Printed by L.C. 


Frenckner, Paul, 1896— 
Die ion bei otitis media und ihren kompli- 
kationen, von Poul Frenckner und C.-A. Hamberger. Stock- 
holm ,E. Kihistroms tryckeri a.-b., 1989. 
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Supplementum cxxmn 
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tinction by honest means. By William Frend 
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Prend, William, 1757-1841. 
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William Frend ..._ London, Printed for J. Mawman by 
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bl By William Frend ... 2d 
ed. Cambridge, Printed by B. Flower for G. G. J. and J. 
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Frend, William, 1757-1841. 
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Frender, Lina Friedlaender 
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Fréne, Victor. 
The meaning of the Manchurian crisis, by Victor Fréne 
(Shanghai. ~hameen printing press, 1951, 
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(Freneau, Philip Morin, 1752-1832. 

American liberty, a poem ..._ New-York: Printed by 
J. Anderson, at Beekman-slip. 1775. 
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Freneau, Philip Morin, 1752-1832. 

The American village, a poem by Philip Freneau, reprinted 
in facsimile from the original edition published at New York 
in 1772, with an introduction by Harry Lyman Koopman and 
Bibliographical data by Victor Hugo Paltsits. Providence, 
R. I. Standard printing company, 1906. 
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verso of haif-title: The third publication of the Club for reprints 
of Providence, Rhode Toland) 

“One hundred copies. no. 24.” 

1. Koopman, Harry Lyman, 1800- ed. 1. Paltetts, Victor Hugo, 
1887- m. Tithe. 
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A journey from Philadelphia to New. Fest, ty sen of 
Burlington and South-Amboy. By Robert 
stocking weaver pseud., Extracted gum Gn autert 
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orick’s head, in et street. 1 
vi, 7-28. mm. 

(Hazard pamphiets, v 41 no bh 
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1. New Jersey—Deser. & trav. 1. Tithe. 
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Freneau, Philip Morin, 1752-1432. 

A laughable poem ; or Robert Slender's journey from Phus- 
delphia to New York, by way of Burlington and South Am- 
boy. By Philip Freneau ... Philadelphia: Printed for 
Thomas Neversink. December 20, 1809. 
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Tithe from New Jereey 


(Freneau, Philip Morin, 1752-1832. 

Letters on various interesting and important subjects; 
many of which have appeared in the Aurora. Corrected 
and much enlarged. By Robert Slender, o. s. m. gents 

Philadelphia: Printed for the author, from the 
of D. Hogan—and sold at his store, no. 222, South hind. 
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(Preneaa, Philip Morin, 1752-1832. 

A poem, on the rising glory of America; being an exercise 
delivered at the public commencement at Nassau-hall. Sep- 
tember 25, 1771 Philadelphia: Printed by Joseph Cruk- 
shank, for R. Aitken, bookseller, opposite the London-coffee- 
home, a BA Front-street. wpcc..x x0. 
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Frenesa, Philip Morin, 1759-1883. 

The poems of Freneau, post of the American revolu- 
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Lewis Pattee .. Prineston, N. J., The University 
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Harry Hayden Clark. New York, Harcourt, Brace and com- 
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txt, 425 p17. (Half title: American suthors series, genera! edi 
tor, 8. T. Williams) 


“Selected reading list” p. ixt-txitt 


« Clark, Harry Hayden, 19%- od 


2» new 
Library of Congres PST36. A508 
a oe Gagy & 
Copyright A 140% ail) 


Frenesu, Philip Morin, 1752-1832. 

Poems on various subjects, but chiefly illustrative of the 
events and actors in the American war of ey By 
Philip Freneau. Reprinted from the rare edition printed at 
a in 1786. With « preface. London, J. “y Smith, 
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Poems relating to the American revolution, by Philip Fre- 
neau. With an introductory memoir and notes. By Evert A. 
Duvekinek. New York, W. J. Widdleton, 1865. 

axxvill, 288 p. front. (port) facsim. 21° 
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Poems written and published during the American revolu- 
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The 3d ed., in two volumes .. Philadelphia: 
of Lydia R. Bailey, no. 10, North-Alley. 1800. 

2. fronts. 19°. 

“Bubecribers’ names”: ¥. & p ,vi;-ail. 

Imperfect : Sous casein US ar a. 0 ext cues. 

1. U. 8 —Hist.—Revolution—Postry. 
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Preneau, Philip Morin, 1752-1832. 

Some account of the capture of the ship ‘ Kr ye by 
Philip Freneau. New York, M. F. Mansfield & A. Wes- 
sels 1899, 

® p. 2 port (incl. front) facsim 24° 

Printed on one side of leaf only. 


1. Aurora (Privateer) 


+ wis 
Library of Congress Eire 
Copyright (Mol, 
(Prenesn, Philip Morin, 1752-1832. 


Unpublished Freneauana, ed. by Charles F. Heartman. 
With Yecsimile and two portraits ... New York, Printed 
for the editor, 1918. 

fold a7. (On 
ne ted WE 2 gory, (ing. foams. ah gtd (Ou werse of 


“Number 50 of Si copies printed on Tuscany hand made pager. Also 
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10 copies on J 
1. Heartman, Charles Frederick, 1883- 9 ed. 
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Freney 
Ce Sam ee 
The village merchant: s poem. To pete eet me 
— = - . Philadelphia: Printed by Hoff and Der- 
rick, Mp00,xcrVv. 
6p. 17. 
1. Tithe. m Tithe: The country printer. 
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Library of Congress PSTST.VS 17% 

awn, 


(Freneau, Philip Morin, 1752-1832. 

A voyage to Boston. A poem... By the author of American 
liberty, « poem: General Gage's soliloquy, &c. New-York: 
Printed by John Anderson, at Beekman's slip ,1775, 
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Pell eome: Jean Frédérte Frenet, 
Ee 
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Frenet, Jean Frédéric 
see 


Frenet, Frédéric, 1816- 


Preney, Giuseppe Vernaasa, barone di 


see 
Vernaama, Giuseppe, barone di Freney, 1745-1823. 
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Library of Congress 
| Chemical ia Investigations the fleece of sheep, by Martin 
R. Freney ... T. Rider, ge printer, 1940. 
Sp . (Australia Counc ter cent end tatuatsted o> 
search Bultetia eo 189) 
Bivdegraphy p 51-2 
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Preageelli, Joaqain. 


Apuntes de geologis uruguays, por el doctor Joaquin 
Frenguelli. Montevideo, Imprenta nacional, . 


47 p ties. © pl. ZT. (Institute de 
Monotevideo-Uruguay Boletio 
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1. Geology—Urogusy. 2. Paleontology Uruguay 


Library of Congress Qrwr 
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Frengvelli, Joaquin, 1443- 


... La personalidad y la obra de Florentino Ameghino, por 
el doctor Joaquin Frenguelli. La Plata, 1934. 


51 p incl port. Dy" (Universidad 
side universitarta (Conferenctas y eecritos) 


1. Ameghino, Florentine, 1854-1911. 


nella scuola elementare. Catania, 


Library of Congress Qmm.aerr 
2, 
Preni, Giovanni 
La disciplina 
Oficina tipografica Giannotta, 1913. 
WMp.il ma 
1 Schoo! discapline 
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Prémicie, Niceias, 1600-1661. 


Les oevvres de N. Frenicle... A Paris, Ches T: 


Brey, w.oc.2x1. 
4p 1. 2&1 hp IT. 
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Prémicte, Niesias, 1600-1661. 


Tesve erveifié. Polme de N. Frenicle. Paris. lean Camv- 
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Préaicie, Nicolas, 1600-16611 

La Niobe de N. Frenicle. A Paris, Chez Iscqves Dvgast, 
au bes de la rue de la Harpe, sux Gants couronnes. w.oc. 4x40. 

4p 1.@p 17 

Signatures: &*, A-K* 

Caption title: La Go tragiqve de Niobe, et des amovre Ge son Gis 
Treataie. et ¢ 

Privilege dated “20 tour de \ancier mil atx cone vingt-seaf”. 

bece R. Tolnet.” 


1 Title, of Title: Le Gp tragique de Niobe. 


‘31 200R3 
Library of Congress PQITST FENS mI 
Frénicle de Bessy, Bernard, 1605 (ca. )~1675. 
Frénicle's 880 basic magic squares of 4x 4 cells, normalized, 
indexed, and inventoried (and recounted as 1282) by K. H. 
de Haas. Rotterdam, D. van Sijn & zonen, 1985. 
Bp 341904" 
On cover: Frénicie's index 
H 
1 Magic squares. « Haas, K. aa 
Library of Congress Qalee.rT 1985 
2 8 
Frénilly, Auguste Fauveau, ma yuis de, 1765-1544. 


Francois 
Recollections of Baron de Frénilly, peer of France (1768- 
1828) ; ed. with an introduction and notes by Arthur Chuquet 
... tr. from the French by Frederic Lees ... With « portrait. 
New York, G. P. Putnam's sons, 1909, 
5%, 382 p. front. (port) 224*. 
“Printed in England.” 


Fraoce— Hist.— Besreention, 1814-1880. 2 France—Pol. & =_ 
inet 3. Prese—Parte 1 Choquet. Artbor Maxime, sata, 
George Frederic William, 1*T2- mm. Tithe 

oO 17240 
Library of Congress Dee Faas 
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Frénilly, Auguste Francois Fauveau, marquis de, 1768-1848. 

Souvenirs du baron de Frénilly, pair de France (1768-1828), 
pub. avee introduction et notes, par Arthur Chuquet Avec 
un portrait en hélingrarure. 2. éd. Paris, Plon-Nourrit et 
o*, 1908, 


2pb. Sp. 1) front. (port) 2 


1 France—Hiet — ey 1814-1880. 2 France-—-Pol_ & 
1814-1880 3. Prese— Pa: 1 Choquet, Arthur Maxime, 1888- "7 
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Library of Congress DCI FRAS 
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Préailly, Auguste Francois Pasvena, marquis de, | 768-1848. 





he ON nee San eae, 
publiée avec introduction et notes, g* rthur Chaquet .. 
Avec un portrait en héliogravure. 44. Paris, Plon- 
Nourrit et c*, 1909. 
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1 Fresco — Hist — Restoration, 1814-1880 2 France—Pol & — 
os & Pree—Perta + Chegust, Arther Mazina 
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Frénilly, Auguste Francois Fauveau, 
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1. Batum, Russia (City) 2 Batum, Russia (District) 
ca 15-1481 Unrev'd 
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Frenkel, Else. 

... Wunsch und pflicht im aufbau des menschlichen lebens, 
von dr. Else Frenkel und dr. Edith Weisskopf. Mit 16 ab- 
bildungen im text. Wien, Gerold & co., 1937 
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Bibliograpbica! foot ootes 


1. Desire. 2 Duty 3. Conduct of lite & Weisskopt, Edith, jotat 
Gutbor, a Tithe. 
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for Library of Congress a 


Frenkel’, Georgil L’vovich, 1899- 
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Frenckell (Mit 6 abbildunges. ) 





leberblut. Von Georg 


Us Abdertaiten, Emil ef Handbech der arbetts. 
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1. Laver, 2. Blood 
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Library of Congress (QME2443 1990 ot. 6,0 8) 

a (914.072) 

Frenkel, H 8. 
The treatment of tabetic ataxia by means of systematic - 
cine, by Dr. H. S. Frenkel 2d rev. and enl. ih od 


by L. Freyberger . with 129 illustrations. London, W. Heine- 
mann ,1917, 


2p ite 2 


os Sacemeter atartia 2 | Frenkel's movements, 1 Preyberger, Led 
so17—a1 
Us Serg-gen. off Library 
for Lineary of Congress atidi, 
Frenkel, (Henri, 


Les fonctions rénales, par Frenkel ... (Paris, G. 
Carré & C. Naud, 1899, 


4p. dingr, 27" (Scientia. Série biologique, n* 3) 














Frenkel’, (kev Ditch. 
Einféhrung in die wellenmechanik, von dr. J. Frenkel . 
mit 10 abbildungen. Berlin, J. Springer, 1929. 
vi, hy, S17, yp Giagre, Shy. 
~Literaterverseichais” p 813,816 


32-1680 
3361 
Librery of Congress qcorrn 8301 
Frenkel’, fAkov Itech, 1894- 
Lehrbuch der elektrodynamik, von dr. J. Frenkel .. 
Berlin, J. Springer, 1926- 
+ Geogr te 
1 Electrodynamics 
‘10888 Revised 
Library of Congress Qos 
("83<2, 


Frenkel’ fikov fitch, 1894- 

Wave mechanics; elementary theory, by J. Frenkel... Ox- 
ford, The Clarendon presa, 1932. 

vill, 277% p. 1. Giagre 249". ( Melf-titie: The international series 
of monographs oo physics) 
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mechanik will be by « treatise in three 
complete in itaelf, the fret of which is sow published.” — 
1 Wave mechanics. 
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Library of Congress Qqcin42 Fr 
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Frenkel’, fAkovw Il’ich, 1894- 


Wave mechanics; advanced general theory, by J. Frenkel 
Oxford, The Clarendon press, 1934. 


vill, 524, 2, p Giagre 24° (Helf-titie: The tnternations! series 


oa nape physics) 
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ene 8 tain VSS complete in itself. 
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1 Wave merkaaicn 
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Frenkel, Isaak 
see 


Frenkel’, fakov f1' ich. 
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Frenkel, Jakob 
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Frenkel, Joachim. 


Friedrich Hebbels verhaltnis zur religion, von dr. Joa- 
chim Frenkel. Berlin, B. Behr, 1907 


1 1p 2° arena breg. von R. M. Werner ond 
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1. *Hebbel, Friedrich, 1813-1863 
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Library of Congress 


Freakei, Philip Salomen. 
Bijdrage tot de leer van het voorwaardelijk opzet . door 
Philip Salomon Frenkel ... Utrecht, Electrische drukkerij 
L. E. Bosch & soon ,1917, 
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“Stellingen” : 62, p. laid in. 


1. Criminal inteot 1. Tithe: Voorweerdelijk opast 
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Library of Congres 2) 
Frenkel, R. 


Die hobelbankarbeit in verbindung mit dem linear- 
zeichnen ; ein lebrgang des arbeitsunterrichtes fiir schu- 
len, schulerwerkstatten und erziehungsanstalten, von RB. 





Frenkel ... Leipzig, R. Voigtlander, 1911. 
viii, 99, ne illus. 21°. LAsgeorertentiche veroffenthchung der pa- 
Book of plates attached to beck cover 
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Frenkel, R. 
Die leichte holzarbeit in mit dem linear seichnen ; 
ein lehrgang des i echulen, 
stAtten, erzi u. fir den selbstunterricht, von 
R. Frenkel ... 2. erweiterte sufi. Berlin, Albrecht Direrhaus, 
1910. 
4p. 1. 11-02 p. fees. Gage. Boh. co 1 Ww”. (Abed t.9.: Lake. 
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Frenkian, Aram M. 
Etudes de philosophie présocratique Cernduti, Im 
primerie “Glasul Bucovinei” 1933-37. 
20. 2 
Vol. 2 has imprint : Paris, J. Vria. 


Contents — 1, Héractite d fphéee —41. La philasophie comparée Em 
pédocie @Agrigente Parménide d' Bide. 


1. Heraciitus, of 2 Gmpedocien 5 Parmenides Eleaten 





4 Philosophy, Ancient 1 Tithe 
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Library of Congress B23 FT 
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nan ae. 
Le monde homérique ; essa: de protophilosophie grecque. 
Paris, J. Vrin, 1984. 
Spl, 18, a) pik oe 
Inciades bibliogrs phies 
1. Bomerus. 2 Philosophy, Anctest = «Tithe 
‘os smo 
Library of Congress Pace! rus 
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Prentiel, Jase. 
«+ Beude des sulfinones tolyiphénylées ot ditolylées ... 
Nancy, Lmprimerie G. Thomas, 1985. 
Spl, Tip. 1. tien, Sp onli, Gage Bag”. 
Tetee-Neacy 


1 Balpbur compounds 


Library of Congrem 


Prenking, Joseph B. 

My full driving swings, by Dr. J. B. Frenking. Car- 
roll, la., Times printing company, "1924. 

cover-titlhe, 6 pl 18x22”. 
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Library of Congress GV979.S9F7 ae 
Copyright A 7eans2 2a 
Fréneoy, 

-» Le Conseil d’Etat et les nominations illégaies dans les 
fonctions publiques ( jurisprudence) ... par Jacques 
Frénoy ... Paris, A. Rousseau, 1918. 

2p 1.19 p we. 

Thtso—Univ. de Parts 

“Index bibliographique”: p :188,-188 

1. France. Conseil @Btat 2 France—O@icials and 
potatmest, qualifications, tepare, ote 8 Administrative law—Jreace 
. Tite 
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Library of Congress a 
Frenaderf, Victor Egon, 1883- 

Peter Winter als ope .. Erlangen, K. B. Hof- 
und Universitits-buchdr. von Junge & sohn, 1908. 
2p Limp. 2a 
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Preneder®, Ferdinand, 1433 
Von und tiber Schidzer. Von F. Frensdorff. Berlin, 
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Frenssen, Gustav, 1863— 
Briefe aus Amerika, von Gustav Frenasen. Iierlin, G. Grote, 
1923. 


4p LT 2. 


Frenssen, Gustav, 1863- 
Gribeleien, neve folge 
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Frenasen, Gastav, 1563- 
The anvil, by Gustav Frenssen, translated by Huntley Pater- 
son. Boston and New York, Houghton Mifflin company, 1930. 
Sp me. 


& Paterson, Huntiey, tr. a Title. Treasistion of Otto Babew 


Library of Congress 


Prenasen, Gastav, 1863— 
; epi ’hiung, von Gustav Frenssen. Berlin, 





9. Grote, 1914. 


4p1. 2p. il IY. (Helf-stiule: Grow'eche eemminng ton wer- 
ken srttgentasterter echriftstelier, bd. 119) 


1, *Biemarck, Otto, first vom, 1615-1888 1. Title. 
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Library of Congress PT3O11. B4zBS 1914 
Copyright A—VForeign a tad 
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Prenasea, Gestav, ll 
Der b A ahi Mit seich 
von A. Paul Weber. “Dertia, ©. Grote, 2661. 


tp lL. 8 p ies 19°. (Heif-title: Grow eke eommlung roe 
wortee sritgrafasterber ectrifiststier bd 188) 
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Lineery of Congress PT3e11.R«sBT 1981 
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Prensesn, Gustav, 1863- 


Ein brief von Gustav Frenssen. Berlin, G. Grote, 1916. 
hip 188. (Lettered on cower: Schritten ver seit und geechicine) 
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Library of Congres fiers 
Copyright A—Foreign mis7 
idl, 
Frenssen, Gustav, 1563- Frenasen, Gustav, 1863- 
_ Die chronik von Barlete; kul hichte eines niedersdich Hilligeniei; roman von Gustav Frenssen. Berlin, G. Grote, 
sischen dorfes, von Gustav Frenssen. Mi me & 1905. 
preys ngen im text und suf tafeln. Berlin, G. Grote, 1928. 8p.1, 615.) p. 18 (Hest ite ¢ Groteche comming ven warts 
4p. 1, 25 p tiles, plates, fold. map, facsim. 20". echrttatetier 
1 Berit, Schieswig- Holstein 2 Dithmarechen 8 Saxony, Lower— 
Civilisation §«t Tithe. ‘ 
mre 99146 
Library of Congress Dpeoi BaF7 
Copyright s—Foreign ez Library of Congress PT2611. R425 1006 
ate, Copyright Res. no. 75 (S0e1, 


Frenssen, Gustav, 1463- 
The drei getreuen ; roman, von Gustav Frenssen. 48. tausend. 
Kerlin, G. Grote, 1903. 


4p lL, &-400p. 18)". (Half-title: Grote'eche sammiung von werken 
zeltgendasischer echriftstetier, 2 bd) 


r Tithe 


Library of Congress PTL R«2DT 1908 
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Frenasen, Gustav, 1863- 
Dummhans, roman von Gustav Frenssen. Berlin, G. Grote, 
1929 


4p 1, 63 p W (Melf-tiie: Grotw'ecks cammiung vou werkes 
settgrntesiocher echrifteteiier, bd. 181) 
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Gustav Frenasen ; 
a ein nt chapter xxv of Jorn Un, by Ory Otte Heller 
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Boston, New York ,ete., Ginn & company :1908, 
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Frenasen, Gustav, 1863— 

Holyland ; exclusive authorized translation of “Hilligenlei”, 
by Gustav Frenssen ... Tr. from the German by Mary Agnes 
Hamilton. Boston, D. Estes & company ; ,etc., etc., 1906. 

Spb, 1-875 p. 109°. 


1 Hamiltoo, Mrs. Mary Agnes (Adamson) 1888- tr. mm, Tithe 
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Library of Congress P73. FeOH 
Copyright (Bel, 


Prenasen, Gustav, 1863- 


Jérn Uhl; roman von Gustav Frenssen. Berlin, G. 
Grote, 1901. 


Sp.1, 6859 187 (Grote’sche vou werken reitgencssscher 
schrifteteller. 73. bd) oan 
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Prenenen, Gastav, 1363 
Jérn Uhl; roman von Gustav Frenssen. 165. tausend. 


Berlin, G. Grote, 1908. 
3p, 625 p. froat. ( .) 1”. (Melf-titte: Grote’'eche sammiung 
vou werken echriftstetler, 73. bd.) 
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Gastav, 1863- 
Jérn Ubi, by Gustav Frenasen ; tr. by F.S. Delmer. Boston, 
D. Estes & company ; ,etc., etc., 1905. 


vil, 11-416 p. front. (port) 194”. 
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Frenssen, Gustav, 1963- 
Jérn Uhl; roman von Gustey Frenssen. 216. tausend. 
Berlin, G. Grote, 1909. 


3p L, S25 p front. (port.) 179%. (Heif-titie: Grote'sche samm- 
lung von werken zeitgrossiacher schriftstelier 3 wd) 
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Frenaser, Gustav, 1863- 

Jérn Ubl; roman von Gustav Frenssen, mit holzschnitten 
nach zeichnungen von Bernhard Winter. Berlin. G. Grote. 
1913. 

2p.b. 413 p. ius, 2 port. (incl. front.) By. 

Ibustrated tp 


1. Title. 
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Library of Congress PT2611 Rise 1913 
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Frenssen, Gustav, 1863- 

Jérn Ubi, by Gustav Frenssen, tr. by F. S. Delmer; intro- 
duction by Ludwig Lewisohn. New York, Boni and Liveright 
(1913, 

lp, 5416p 17°. (Lettered on cover: Modern library) 

“First printing, April, 1906 Fifth printing, Joly, 1913." 
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Frenasen, Gustav, 150. 

Jérn Uhl. von Gustav Frenssen, ed. with introduction, 
note>, and worl list. by Warren Washburn Florer on, 
New York ,ete., D.C. Heath & co. ,“1914, 

siz, 317 p. is)"*. (Heath modern language series) 


& Plorer, Warren Washburn, 1568. ed. um. Title 
1¢—7100 
Library of Congress rT2eiL.Rase 1914 
Copyright A 371171 ised, 
Frenasen, Gustav, 1863- 


Jérn Uhl, iu Sater Pecans translated by F. S. Delmer. 


New York, P. Smith, 1986. 
vil, 11-416 p20". 


1. Delmer, Frederic Gefton, 1905- tr. a Tithe 
oe-3784) 


Library of Congress Puree 
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Frenssen, Gustav, 146° 
Eine keunzelle des deutachen volkes. Mit 11 .aenenee. 
Gekiirzte nuagabe der “Chronik von Barlete”, hers 
mit einem nachwort von dr. Kurt Krippendorf. Rerlin, G. 
Grote'sche verlagsbuchhandlung , 1935, 
2p b. 191 p Mus 1. (Melf-title: Grotes ausmant-blicher, bé. 2) 
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Frenssen, Gustav, 1863- 
Klaus Hinrich Baas; roman von Gustav Frensen. Berlin, 
G. Grote, 1909. 


Spl. 4p Wr. (Heif-tiute: Grote'eche sammiung von werken 
eei(gentesiecher echriftstelier 9 bd) 
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Frenasen, Gustav, 1563— 

Klaus Hinrich Baas; the story of « self-made man, by 
Gustav Frenssen ... Authorized translation from the German 
by Esther Everett Lape and Elizabeth Fisher Read. New 
York, The Macmillan company, 1911. 
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1 Lape, Eather Everett, tr. am Read, Elizabeth Fisher, joint tr. 





m1. Title 
112077 
Librery of Congress P73.F3K 
— Copy 2 
Copyright A 2a0107 add), 


Frenssen, Gustav, 1863- 
Das leben des Heilands, dargestellt von Gustav Frenssen. 
Berlin, G. Grote, 1907. 
3p.1. , 1 dD 14”. 
des Hellunds, das ein stick der erbbiung ‘Hil tgeater 


“Das ‘leben 
war, erecheint hier in etwas gefoderter und auagefGhrter form als be 
eonderes buch.” —Vorwort. 


1. Jesus Christ— Blog. 1 Tithe. 


7-16710 
Library of Cougress 
Copyright Res no, 879 a33d1, 


Frenssen, Gustav, 1563 


Latte Witt, eine erzihlung von Gustav Frenssen. Berlin, 


G. Grote, 1924 


oro Dr*) Mall title: Grote whe sammlung von werken nett 
Pm. 3 whriftetetior ha. 150) 


1 Tith 


Library of Congress PTI aT 1884 
Copyright A—Foreign T1868 
ite 


Frenasen, Gustav, 1563 - 
. Meino der prahler, roman. Berlin, G. Grote, 1933. 
al plus p 2 Lge ge Groteache sammiung von werken 
Rett gendasiscber 200) 


scbriftsteller, bd 
“12. teuseod.” 
1. Tithe. 
‘35-10105 
Librery of Congress PT2611.R42Me 1003 
Copyright A—Foreign 27008 
ra 833.91 


Frenssen, Gustav, 1963- 
Meino der prabler, roman. Herlin, G. Grote, 1954. 
2p. 1, 318 p. 2. (Melf-titte: Grote'scbe sammiung vou werken 
schrifratetior, bx. 200) 


“20. tausend” 


1 Title, 
34-17642 Revised 


Library of Congress 


Frenssen 


Prenssen, Gustav, 1863- 

Méwen und mbuse ... von Gustav Frenssen. Berlin, G. Grote, 
tines 

Spl, @) ep sayt. 

Uribeleien, newe folge ” 


1 Tithe 1. Tithe Grébeleten, seve foige 

mle 
Library of Congres PTL RMS 198 
Copyright A—Poretgn STB 


et, 


Frenasen, Gustav, 1863— 
Otto Babendiek, roman von Gustav Frenssen. Berlin, G. 
Grote, 1926. 


4p. 1, 1291 p 2". (Malf-title: Grote'sche sammiung voo werken 
weitgeodssischer ecbriftsteller bd. 165) 


1 Title. 
a7—12112 
Library of Congress PT2611.R4207 1928 
Copyright A—Foreign 34425 
4041, 


Frenssen, Gustav, 1863- 

Otto Babendiek. by Gustar Frenssen, translated by Huntley 
Paterson. London ete, G. G. Harrap & company itd. 
(1930, 

533 p 21°. 


1. Paterson, Huntley, tr. um. Title 


30-13107 
Library of Congress PZ FReor 
Copyright Aad int. 13817 3 633 91 
Frenssen, Gustav, 1s(i:- 
Der puste; von Pogg-eer, roman von Gustav Frenssen 
Berlin, G. Grote, 1921 
Sp Loitp 2 (Tall tithe Grote che sanmlung von werken zeit 
genissischer scheriftsteller, taf, 148) 
1. Tithe 
23-4152 
Library of Congress PTIMLRAZPS 1921 
Com rebt A- Foreign 21281 


2, 
ra] 


Frenssen, Gustav, 1863- 
Der pastor von Poggsee, roman von Gustav Frenssen. Ber- 
lin, G. Grote, 1922. 


Spl, @ p B ~ (Half-tttle: Grote'eche sammiung ‘on werken 
teitgendasiacher schriftatelier, bel 148) 


“Dretundfinfricstes tausend.” 


1 Tithe. 

Ba46s 
PT2611 RA2PS 1902 
(3Be1, 


Library of Congress 


Frenasen, Gustav, 1863- 

The pastor of Poggsee, 2 Gustav Frensen . 
by Katharine G. Potts. Boston and New York, ion 
Mifflin company, 1931. 

map 0)". 

Printed to Great Britain. 


1. Potts, Katharine G.,tr. 1. Tithe. 
81—20017 
Librery of Congress 











Frenssen 


Frenasen, Gustav, 196%- 

Peter Moors fahrt nach Sudwest, ein feldzugsbericht von 
Gustav Frenssen Kerlin, G. Grote'sche verlagsbuchhand 
lung, 1906 


20 Le ws. (nuns - , oa sammiung Yoo werken 


4p 
nel tgen ir schriftstelier, 8. 


1. Germans in Africa, Southweet 1 Tithe 
1 2086 
Library of Congress PTL Rares 1008 
Copyright Rea no 626 if, 


Frenssen, Gustav, |*63- 

Peter Moors fart nach Stidwest, ein feldzugsbericht von 
Gustav Frenwen; ed. with introduction, notes, and vocabulary, 
by Herman Babson New York, H. Holt and company 
“1914, 

5. OT p 


front. (port) plates, fold. map. 17% 


1. Germans in Africa, Southwest 1 Babson, Herman, 1*71 ed 
r 


nm. Title 


141TH 


Library of Congress PTO Meas «1014 


Copyright A 370837 att 


Frenasen, Gustav, 1863. 
Peter Moor's journey to Southwest Africa; a narrative of 


the German campaign, by Gustav Frenssen; tr. from the 
original with the consent of the author, by Margaret May 


Ward. Boston and New York, Houghton Mifflin company, 
1908 

Spl tp. th ty, 

1. Germans in Africa, Southwest 1 Ward, Margaret May. tr 
1, Title 


§—23712 
Library of Congress 


Copyright 


PTO Walt 
a33b1, 


Frenssen, Gustav, 1863- 


Prinz Wilhelm; ein schauspiel von Gustav Frenssen. Ber- 
lin, G. Grote, 1938. 


mp we. 


1. Wilhelm 1, German emperor, 1707-1888—Drama. 1 Tithe 
00-5011 
Library of Congress PT211LR42P7 1088 
2, 201 


Frenssen, Gustav, 1863- 
Recht oder wnreoht—mein land. Berlin, G. Grote, 1940. 


tp. 22. 


1. National soctalism. 2 Germany—For. rel.—1983- 1 Tithe. 
41-2008 
Library of Congress DD253. F625 
Copyright A—Foreign 430 
2 O43 086 


Frenssen, Gustav. 1863- 
Die sandgrifin: roman von Gustav Frenssen. 21. teusend. 
Berlin, G. Grote. 1905. 


4pb, 4260p 179° 


gg ~~ Crote’sche sammiung von werken 
aetidemiaaincher achriftatelier. . bd.) 


1. Tithe. 


Library of Congress PT2611.R4283 1908 


LIBRARY OF CONGRESS 


Frenssen, Gustav, 1563- 
Die sandgrifin; roman von Gustav Frenssen. 48. tausend. 
Berlin, G. Grote, 1908. 


4p. ap my mag tithe: Grote sche sammiung vou werkes 
aeitgeniasiacher schriftatetior bd) 


1 Tithe 
+ 28637 
Library of Congress (T2611 R4283 1908 4) 


Frenssen, Gustav, 1863- 

Die seeschlacht vorm Skagerrak. Mit dem faksimile eines 
briefes des admirals Scheer an den dichter. Berlin, G. Grote’ 
sche verlagsbuchhandlung ,1936, 


4p. 4p tcetms BD (Mell title: Grotes Ausmest-Dicher, 
9) 

“Diese ersiblung ist dem roman ‘Die briider’ estnommen.”-- Verso 
oft. 

1 Title 

acsts 
jambia univ. Teachers col. Library 
for Library of Congress 2 
Frenssen, Gustav, 1863- 

The three comrades, by Gustav Frenssen ... tr. from 


the German by L. Winstanley. Boston, D. Estes & com 
pany; (ete., ete., 1907) 


2p 1. U-M2p wn 


1 Winstanley, L. tr ut Tithe 


7—@S13 
Library of Congress 


Copyright A 177696 


Frenssen, Gustav, 1863- 


Der wuntergang der Anne Hollmann; erzihlung von 
Gustav Frenssen. Berlin, E. Grote, 1911. 


Sp. lL, 16 p oe ON ng go Grote'eche sammiung yoo werken 
Reitgeotesiecher sch: lier, 105. bd.) 


Title and half-titie within ornamental borders. 


1. Title. 
12-6204 
Library of Congress PT2611.R42U6 1911 
Copyright A—Foreign eal 
stl, 
Frenasen, Gustav, 1963- 
Village sermons by a novelist (Gustav Frenssen) With a 


brief account of the author and his works by T. F. Kinloch. 
Cambridge, W. Heffer and sons, Itd., 1924. 

ai, 162 p. 11. front. (port.) pl. 19. 

Selections from “Dorfpredigten”™ 


1. Lathberan church — Sermons. 2. Sermons, English — Transiations 
German 5. Treasisations into English 1 
Kinloch, Tom Fleming, 1874- tr. m1. Title. 
219 
Library of Congress BXs066.FTVS 
aitel, 


Frenasen, Gustav, 1563- 
.. Voriand ... Berlin, G. Grote’sche ver 


ww" 





Frenasen, Gustav, 1863- 


Der weg unseres volkes. Berlin, G. Grote'sche verlags- 
buchhandlung, 1938. 


3p.1.3-232p 2)" 


“Die werke Gustay Frenssens” : p. (247,-252 


4 Germany History 2 Germans 3 Church and state in Germany. 
1. Title. 
AC 618 
Iiieols, Univ. Library 
for Library of Congress 12) 


Frenasen, Gustav, 1863- 
.. Die witwe von Husum, erzihlung. Mit 14 federseich- 
nungen von Hans Meid. Berlin, G. Grote, 1935. 


wan 185 p. Man 20)". (Batt sate: Guvtatehe mammiang roo 
1 Tithe. 
‘3S TIM? 
Library of Congress PTL Baws 1986 
Copyright 4—Foreign aes 
a a 


Frente. sfio 1 (no. 1-8) ; oct. 1981-cct.1 1989, Lima, 1931- 
32, 


7p L, Br-420 p incl ius, plates, ports = 21* 
“Mensuario de doctrina, arte y polémica.” 
ee one Ob Se. 
Pages 262 208 


oumbered 243 
mg had pm ag ly oe ‘The Gnal no. (8) 
\e undated. 


1 Martines de la 
Torve, Ricarea of 


Frentz, Edward W. 

Uncle Zeb & his friends, by Edward W. Frentz; with illus- 
trations by Edne A. Tremaine. Boston, The Atlantic monthly 
press “1919, 


stip. 11.224 p front. Mus 18)”. 
1 Tith. 
1918029 
Library of Congress PZT Fee 
Copyright A SASH28 (6m1), 


Frentz, Edward W. 

Uncle Zeb & his friends, by Edward W. Frentz, with illus- 
trations by Edna A. Tremaine. School ed. Boston, The At- 
lantic monthly press ,“1920, 


slip, 11, 2224p. front, fius. 199. 
1. Tite. 
20870 
Library of Congress P77 Fea 2 
Copyright A 570121 satel, 


Frents, Hane, 1886- 





1937. 
4pl, 26p 2 
“Der Gribeletes dritter bead.” 


1. Prensern, Guster. 19- Grtibeteien. 1. Title. 
acme 
Rochester, Univ. Library PT3811. R42V9 
for Library of Congress a 


und Ladendorff und ihr weg 
deuteche schicksal ; “rn ata det iver ge 
lichen persdalichkeit, von 

716 p. 11. front, Mes, plates, ports, fecsime 23)”. 

At head of title: Peldherren/generaie, bénige; wie und warum ate 

“4. be © toned” 

1. 5 1984. 2 *Ledender®, 

SSP 0d om. ome. Commany, 000 
Pell aeme: Hane Frente Oudermens, 
Litrary of Congres —- 
Foreign 


DD@1 HSvT 1988 
Coprright 4—' ma 








7. 


\- 


ily 





Frentz-Sudermann, Hans 
see 


Frentz, Hans, 1886- 


Frentzen, Hanna Kronberger- 
see 


Kronberger, Hanna (Frentzen) 1887- 


neem Kart, 1908- 

i ik der Itheen des 
les an Feontelecettonta von Kurt Frentzen ... Mit 
6 tafeln und 43 textabbildungen .. Heidelberg, Kommis- 
sionsveriag der Weiss'schen universitétsbuchhandlung Heidel- 
berg, 1937. 

18 » Gin, se. selien (h O88) iy yp 
Esaaschercrumextshae tes SS) 

sapeties On engtiees was npn was Gees ecbriften” : 
>» 

1. |Amattheas, 2 Paleontology—Germany 1 Tite. ceeanr 








Princeton univ. Library 
for Library of Congress aces abb. 28) 


(ses) 


Frentzen, Kurt, 1892- 
... Studien tiber die fossilen hélzer der sammelgattung Da 
dozylon Endl ... von Kurt Frentzen ... Berlin und Leipzig, 
W. de Gruyter & co,, 1931- 
vy. plates, dingra. 30°. i aka- 
demie der + isseuschaften. euvone Helorich , Matbematisca- 
Daturwinsenschafiliche Klasse. ebb. 
At bead of title: Bettrige sum Soerrbetatochen fosstikatalog, or. 1,6 
“LAteraturverseichais” : +. 1, p. (66;-67 
1. t. Revision der aus den pa! 





Vega 

pes Dtersucbung von Dedosyie 
aus dew Karbon rut dem Ferm Eavopas mit wmnderer berOcheb 
gung der funde aus 


CATALOG OF PRINTED CARDS 


Frens, Emil Philip, 1672-_ ed. 


New ideas for ente p. and ed. by E. P. 
Frenz... New York N.Y. oat Deena, 1914. 

Bip wm $10 

. 1418889 

Library of Congress GVI@LF7 
Copyright A 388009 (21, 

Frenz, Horst, 1912- 

Die entw des sozialen dramas in England vor Gals 
worthy, von dr. Horst Frenz. Bleicherode am Harz, C. Nieft, 
1938, 

ep a. 

Lesued algo as inaagure) O88 agen 


crit. 2 English drama 19th 
i Tithe. 


A41-2151 


for Library of Congress 12) 


Frens, Hugo, 18%- 
Unter der goldenen kuppel; Yi bilder aus dem 
nm Hi Frenz; mit 6 humoristischen seich- 


nungen von Paul Halke. Berlin, z Barsdorf, 1913. 


MB p. plates MI" MS 


1. Germany. Reichetag. 1. Tithe. 


13-6316 
Library of Congress 
Copyright A—Foreign 786 


JN3O74.F8 


Frenzel, Arthur i. ¢. Hermann Arthur, 1883- 


... Ueber opsonine Dresden, Buchdr. 0. Franke, 
1911. 


Fhe me 
Inaug diss —Leipng 
“Literatur-verzeichnis” : p. 86,87 


1. Opsonins and opsonic index. 
Agr 12-1106 


Library, U.S. Dept. of Agriculture 386.2788 


Frenzel, August, d. 1902. 
Mineralogisches lexicon fir das kénigreich Sachsen. Von 
August Frenzel. Leipzig, W. Engelmann, 1874. 


Iipi0p mu. 
“Benitste werke” : p ,¥,-v1. 





Oberrbet 
’ . & Bestimmungstatetic der Dedsevie des ie Fate ued 
. Paleobotany— Germany. 


AC 83-4021 


Unoiv 
(A8182.843 ebb 16,18 | 
2 


Title from Princeton 
Library of Congress 


Frenyear, T Cc. 
The ethics of stock watering. 


1. Business ethics. 2 Stoctn 8 4 Tithe 
CD1@1000 
Librery of Congres. Card diy BLAG vel. 6, 20.8 
asTel, 


os 8 


Prensel, Bernhard, 1874- 


Der sgpdetonsingt bei Leibniz ... 
Peter, 1898. 


18 p,21. 2m 


I -diss —Leipag. 
View 


Leipsig, F. 


on igltibait, Gamtried Wilhelm, fretherr von, 1646-1716. 2 Association 
‘Fell meme: Robert Bernhard Frenzel, 

1980 Revised 
Library of Congress BLS ABFS 


451 


Frenzel 


Frenzel, Carl, 1859- 

Ober die abhingigkeit der mi ga 
und structur der hen alter, von 
C. Frenzel Halle, Gebauer- Fred ree, are buchdrucke- 
rei, 1882. 

Ip t,@ ap 2g". 

Inoug diss —-Letpsig. 

Vita. 








1. Petrology. 2 Rocks, Igneous. 
Osa 


U. 8 Geol. survey. Library 
for Library of Congress 12, 


Frenzel, Curt Arthur, 1873- 

Denkschrift ber die entwicklung der Buchhindler lehran 
stalt zu Leipzig in den jahren 1853 bis 1914. Aus anlass der 
Internationalen ausstellung fiir buchgewerbe und graphik 
dargeboten vom Verein der buchhandler zn Leipzig und ver- 
fasst von dr. Curt Frenzel Leipzig, Gedruckt be: Breit- 
kopf & Hartel, 1914. 


2p.1, 0108p pl, double tad. 285 224". 





1. Letpaig 2 & aad booksell 
—Leipsig. 3. Leipsig. Internationale susstellang flr buchgewerbe 
ond graphik, 1914 1 Verein der buchhindier so Leipaig 
30-1768 
Library of Congress 213 ret 
Frenzel, Curt Arthur, 1873 


Major James Rennell, der schépfer der neueren engli 


schen geographie. Ein beitrag zur geschichte der erd 
kunde (Gedruckt mit unterstutzung des Vereins far 
erdkunde zu Leipzig.) Pulsnitz, Druck von BE. L. For 


sters erben, 1004 


2p |, vievittp, 11, 6p, 11 fromt (port) 224" 
Inaug diss —Lespag 
Lebensiauf 


Litteraturverzeichnis” : p. (191)-194 


1. Rennell, James, 1742-1890. t. Verein fir erdkunde. Leiprg 


6 23980 


Library of Congress Coo RaFs 


Frenzel, Eckart. 
Studien zur persénlichkeit Johanns von Wirzburg, von 
dr. Eckart Frenzel. Berlin, E. Ebering, 1930. 
112 p. 249%. (Germanterbe stodien bt. &) 
The outhor's insugural dissertation, Kéniguberg. 1978. 


1. Johann von Wireburg, 6. 1314. 


30 20802 
Library of Congress PTIMSISFT 
2, 

Frenzel, Frans, 1863 

Die hilfsschulen fiir schwachbegabte kinder in ihrer 
entwicklung, bedeutung und organisation. Dargestellt 
von Fr. Frenzel Hamburg und Leipzig, L. Voss, 1903. 

@p Be 


Literaturverreichnis”  p. A2)-85 


1 Auxiliary schools—Germany 2 Feeble-minded—Germany— Educa- 
tion Title 


E 12-1108 
Library, U.S. Bur. of Education LC496.G3F8 
Frenzel, Fritz, 1864- 
Das Itinerarium des Thomas Carve. Ein bei zur 
kritik der quellen des dreissigjahrigen krieges. Halle 
a/S., E. Karras, 1887. 


%, (%}p 2. 
« ‘arbeit, deren bier vorliegt, sind deenichst erechetnes ole 








Frenzel 


Frenzel, Georg, pecud 
ace 


Firmans, Joseph. 


Lrnrant or Cononeas Reraaance 


Se tae 
ore 


should ote that references may 
(Congress ceronda | aypear ee headings 


o 
hy ALD... 5. 


X 42-3814 


Gerhard. 
Untersuchungen tiber die tierwelt des wiesenbodens, von dr 
Gerhard Frenzel Jena, G. Fischer, 1936. 
4p. b, 10p dingrs, 2 


Verzeichnis der bentitzen echriften”: p. (112)-118 


1. Insects, Injurious and beneficial. (1. Insects and soils; 
ows Zoology, 3 Microorganisms 3 Soll Microbdtology, 
Agr 37 687 
U.8 Dept. ofagr Library 411 Fae 
for Library of Congress (QRI11 } 
3 
‘ 


Frenzel, Gottlieb Abraham 


see 


Frenzel, Johann Gottlieb Abraham, 
1782-1355. 


Frenzel, Hedwig. 

Entwicklungsgeschichte der séchischen moore und wil- 
der seit der letzten eiszeit auf grund pollenanalytischer unter- 
suchungen. Leipzig, Amtliche hauptvertriebsstelle, G. A. 
Kaufmann’s buchhandlung, Dresden, 1930. 


119 p. incl. Mus, maps, tables, diagrs. um pl. 25°. (Saxony, Geo 
logiaches |nndesamt. Abhandiungen, bft. 9) 

Literatur: p. 117-119. 

1. Physical geography — Saxony. 2. Glacial epoch. 3. Moors and 
heuth»—Sazony, 4. Forests aod forestry—Sazony 

68147 
Library, U. 8. Geological Survey (5303) A 20.8 
a 

Frenzel, Heinrich, 1859- ed. 





Deutschland im urteil des auslandes fraher und—jetzt; un- 
ter mitwirkung der universitdtsprofessoren E. Bernheim . A. 
Brandl ... M. Deutschbein ,u. a.) ... herausgegeben von Heinrich 
Frankel, mit geleitworten von Peter Rosegger, Gustav von 
Schmoller und Wilhelm Waldeyer. Munchen, G Maller, 1916. 


Zpt.8-t0p we 


1 Kurepeap wor, 1014-1918 Germany, 2 Kuropean war, 1914-1918— 
Public opinion §=3 National charactertstiva, German. 1. Tithe 


20- 2ED Nev ined 


Library of Congress DOS. FT 


(342, 


Frenzel, Heinrich, 1859- 

Erzherger der reiwhsverderber! Eine anklageschrift mit 
allen hauptaktenstiicken, von dr. Heinrich Frenzel... Leip- 
zig. T. Thomas, 1919. 


mp wm" 
1. Ereberer, Mortbies, 1876-1921 

1S 8oe8 
Library of Congresa 1123) RTT 923 248 


2 Mead 


LIBRARY OF CONGRESS 


Frenzel, Herbert, 1903- 
Alfredo Oriani (1852-1909) 
1 n 1 =: 





trarca-haus; ,etc., ete., 1987. 


Htallenleches kulturinstitet) 3) 
“Verzeichnis der benutstes bGcher”: p 102-1065. 


1 Orient, Alfredo, 1852-1908 2 Italy—Polities and government— 
870. 3. Italy natlonallty. 
ac 57-8108 
Titisots, Univ. Library 
for Library of Congress a, 


Frenzel, Hermann Karl, ed 


Ladwig Hohlwein; herausgegeben von professor H. K. Fren 
vel, mit einer einfilhrung von dr. Walter F. Schubert. Ber- 
lin, Phonix ihestrationsdruck and verlag, g. m. b. h., 1926 


304 1 I~. 


TI. 3) p. inel. front (3 pert.) 223 pl. om 1761. (oart col.) 
German and English . added tp. in bogiieh 
. nalated by Herman Geor, gn Schefte: ‘auer” 


Contents. Ludwig Hohiwein und die deutache gebrauchs 
K 


Vorwort 
graphik. Das H 





1. Hohiwetn, Ludwig, 187+ 2. Posters. 1. Seheffaver, Herman 

Georgy, 1878-1827, tr 
2711088 

Library of Congress ncTwO He 

Copyright A—Foreign was 
(irSonl, 
Frenzel, Joachim. 

Die luftschiffe der welt 1911, statistisch zusammengestellt 
von Joachim und Otto Frenzel ... und W, Frobus Leipzig, 
Deutsche verlagsdruckerei F. Merseburger, 1911. 

16, 4) p. incl. tus, tables, 24 

1. Airships 1 Frenzel, Otto. om. Frébua, W. mt. Title. 

3441885 

Library of Congress TLASO FT 

#0b1, #2118824 
Frenzel, Johann Gottfried Abraham 
see 


Frenzel, Johann Gottlieb Abraham, 
1762-1855. 


Frenzel, Johannes, 18581-1897. 


Untersuchungen iiber die mikroskopische fauna Argen- 
tiniens. Erster teil: Die protozoen. Kine monographie 
der protozoen Argentinicns, ihrer systematischen stellung 
und organisation von dr. Johannes Frenzel ... 1. und u. 
abteilung: Die rhizopoden und lioamoeben. Mit 10 
tafe In. weatigert, kK. Nagele, 1897. 

Zplup.tl, P. 61, 165-166 p xecol pl SI™. (Added t-p 
Bibliotheca See ) 


t 
Six leaves inserted ee ® ae and 163 
“Litteraturverzeichniss” 
No more published 
1. Protozoa Argentine Republic 


& 6958 
Library of Congress QL367.3.F8 


s2Sd1, 


Frenzel, Karl Alfred, 1871- 


Uber die grundiagen der exakten naturwissenschaften. 
Sechs voriesungen von Dr. Carl Frenzel ... Leipzig und 
Wien, F. Deuticke, 1905. 

Jp il. Msp mum 

eoag wens — b ARapesine ery a Die erfahrung —ITl. + 
salitat. —Iv. F 
npe — a ocean 





1 Scrence— Philosophy 


S-19590 


Library of Congress QI7S Fas 
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Frenzel, Karl Wilhelm Theodor, 1827- 


Die Berliner marztage, und andere erinnerungen, von 
Karl Frenzel. Mit einem bildnis des verfassers. Leip- 
zig, P. Reclam jun. “1912; 








1% p. 11 from ( is™. (On , 
ssa ab bas port) cover’ Universal-bibliothek, 
Cow ts— Ive Berhner marstage —Aus meiner studienseit. — Dres 
dener ntage Weimarer erinnerungen 


1. Tithe 


L 
Library of Congress ores 


Copyright 


Frenzel, Kari Wilhelm Theodor, 1827-1914. 


Charlotte Corday. Historischer roman, von Karl Fren- 
zel Hannover, C. Rimpler, 1864. 


Zp i Mp we 


Marie Anne Charlotte de, 1768-1795 


1. Corday d'Armont, Fiction 
Tithe 


17-2011 
Library of Congress PTIGO F4C4 1804 
Frenzel, Kar! Wilhelm Theodor, 1827-1914. 


Frau Venus. Roman in zwei banden von Kar! Fren- 
zel New-York, G. Munro 1888, 


Wp. R™. (Die deuteche library, bd. 10, no. 198) 


1. Title 


Library of Congress 
Copyright 1888. 2017 


Frenzel, Karl Wilhelm Theodor, 1827-1914. 


... ‘*Nach der ersten liebe."”. Roman von Karl Frenzel 
New-York, G. Munro ,1884, 


Mp R™ (Die deutsche library, bd. & nv. 162) 


1. Title. 


1-978 
Library of Congress 


Copyright 1884: 12759 


PTI32.D4 


Frenzel, Kari Wilhelm Theodor, 1827-1914. 


Renaissance und rococo. Studien von Karl Frenzel 
lin, A. Hoffmann & comp., 1876. 


204". 


Ber- 


Spl, Bp (Added tp: Aligemetner verein (Ur deutsche 
Mteratur. ser. 2) 

Contents — Renaissance: Zn 
de’ Medici der Prichtige 
}—~<~ oe 


Vetrarca’s gediichtniss §=§«Loremso 
an Colonna und Michel Angelo. Vene 





” 
—Rococo wh AAS 
me echtssbaten sabrowaaert Wander und wunderthiter 


4. Title. 


+ 11008 


Library of Congress (a@el, 


Frenzel, Konrad, 1902- 
Velhagen & Klasings Grosser volksath Das j 
werk «les verlages zu seinem hundertjabrigen ad omy “ier. 
susgegeben von dr. Konrad Frenzel. Bielefeld und Leivzig, 
Velhagen & Klasing, 1935. 
xii, 39, 02, 112 p. incl. 145 maps (pert col.) tilus, tables, diagrs. S9”. 


Bome of the maps are printed om folded leaves, each numbered as 
4 or 6 pages. 





1 Atlases, 1 Tithe 
Library of Congress. 
Copyright A—Foreign 


Map 81-20 
Dtv. of maps 
31660 
2 











Frenzel, Konrad, 1902 

Vethagen & Kiasings Grosser volks-atlas. Dns jubiliums 
werk des veriages zu seinem hundertjahrigen bestehen, heraus 
gegeben von dr. Konrad Frenzel. Erweiterte ausgabe mit phy- 
sischen karten und wirtschaftskarten. Lhielefeld und Leipzig, 
Vethagen & Klasing, 19:7 

(288, p. incl 152 mape (part col. part double, part fold.) \ilus., tebdies, 
eS a. 


rious pagiag~ 
Some of the maps ere printed on folded leaves, each numbered o8 4. 6 
o — 
oderungen v a> ouneeee io Schiesien™ (1 leaf) laid in at end 
1. Tithe m. Tithe: Grosser 
Map 47 


Library of Congress 


Div of wape 
Copyright A Foreign sale 


(2) 


Frenzel, Konrad, |‘. 

Velhagen & Klasings (irosser wehratlas mit 206 haupt- und 
nebenkarten, 7 grossflachenkarten, 140 abbildungen, diagram- 
men und tabellen. Heraus von dr. Konrad Frenzel. 
Bielefeld und I eipzig, Velhagen & Klasing, 1937 

a Dp. incl. 227 maps (part col. part double, part fold.) thus, tables, 

3125" 
pg hn 
Some of the maps are printed on folded leaves, ench sumbered as 


4 or 6 pages. 
Folded map io pocket Inside both front and beck covers 


1 wear b Geography, Economic. 8 European war, 1914¢-1918— 
Map @. Tithe Grosser webratias. 
Map Oe 
Library of Congress Div of maps 
Copyright A—Foreigo re 
ql 


Frensel, Paul 


Dittes’ verhaltnis zu Beneke ; ein beitrag zur geschichte 
der piidagogik des 19. jahrhunderts, von dr. Paul Fren- 
Leipzig, J. Klinkhardt, 1908. 


20 1,0p 2. 


‘ Dittes, Friedrich, 1829-1895 2 Beneke, Friedrich Eduard, 1798-1854 
1 Tithe. 


Els 132 


Library, U.S. Bur of Education LB675 D63F8 
Frenzel, Paul, 1873- 
Robert Schumann und Goethe, studie von professor dr. P. 
Frenzel ... Leipzig, Breitkopf & Hartel, 1926. 
39, 1) p front. (port.) facaim. 224". (Verdffentiichungen Ger 
Robert Schumanp-geselischaft. or 1)) 


“Queliennachweis”: p. 40, 


1. Schumann, Robert Alexander, 1810-1866 2 Goethe, Johann Wol!- 
afuence 


gang voo—l 
Pull name: Peal Lodwig Frensal, 
‘2 S080 
Library of Congress MLA10. 478 
2 


Frenzel, Reinhard i. e. Paul Reinhard, 1680- 


Malthe Conrad Bruun » Gnite-Bren), Frankreichs 


bedeutendeter geograph im ersten viertel dese 19. 


Jahrhunderts. Einbeitrag zur geschichte der 
geographischen wissenschaft ... Crimmitschan, 
Druck von R. Raab, 1908 
cover-title, 3 p. 1., 127, [1] p. au4™. 
10-10118 


(Continued on next card) 


Frenzel, Reinhard i. ¢. Paul Reinhard, 1880- 
Malthe Conrad Bruun (Malte-Brun), . 1908. 
(Card 2) 

Inaug. -dies.--Leipzig. 
Lebenslauf. 
"Verzeichnis der wichtigeren literatur": p. 

(126 }-127. 


1. Malte-Brun. Conrad, originally Malthe 
Conrad Bruun, 1775-1826. 2. Geography--Hist. 


10-10118 
Library of Congress C69.M3F6 


CATALOG OF PRINTED CARDS 


Frenzel, Robert Bernherd 
see 


Frenzel, Bernhard, 1874- 


Frenzea, Wilhetm. 
Klagebilder und kl barden un der di hen dichtung 


des héfischen mittelalters.. Warsburg-Aumthhle, Vv Koa- 
rad Triltsch, 1936. _ 


tnt Op. 2t 





pug - sur deutachen 
brag vou dr. Hans } ol. dr Hetarich Bempe! 
Otother Werdt hit. 1) 


“Literaturversetchais” 


(aed, dr. 


2 leaves at end. 


1 Lamenta 2 German poetry Middle High German—History and 
critictem 1 Tithe 


aC 31-3083 
Michigan. Univ. Library 
for Library of Congrees ay 


Frenzied militarism 
see 


Shapire, U. 


Fréon, Pierre. 


. Sur une méthode de préparation des aldéhydes-alcools 
«... Paris, Maason et c*, 1938, 


2a Lao 2. 
Thtse—Univ. de Paris. 
“Référeaces > 47 


1. Aldehydes. 2. Chemistry, Orgaaic—-Syathesia. t Title. 
ese 
Library of Congress Qpen FT 
1 


Freppel, Charies Emile, bp., 1827-1891. 
Une édition populaire de la Vie de Jésus de m. Renan, par 
m. l'abbé Freppel 5. éd. Paris, V. Palmé, 1864. 


=p 22". (Binders title; Réfetations de la Vie de Jean | 1, 
ao 12) 


1. *Renan, Brocet, 1623-1882 Vie de Jésus. 
34-2427TB 


Library of Congress BTS R4ZR4 vol. 1, wo. 12 


(229) m8 


Freppel, Charles Emile, 5p., 1827-1891. 

Sam athe & NS © dn &D Renan, pelo abbede 

| ns a , Sentech & Gian tuaiee ¢ ange ge Tule 
Lisboa, Typographia universal, 1864 

ae dhe: a 


1. *Renan, Erecet, 1623-1882. Vie de Jéous. 1. Guerra, Pedro, tr. 


3318680 
Library of Congress Broo RFT? 


a mo 
453 


Frere 


Freppel, Charies Emile, bp., 1827-1891. 
Examen critico de la “Vida de Jesus” de m. Renan, por el 
sefior abate Freppel Tratesife de |e undécima edicion 





por un la, Impr. de le 
“Aurora”, 1864 
iép 2 
1. *Renan, Ernest, 1823-1802. Vie de Jéous. 
3S 38 
Library of Congress BTS01 RéCFTS me 


Freppel, Charlies Emile, bp., 1827-1891. 

Examen critique de la Vie de Jésus de m. Renan. par im 
Vabbé Freppel 14. 6d. augm. d'une réponse & m. Havet 
et de la réfutation de !'édition populaire de la Vie de Jésus. 
Paris, V. Palmé, 1964. 


2p, 16 pit 
Meus. «¥ & Bo. 1)) 


22" (Binder's title; Réfotations de ia Vie de 


1. *Renan, Eroest, 1823-1802 Vie de Jésus 


2 *Havet, Eroest, 1613- 
1889. Jésus dans l'histoire 


424776 
Library of Congress BTS R4ZR4 vol. & n0.1 
(m9) me 


Frera, Manuel Argiielles y 
see 


Argielles y Frera, Manuel. 


Frercks, Rudolf. 


German population policy ,by, Rudolf Frercks. . p. 


Ber- 
lin, Terramare office, 1938 


2p 22" (On cover: Terramare publications .. so. 5) 


1 Germany— Population 
‘ithe 


2 Sterilization of criminals and defectives 
Ti 


9 so1382 
Library of Congress HBS58. FT 


ee ry 312.0043 


Frere, Sir Bartle, bart., 1815-1984 
see 


Frere, Sir Henry Bartle Edward, bart., 
1815-1984. 


Frere, Sir Bartle Henry Temple, 1%62- 

Amy Robsart of Wymondham: the story of her life and the 
mystery of her death, by Sir Bartle Frere, Norwich, Jarrold 
& sons, limited ,1937, 


vl, 64, (2) Pp front, plates, ports 214" 


1. Dudley, Amy (Robsart) lady, 15821-1560. 


Librery of Congress DASSe DIET 


ro oar 











dramatist ... (A novel) London, 
Sinptin asd Marshall, 1832. . 


2. w= 
Signed Benjamin Ererf geend) 


Library of Congress PZ3.F@IA 
Frere, Benjamin. 

The hoaxer. In three acts. By B. Frere. Hereford, 
Printed by E. G. Wright, 1837. 

17, dp. 19 

1. Title 

20-1995 
Library of Congress PR4705.F79H6 1837 
Frere, Charles. 


A treatise on the practice of committees of the House 
of commons, with reference especially to private bills. 
By ( harles Frere Westminster, J. Bigg & son, 1846. 

vii, Tp Be 


1 Gt Brit, Parhament—Private bills 


2 Gt Brit Parliament—Rules 
and practice 


Library of Congress JN@OS FB 
Frere, Edouard Benjamin, 1797-1874. 

De l'imprimerie et de la librairie & Rouen, dans les xv* et xvr* 
sidcles, et de Martin Morin, céleébre imprimeur rovennais; par 
Ed. Frere. Rouen, A. Le Brument, 1843. 

2p. 1.% 4p Mua noe le 

Title vignette (device of Morin 

~ nro #06 tive qu’h 189 enomptotven’ 

“I mprimeurs et libraires normands de 1480 & i “Table 

SS \mprimeure et libraries cormands de ‘os Sole h tn 0": Ip 


Sag Wy 


2 Seen ~Sne tna & Moria, 
Martin, 4 149 la— 


f lorensbel 
& 3885 
Library of Congress 71465. RIFS 


idl, 


Frere, Edouard Benjamin, 1797-1874. | 

Guide du voyageur en ements ou, Description 
historique, pi des 
princi routes qi qui ; traversent cette pn a compre- 
nant les départements de la Seine-Inférieure, de |’ Eure, 
du Calvados, de la Manche, et de Orne; par Edouard 
Frere . Rouen, A. Le Brument, 1844. 

2p |, vii, 37%, 1) p fromt (fold. map) plates, 149". 

** Bibliographic normande"’: p. 346-379. 

1. Normandy—Deser. & wav —Gaide books. 





Library of Congress D081). Ne67F7 


Frere, Edouard oom 1797- we ae 








Guide du voyageur en a Description 
le et statistique de 
cette province et des principales routes qui la traversent 


oven, A. Le Brument, 1857. 
2p |., vii, 2), 379, 1p frome. (fold. map) plates 
“ Bibbagraphe surmande" p 385-370. 


we. 


1. Kormandy—Deser. 4 wav — vette boots 


Litwery of Congres DOs! Nee7re 


LIBRARY OF CONGRESS 


Frere, Edouard Benjamin, 1797-1574 

“seal du bibliographe normand, ou Dictionnaire biblio- 
graphique et historique contenant 1° | indication des ouvrages 
relatifs & la Normandie, depuis | Vorigine de I" imprimerie —— 
nos jours ; 2° des notes b eritiques et litté 
les écrivains normands, sur les auteurs de publications se > 
tachant & la Normandie, et sur diverses notabilités de cette 
province; 3° des recherches sur I"histoire de |'imprimerie en 
Normandie; par Edouard Frére Rouen, A. Le Brument, 
1858 60. 

2+ a 


1 Normandy — Bio-didi 
3. Priatiag—Hiet — Nor 





2 Freach literature — Normandy — Bibl 
mandy 1 Tithe 
+ 16871 
2216 NMS 


1, 


Library of Congress 


an Sot an 


imitation detan Tritt de ioe de a Vier 
Pierre Corneille. Par Edouard F Rouen, 
de E. Cagniard, 1869. 

Mp,tk wm 


“Tire & cinquante exemplaires, Extrait de la Revue de la Normandie 
(avril 1889)" 


1. Corneille, Pierre, 1606-1686 


Library of Congress ZBi% Fez 
Frére, Edouard Benjamin, 1797-1874. 
Recherches sur les premiers temps de l'imprimerie en 
Normandie, par Edouard Frere. Rouen, E. Frere, 1829 
7p litte 2 


1. Priotiag— Hist —Normandy 


Library of Congres Zi New 


(Frere, George, 
A short history of Barbados, from its first discovery and 
settlement, to the end of the year 1767. London, Printed for 


Madao), followed 
“Attributed to H. Frere” 
of Restate 9 ot cutane 00 he exter tuaty 
by bie surname. ereme merely to have copied from 
pa A A Semeleg of the Gout enttinwont of the tainne of 


Harbados 
(Cootiaued on sext card) 


1. Bartaden—Hiet. «Tithe. 
2 -1s0e0 
Library of Congress ranires 
—  Capy 2. aon, 
Frere, H. 


A short history of Berbados 
see 


Frere, George. 
A short history of Barbados. 


Frere, Sir Henry Dartle Edward, bart., 1815-1884. 

sPuien and South atin & letter to the Risht Hon. 
W. EF. Gladstone, «. r., regarding portions of his Midlothian 
pA By the Bight aa Sir io hestle Frere, bart. With 
& letter to the late Sir John Kaye, and other papers. London, 
J. Murray, 1881. 


™p 21". 


1. Afghanistan, 2 Eastero question (Central Asia) & Tranevaal- 
Hist - War of 1880-1881 
2 iso 
Library of Congress D676 F75 
/39b1, 


Frere, Sir Henry Bartle Edward, 1st bart., 1815-1884. 


Eastern Africa.as a field for missionary labour; four 
letters to His Grace, the Archbishop of anterbuty, by 
2 Sen Oe r Bartle Frere ... London, Murray, 

12 p. fold map 1) 

1 Missions — Africa, East 

sDieS2 


Library, U.S. Dept of State DTMSFS 
2 


Frere, ‘ir Heary Bartle Edward, bart., 1815-1884. 

... Historical sketch of South Africa, by the Right Hon. 
Sir Bartle Frere, bart. ... 

it historical! Lendee Trensectious |cndon | 086 99 
ah See ae inane kp ame) 


Pert 1 prepared for publication by Mies Mary E. I. Frere after the 
Geath of ber father. It ends with the words: Unfinished me. 


1. Africa, South History i. Frere, Mary Elise leabelle, 4. 1911, 
Lt 


aC#1” 
‘Title from Newberry Libr 
Library of Coogress (AZO RP os, vol 2 4) 
2 (042.0083) 
Frere, Hookham 
see 


Frere, John Hookham, 1769-1846. 


25-15719 
Library of Congress 


Frere, Horace, 1830- 


Pedigree of the family of Frere, of Roydon in Nor- 
folk, ani Finningham io Suffolk. Compiled by Horace 
Frere. .n. py 1874. 

9p. oumb 1. 24, 4 oe illus (cost of arms) J1™. 


lage 6 & amet, 
Additions and corrections in mamuscript 


1. Frere farnily 
17216 
Library of Congress CMMFI6 1874 
ry 
Frere, Horace, 1530- 
te of the — of Uys “ in Norfolk, 
Finningham in Suffolk. race Frere and 


ym ae Howard Frere. (a. ta 
any, 4) p, @ numb |, cae Ba 


Additions and corrections to im manuscript by Horace Frere. 
Manuscript letter by Horace oa LO fh, 


1. Frere family. 1. Frere, Arthur Howard, 1860- jount author. 


BD-1S2S4 Revised 
Library of Congress 


C349.F76 
dt, 














Frere, James Hatley, 1779-1866. 


A combined view of the prophecies of Daniel, Ezra, and 
St. John, shewing that all the Prophetic writings are 
formed upon one plan. A P ~\ O. planatory 


chart. Also, a minute lanati the p of 
y b.T Printed for 








Daniel. By James Hatley Frere 
J. Hatchard jet. 1826. 
20 |, xxxvill, (h, S89 fold wb 22". 
“A corrected edition.” 


1. Bible—-Progheciesn, § t. Tithe. 


Library of Congress BS67.F7 1826 


Frere, John Alexander, 1814-1877. 
On the incarnation. Part 1. On the ides of the incarna- 


Greek speculations .. 
bridge ,Eng., Deighton; London, F. and J. Rivington, 1853. 


Frere, John Hookham, 1769-1846. 

The works of John Hookham Frere in verse and prose, now 
first collected with a prefatory memoir by his nephews W. E. 
and Sir Bartle Frere London B. M. Pickering 1872 

2+. ftronte — 2 

Comrunts jemoir Contributions to the Microcosm. Misellanies 
(1785-02) Conveibations to the AatiJecobin, Remarks on the siath 
cost of the Iliad, Review of whehett's 5 Arioteghenee, King Arthur and 

rouad 





is reatitutas Translations trom ‘the poem of the Cid” Miscel- 
laneous transiations 
rere, Sir Henry Bartle Edward, bart. 1915-1884. u Frere. Wil- 
Nem Edward, 1811-1880, ed ti Aristophanes. tv = 
2% 19721 
Librers of Congress PRA7OO.FS 1872 
38b1, 
Frere, John Hookham, 1769-1846. 
The works of the Right H ble John Hookham Frere 





in verse and prose ... 
B. M. Pickering, 1874. 


3. fronts (v. 1-2. porte) 199". 
mi iienets te Gn Bie Se Sp Bate Fane. Op 


2d ed. rev. with additions. London, 





er works aud mine 
ad Theognis 


1 Frere, Sir Henry Martie Edward, bart. wt > u. Frere, Wii- 
Mem Edward, 1611-1880. ed. om Aristophanes v. Theoguis 


23— 15718 
PHATOOFS 


Siel- 


Library of Congress 1874 


ble John Hookham Frere, 
in verse and prose... 2d ed., rev., with additions. New York, 
A. Denham and co.; London, B. M. Pickering, 1894. 

Sv. fronts (¥. 1-2, porta) 10)™ 

Printed in Greet Britato 


me =, Ciemnate Oy che 9188 Bre, Gp Bartle Osseo 
and minor translations, ed. by W. E. Frere —i0. Translations 
pret Led nyt by W. E Frere. 


1. Frere, Sir Heary Bartle Edward, ist bert. 1815-1884. «. Frere, Wil- 
Heme Rawerd, 101-300n 08 mm. Aristophanes. iv. Theognis. 





1625510 
PRITOFS 18740 


Library of Congress 


Frere, John Hookham, 1769-1846. 
The monks and the giants, by John Hookham Frere; 
edited, with notes and an introduction on the Italian 


and their imitators, —— Byron, D. 
Waller thy The University press; 
New York ,ete., Longmans, Green & co., itd., 1926. 


vil, 199 p. 197_ (Helf-title: Publications of the University of Man- 
chester. no. 172 English series no. 14) 


At head of title: The Ward bequest. 
Bibliographies p S942, 


(Contmued on next card) 
on, 


CATALOG OF PRINTED CARDS 


Sean, Se Baciben, 1-08. .. The monks and 
the giants... 1926. (Card 2) 

With sepradeations of orwnna! wtle-pages Prospectus and specomen of 
an intended nat sonal work. by William and Robert Whotacrait, of Stow: 
Merlart in Suffoth. hornese snd collar makers (7 Imtended to 
prise the most interest LC - a B,--p, « 
Kound table. London, |. Murray. 1817)-1& 

pan ee be Catalin of Fee, Celeaes ty Speen te Bape end Oe 


Noel Byron, 6th baron, 1788-1824 Arthur, King Ww Rose 
Douales. ed ut. Tithe 
26-210 
Library of Conaress PROPOR FEM6 1926 


afi, 


(Frere, John Hookham, 1769-1846. 
Prospectus and specimen of an intended national week. 
By William and Robert Whistlecraft «pseud, ... 
tended to comprise the most seen particulars re- 
lating to King Arthur and his Round table 
(/n Moriey, Beary. A misceliany. Londen, 1888. 20. p. (163)-277) 


Cantos t-1v 
Pub also under utle Monks and gants 


1. Tithe . Tithe: Monks and giants. 11 Whistlecraft, William and 
Robert. pseud 


12-1794 

Library of Congress gm, PNGOIA.M4 

Frere, John Hookham, 1769-1846 
see also 


Gt. Brit. Legation, Madrid. 


Frere, John Tudor, 1843 

Catalogue of the . 
scripts of John Tudor Frere, esq. (of Roydon hall, Nor 
folk) .... Which will be sold by auction, by Messrs. Sothe- 
by, Wilkinson & Hodge, auctioneers ... the 14th of Feb- 


ruary, 1896, and three following days (London, Dry- 
den press, J. Davy & sons ;1896, 
Ip lL. Bip 22> 
1,074 lots 
Total realized by sale £3,747 
13-5181 


Library of Congress 7 Pe 


Frére, Louis, 1883- 


Etude historique des sociétés anonymes belges, par Louis 


Frere Bruxelles, Impr. L. Desmet-Verteneuil, 1938- 
+. tables (1 fold) 2x 214". 

“Notre premier volume est consacré eux sociétés constituées evant 
Tlotroduction de la lol cur les sociétés comanerciales, cest.4-dire jusqu'en 
mai 1873."—Iotrod. 

1 Stock companies Beigium 

acm178 
New Yor. Public library 
of Congress 2 
Frere, M co 
The rh ic method singing book. By M. C. Tem- 
e Frere. Pub. by Baines & Sea for the 
rporated London academy of music (19171; 


3p1,$-90p, 11 illus (music) 2™. 

Hilustrated 

At head of title: Authorised a ty De Yorke Trotter for use at the Incor- 

London of . 

Manual for the teacher. 

1 Si and voice culture 2 Music —Manusis, texi-booka, etc 
«Coe Test send Uanden ecodemy of eusie. m Title 

18-85 

MTSIS. Fes 
4ss 


Library of Congress 


library of printed books & manu- 


Frere 


Prere, Margaret. 

Children's care committees; how to work them in pab 
lie elementary schools, by Margaret Frere London, 
P. 8. King and son, 1909. 

Zp 1.8 > wim 


“List of books and pamphlets suggested for study p 40 


1 Children—Care 


eo 


Library, U S Bur. of Education LC@O96.G7P9 


(Frere, Mary Eliza Isabella, d. 1911 

Fairy tales from India, edited and illustrated by Katharine 
Pyle. Philadelphia & London, J. B. Lippincott company, 
1926 

vip. 31, 220 col. fromt, col. plates. 26°. 
Title withie orna 


Twelve tales from “Old Pane days .. collected Frere” 
peblisbed. Puiladeipbia, 1880 olan ™ 


1. Folk lore— India « Pyle, Katherine, ed. m. Title 


Library of Congress PTA) Pere oo 
— —— Copy 2. 
Copyright A S6eTTD m2, 
Frere, Mary Eliza Isabella, 4 1911 


] , oral tradition by M. Frere. 
With an introduction and notes by Sir Bartle Frere. Phils- 
delphis, J. B. Lippincott & co., 1868. 

Sp fret. pf i. 


1 Folk-tore—' 

wes India. t Frere, Gir Heury Bartle Béward, bert. 1616- 
sT.107%5 

Library of Congress PrA1 Feeos 


2 


Frere, Mary Eliza Isabella, d. 1911 

Old Deccan days: or, Hindoo fairy legends, current im 
southern India. Collected from oral tradition by M. Frere. 
With an introduction and notes by Sir Bartle Frere. The 
illustrations by C. F. Frere. London, J. Murray, 1868. 


sav, 331 p tect ittus, port col. front. col. plates. 197° 


Frere, Sir Heary Bartle Edward, Ist bert. 
m. Title 


1 Foth lore India 
1815-186, ed. tt. Frere. Catherine Frapees, illus 


1. ae 
Pl Peo 


Library of Congress 


Frere, Mary Eliza Isabella, d. 1911. 
- The Right Hon. Sir Bartle Frere, bart. ... by his deugh- 
ter, Mary E. I. Frere. 
In Royal histerical . Landes. Transactions. 
wean v. & p 158-188; ) Se, Se 
“To be continecd.”—p 304. No more published? 


1. Frere, Sir Heary Bartle Edward, bert. 1615-1806 


actus 
‘Tithe from Newberry Late 
Library ef Congress (Ds20.R9 ae. vel 
a | ban Ga 


Appeals in English law. by Philip Frere A paper 
ae ee nee hee 
upon-Tyne on the 25th and 26th September 1934. , Londen, 
Printed by the Solicitors’ law stationery anciety, limited, 1984. 

cover-titie, 16) pm B14. 


Hi 


Litrery of Congress & 








Frere, Philip Beaumont 
see 


Frere, Philip. 


Frére, Thomas. 

Freré’s ,'; chess hand-book. Containing elementary instruc 
tion and the laws of chess, together with fifty select games 
endings of games, and the defeat of the Muzio gambit ... and 
rules for four handed chess. By Thomas Frere. New York, 
T. W. Strong, 1458 

ti, 20-824 p diagre 16". 


Imsued jo separate form by the publisher “(rom bie book of general 
games published last year Pret 


1 vee 
% Deo 
Library of Congress OV1e6O8. PSS 
391 
Frere, Thomas. 


Morphy's yames of chess, and Frire’s tour- 
namest. By Thos. Fite New York, TW. Strong, 


4p Gagn 6”. 


1. Chesn = t. Morphy, Poul Charies, 1817-1004. 


(B0e1, 


Library of Congress GV1451 Fas 


Frere, Walter Howard, bp. of Truro, 1863- 

The Anapbora; or, Great eucharistic prayer; an eirenical 
study in liturgical history, by Walter Howard Frere ... Pub- 
lished for the Church historical society. London, Society for 
promoting Christian knowledge; New York, The Macmillan 
company ,1938, 

vi 2 2122p By 

“First published io 1988." 

1. Rasters charches Litorgy end ritual ry 2. Lord's op 
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The Bible, by the Rev. W. H. Frere... 3d ed. Leeds, 
Jackson ; ,etc., ete., 19— 
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The English charch in the reigns of Elizabeth and James t 
(1558-1625) 4 W. Hi. Frere. London, Macmillan and co., 
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Lance! as 4 rep of Anglican prin- 
ciples. A lecture delivered at Holy Trinity, Chelsea, February 
2s, 1897. By the Rev. Walter Howard Frere .. 2d ed. 
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jete., Society for promoting Christian knowledge; New York, 
E. & J. B. Young & co., 1899. 
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... The liturgical gospels, by W. H. Frere ... London, 
A. R. Mowbray & co., itd.; Milwaukee, U. 8. A., Young 
churchman co. ,1913, 
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Frere, Walter Howard, bp. of Truro, 1863- 
The Marian reaction in its relation to the English clergy. 


A study of the Episcopal registers. By Walter Howard Frere 
Published under the direction of the Tract committes. 
London ,ete., Society for promoting Christian knowledge; 
New York, E. & J. B. Young & co., 1896. 
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... The primitive consecration prayer; a lecture given 
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1 Orthodox Eastern church, Russian— Hist. 
10-8415 
Library of Congress BX485.FT 
a¢0d1, 


Frere, Walter Howard, bp. of Truro, 1863- 
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.. La question moné-aire; examen du systdme et des effets 
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Frére-Orban, Hubert Joseph Walther, 1812-1896. 
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Fréres Maristes 
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Fréret, Nicolas, 1688-1749. 
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Acadéente des inscriptions ot belles-letires, Parte Méesciren 
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Préret, Nicolas, 1688-1749. 
Observations générales sur la géographie ancienne. 
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the propagation of the f 
ite crgeaiaation faith, a complete description of 


f 
in 1822 to 1912, by the 


-. New 
York city, Press of the for the propagation 
the faith “1912, al 
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Scendendo dal cielo. La storia ¢ le pratica del salva- 
taggio sereo; prefazione di Italo Balbo; 190 illustrazioni « 
tavole. Milano, U. Hoepli, 1930. 
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Prerichs, Priedrich Theodor von, 1819-1885. 


Die Bright 'sche nierenkrankheit und deren er 
Eine monographie von dr. Friedr. ee Frerichs . 
Braunschweig, F. Vieweg und sohn, 185 


xii, 286 p. fold. pl 20". 


1. Bright's disease. 
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Freriche, Friedrich Theeder von, 1819-1885. 

A clinical treatise on diseases of the liver. By Dr. Fried. 
Theod. Frerichs ... mae 
London, The New Sydenham society, 1880-61. 
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Vol. 1, 24 edition. 
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Prerichs, Friedrich Theodor, 1419-1585. 
Physiologisch-chemische untersuchungen. Von Fr. Th. 
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Verhandlungen der Naturforschenden gesellschaft in Zii- 
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Frerichs, Friedrich Theodor, 1819-1685. 

Ueber dae vorkommen von leucin und tyrosin im 
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und apotheker, von dr. G. “Frericha 
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Frerika, Celestine Antheny, 1876— 
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Reklame-fachwérterbuch des reklame-, druck- und verkaufs- 
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reklame-verband e. v Berlin, Verlag Deutecher reklame- 
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Rnglish 3. English lenguage—Dictionaries—Germas 1. Deutecher 
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. Der siegeezug durch Rumfinien, van Fr. Willy 
Frerk. Siegen, Leipzig, H. Montanue, 1917. 
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Prerk, Friedrich Willy. 
Lichtbildkunde, von Fr. Willy Frerk ... Berlin, G. Hacke- 
beil, 1927- 
v. Mies, plates. 24". 
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Fréron, Louis Marie Stanislas, 1754-1802. 

Mémoire historique sur la réaction royale, et sur les mas- 
sacres du Midi; avec dee notes et des pidces justificatives; par 
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an tv de la République frangaeise 1796, 
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Fréron, Louis Marie Stanislas, 1754-1802. 


Mémoire historique sur la réaction sagen et sur les 
massacres du Midi, par le citoyen Fréron .. Paris, Bau- 
douin fréres, 1824. 
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Frers, Emilia 
American ideals. Speeches of the president of the 

**Museo social argentino’ Dr. Emilio Frers and of Col. 
Theodore Roosevelt at the banquet given in the Colén 
theatre, Buenos Aires, November 12, 1913. Buenos Aires 
(Est. grafico Oceana, 1914. 
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Frers, Emilio. 

On prohibition and the Argentine commercial policy ; letters 
to a statesman, by Dr. Emilio Frers Reprinted from the 
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Frers, Emilio, 1654-1923 
see also 


Buenos Aires (Province) 
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Coart-Frésart, Paul. 


Freschi, Gherardo, conte, 1804-1893. 
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(Preschot, Oasimir, 16401-1720. 

The compleat history of the treaty of Utrecht, as also 
that of Gertruydenberg; containing all the acts, me- 
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A added, 
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(Freachot, Casimir, 16401-1720. 

Histoire du congres et de la Paix d’Utrecht, comme aussi de 
celle de Rastadt & de Bade. Contenant les particularites les 
plus remarquables & les plus interessantes deadites 
tions, depuis leur premiere ouverture jusqu’t le conclusion de 
la paix generale. Utrecht, G. van Poolsum, 1716. 
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(Preschot, Casimir, 1640'-1720. 

Les intrigues secretes du duc de Savoye. avee une rela- 
tion fidelle des mauvais traitements qu'en a regd Mr de 
Phelippeaux, ambassadeur de France, contre le droit des 
gens. Venise, P. Dalphino, 1705. 
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at ge 4. Franc Fer rel—Savoy. 5 Saveoy—For rel—France. 
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Preschot, Oasimir) 16401-1720. 
\"Memoires de la cour de Vienne, contenant les remarques 
d'un voy ~ ty ff 4 hy EA 
intéréts. rties. Scavoir, 1. Description 
sno ie cille de Viewns. “Ot present de la cour, avec des 
remarques sur la vie privée de |'empereur. Remar- 
nee acs a vin Se Vempennse, pat par po au public & au 
ministére. 4. Intéréts de ienne, par rapport 
A la guerre presente. 5. bio’ pocenns do to teamilie Lapl- 
riale. Cologne, Chez S. Etienne, 1705. 


tpl. Sp im 
wt and courtiers, 2 Leopold 1, emperor of Germany, 
1640-1 3. Vienna—Descr. & trav. 
6 2B3SS 
Library of Congress DB6S.F7 


\Preschot, Casimir, 16401-1720. 

Memorie historiche. a. rafiche delia Dalmazia, in 
cui sono le notitie pid pa ri de suoi stati, a dominij, 
le piazzi coi nomi antichi, e — la serie deili woe 
che la possedcrono, e pos col raguagtio aden 
sucoesse in quel regno fin doppo la presa di Guadlon nore 


dall’ armi venete, raccolte da D.C. F.B.... Napoli, A 
Parrino, 1688. 
Spl, ze 1s™ 
Dated at end, 1687. 
(Continued on next card) 
4270 


(Preechct, Casimir, 16401-1720. Memosbe histeriahe .. 


1688. (Card 2) 
“La prima edhmome ¢ db Bologna, stampata l'anmo amtecedemte col some 
eit autre —Metsi 


Contents —Della 
ott ra Yat ee 


Simperiall della Delmazie —Notisin 
Delle iscle illimehe. 


Hist, 2 Delmatio—Descr. & trev. 


Dalmete— . . 
nbere me. Tithe. ‘2868 


Library of Congress DBIGF7 
Freschot, Casimir, 1640 /~1720. 

La nobilts’ veneta, o' sin Tutte le famiglie petrizie con le 
figure de suoi seudi & arme; historia di d. Casimiro Freachot. 
2 ed rinovata, & accresriuts della nobilta, 6 sia famigte nuove- 
mente aggregate sino all anno 1706. Con y & disrorso del 
blasone. Dedicate all’ illustrim ... monsignor (io: Francesco 
Rarbango In Venetia, Appresso Gio: Gabriel Herta, Con 
Licenza de’ Superior: 1707-17221, 

12 p |, 48, 31, 18 p platen conte oferms IT. 

(Continued ce sext card) 
see 
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reschot, Casimir, 1640 !~1720. 
1707-1722", (Card 2) 


Published in 14%2 under ude Li pregi deila nobiita veneta 

Appeaded Famigtie venete svovamente aggregate alia pobiita’ sao 
all sane 1707 (31 p> 

Famigiie senate cuppeente tip erate’ dal on sino ell anno 1T10" 
14 p. (includes an eotry dated “1722. @. 

Soranio veoets, 1885, p. A 8520, note, refers to an 
earlier \mpreasion of the the 1701 edition. with « different title-page. having 
a cont of arms a place of the dedication 


La nobilte’ veneta ... 


1 Venice—Nobditity§ 2. Heraldry— italy 1 Tithe 
24-1 
Library) of Congress CST VOFT 1707 


Met 


Freschot, Casimir, 16401-1720. 
Li pregi della nobiltA veneta, abbozzati in vn givoco 


d’arme di tutte le famiglie. Presentato ... da D. Casi- 
miro Freschot B. Venezia, A. Poletti, 1682. 
wp im 
1. Venice—Nobility. 
222925 
Library of Congress S767. V4F7 
Fresco, Jacques. 
De la commission en douane par Jacques Fresco 
Paris, Les Presses modernes, 1936. 
27. 24° 


ThéseUniv de Paris 


1 Customs admutoistration—France, 2 Tartff—France. 1. Title. 
41-88461 
Library of Congress HIJ@1LFT 
2, ‘3A Hee 
Fresco, Manuel A 1888 


Cémo encaré |a politica obrera durante mi gobierno. 
Directives del poder ejecutivo. Nueva legislacion del trabajo. 
Accién del Departamento del ramo. 1936-1940 La P 
1940. 


2. mape (1 fold) tables (part fold.) diagrs 23" 


1. Labor laws end iegisiation—Buencs Aires (sooneee 2 Labor 
end laboring ciasees—Buencs Aires (Province) Buenos Aires 
(Province) Laws statutes, etc. m1. Tite 


42-14221 


Library of Congress HDT850 BAFT 
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Fresco, Maneel A. 

Conversando con el pueblo (discursos del dr. Manuel A. 
Fresco) compilados por Luis M. Balesta. Buenos Aires, Talle- 
res grificos “Damiano”, 1938. 

4Hp.2) we 


1. Buenos Aires ( Province) —Pol. & govt. t Balesta, Lute M., comp. 





30 10280 
Library of Congress rose.r6e 
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Fresco, Manaei A 1 AaB 
a fimica: ao Gneethe @ a8 
fund Buenos Aires, ~ ay 
Secs “Damian,” 1940- 


* es,@agre 2”. 


1 Peyeica) e@eraticn and training — Argentinn republic Buence 
Aires (Province) 1 Tithe 
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Lavery ¢ Cages ovm9r 


LIBRARY OF CONGRESS 


Fresco, Manuel A 1888— 

Politica econdémica, financiera e impositiva de mi gobierno. 
Las ideas del candidato. Conceptos formulados durante la 
campaiia electoral, junic-octobre 1935. La accién del gober- 
nante: mensajes, fundamentos de proyectos de ley, decretos, 
resoluciones y discursos, 1936-40.—Fallos del Tribunal de 
cuentas y réplica a un candidato opositor. _Némina de las leyes 








indole econdémica, fi © por 
la h. Legis! yp Igad por el P. E. en el mismo 
periodo. Buenos Aires, 1940. 

MBp.3i wir 

1 Buenos Aires ( Province) —Pol. & govt 

41-1888 

Library of Congress rose. PTs 

— —— Caps 2 12, fect 


Fresco, Moise, 1860- 

Histoire des Lsraélites, depuis le retour de la captivité de 
Babylone jusqu’s nos jours; destinée aux éléves des écoles 
israélites. 8. éd. Paris et Stamboul, M. Fresco ,1934, 

2p. 1, 115 p. Mes (pert) 19°. 
At bead of title: M. Fresco. 


1. Jews—Hist —2 ©. 588-4 0. 70. 2 Jews—Eilst—« a T0- 


‘86 198BS 
Library of Congress Dsiere 1986 PJ 
Frescobaldi, Lionardo di Niecold, 15th cent. 
Viaggio di Lionardo di Niccold Frescobaldi ... in Egitto « 


in Terra Santa. Con un discorso dell’ editore sopra il com- 
mercio degl’ Italiani nel secolo xtv Roma, Stamperia di 
C. Mordacchini, 1818. 

sit! p, 21, 108, 2) p 2 

Engraved tp. with vignette (device of the Accademia della Crusca) 

Béited by GO. Mansi. 


&trey, 2 ge & trav, 3. Italy— 
ats Menai, Gecticloe. net ety 
Saaz 
Library of Congress Dee Fras 
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Frescobaldi, Matteo, d. 1348. 
Rime di Matteo di Dino F; baldi, ora 
raccolte e riscontrate su i codici da Giosué Carducci. Pis- 
toia, Societa tipografica pistoiese, 1866. 
3p. L, S115, yp 19. 
= a & Edirione di cet esemplar: dei 


Frescobald: ¢ 
prelim. leaf and p. \5,-17 





quali soli ct im commercio.” 
delle sue rime, testimonianse ¢ potizie”: Jd 


1. Carducci, Giosut, 1836-1907, ed 


18-14553 


Library of Congress PQOM71F9 1866 


Trescurs, Attilio. 


Le briciole di Lazzaro, novelle. Roma-Milano, A. 
Mondadori ; “1923, 


4p \,$26p a 
Contents.—pte. 1. Profili—pte. 2. Confessioni —pte. 3. La guerra. 


1. Tithe. 
m1125 
Latrary of Congress PQ@IS.R4B7 1923 
Copyright A—Foreign zi 
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Frescara, Attilio, 1841 - comp. 

Canzoni poe milanesi ; contributo di Attilio Frescura e 
Giovanni Re. di Milano. 
Milano, Casa editrice 


4p. 1, 13,041, 1,9. Iie wy. 


With melodies ( 
“Dibtlogratie” : vere of a protic. leaf. 


1. Poth congs, Italian—Milan. 1. Re, Gievanal, jotat comp. nm. Tithe, 
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Fresdorf, Gustav. 


Ueber die geometrie und die potentialfunktion im 
Gaussischen und Riemannschen raume Gottingen, 
Druck der Deiterichschen ende-bechdvediecal (W. F. 
Kaestner) 1873. 


2p 27 
Inaug dis —Gorungen 


1. Geometry, Non-Euclidean. 2 Potential, Theory of. 


Library of Congress QA68S Fas 


Frese, Benedict. 

Aus dem grako-agyptischen rechtsleben ; eine 
gische studie von Benedict Frese... Halle a Se Nie Nie- 
meyer, 1909. 

vii, 8p 2 

“Abkircungen™: p iviy-viii 


11-1767 
Library of Congress 
Frese, Oari 
Ueber die wi der monochlo re und ver- 
wandter kérpe py 4, Uatrereiis teckdnton 
von Adler's + 1889. 


4p mn 
Inaug -diss — Rostock. 


1. Chloracetic acid, Physiological effect of 


81027 


Library of Congress QP9IS.C4Fs 


Frese, Hans, |%)2- 
Das deutsche buch in Amerika; tibersetzungen der jahre 
1918-1935 von Hans Frese Zeulenroda, bb. Sporn, 1937 
Sp 21° 
Inaug diss Marburg 
“Werke deutecher dichter, fo io Ge Cenee ge 8 
lecher eprache erechienen p 41 


1 German |iterature--Transiations tato English 2 English litera- 
se entediene from German. & Literature, Comparative German 
merican 


4 Literature, Comparative — American aod German 


1 Title 
Pull nome: Jobann Friedrich Frese, 
41-86TH4 
Library of Congress PTI.UGF7T 198Te 
ri 016. 


Frese, Hans. 

Das deutsche buch in Amerika, iibersetzungen der jahve 
1918-1935, von dr. Hans Frese. Zeulenroda (Thiir.) 8. Sporn 
(1937, 

Mp. 217. 

der Ubererteungen”  p. 64-41. 

“Diteraturverseichnia”  p. 8-48. 


1. German literature Translations into Eaglish 2. Engliah liters 
ture—Transiations from German. Literature, Comparative German 


and American. 4 Literature, Comparative — American and German 
1 Tithe 
BB Sem 
Litrary of Congress mists 
nit, ows 


Frese, Jeanne Louise. 

Voice in the woods ,by, Jeanne Louise Frees. Portland, 
Ore., Printed by the Quality house, 1940, 

ap im. 

“First edition.” 


1 Tite 
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Library of Congress PessiLReve 10 
— ——- Copy 2 
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Frese, Johan 
see 


Friis, Johan, 1494-1570. 


Frese, Johann Friedrich 


Frese, Hans, 1902- 


Lonaaat or Cowoness Rerezence 
be to Library of 
al?[J 


x 41-170 


Frese, Ladwig. 

Fubrer durch das reichsnéhrstandrecht: eine zusemmen- 
stellung des geltenden agrarrechts und der verwandten rechts- 
geiiete des Reiches, der lander. des reichsnahrstandes und der 
von ihm umfassten zusammenschliisse, von dr. Ludwig Frese ... 
und dr. Woldemar Adermann Berlin, Reichsnaéhrstand 
verlags ges.. 1935 

mp 21° 


1 Agricultaral laws and legislation — Germany 


Miermane. Woldemet 


2 Food law and 
3. Medical laws and legisiation- Germany 1 
joint author. a. Tithe 


37-12206 


Library of Congress 2) 


Frese, Ludwig. 

Die privatrechtliche schiedsgerichtsbarkeit beim Kew hsnaher 
stand ; ein praktischer ratgeber fiir schiedsrichter und schieds 
parteien, von amtagerichtsrat dr. Ludwig Frese I eipzig. 
T. Weicher ,1936, 


6p mM. 


1. Arbitration, Industrial. Germany 2. Rewhanibeetand 3 Conte 
Title. 


(Law )--Germany 
38 STS 


Library of Congress 3 


Frese, Maria. 


in einer west filiechen aatachleiferei, von ~~ Frese... Mit 
19 textabbildungen. Leipzig, J. A. Barth, 1936. 
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institut der Weett Wibee ener! te Geert 1 
professor dr K W. J6ttes 


1 Longe lust diseeses 2 Tuberculosi« Westphalia 

acw* ue 
Tithe from Usty of Mick. Prioted by LC 
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Trese, 0. 

Beitrige zur zuckerfabrikation. Eine sammlung der 
wichtigsten, beim gebrauch des araometers und polariaa 
tions-apparates vorkommenden tabellen Zusammen- 
gestellt von ©. Frese. Braunschweig, F. Vieweg und 
sohn, 1863 

vill, Sp 2 

“Die resultate des vorbegenden werkchens sind theils der Zeitschrift 


des Verems fur rubenruckerfabrikation, therls aus Walkhoff und anderen 
werken entnommen 


1 Sugar -Analysis and testing 


8 1sMior 
Library of Congress TPM re 
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Frese, Otto. 
Experimentelle beitrige zur f nach der ver- 
achiedenen vulnerabilitat der recurrensfasern Berlin, 


Druck von L. Schumacher, 1902. 
Ip l.p = 
Habsiitationsschrift — Halle 
Sonder abdruck aus dem Archiv fir laryngologie. 13 band, 3. heft. 


1 Laryngeal nerve 


Library of Congress OPM Fs 


Frese, Otto, 1871- 


Vortriige iber pathologie und Gonye der erkrankungen 
des kehikopfs. Von prof. dr. O. Frese 


(in Beihet jedisinieches blinik 
ai" yt 4 M - Berlin, 1912 Bay. 


| Laryox— Discases. 
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Fresemann Viétor, J. 
see 


Viétor, J. Fresemann. 


Fresemann Viétor, Jan 
see 


Viétor, Jan Fresemann, 1842-1850. 


Fresena, S., peeud. 
eae 
Stefkes, Siegfried H 1866— 
487 
Library of Congress 2 


Poesssbesg, Bernard, 1847- 
“Thirty years in hell"; or, * From darkness « light.’” 
By ex-priest Bernard Fresenborg n. P., 


246 p. incl. front. (port) illus, 19°" 


1. Title 
18 19004 


Library of Congress 


41 


Prescnius 


Fresenborg, Bernard, 1547 - 

“Thirty years in hell”; or, “From darkness to light.” By 
ex-priest, Bernard F , who for thirty long years tread 
the shppery and deceitful path of abhorrent Catholicism 


St. Louis. Mo.. North-American book house ,1904, 
328 p. 1 L tmel, front (port) tilus, plates, 214™ 
1. Tithe 


21076 
Library of Congress 


Copyright (a30e1, 


Fresenborg, Bernard, 1847- 


“Unele Sam's new fianeée’’; or, To make America 


predominantly Catholie ... by ... ex-Pricst Bernard Fre- 
senborg. Hooker, Okla., 1924. 
6 pL, 17,320 p. incl. pl, port, am. 


1, Cathohe church im the U. S. 1. Tithe 


ca 24-483 Unrev'd 


Library of Congress 


Copyright A 774138 
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ete Se i.e. Johann Baptist Georg Wolfgang, 
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Reitrage zur flora von Abyssinien. Von Dr. Georg 
Fresenius ... (Frankfurt a/M., 1837-45, 


prepa ta Spl 2x2 


rom Museum Senckenbergianum, v. 2, p. 103-116, 129-168, 255-286, 
a7" ey 3. p 6178, 1865 





1. Abyssinia Botany 


Agr $1058 
Library, U. S. Dept. of Agriculture 460FS. 
Fresenius, Georg, 1806-1866. 
Be tur mykologie Von Georg Fresenius... Frank- 


furt a. M., Bei H. L. Brénner, 1850-63. 
Splulp sme Mire. 


1, Pung. 
(Pell neme Jobans Baptist Georg Wolfgang Fresenius, 
Agt 6-STO Revieed 
Library, U. 8. Dept. of Agricuitare «2700 


(7302, 


Fresenius, Georg }. «. Johann Baptist Georg Wolfgang, 
1808-1866. 


Zur controverse ueber die verwandlung von infusorien 
in algen. Von Georg Fresenius ... Frankfurt am Main, 
H. Zimmer, 1847. 


is. S-I8 p col pl ay™ 


1 Alge 2 Infusona 


Library, U S Dept of Agnculture 461P 
Fresenius, Heinrich, 1347 - pees 
Bericht iiber die atomgewchtazahl: 
Landw. vers. stat. bd. 68, p 113-117. 





a (Fell seme: Remigive Hetarich Freseaten 
Agr 8 485 Revised 
Library, U. 8. Dept. of Agricultere 
(bd) 1r83n2, 








Fresenius 


Fresenius, Heinrich i ¢. Remigius Heinrich, 1547- 
Chemische antersuchung de Visdeslo-codentip 
Kolberg, ausgefiihrt im Chemiechen laborsto: -4 a 
nius, von easor Dr. H. Fresenius. Kolberg, C. F. 
Post 'sche wv bf 1898. 
2p mn. 


1 Mineral watere—Kolberg, Ger 
Library of Congress RAS6 KBPS 
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ratoriam Fresenius, von a Dr. H. Fresenius. 
Wiesbaden, C. W. Kreidel, 1899. 
Bp 2 
1. Lamscheid, Ger 
7" 
Library of Congress RASS LIPS 


Fresenius, Heinrich, :. ¢. Remigius Heinrich, 1847- 
Geschichte des chemischen laboratoriums zu Wiesba- 

den wahrend der zweiten 25 jahre seines bestehens von 
rofessor IY H. Fresenius. Zur feier des SOjabrigen 


tehens der anstalt ~y’ oN bildnigtafel ... und zwei 
grundrissen. Wies! W. Kreidel, 1898 

ax, 1p. 11 fron (eoma.) oe a 

we v 

Bedi men ech poordames verzeichmis der bucher und abhandlungen, 


welche aus chemi laboratormum Fresenmus wahrend der rweiten 
25 jahre semes bestchene hervorgegangen sind” « 


1. Wiesbaden. Chemisches laboratorium Fresenius 


6 S10 


Library of Congress QDS! Fas 


Fresenius, Heinrich, 1847-1920. 
Uber den gegenwirtigen stand der auf die einffhrung ein 
heitlicher atomg mn gerichteten b 


Landw. Vers. stat. bd. 56, p» 76-72. 





ung" 


Berlin, 1902. 


1. Atomic weights 
(Pell name: Remigius Hetorich Freeenias, 


Agr 42151 Revised 
Library, U.S. Dept. of Agricultare 
21d) PRR. 


Fresenius, Heinrich, 1847-1920. 
ber die einfihrung einheitlicher atomgewichtstabellen. 
Landw. vers. stat. bd. 54, p 68-74. Berlin, 1900. 


1. Atomic weights. 
)Pell name: Remigios Hetorich Fresenias, 


Agr 427152 Revised 
Library, CU. 8. Dept. of Agriculture 
2d) (RBd2, 


Caan, bey 1847-1920. 





alate vere at bd. 00, p. 286-987; bd. 64, p. 8-10; ba 17% 
a » O10 tin 1804. 


1. Bulpher for grapes, 
(Felt name: Remigias Heinrich Fresenius, 
Agr T-1648 Revised 
Library, U & Dept. of 
21>) (788b2, 
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Fresenius, Heinrich, 1847-1920. 
0 hung des weinberguch 





Landw. vers. stat. bd. 68, p. 66-43. 


1 Sulpber for grapes, 
: (Poll seme: Remigius Helarich Fresenius, 





Agt 8-430 Revised 
Library, U. 8. Dept. of Agriculture 
21>) (riae2, 
Fresenius, Heinrich, 1847-1920. 
Zur b ng : / lichen phosphorsdure in 
thomasmehlen. 
Landw. vers. stat. bd 64, p 12-15. Berlin, 1906. 


1s-—;Phoephoric acid content, 2. Phosphoric acid— 
;Fell nome. Remigios Helarich Fresectus, 


1. Phosphatic sia 
(Determination, 
Agr 6-756 Revised 


Library, U. 8. Dept. of Agriculture 
21>) 6 (332, 


Fresenius, Heinrich, 1447-1920. 

Zur erinnerung an R. Fresenius. Seinem verstorbenen vater 
in der Zeitschrift fir analytische chemie gewidmeter nachruf 
von Heinrich Fresenius. Wiesbaden, C. W. Kreidel, 1897. 


cover-titie, xviii p. port. 25”. 


1 Fresenius, Kar! Remigius, 1818-1807 
(Pull name: Remigius Heinrich Fresesius, 
15—258781 
Qp22. FIFE 
past 


Library of Congress 


Fresenius, Heinrich Carl Christian. 

Cher den derzeitigen stand der auf die einfiihrung ein- 
heitlicher atomgewichtstabellen gerichteten bestrebun- 
gen. 


Landw. vere. stat. bd. 67, p. 96-08. Berlin, 1903. 
1 Atome wenghts 
Library, U.S Dept. of Agriculture “e 

2(b) 

Fresenius, J P Th. 


pie ite der erfindung des buchdrucks ... Von 
J.F. Fresenius ... Frankfort am Maia, 1840. 
Bhp Da. 


P Mittelschule, Frankfurt am Main 
No 2 of a vol of pamphlets lettered: Vermischte schriften. 


S178 

Library of Congress 
Fresenias, Kari Remigius, 1918-1897. 

Analyse der maiskorner 

Lande. vers. stat. bd. 1, p. 179-188. Dresden, 1459. 

1 Maize Analysi« 

agré 7158 

U.S Dept of agr. Library 

for Library of Congress (87.1208 bd 1) 
ze esibl, 


62 


Fresenius, Kari Remigius, 1515-1897. 

Anleitung zur qualitativen chemischen analyse; oder, Die 
lehre von den operationen, von den reagentien, und von dem 
verhalten der bekannteren kérper zu yyy syute 





matisches verfahren zur omens oe in der pharmacie, 
den kiinsten, und der irthschaft héufiger vor- 
kommenden menden kérper in einfachen und cusammengesetzten ver 

bindungen. Fir anfinger und geiibtere, bearb. von dr. C. 


Remigius Fresenius Mit einem vorwort von Justus Lie 

. & verb. aufl, Braunschweig, F. Vieweg und sohn, 1853. 
axiv, 07 p tus 2y* 
1. Chemistry, ive. 
Library of Congress QDSLFT 1563 
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Fresenius, Kari Remigius, |415—1897. 

Anleitung zur qualitativen chemischen analyse; oder Die 
lehre von den operationen, von den reagentien und von dem 
verhalten der bekannteren korper zu reagentien Fur 
anfinger und geiibtere, bearbeitet von dr. C. Remigius Fre- 
senius Mit einem vorwort von Justus von Liebig. Mit in 
den text eingedruckten holzstichen. 12., new bearb. und verb 
auf. Braunschweig, F. Vieweg und sohn, 1866. 

xii, 452, :xitl,-axt p. tlus., fold. col. pl. 22" 


1 Chemistry, Analytic—Qualitative 
Library of Congress QDeLFT 1866 
(@o1, Me 


Fresenius, Karl Remigius, 1418-1897. 
Anleitung zur qualitativen chemischen analyse, fiir an- 
finger und geiibtere. Bearb. von dr. C. Remigius Fresenius 
Mit einem vorwort von Justus von Liebig. Mit holz- 
stichen. 15. neu bearb. und verb. aufl. Braunschweig, F. 
Vieweg und sohn, 1885. 


xx, 582 p. tlus., col. pl. 22. 


1. Chemistry, Analytic—Qualitative. 
Library of Congress QDeLF7 1885 
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Fresenius, Kari Remigius, 1818-1897. 

Anleitung zur quantitativen chemischen  enaivess oder, 
Die lehre von der g 
der in der pharmacie, den kiinsten, -AS und der 








——— haufiger vorkommenden korper in = 
ir anfan- 
er er and btere bearb. von dr. c. pate us Fresenius 
r verm. and verb. aufl. Mit in — einge- 
holzschnitten. Braunschweig, F. Vieweg und 
potas 1853. 
xx, 619 p illus, tb 224". 
1. Chemistry, . 
zn 
Library of Congress QD101 Fe 
(a1, 
Fresenius, Kari Remigius, 1315-1897. 


Anleitung zur quantitativen chemischen analyse, oder Die 
lehre von der gewichtsbestimmung und scheidung der in der 
pharmacie, den kunsten, gewerben und der landwirthschaft 
haufiger vorkommenden korper in einfachen und zusammen- 
gesetzten verbindungen. Fir anfanger und geibtere bearbeitet 
von dr. C. Remigius Fresenius 6. stark verm. und verb. 
sufl.... Braunschweig, F. Vieweg und sohn, 1875-87. 
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Fresenius, Karl Remigius, 1616-1807. 
lie im A 
Wiesbaden, C. W. Keede, 





Chemische analyse der 
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oipal since of beards, cards. and paper” p. 401,448, 
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Freshwater, Wiliam W. 
Poems, anecdotes and stories. By William W. Freshwater. 
Volume 1. Benton? Ill, ‘1899, 
2p t@pit a 
No more published? 
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The freshwater fisheries of Iceland. 


(so Report of the Waited Siete cxmmiestonss of Gab ent Geherien See 
1ee4. Washington, 1606 22. p. 323-392) 


1. Fisheries— Iceland. 
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Library, U.S. Bur. of Fisheries 
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Fresle, Juan Rodriguez 
see 


Rodriguez Fresle, Juan, b. 1566. 
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Fresne, Frangois Parey, sieur du 


Parey, Franco: s, sieur du Fresne, fl. 


17,1. 


Fresne, Gaston Louis Emmanuel du, 


marquise de Beaucourt 


Beaucourt, Gaston Louis Emmanuel Du 


Fresne, merquis de. 


Frésne, Raphael Trichet du 


Trichet du Frésne, Raphael, 1611-1661. 


Fresne, Simund du 
see 
Simund de Freine, f. 1200. 


Library of Congress 
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Freene du Cange, Charles du 


Du Cange, Charles Dufresne, sieur. 


Fresneaa, me. Armand. 


Theresa at San Domingo, a tale of the Negro insurrection of 
1791, by Madame A. Fresnesu; tr. from the French by Emma 
Geiger Magrath ... Chicago, A. C. McClurg and company, 
1889. 


718 p. tect. front. (ua, plates. 16)° 


1. Haiti — Aiet — Revolution. 1701-1804 — Fiction. 1. Magrath, 
Emma Geiger. tr. mo. Tithe 
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Library of Congress Pa reeT 
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Freaneau, Armand F@ix, 1#23-1900. 
Une nation eu pillage, per Armand Fresneau ... Paris, H. 
Gautier, 1888. 
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1. France—Bron. condit. 2. Finance—France. L Title 
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Library of Congress 


Freeneeux, Marcel. 


.-. L’Orient, les Osmanlys, chrétiens des Balkans; 
> d'aprés des documents inédits. Paris, E. Dentu, 
1892. 


2p, v, 08p, 2. 19. 


abject entries: 1. Torkey—Pol. & govt. 2% Eastern question (Balkan) 
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Library of Congres, no. Ds74 Fea. 
Trait d'union; Arménie-France; leurs depuis 


relations 
les temps les plus reculée. Vannes, Lafolye fréres, 1917. 
2a. 7-1 pik we. 
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Freanel, Augustin Jean, 1788-1927. 

(CEuvres complétes d'Augustin Fresnel, publiées par mm. 
Henri de Sénarmont, Emile Verdot ot Lionor Fremel 
Paris, Imprimerie impériale, 1866-70. 


B+. frost. (port) ius, plates (part fold, 1 col.) fold. map, diagra 
(fa) mr. 


Includes correspondence 
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1. Optics — Collected works 2 Light, Wave of -_ 
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ores im mt. *Verdet, Smile, 1824-1888, joint ed mi. 
Léoser Frascuis, 170 1880. joint ed 
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Fresnel, Augustin Jean, 1788-1827. 
liber die beagung des lichts, von Fres- 
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ren im text. kademische verlagagese! 
schaft m. b. h., 8. 
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A translation of seem Annales ferme 
physique, bd. 1, Paris, 1816 and bd x1, Paris, 1819. e “@ 


1. Diffraction. +. Ritter, Frits, od. and tr. 
Library of Congress Qcas re teed 
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Freanel, Fu'gence, 17!)5- 1855. 
Lettres sur histoire des Arabes avant IIslamisine. Par 
Pulgence Fresnel. Paris, T. Harrois pére et 1B. Duprat, 1836. 
vil, 1d pt fey 


The firet letter anly, Others were afterwards published in the “Jour 
om aslatique 
‘ensiste of translations from Arubion authers, with petes and com 
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1. Arabia — Hist 
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Library of Congress DSc Ps 
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Fresnel, Henri Victor Dollin, comte 
du, 1653- 


Dollin du Fresnel, Henri Victor, comte, 
1853- 


Fresnel, Léonor Francois, 1790-1869. 
. Memoir upon the ene eins house in course of 
at Belle Isle. By Leonor Fresnel, engineer in 
chief of the Royal corps “Des ponts et chausées ,!;” -- Ex 


ris, public printer, 1858. 
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Ai head ce ©. ©. Rapetend eatabiiehment 
ie Tie, France. Lighthouse. 2. Lighthouses—France. 1 U.&. 


32 16002 
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The Fresnel lens, or La wy illuminating apparstus 
for light-houses. ,New York? 185-1, 


145-147, (1) ppl. SB". 
pane de title 


from “The W of science, art, and industry, illustrated 
crm eta ew Yor ork exhibition, 1888-84," ed. by B ‘Silliman, 
1 Lighthouses— Lighting 
ca 1—4885 Unrev'd 
Library of Congress TCSTD Fs 
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Fresno, Manuel Sanchez 
see 


Sanchez Fresno, Manuel. 


Preane, Calif. Board of education. 
- Course of study in industrial arts for the secondary 


schools, prepared ittee on improvement of instruction 
in industrial arts, T. M. Tetstall, chairman Fresno, Calif., 
1936. 
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At head of title: Fresac public schools, Fresno, Califorsia. O. 8. Hub 

W B Munson, assistant superintendent 
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1. Educetion Californie—F (1. Course of study — 
Freano, Calif, (2. Industrial arte —Course of study 
és Industria! arte — Course of study — Freano. Calif, 2.3 ledustrial 
arte Study and teaching t Title. 
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Fresno, (Calif. Ordinances, ete. 

Civil service rules and charter provisions of the p oR, 
Freano, Calif. Adopted June 16, 1922. Fresno, Allied print- 
ing, 1922, 

2. = 


1. Civil service—Freano, Calif, 1 Fremno, Calif, Charters. 


Library of Congres JSR FTGAS 1922 
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Fresno, Calif, Citizens’ committee 
on teachers’ salaries and educe- 
tional costs 


Citizens’ committee on teachers’ selaries 
and educational costs, Fresno. 


Freane co., (ali. Board of supervisors. 


1 Dudget—Freme co. Onllf 
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Freano co., Calif. Chamber of commerce. 

Fresno city and county illustrated and described. presenting 
their advantages of location. productiveness, health, climate 
and their many other i to the of capital 
and the establishment of homes and manufacturing industries. 
Published under the auspices of the Fresno Chamber of com- 
merce... (Fresno, Calif., Trade-immigration pub. co., 1896. 


(202, p. illus, 18) 289" 
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Fresno 


Fresno, Calif. Fresno city teachers’ council. 
High lights of teaching activities in the schools of Fresno 
city, 1930/31- 
Fresno city teachers’ council 
printery, 1931- 
* Mee 2 


Fresno. Tri-county labor news 


1. Project method to teaching (1. Project work—Fresno, Calif 
1 Tithe 
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Fresno magnesite co 

Magnesite, by M. F. Tarpey. To the United States 
Congress, the ‘Ways and means committee’’ of the 
House of representatives, and the ‘Committee on 
finance’’ of the Senate. n. p., 19081, 

Sp ue 

Signed: Fresno magnesite co, by M_ F. Tarpey. president. 

te 1 Te Michae! Francis, 1848- vu U.S. Com 
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ees House Ways and means committee it. U.S Congress Sen- 
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Library, U.S. Geol. survey 
— —— Copy2 
Fresno republican 
Imperial Fresno. Resources, industries and scenery, 
A souvenir of the Fresno 
i Fresno, Cal. Fresno republican publishing 
company) 1897 
14, ch p incl ius, col pl, ports, map. 2 x 0™ 
1 Fresno, Cal—Deser. 
a s305 
Library of Congress Pes Peres 
(Fresno school survey committee, 


A study of vocational conditions in the city of Fresno. 
Kerkeley, Calif., 1926. 

axiv, 0p. diegra 3" i University of California Sehaol of 
education. Tiivisios of torationa! education, General raretional etu- 
ention series. oo 2) 

At head of title Tiviaion batletio ae 3 Tisiee of varntionsl 
education of the University of California and of the State board of atu 
cation 

“The Freanc erheel survey committee has made avalianie certain 
Gata that should serve as « valuable guide in working out for Preens 
an effective program of education — Foreword 


(Continued oo nest curt) 
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\Fresno school survey committee, .. A etady of vore- 
tional conditions in mony Ay — of Freane 1926. (Card 2) 


“Three have coxperated in planning aod carrying out 
the etudy the community of Freene > tte the State department of 
varational education, and the University of — through ite 
Tiviston of vacations! elucntion pew eviite! by 
hmtly G Palmer 


1. Voewtional education — California — Freane, 2 Prema, Ox! 
Jerlue 1 Palmer, Rastly Godfrey, 1983- oad nm Californie ee 
twerd of education 
are 
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California. State teachers college, 


Fresno. 
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Fresnoy, Caerles Alphonse du 
see 


Du Fresnoy, Charles Alphonse, 1611-1665. 


Fresny, C. R. du 
see 


Du Fresny. 


Freson, Jules G 1859- 
En Allemagne, la vie et Fart 
truselles, P. Werssenbruch, 


notes de voyage et de séjour 
imprimeur, 1SO4 

0p we 

Imprint covered by label of Librairie Fiechbacher, Paria 
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A Leipzig et & Weimar 
Autour Ge Berlia 
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1 Seoaane. Sor life & cust 2 Germany—Deecr & trav. 3 Art— 
Germany Title 
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Fréson, Jules G 1859 
Fesais de philosophie de l'art; 


chard Wagner Paris, Fisehbacher, 1 
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1 Wagner, Richard, 1813-1883 
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Fresquet, R A Lépez 
see 
Lépez Fresquet, R A. 
Presqect, Raymend de, 19290-1892. 

De l'origine politique et de |'imp de la d 
des res mancipi et nec mancipi dans |'ancien droit 
Per MR. de Freequet... Paris, Imprimerie de Hennv 
1857, 
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Loerary of (engrems a, 


1 A de Ri- 


LIBRARY OF CONGRESS 


Fresquet, Raymond de, 1820-1872. 
Précis histoire des sources du droit francais depuis les 
Gaulois jusqu’s nos jours; ouvrage destiné sux 4tudiants, par 


R. de Freaquet Nouv 4d. Paris, Maresoq alné; ,ete., ete, 
1881 
2.1. (Wilp-vill, 2p. 
“Ow Gu 2 4Gérembre 1880 rm 
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L Law—France—Hist. & crit, 2. Law—France—Sources. . Tithe 
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The Pressall and Paynix detective Being a black list 
for **Texas"’ Issued at the earnest solicitation of our 
principal business men and women. Printed by Fressnix 
& Pavail, in the United States of North America. 
anon! Pa., 1867 


«op Mm” 
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to whom it 1s umprudent to give credit, arranged under 
berg represented ) 


1 Credit guides—Lebanon, Pa 2 Credu guides—Harrisburg 


wee 61333! 
Library of Congress rise Lasre 
Fress!, Johannes. 
Die Skythen-Saken, die urvater der Germanen. Von 
Johannes Fressi ... Miinchen, J. Lindauer, 1886. 
avi, HOp. 219 
1. Seythiana §=2. Germanic tribes. oan 
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Fresemartle, Hercules Samson, peoud 

Cupid abroad; or, Mythology resuscitated: « poem, by 
Hercules Samson Freasmarkle. Philadelphia, J. B. qh 
cott & co., 1846. 
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the ladies of Mercersburg.” Answered by Jupiter 
‘Toanas Dounethagel, pooed. 1508. 


1. Gercersbarg, Pa. 
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Freston, Elizabeth Helene. 
Poems, by Elizabeth Helene Freston 
York, Broadway publishing company [° ah 


2p. le, 14%, 143 p. front. (port.) 164%, 
Library of Congress 
(Copyright 1908 A21Q@590) 
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Freston, Elizabeth Heléne. 

Scattered leaves and other poems, by Elizabeth Heléne Fres- 
ton. Dobbs Ferry, N. Y.. The Clermont press, 1937. 

1% p front (port.) 1 


t Tithe 
3a 2neo 
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Freston, Elizabeth Heléne. 
A soul in chains, by Elizabeth Heléne Freston. New York, 
House of Field, ine. ,*1941, re 
1p 17 
CoxrTests 


A soul (o chaing —The red room —Team work. 


1 Title o Tithe Theredroom oz Tithe: Tem work 
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Freston, Hugh Reginald, 1891-1916. v 
The quest of truth and other poems, by R 
ton (killed in action in Franec, January 


Oxford, B, H,. Blackwell, 1916. 
< 1-4 bp 2 port 


!, Rex Fres. R 
24th, 1916) 
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First impression, June 1916, second impression, August 1916 
Kepr ited rn from “The Times” and “The 


Daily murro: 
Dress nots the author's works p. 87-93, (I 


1 European war, 1914 Poetry 


1. Tithe 
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Freston, Mary Cecil, 1867-1912 

The golden wedding, and other poems, by Mary Cecil Fres 
ton. Dobbs Ferry. N. Y.. The Clermont press. 1937 

199 p 


front (port) 189° ] 
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Fretageot, 1/::. Nora (Chadwick) 1858- 
Historic New Harmony; official guide, by 


Fretageot and W.V. Mangrum. Centennial ed. 
ville, Ind., Keller-Creseent co. 1914 


(inel ports, plan. facsims ) 


Nora C 
Evans- 
65, hp illus 


ra 935 


1 New Harmony. Ind | Mangrom, William Valentine, 1873- 
jomt author u Tile 


2 14-132772 
Library of Congress 
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FSMNSFS 
Copyright 


Pretageot, rs. Nora (Chadwick) 1858- 
Historie New Harmony; a guide, by Nora C. Freta- 


geot. New ed. (Mt. Vernon, Ind., The Western star, 
1923 
 p. illus (inel ports, plan, facsims) 209. 
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Freté, Andrée, 1899- 
Essa: sur la structure dramatique des comédies de Plaute, 


per A. Freté... Paris, Société d'édition “Les Belles lettres”, 
1980. 
Bp WW (Collection dtodes letines " 


1 Plaotus, Titus Mecctas. 


Library of Congress Paso rr 











Fretel, 
De l'inviolabilité de la réserve légale, parm. Fretel .. Paris, 
Come, Marcha! et c*, 1869. 


vi, 68 p11 2. 


1 Inberitaace and succession Freace 1 Title 
863745 
Library of Congress 2, 
Fretellus, archidiaconus, 18th cent 
Fretellus (cores 1100400.) Translated and annotated by 
Rev. James Rose Macpherson. » » London, 1496. 


5.5% p. fold mop, Man 23 (Jn Palestine pilgrims’ text society. 
Library vol. ¥ wo 1)) 


Description of Jerusalem aod the Holy Land 


Jerusalem Description. 2 Seatee ae ons travel. 5. 
Pilgrims os pligrimages Palest acphersoa, 
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Preter, J ed. 


Lehrplane der stadtischen gewerblichen fortbildungs- 
schule in Breslau; unter mitwirkung der ee — 4 
schulleiter und lehrer, bearb. von J. Freter . Breslau, 
Druck von Theiner & Meinicke ,19121, 
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“Lebr- und lernmittel”: p. 


1. Technical education—Bresiau 2 Course of study—Bresiau. 
Elsi 
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Fretes, Alberto R. 

La doctrina del estado (sobre el programa de derecho politico 
de la Facultad de ciencias juridicas y sociales de Ruence Aires) 
por Alberto R. Fretes. Lomas de Zamora, Talleres grificos de 
“La Unién,” 1939. 

Ipk, Wop.1L 2m. 


1 State, The. 2 Political ectence—Hist. 1 Tithe 
42-845 
Library of Congress JCIULFT 
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Fretes, Eduardo Amerille 
see 


amerille Fretes, Eduardo. 


Frets, Gerrit Pieter, 1879- 


Alcohol and the other germ poisons, by Dr. G. P. Frete ... 


The Hague, M. Nijhoff, 1981. 
vill, 17 p =. 
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Frets, Gerrit Pieter, 1879- 

The cephalic index and its heredity, by Dr. G. P. Frets. The 
Hague, M. Nijhoff, 1925. 

4p L, S4, 0 —p. locl. tables 

“This publication conta & paper ‘The index cephalicus’ siready 

published ia Genetica, vol ry n 481, 1922 ned @ paper Heredity of = 
cephalic index also published as diss med. Univ. Amsterdam of Ma: 
Nijhoff 1924." Pref. 
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Frets, G P. 

Heredity of headform in man, by Dr. G. P. Frets ... 
With 16 tables and 9 diagrams. The Hague, M. Nijhoff, 
1921. 


2p.1, 193 p. tables (1 fold.) diagrs. 25° 


aces mew Pp (62)-64 
eprinted from ‘Genetica 


The Hague, Nijhoff, 1921. vol, 1.” 


1. Craniometry. 2. Heredity 
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Frets, Huberta. 
Liélément germanique dans |'euvre d’Emile Verhaeren. 
Paris, H. Champion, 1935. 


3p L. 5-304 p. ne (Hal/-ttle: Bibliotheque de la Revue de litte 
rature comparée 108) 
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Fretwell, Elbert Kirtley, 1578- 

Extra-curriculur activities in secondary schools, by Elbert 
K. Fretwell Roston, New York ,etc., Houghton Mifflin 
a “1931, 

2 p dingr. 109* 
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Hibliography p 477-540 


( Hetf-title, Riverside textbooks in edu- 


1. Student activities. 2. Self. government (in education) 3 Personoel 
serview In eduention 4 Education, Secondary 1 Tite 
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Fretwell, Elbert Kirtley, 1878- 
Seven purposes of pupil participation in government—ab- 
stract ;by, Elbert K. Fretwell. 


(In National education association of the United States. Addresses 
and proceedings, 1931. p. 599-401) 


1. Belf-guvernment (in education) 1. Title 
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Fretwell, Elbert Kirtley, 1478- 
A study in educational prognosis, by Elbert Kirtley 


Fretwell New York city, Teachers college, Columbia 
university, 1919. 
Spl. SSp.th 2a 


aad (eu. 0 )—Columbia university, 1917 


Putohed she as Contributions to education, Teachers college, Columha 
university, 


1. Mental tests. 2. Grading and marking (Students) 
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Library of Congress LB1131 Fas 
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Fretwell, Elbert Kirtley, 1878- 
A study in educational prognosis, by Elbert Kirtley k retwell 


Da York city, Teachers college, Columbia university, 
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Published also as thesis (rm. ».) Columbia aniversity, 1917 
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Fretwell, Frank M ed. 


The rock of the Marne ; a narration of the military exploits of 
Gen. Ulysses Grant McAlexander at the second battle of the 
Marne, comp. and ed. by Frank M. Fretwell Seattle, 19231, 

24p. front. (port.) 24> 

“Ratract from an address of General Huater Liggett” 
end paper 
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Fretwell, James H. 


A short system of arithmetic. 
(Greenville, Tex., 
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By J. H. Fretwell. 
Messenger printing house, 1900, 


Cover-title: The science of mathematics reduced to a nutshell 


1. Arithmetic — 1881-1900 
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Library of Congress een 
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Fretwell, Vrs. Jean (Hosford) 
Down the Hudson, by Jean Hosford Fretwell ; illustrated 
by Elizabeth K. Blake. New York, T. Nelson and sons, 1935. 
vill, 9-77 p incl front. tliws 194% 
-- e@tor: R Reynolds) 
Tlustrated lining papers 
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(Half-titte: Our changing world 
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Fretwell, Vs. Jean (Hosford) 
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auf... Reichenberg, Gebriider Stiepel, 1928. 1619 p17. ¢ me oo 
il? ae. (Btiepels gesets-cammiung dee Techechosiowakischen ‘Staetes Poige 68) 
Poige 8) 
1. Labor inws and legisiation—Cuechesioval republic. 2 Law re 
1. Loce!l government — Csechosiovak republic 2 Blection law — 
Cuschesiovak republic. 1. Title. om yt - ty 5 sorak repebiic. __ * Sie, Jarectnr, jute of, 
Library of Congress 78478842 1088 sams 
a BR de Library of Congres ry 
Die gruviadoweblesdanng saint lem Gesetse fiher die Die bakteri a, milchwirthechaft. Kaurser 
stindigen wahlerlisten. den durchfihrungsverordnungen, in- Kader, vor far molkereischiler, kaser und 
struktionen, der rechtsprechung. fristenkalender und von Freudenreich ... Basel, C. 
formularen, heran ven von dr. Frans m Sallmann, 1893. 
auf, Reichenherg, Ciebrtler Stiepel, 1035. 7p ies 19~. 
170 po IT* (Rtlepel ereetesommlons dee Twtechwlowakiortes 
wtantes, folge %1) 
1 Munictpa! guvernmeet (arehesiorel repablic 2 Klectien lew— 
Gaechosiovak myubtic =. Cewhenlowal repeblic, Laws, statute ete, 1. Mils—Becsernetagy. 2 Desrying 
81-2 rev bea) 
Library of Congres IMTBAL 1 
eet, smn.eee iubrary of Congren QR re 
479 











Freudenson 


Preudenson, V D. 

Vom dem geiste der popledes dichtkunst in der ersten 
pais Cue Se. jetsbendarte Rostock, C. Boldt’s 
buchdr., 1873. 

Zp m=. 


Inaug diss — Rostock 


1. Polish poetry—Hist & crit 
18-316 


Library of Congress PG7070.F7 


Erich. 
Wachet auf! Ein biblisches spiel fir die evangelische 
jugend, von Erich Freudenstein. Miinchen, C. Kaiser, 1938. 
52,1; Dp 159". (Christiiche gemetadespiele) 
Mastic : p. 50-,58, 


& Tithe 
‘38.1858 
Library of Congress PTi2g1 R«CS 
a (23088) Be 
Vreméemetate, (seat 7 
Dre kaufmannisuen fristen um handel und wechselverkehre 
and die rech htheile bei deren Von Gustav 





Freudenstein ... Minden i. Westf., J.C. C. Bruna, 1883. 


tv, Th =. (te fer rechwwiesemertaft 
ak ooo Bauer payeiire 


1 Time (Law)—Germany. 2 Commercial law—Germany. & No 
@ruabie \astruments <-ermany 








. Tite 
Peli come Kari Oustay Freudeusisia, 
4) 61688 
Literary of Congress 2, 
Preedensteia, Gastav. 
Der landwirthechsftlich » on ot 
amon Dest hias und dr Shiv und un unter hinblick auf 
bezie- 
| ey dlich = von Gustav Freuden- 





Sein .. Sinden i Wont, J.C.C Bran, 1884 


tv, 1. 2. (Mt Bidtter fir popullire rechtewissenechaft. 
ae af vam) 


LIBRARY OF CONGRESS 


Freedenstein, Gustav. 

PR tpt mae dpe ey 
zam Gesetz betref. 

iakenn 


ata hp et on 
tungen v. myiny 1883 sowie rur anweisu vom 8. juni 1888 
Von Gustav 
1883. 





22 hZe, 2” (Bie Biktter fir populire rechwwissenechaft. 


1 Polico—Prussta 2 Administrative law—Prusia & Criminal pre 
codure— Prussia. . Presta. Loewe, ctatutm, ote co Tithe 


Pell meme Kar! Oustay Freudensteim, 
4) 61686 
Library of Congres 2, 
Freedensteia, Gastav. 
Die rechts-verhaltniase om be keufmannischen contocor- 
rent. Fir die von Gustav Freuden- 


sein... Minden i. Westf., 70.0. Brom 1000. 


iv, 66 p, 1 L 2. (Me Biltter fir popallire rechtewienmechat, 
aoa ahr) 


1. Debtor and creditoer—Germany. 2% Commercial law—Germany. 
& Tithe o Tithe: Contecorrent. 
Puli aeme. Kari Gustay Freedensteta, 


Library of Congres 2 


Frevudenstein, Heinrich. 

Lehrbuch der b ht, von H. Freudenstein ... 
und verm. aufl, (21.-25. tansend) Neubearbeitung. crbee, 
“Neuen bienen-zeitung” , 1924, 

avi, 471, 1) p Mies, port wy. 


(Tet! 1) has special t.p.: Das leben der bienen ... von Helarich Free- 
Genstein. Marbach bei Marburg, “Neue bienenseitung”, 1924. 





1. Bees. ;1. Apiculture, 


Agr 75-1280 
U. & Dept. ofagr. Library BL ied 
for Library of Congress a3Tbl, 
a 


h der bienenkunde, von dr. Karl Freudenstein 
Rocigheeh then Dresden) A. Pabst, 1938- 
¥. front. (port.) tltus., col. plates, diagr. 24)* 
“Sebrifttem” : t. 1, p. 188-186. 











LeseesGermeny Lenses Swi tuertand Lap@ore 
a pe yee oe ry ~~ tee 
(Pell nome: Karl Qustay Preudenstst a; Phe onl Apiculture, onion 
S of Congress (srs 
Literary of Congress 2, a 
Preedensteia, Gustav Freedensteia, Kari Gastav 
Der micth-vertrag; oder, Die awischen sae 
vermisther und misther nach theorie und rechtaprechung ge- Freedenstein, Casta. 
mit von 
Gustav Freadenstein Minden, J. C. C. Bruna, 1883. 
+ rechweissenechaft 
aa te 22”. (ite Bitter fir pepalire 
Liaany ov Cowcumes Ravunsrce 
1 Leneue—Gormany. 2 Landleré ond tment—Germeny, . Tita ome oni —— a 
Well name: Kari Gustav Freed Congres Fh fy AY 
z4a-0 
41-01087 
Liavery of Osage a a 
Prondensiein, Casta. Preedenstein, Otte. , 
Parte and rechtssnwalt sowie deren rechtlichen bezieh Geschichte des waldeigenth in der vormaligen graf- 
in civil- und strafeachen, fiir beide theile gemeinverstindlich | schaft Schaumburg. (Mit urkunden.) Ein beitrag zur lehre 
erldatert rugleich ale material fir die kiinftige gerec von den markg atten . , Helwing, 1879. 
‘samong dor gebthren fer die edvecctariechan dieustioistungen v1.120— 2° 


1 Mart 2 Forests and forestry —Schaumburg— Lippe 


12—17680 
sp198 878 


asibl, 


ldtrary of Congress 


Freadenthal, Alfred, 1906- 

Verbundstitzen ae Oe Ges eine kritische untersu- 
chung, von ing. dr. sc. techn. A. Freudenthal. Mit 58 text- 
abbildungen. Berlin, W. Ernst & sohn, 1933. 


ent @agre o> (On cower Forecherarbtettes auf dem gebdiete 


“Sebrifttem”: p. @ 


1. Comerete, Reinforced 2 Columns, Concrete 
ach310 


‘Title from Jobe Crerar Libr Printed by LC 


Freudenthal, Axel O;lof, 18 36- 


Bidrag till ordbok 6fver Narpesmalet, af Axel O. Freu- 
denthal. Helsingfors, Finska litteratur-sallskapets tryc- 


keri, 1878 
HOp, 1k a=. 


Library of Congress 


Freudenthal, Axel Olof, 1836-1911. 
Bidrag till ordbok Ofver Nirpesmilet, af Axel O. Freuden- 
thal. Helsingfors, Finska litteratur-sillskapets tryckeri, 1878. 


Dp 161,270. 2 (Added tp: Bidrag Ui! Kianedom af Finlands 
Batur och folk, utgifan Po Finska veteoskape-societeten. b. 80, \11)) 


1. Swedish language Dislects-Narpes, Finland 
ACs 10% 
Wisconsin. Uoir Libr 
for Library of Congress (Q00.F55 vol. 80) 
na (087.1) 


Preudenthal, Axel Olof, 1836-1911. 


Om swenskarnes inflyttningar till Finland. Af Axel 
Freudenthal. Helsingfors, G. W. Edlund, 1881. 


Mp wn 
Cover and verso of t-p.: 1882 


1. Swedes in Finland. 2 Finland—Hist 


Library of Congress DK490 Fas 


achaft, 1878. 


ipl, 1p,ik ay. aie 


Library of Congres 


Freudenthal, Axel Olof, 1836-1911. 

Ueber den Narpesdialect, yon A. O. 7 Helsing- 
fors |Finska litteratur-sdllskapets tryckeri, 1878. 

Sau! 9 1. a. BY es od A 
natur och folk. utgifne af Pinska vetenskaps-cocieteten. b. 80, \1)) 

Bibliography : p. 157-160. 


Fioleed 
1. Swedish language—Dialecte—Nirpes, ace-1003 


Wisconsia. Univ Libr. 
for Library of Congress (Q60.F56 vol. 80) 


nd (097.1) 





arpesdialect, von A. O. Freudenthal. 
Helsingfors, Druckerei der Finnischen litteratur-gesell- 





a Pa 


se. 











Freudenthal, Axel Olof, 1636-1911. 


Upplysningar om Ragé- och Wichterpalmalet i Estland, af 
A. O. Freudenthal. 


Swedisd language alerts Eetboola 
. acs 1927 


(Q00.FS5 vol 24) 
“4 (087.1) 


Wisconsin. Univ. Libr. 
for Library of Congress 


Freudenthal, Axel Olof, 1836-1911. 

Vor&mAlet ; ljud- och formlira, ordlista med register, 
sprakprof. Af A. O. Freudenthal. Helsingfors (Tid. 
— & tryckeri- rey tryckeri, 1889. 


az » bo 15-200 7A, , 7. oo title: Skerifter utgifna af 
wk oe ¥ —Dualects—Vork 2 Swedish language—Dialects— 
Library of Congress PDS807 V7F7 mae 
2 
Freudenthal, Berthold, 1872 
Das Jugendgericht in Frankfurt M. wey b. 
Kari Allmenroder ... dr. Wilhelm Polite. ~~ 5 
wig Becker ... dr. Heinrich Me Hreg. von o. Ber- 
thold Freudenthal ... Berlin Springer, 1912. 


4p. 16_ ue 


1. Frankfurt am Main 
1. Allmenroder, Karl 11 
vi Heinrich v. Title. 


Ame Gitinaka)™ ua Becker: Lode Ledwig. ww. 


1474D 


Library of Congress HV9096.C4F6 


Se 





: Von dr. Ber- 
ant. Freudenthal... Breslau, Schletter, 1901. 
of 14 p Wi. (Added t.9.: Strafrechtliche abbandlunges 
’ 


1. Accousplices—Germany. 2 Crimina! law-—<Jermany. . Tithe 
Bs ma 


Library of Congress 24001, 


a 
Deutsch Von dr. 


des 
Beribold Prscethal Tubingen, Mobr, 1921. 
2g, Be ZH™. (Recht und staat in geschichte und gegenwart 





Geman — Hetteeatty. 2 Political science — Study and teaching. 
1 
24m 
Library of Congress DpD117.F8 
2 
a yy 


Tg ay Faye 
von dv. for, Bertheld Breslau, Schistter, 
were =a. tania « 


Inpeed tm part as tmeagurel Gissertation, Brestac, 1805. 


1. Mections—Corrugf prectices. ,1. Mlecticns—Germany, 2 Bribery. 
. Tite 


Library ef Ocagrem a 


CATALOG OF PRINTED CARDS 


Freadenthal, Edle Lovien (Winberg) 1864- 
uber den p icht in Finland. 


os easisaatltclngtestet secen” Gainatore, 1508 Mometres to is Servers 
Helsingtors, 1998. 22°. 1 p ;119,- 


pg 


Gedank: 





1 Languages, Modern Study and teaching— Finland 


aOsT-1588 
Chicago. Univ. Library PBIONS vol. 1 
for Library of Congress (PB10.85 vol. 1) 
2 (408.2471) 
Freudenthal, Elsbeth Estelle. 


The aviation business; from Kitty Hawk to Wall street. 
New York, The Vanguard press ,“1940, 
1,582) 21. 


Bibliography : p. 818-814, “References” p. 815-825. 


1. Aeronautics, Commerctal—U_ 8. 1. Tithe. 
0m 
Library of Congress TLS2LFT 
— — Copy 2. 
Copyright a4lxd, 387 TOBTS 
Freudenthal, Pelix. 


Die volksabetimmung bei gebietsabtretungen und ero- 
Spreng. Hin ‘sti aus dem volrvect, vou Felt 
F thal. B universitate- 
bachh. von H. Meters A. Eultioden 
vill, 4p. 224™. 


1. Plebiscte, =. Tithe. 


219224 


Library of Conaress JX@0S4.F7 


Freudenthal, Gunnar, 1886- 
Ow akiljaktigheter 
och sprikkurs ; ett bidrag till sprikuncery rs 
av Gunnar Frendenthal. Land, Gleerup, 1925. 
1%, 1h) 2 Mee, = 24y™. 


mellan moderamAlsut veck ling 
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Freudenthal 


Preudenthal, Jacob, 1439-1907. 


Spinoza; sein leben and seine lehre, von J. Freuden 


thal 1. bd Stuttgart, F. Frommann, 1904 
xii, ly, MO yp 2a 
ath published. ¢/. Brograph. jahrbuch und deutscher nekrolog x1 


1 Spinoza, Benedictus de, 1632-1677 


$-24022 Rev ied 


Library of Congress B99) Fs 


22e2, 


Freudenthal, Jacob, 1839-1907 
Spinota, leben und lehre 
ete., 1927. 
avi, 360, 2), 2770p 4225 18. 
corte Soctetatis Spinosane. ¢. +) 


Heidelberg, C. Winter; jete., 
(Helf-tétle: Biblotbece Spincsana 


Bibliography : p. xii. 

Comrarre.—1. | Das ledes vou J. Frevdenthsl. 2 act, 
brag. von Carl Gebhardt —2 ¢ Die lehre eof grand des nach 
lasses von J. Freadenthal, heard. voe Cart rat 


1. Spinoza, Benedictus de, 1682-1677. L Gebhardt, Carl, 1881- 


21-8517 


Library of Congress Beets 1977 


2 


Freedenthal, Martin, 1686- 


‘pinks ms dicti 


Bresleu, M. 4& H. Marcus, 1911. 





Zur 
dr. Martin Freudenthal . 
“wot p Ze. 
Inaug dise =Bresiag 


1. Actions and defenses (Roman law) 2. Heplevin (Roman law) 
Condietio. 





1 Tithe. o Tithe: 
4682 
Library of Congress 2) 
Freudenthal, Max, 1868- 
Aus der heimat Mendelssol Moses Ben) Wulff und 


seine familie, die nachkommen des Moses Isserles: Von «ir 
Max Freudenthal Berlin, F. E. Lederer, 1900. 


vill, 304 p. 3 pl. fold geneal tab. 26”. 


“Die Wulffecbe drockeret ond thre geechichte” p. :153,-231 
“Verseichnis der drocke der W hen presse su Dessau, Halle, 








‘Littera’ur”: p. (1%)-1 
Conrarts rorande 
mentet | burnets tidignst. A.B... Kritiok analys av det eprék- 


Uiftekticka asectation=problemet, 
1 Cilldren -lancusge 2 Language end languages 
4 Bib) 
LBNSISFT 185 
(150.e23744) 198744 


Library of Congres 


Freedeathal, Jacob, 1839-1907. 
Die Flavius Josephus bugelegte schrift ee 
cshah dar coment (=v ntetesbd) i pedis ome dom 
untersucht 


denthal. ee eit oe oe el ae 
Friedrich.) 1869. 





euminer. 


CBthben upd Ly a Dp. ;235,-270. 
der Wulffechen presse beech&f igen korrektoren, 
ectner ond crecer™ » any ate 


Mendelssobo, Moses, 1728-1786. 2. Wolff, Moses Benjamin, 1661- 
170 3. Wulff family 4. Printing—Hist.—Germany. 


33-89771 
Librery of Congress caeze wert oa 
Freudenthal, Maz, 1868- 
Die lehre Philos von Al d Von Max Freu- 





denthal. Berlin, Verlag von S. Calvary & co., 1891. 
2p L. 77.) p By". (Added t-p.: Berliner studies fr ciassioche 
Philologie ued archacologie. 18. bd. 1 bft.) 


Also published (Berlin, 1891) as the aathor's inaugural disserts- 
thon, Greifswald 





lpi, 16p,1L 26°. (/e Bresien Jiéiech 
Jebresbericht restan, i800) 


1. Bible 0. T. Apocryphal books 4 Maccabess—<Oriticiem, ioterpre 
oe. 





tation, 
4187658 
Library of Congres BMS6.BTS 1888 
a 
Freudenthal, Jacob, 1639-1907. 
Py > iments Spinosa’s in oniuaieinn, urkan- 


ung der 
Kénigl. ; Sele dow of haf 

Hg premarin sine fr ree —™ 
avi, tp I~. 


1 Qptmesn, Bemedictes éa, 989 1677 


Library of Congress 
48) 


foot potes. 


1. Pile Judeus. 2 Knowledge, Theory of. 


aCS-m12 
Title from lilteets Univ. 
Library of Congress (PA%6.B4 bd. 18, Bf 1) 








Freedenthal, Maz, 1868- 

Die i Nirnberg, 1374-1924, von 
dr. Max Freudenthal . “Torches, 3. Boma ins. 

W,172p ph ee. 

HibNograpaice! foot ects 

1 1 Jews ts Nuremberg. 

ons 
Library of Congres D61S8. O4NOe 
a 








Freudenthal 


Freadenthal, Max, 1565- 
Leipziger mesagiste; die jidischen besucher der Leipziger 
messen in den jabren 1675 bis 1764, von dr. Max Freudenthal 
Frankfurt am Main, J. Keuffmann, 1928. 


21, 1, p Be (Added tp: Schriften der Geseliechett sur fr 
deruna der wtasnarte®t dso Seleatume or 2) 


1 Letpeig--Feirs 2 . See & Germany 3%. Jews in Poland 
4 Jews Geneal ‘ 
lo 
Labrary of Congress D6136.032F7 


2 208 43 


Preudenthal, Max, 1868- 


Zum jubilaum des ersten Talmuddrucks in Deutsch- 
_ Von dr. Max Freudenthal ... Berlin. 8. Calvary 
co., 1898. 


ip lL Bhp Be. 
" der M chnift fér geschichte und wissenschaft 





“ am 
des judenthums. 1698." 


| Taloud—Bibl. 2 Printing—Hist—Hebrew. 
11974 


Library of Congress 76071..T2F8 


Freadenthal, Poal, 1595- 
Efter 9. april— Danmarks tarv, af overlmge dr. med. Poul 
Freudenthal. Kgbenhavn, R. Baggesens eftf., 1940. 


ao =. 


1. World war, 1080-3 —Deomark i Tithe 
(Pell nome: Pou) Hjaimar Freodentha), 
adm 


Harvard caiv. Library 
tor Library of Congress a 


Freudenthal, Poul, 1895- 

Experimental rickets; investigations on the growth-pro- 
moting, fat-soluble tee = elucidated by ite re relation 
to experimental rickets. Levin 
1987. 








235 p. ius, diagres 2. 
Thesis Copenbagen” 
“Danish sommes: - 236 
“References” yt e— P 
1. Rickets, 2. Vitemine 1 Tithe. 
(Pell name: Poul Hjalmar Freodenthal, 


Library of Congress RJ306. FS 1927 616 es 


Freader, Edgar, 1912- 
The toxicity of epichlorhydrin, 


Edgar Freuder and 
Chauncey D. Leake... Berkeley and Angeles, University 
of California press, 1941. 


1p 1, p. G77 incl. tables li (University of California publica- 
tions tn pharmacology, ¥ 2, a0. 


“Contribution from a rermeninge roa, fe Uarenty 
of California medica! echool, San Freacteco, California. 
Bibliography p. TT 


1. Eptebiorh; drin 1. Leake, Chauncey Depew, 1898- jotot aw 
thor. tm Title 
adorn 
California. Univ. Libr. 
for Library of Congress RSIST.CS vol 2.00.5 
2 (€15.1082) 615.96 


Freuder, Samuel. 


A catesienaar’ ectene to Sptaiens Ge tout Gort Ro 
Christian missions to the Jews, by Samuel Freuder. 
New York, The Sinai publishing company, 1915. 

Mp o. Hs 


1. Tithe. 
1s7378 


Library of Congress 
Copvriaht A 97D 


LIBRARY OF CONGRESS 


Preudweiler, Hedwig. 
Studien uber dno gettemaydiom sieteses clignditten .. 
Jena, G. Fischer, 1 

Ip l.42p 1 double pl Zo 


it -diss —Zunch 
“Lieraterver zeichnis”: p. 38-40. 


1 Vascular system—Worms 


7-11296+ 
Library of Congoese QLASS Fas 
Freuler, B. 
Forstliche veg bild iidlichen Tes- 





sin, von B. Prove , aw wens 1904. 


2p 2% p 9 pl 2. (Botanische exkursionen und pflanzengeo- 
ontia cunien in der Schweiz. Hrag. von Dr. C. Schroter 2 bft) 


saenaee abdruck aus Atti della Socseta elvetica di scienze natural, Lo- 
carno I 


1. Ticino, Switz. Botany, 2 Trees. po 


Library, U.S. Dept. of Agriculture 459Sch75B, no. 2 


Preuler, Gabriel. 


Geologie des Miirtschenstocks ... Von Gabriel Freuler. 
(A im september 1925) Bern, In kommission 
bei A. ww bed -g. (Gedruckt bei Stampfii & cie.) 1925. 


30, xxii p. fold col. map, fold col. profile S1i™. ae = 
sevlemnchen have der Schweiz. hrsg. von der Geologischen kommssion 





= 
senschatt, @ 1 S4. lief, 4 abt. (schluss) ; des ganzen werkes 84. lief) 
Series note also in French 


1 Geology—Switzerland—Mirtechenstocks, 1 Title 


GSmi"4 
Library, U. S. Geological Survey (535) qB2 vol S¢ 
2 
Freuler, Gabriel, 1897- 
Geologisch h in der Mirtechengruppe (Kan- 





ton Glarus) . ’ =a iae - Begutachtet von herrn 
prof. dr. H. Schardt. Zarich, Diss.-druckerei G. Leemann 
& co., 1925. 


oe o. 3 8 St. om fh Sak, Gat) O88 of. aap OR OE 
(plans and profiles, 1 col.) tables. 22)”. 


ip mos 
Lebensiauf at end. 
Map end profiles folded in pocket. 
Inaug diss. —ZGrich. 


1. Geology—Switseriand. 1. Title. 
osm 


Library, U. 8. Geological Survey 208(085) Fete 
Freuler, H. 
Die » liquidation der Schweiz. —ee und die stellung 
der und 
ten, abgegeben an die Covisene-bomanision der peslichaf 


von H. Freuler . d H. Meier 
& cie.. 1901, 


Ipntw ap ae. 
Imprint taken from cover. 
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Freuler, Kaspar, 1887- 
Veilchensalat und besseres, von Kasper Freuler. Zéirich ,etc., 
Rascher & cie. a.-g. ,1931, 
260 p. 11 19. 
Gum ead cates want” 


L Tithe. 
3310023 
Library of Congress PT2611.R47TV4 1981 
Copyright A-—Foreign 15385 
a 633 01 


... Pour faire des affaires dans la coiffure; l’art de 
*‘lancer’’ un salon de coiffure et de le conduire & la pros- 
périté; préface de M. Gaston Boudou... Paris, Editions 
publis 1924, 

Zo 1, wee, 16 p,1L the BM. 

At head of title: R Freulon. 

“Le professsonnelies” p 142, “Quelques livres profession- 


nels”: p 143. 

Advertising matter: p 147-156 

1. Hair-dressng. 

Library of Congress TT957.F7 c- 
Copyright A—Foreign 26190 


Freumbichler, Johannes. 

... Atabuala; oder, Die suche nach einem verschollenen, ro- 
man. Berlin ,etc., P. Zaolnay, 1938. 

87,1; p> wir. 


. Tite 1 Title: Die suche nach einem verscholienen. 
oT 


Library of Congress PTOOLLR«TRAS 1988 
Copyright A--Foreign azsTe 
2 38.91 


Geechichten aus dem Salzburgischen. Berlin ,ete., P. 
Zeolnay, 1938. 


20, 1) 1. 
. Tite 
‘88 BOUT 
Library of Congress PT2611 RA7TBG4 =1088 
Copyright A—Foreign nse 
2 aaa 01 


Preambichier, Jehoamen 


ee aiiage Gee, Ber- 
lin ete, P. Zaolnay, 1937 


1,2 2. 
2 Tithe. 
‘37 onmas 

Library of Congress PT31L. R«TSPS 1987 

Copyright A—Poreign ‘Shaan 
2 an 

Freund, Alfred. 

a deg hy wy Fy Ot 
riteels, von Alfred Freand. Hambarg, J. 1981. 


si, 153, (1) p. inet. front., ius. (incl. fecsims.) 33”. 


Largely « discussion of the plates to “ Se f 
cere Pata vot Harevias Priters. eo 6a a 
ry ee CT “a 
“Vernsichaie der havptsfichlich benutsten estriftes”: p. 151. 


1. Shakeopeare, William — Authorship — Becosian theory, 2. Philo 
strates, Flavius. Les images... 1687. 1. Title. 


1687S 
Library of Congress PRIeO.FT me 
Freund, Anna. 

F ten aus deutschen firstenhdusern. MUn- 
chen, C Beck, 1891 


Cowrerre — Die matter Konredine—leabeso --Die letste Wittelebacherta 
jo don Miatertanden (Jebebia von, Bazore-Heltend)—teeshete ren leo 
bot —Hebina von Winemberg —| >> Ea ee 
(22) — Dio mater See grees berttenen—lasiene .o_ 
sanwcctor Friedrichs ton Grosses { markgrifin von Bayreuth 
Mane A ntoinstss. —Konigin Laiss ae 

Library of Congress 
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Mp me. 
Reprinted from Worlt anity magasine, October, 1980. 


1 National charectertstics, American. 


1 Imetitate of taternational 
education. 1 Tithe 


gMS11 
Library, U. 8. Ofice of 


Freund, E J. 

She dieapeatin 9 eatocunio ply fir 9 aule ond 6 
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Frey, August Emil, 
Geschichte der refi 





\, bis zur vollend 
dien-formel und dem hei 
buches am 25. juni 1580 paver “wy Fine tle, er 
ren Evangl. luth. kirche Amerikas gewidmet zu 
jubel-erinnerung, an den 25. juni 1530, an den 25. 

Von August Emil Frey New- York, Verlag dee La 
schen verlagsvereins, 1880. 


Ip, vi 172p front, plates, port 19”. 





aH 


1. Reformation—-Germany 2 Loether, Martin, 1488-1546. 


1. Bohenstanfen, House of. 2 Germany—Pol. & govt. —1138-1254. 
‘1-1761T 
Library of Congress 


Frey, Carroll. 

A bibliography of the writings of H. L. Mencken, by 
Carroll Frey, with a foreword by H. L. Mencken. Phil- 
— 4, The Centaur book shop, 1924 

y-70 p. 1 1. 1) pm from, ln (tase) im. 
taur Fist FH, of modern American authors 


Bionk pages for “Future collations” (8 at —4 
“Three hundred numbered copies.” not numbered. 
“Appreciation and criticism of Mencken” : p. bad Pr) 


(The Cen- 


1. Mencken, Henry Louis, 1880- —Bibi 


785635 F89 


2418261 
Library of Congress 


—_— ~ Copy 2 
Copy riaht A #01203 iS 


Prey, Charles Martin, 1871- 
Complete set of formulas for catyutnation of rats 


and mice, bed bugs, roaches, gate, Sins, a, 
Charles ss ~~ "Los Angeles, . printing 
0.) “1917. 

Mm. Mx 


Text runs parallel with back of cover. 


1. Household pests. 
17-19177 
Library of Congress 
Copyright A 409116 


Pow, Gat 
of Venturia imequalis 
(Coake) Winky ‘tys Geerion © Brey. 


ee ¢ ‘Trapsect wea 


Literature: p 336-340. 


1. ,Venturia inequalie, 2 Plast cells and tiesuss. 1. Tithe 
Ams 
Univ. Primed by L. C 


a 


Tithe from W isconsm 


LIBRARY OF CONGRESS 


31 p. plates (incl plans) 25™. 
Bibhography  p. 2-31. 





2 Archi Italy. 


26-15547 


Library of Congress NAS20.F73 


Frey, Dagobert, 1883- 

Gotik und renaissance als grundiagen der modernen weltan- 
schauung, von Dagobert Frey. Augsburg, Dr. B. Filser 
1929, 

azul, 365 p. plates, mape (1 double) plans, 25) 219". 

Many bidiiographical references lo the “Aomerkungen” 





1 2 art, 3. Art, Gothic. 1. Title 
am, 33-0196 
Library of Congress NG370.F7 7 


Frey, Dagobert, 1883- ed 


Frey, Eduard. 

 Cladonii (unter Sten de 
und U/mbilicariaceae, von dr. Eduard Frey 
demische verlagngeselischaft m. b. h., 1933. 
yoiegeaaters von Deatertient,'oservetch 
eu8., 0 bd, 4 abt, 1. Baifte) 

lasved tp 2 lieferungen. 1982-83 











Agr 33-108 


Agee 1R11 vol. 0, abt. 4 
2 


Library, U. 6. Dept. of 


Frey, Edward Wilttam. 
A treatise on engineering business practice relating to the 
Detroit additional water supply project, by Edward W. Frey 
Detroit, Mich., 1934. 
lv. dlagre, forms (part fold) 29. 
Lose leat 


Mimeogr phed 

1 Detroit—Water-supply 2 Engineering— Management i Tithe 
nginering business practice reiating tu the Detroit sddittonai water 
<upply project 


ca 34-1590 Untewd 
Library of Congress TD225.D4FT 
— ———— Copy 2 


Copyright AA 145473 2A 10077434 


Frey, Egon, 1892- 
Schakal, ein kampf um die roman von 
Frey. Hamburg, r faces vidoe —_ 
28o.1L 9. 
1 Tithe. 
- 1. tes 25 8486 
Copyright A—Foreign ete 
vz 
Frey, Bnil 
eee 
Frey-Gesenes, Bnil, 1826-1917. 


Frey, Emil Karl, 1888- 
von prof. dr. Emil Karl Frey .. 





Wien in bildern; 100 aufnahmen von Bruno 
hrag. von Dagobert Frey. Wien, Dr. H. Epstein, 1927. 
& 7 op Mes, 08 pom aL 24. 


1. Vieuna—Descr——Views, 1 Title 
v1-19820 
Library of Congress DBST 57 
a 


Frey, David Grove, 1915— 
Growth of the buffalo in Wisconsin lakes and streams ,by, 
David G. Frey ... and a Pedracine .. 
Wisconsin academy arte and letters. Transactions. 
Modioon Wise 1938. =. a Up. 515-525 inch 8 tah, dingre) 


From the Limnological laboratory of the Wisconsin geological and nat 
ural history survey. Notes and reports, oo. 78. 


1. (Buffalo fish, 2. Fishes Wisconsin. 1 Pedracine, Hubert, joint 
author 


awl 
Wisemsin. Univ. Library 
Congress 


for Library of {A836.W7 vol. 81) 


2 (081) 


Die ch des herzens, 
Mit 138 abbildungen und 16 tabellen. Stuttgart, F. Enke, 1989. 
i, 278 p. illus. fold col. pl, diagra 20". (Added t-p.: News 
deutache chirurgie 61. ba) 


“Sehrifttum” ; p. :240,-275. 


1. Heart - Surgery 1 Tithe. 


4 oer 
Joba Crerar library 
for Library of Congress y 


Prey, Emile. 
Disposition of whitefish eggs sent to Switzerland. By 
E. — 


's Bulletin of the United States Gish commission for 1883. Washington, 
sean. 2". veh ¥, Pp. 338) 


1. Fish-culture—Switzerland 
F 16-474 


Library, U. S. Bur. of Fishenes 





ee 
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. 
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Frey, Erich. 

Das fernsprech h} rbiltnis, von Erich Frey 
Bruchsal, Buchdr. J. Kruse & sdhne, 1983 

@p 2 


1 Telephooe—<iermany— la» and regulations Tithe 
‘3440672 


Library of Congress 2 
Frey, Erich Max, 1882- 


Das recht auf der reise, von rechtsanwalt dr. dr. Frey. 
Leipzig, J. J. Weber ,*1931, 


Sp. i” 
1. Trevel—Law 1 Title 
33-12572 
Lidrary of Congress GIM.ALFT 
Copyright A—Foreign 138@2 
2, 910 COST 
Frey, Erich Max, 1882- 
Strike and frech Heidelberg, C. Winter's uni- 





versitatabuchhandiung, 1906 
ipl. d-dh p ayn 
1 diss Hendeiberg 
Lebenslaut 
“Literater”. p 108-114 


1. Strikes and lockouts 2 Criminal law—Germany. 


Library of Congress HDS317 GIFS 


Frey, Ernst. 
K. Triltsch, 1938. 

SpL.Tip 2". (Added tp: Battrige sum Gouteches arbelte und 
— brag voo landgerichtadireator dr Kari Sel) 


1 Labor contract—Germany . Tide 
4168 
Library of Congress HD)¢IBFTS 1988 
2 ‘Bil LR 
Frey, Ernst. 


Die wirkungen von gift- und armeistoffen. Vorle- 
fir chemiker pharmazeuten, von prof. dr. 
am Ernst Frey ... , Berlin, J. Springer, 1921. 


vi, 1769 ihe 2. 


1. Pharmacology. 2 Poisons. 12. Toxicology: 

21-1060 
Agriculture J96F89 ~~ 
2 


Library, U. S. Dept. of 


Frey, Ernst, 1867- 

Die verhaltniswahi als wahiverfahren sum bedischen land- 
tag, von Epnat Frey. Karisrube, G. Brawn, 1919. 

2p..,%p mr. 


1. Boden. Laséetinde—Slections, 2 Election iaw—Baden 1 Tithe 
216788 
Library ef Congress IN41S8.77 
a4ibl, 


CATALOG OF PRINTED CARDS 





Frey, Erwin F 1892— 

The sculpture of Erwin F. Frey; with s critical appre- 
ciation by Philip R. Adama Columbus, The Ohio state uni 
versity preas, 1939. 

1.« . from rir. 

Counties” Cuvneten okeoas ot) re 
Onto state university 

“Graduate school series” 

1 Adama, Philip Rhys 

028154 

Library of Congres NBS? FTBAGS 

— ———— Copy 2. 

Copyright 110, es 
Frey, Eugins. 

... Quelques ques sur |'enseign t de la g 
francaise dans les classes. Tribune universitaire: Communica- 
tion du “Cercle de recherch Tensei du francais” 





sur? rs 
Paris, Société d'édition “Les Belles lettres”, 1925. 
2p. 6Tp, 1L By". (Rendes franion ... & cabier) 
2g etnessme ase” 
> 


Preach tnngunge—Giate end teaching L Cercle de recherches 


1 
sur lenseignement do france! 


35-1876 
Library of Congress PC2025.E5 3% cabier 
— --—~ Copy? PCaess. FFT 
a (40m) 407 
Frey, Ewald 


in der uebergangszeit vom mhd zum nohd, besp: in 
anschluss an Peter Suchenwirt und Hugo von Montfort 
Berlin, C. Vogt, 1893. 


102, 2 p 8° Cees yp germamiachen und romanischen 
ghitelogie. " Gormaniocse ot. ap 4 = 


1-G-1619 


Frey, F. 
... Die sylinder ortsfester dampfmaschinen 


Frey, Hans Rudolf, 1870- 











«2.10888 
Library of Congress RAGOFTS 1900 
a a0 
“ss 


Frey, Gustav Adolf. 
Dre ; eine volkswirtschaftliche u 
suchung .... Basel, Buchdruckerei G. Krebs, 1899. 
Tp Ly hy til, &, 00, yp imel tables fold. map, 7 fold tab s1y™, 


Ineag die — Hose 
1s double colamna 


inter- 











and addresses = Lancaster, 1988. vel le 
proms Pa, ad a) 
1. Wegeee==t. Tithe. 
31-4363 
Liorary of Congress FisTL2Zis vol 
a 
Prey, Hans. 
-. Der hitmoglobingehalt im cireali den kaninch 
blat bei gewdhnlichem und vermindertem luftdruck ... 
Uster-Ziirich, Buchdruckerei Gech d & Didierjean, 
1903. 
4p. 11 mpl (1 fold) ym. 
“Litteraturverseichnis”: 1 p ot end 
1 Blood—Analyse and chemistry. 
7-417 
Library of Congress QPoLre 
Frey, Hans. 
Der heilige Severinus. Ein lebensbild aus dem jahrbund 
Basel, Schweig- 


volkerw . von dr. Hans Frey ... 
hauserische buchdruckerei, 1872. 
“op mi. 


“Elniadungeecbrift rur promotionsfeter der beiden gymnasien und der 
realschale 1872.” 


1. Severinus, Saint, 4. 482 Title. 
37-33818 
Library of Congress BR1720.84F7 
a oma 
Frey, Hans Rudolf, 1870- 
... Sehubstangen und kreuzképfe, von oberingenieur 
+ ad .. Mit 117 textfiguren. in, J. Springer, 
le Esnselkonstruknones: 
ft. 2 ta. Brrr ee? 
1 Steam-engines— Constructor 
14-6814 
Library of Congress TySiSrs 


Copyright A—Foreign 9062 


Frey, Hans Radolf, 1870- 

.. Die zylinder ortsfester dampfmaschinen, von ober- 
ingenieur F. ;!) Frey ... mit 109 textfiguren. Berlin, J. 
Springer, 1912. 


wp. th @p the 2. 


( Eee lteonet ruirtomen sus dew mmechenen- 
bau, brag. von C. Volk... 1. bf) 


mk OO 
1 Seeam-engines—Cy linders. 
129906 
Library of Congress TisSFe 
Copyrgit A—Foregn sass 
2am, 








Frey, Heimrich, 1822-1890. : 


dr. Heinrich Frey und dr. Rudolph Leuckart .. Breun- 
schweig, F. Vieweg und sohn, 1847 
SR L.10p opt B22. 


og = le 2 Lavertebrates. 
olf, ina 1008, jolat author 


(Peli nome: Johann Friedrich Heinrich Konrad Frey, 
11 RAG Reviesd 


QL 
Gere pps «8 
(r2Ge2, 


1 *Leockart, Bo 


Library of Congress 
— —— Copy 2. 


Frey, Heinrich, 1222-1890. 

Compendium of histology. Twenty-four lectures by Hein- 

Translated from the German, by permission of 
George R. - Tihustrated by 206 en- 

gravings on wood. New York, G. P. Putnam's sons, 1876. 

vill, 274». Olas. 23y™. 


1. Histology. 1 Cutter, George Rogers, 1840- —= tr. 
(Pull name; Jobane Friedrich Heinrich Koorad Frey, 
6 DIBA He leet 
Library of Congress QMS61 Fat 
(r32d2, 


Frey, Heinrich, 1822-1890. 


Die So See, oo goat. Gn Heinrich Frey. 
Leipsig, W. 
wp ue. 


. Ueber die vichtigntes wah 
Von Heinrich Frey .. 


lp lp 2. ¢ 
wintersemester 1854-55. 111) 


“Akademischer voftrag, gehaiten am & februsr 1855.” 


ittel des menschen. 
Serb, 8. Hébr, 1855. 


vortrige voo rircherwschen dosenten, 


1. Food. 


Library of Congress TXIS3.FS 


Prey, Hellmath, 1901- 
Se ted Se sted Site, tats OO ee eke 
Seah Be enone eaten Se = oe 
Hellmuth Frey ... Stuttg Calwer 
1937. 
24 p By". (Added tp: Die dotechaft des Alten 
veriagsvereio 





LIBRARY OF CONGRESS 


F sufi. Stuttgart, Calwer vereinsbuchhandlung, 
1938, 
207 p. By. (Added tp: Die botechaft Ges Alten Testaments 
brag vom Calwer ) 


1 Bible ©. T. Genesis xu-xxv—Commentarias 2 Bible--Commen- 
Cenesis & Tithe. 
-71874 
Library of Congress BSi26.F7 1088 
2 mu 


races celtiques, stmitiques, soudansises ot de I’Indo-Chine; 
ouvrage contenant 3 cartes. Paris, Hachette et c*, 1993. 
avi, 8p. 11 Smaps (2 told) My”. 


1 Annamese language 


Library of Congress 
ald), 


Frey, Henri Nicolas, 1847-1982. 
Laviation aux armées et aux colonies, et autres questions 
militaires actuelles ... Paris, Nancy, Berger-Levrault, 1911. 
xvi, 168 p..11 2. 
At bead of title: Général H. Frey 


J, Aoccense, ee 2. Aeronautics, Militery—France. 


3 France Colonies Aeronautics, Military 
S83 18140 
Library of Congress voes=o.FT 
~— -—-~ Copy 2. (4lb1, 4 


Frey, Heari Nicolas, 1847— 

a qe les Annamites 
| An a inscriptions hiGogiyphiques, per le gieéral HL. 
Frey ... Paris, Hachette ot c”, 1906. 

2p 1p wa. 


1. Raypt—Antiq. 2 Bthnology—Egypt. 38 Ethnology—Annam. 
4 Annamese language 
o-1 
Library of Congress ONO FSO 
(2041, 


Frey, Henri Nicolas, 1847-1932. 

.. Frangais et alliée au Pé-tchi-li; campagne de Chine de 
1900 .. Avec 5 cartes en couleur et 1 carte dans le texte 
Paris, Hachette et c*, 1904. 

wil, 407 (4 «. GOT) p 1 Mun, fold maps, fold plane 25". 


At bead of tithe: Géoéral H. Frey ... 
Error in paging p. 501 numbered 407 


1. Chine—Hist—1900. 2 Boxers & Hepsi, Chine—Hiet = + Tithe 
41-41871 
Library of Congress DeTTLFT 
2 
Frey, Hermann. 
List containing 400 names of who with their 


families left the duchy of Zweibrucken during the period 1724- 





breg. vom Calwer 18. bd.) 
“Berichtigungen” (1 leaf) laid in 


1. Bible O T Inaish x1-t9—Commenterien 3 Bible-—Commen- 


taries—O. T Isaiah tity, = Title. 
a 19088 
Library of Congress BS1616.57 
a 21 


German text. 
1. vermans in the U. S&. 2. Germans in Pennsylvania 1 Wien, 
Bryest. 

Ca 83-408 Unrev'é 
Library of Congress Eis Osres (825 248450078 





Frey, Hermana, 1880- 

Ueber das hen gewisser b integrale ... vou Fr 
Hermann Frey Heidelberg, Buchdr. von K. Réesler, 1906, 

“ap 2 





Lnaug diss —Heideiberg 
Levensiauf 00 alip mounted op verso of last leaf 





L Integrals, Detinite. 


6 28639 e 

Labrary of Congress Qasilrs 

em, 

Prey, Hildegarde Gertrude, 1891- k 
The cam io aisle at Quewey heures or, The magic 
garden, by Hildegard G. Frey New York, A. L. Burt 
company (1916, e 
264 p. front. 19™. « 
1. Tithe. 

Library of Congress PZ) Fec teea 
Copyright A 401008 

Frey, Hugo, ed. | 


Canada sings; ony song book for schools, clubs, 
fraternities, homes, and community singing, edited by Hugo 
Frey. New York, Robbins music corporation; Toronto, Can., 
G. V. Thompson, itd. 19381 


-—e 


163, 1, p 2N™. 

With muste. 

1. Songs, English, 1 Title. onan 

Library of Congress MieTT COFS1 

2 ™.8 
Frey, Hugo, ed. 

Fifty famous favorites and Lae other favorites, arranged 
and edited by Hugo Frey .. York, Robbins music corpo- 
ration, “1942. 

Sip 2 

On cover Robbins educational edition. 

Eoglieh words piano accompaniment. 

1 Collections Tithe, 

Songs ( ) L own 

Library of Congress M1@29 Fees 

12, THs 
Frey, Hugo, ed. 


“Foreword” on §¢am 

Includes the Bull rights, Constitution of the United States, Deciare- 
on of independence, Liarots's the American's 
the Pledge to the flag; the Presigent’s oath, a list (with portraits) of the 
presidents of the United States 


1 Songa, Baglish 2 Nationa) songa, American 8 Folkeonge U 3% 
1. Tithe. m. Tithe: American songs. 


Library of Congress Mie FaORS 


12) THOS 


Frey, Hugo, ed. 


Robbins mammoth collection of famous piano music, ed- 
ited by Hugo Frey. New York, Robbins music 
al 30) 22". (Mammoth series, so 1) 


Includes notes om come of the composers. 
Foreword os p (2; of cover. 


1. Planoforte music—Collections, 1 Title 
teal lil 
Library of Congress M20 FeSM3 
Copyright E pub 6T781 2, Te84 





"e 





Frey, Hugo, ed. 


Robbins mammoth collection of modern piano music. 
;New York, Robbins music corporation, °1942. 
2p. Bi". | Mammoth series, co 10) 
“Foreword” on p. ,2, of cover. 


1. Planoforte music | Collections) 
modern piano music 


1 Title: Mammoth collection of 


4215200 
M21 FORE 


2, TH 4 


Library of Congress 


Frey, Hugo, ed. 


Kobbins mammoth collection of world famous songs, 
evlited by Hugo Frey. New York, Robbins music corporation, 
“1049. 

6p 9422" (Mammoth series, no. 2) 


Foreword’ on p. :2) of cover 
With music. 


1. Songs, English 1, Title 
4) 13045 


M1610 FESR 
3 mS 


Library of Congress 


Frey, Hago, ed. 


Songs for America, for schools, assemblies, music clubs 


and social groups, edited by Hugo Frey New York, Rob- 
bins music corporation, ‘1941. 

148, (1;p. 23". (Robbins educational series) 

English words. plano accompan! ment. 

1 Songs ( Collections) 1. Title. 

42-10016 
Library of Congress M1&29 FSOS6 
2 TMS 


Frey, Hugo, 1873- 
Bildungsfehler des gehororganes bei der anencephalie, von 
privatdozent dr. Hugo Frey (Mit 3 abbildungen im texte) 


(/n Vienna. Universitat. Neurolegisches institut. Arbeiten. 
Leipsig and Wien, 1907. 26°. bd. xvi, p. :231,-244. lus) 


At head of title: Aus dem 1 Anatomischen institut der Universitat 


1 Monsters 2. Ear—-Adnorm|ties and deformities 
ac#T?” 


Joho Crerar library 
for Library of Congress e 


Frey, Hugo, 1873- 
Reflexepilepsie bei ohren- und nasenerkrankungen, von dr. 
Hugo Frey und a dr. Alfred Fuchs 
in Vienna. Universitat. Neurologieches institet. Arbeiten. Leip- 
ig und Wien, en ae bd. xr, p. :78,-96) 


lelies referat erstattet von dr. Hugo Frey io der gemeinsamen 
cneema der Oto ond ee sektion des xv. Interna- 
tlonalen medisiniachen ee io Lissabon, april 1906." 


“Litersturversetchais 
1. Epilepey. 2 Ear—Diseases. 3. Nose—Diseases 1. Fochs, Al- 
fred, 1870- Joint author 
acs#1722 
Title from Jobo Crerar Libr. Printed by L. C 


a 


Frey, J. 
Untersuchungen Uber das absorptionsvermégen der 
ackererden. 


Landw. vers. stat. bd. 18, p. 8-18. Chemnits, 1675. 


1. Sell abe 
soul abrorption - 


Library, U. & Dept. of Agriculture 


CATALOG OF PRINTED CARDS 


Frey, Jacob. 

Reminiscence. of Haltimore, by Jacob Frey. Baltimore, 
Maryland book concern, 1893 

3p '. 1% @)-468 p frou. petes, ports 


1 Baltimore— Hist 1 Title 


Library of Congress 


Fie BiFs 
Woe 


Frey, Jacob. 
Reminixences of Baltimore, by Jacob Frey. Baltimore, 
Maryland book concern, 1595 
Sp 1.8. D468 p. treat. plates. ports. 27 


At bend ot tithe Edition de ture. 


1. Baltioere Mint 1 Tithe 


Library of Congres Pie hire 


4b 


Frey, Jakob, 4. 1562. 

Jakob Freys Gartengesellschaft (1556) hrag. von Jo- 
hannes Bolte. Tiibingen, Litterarischer verein in Stutt- 
gart, 1896. 


axxiv, N2p 214° (Added t-p Bibliothek des Litterarichen vereins 
in Stuttgart bd) cer) 


Collection of facetiae, bred upon H Rebel, Poggio, Adelphus and 
others 

Ed. with cnaretiars on of original t -p. from what is probably the oldest 
ed, Strassburg, ! 


(Continued on next card) 
2.9506 
wi 


Prey, Jakob, ¢. 1562 Jakob Freys Gartengesellschaft 
) 


1896. (Card 2 


Anhang verwandter erzablungen” p 199-211 — Anmerkungen, p 212 
2 Erste augabe Ueber die schwanksammlang Dietrich Mahrolds 
(1008) p 265-275 -Zwerte rugale Nachtrage Sehumanns Nacht- 
buchlem hreg vy J Bolte 1893 (vy 197 of this collection) p 276-287 — 
Register 





1 Rebel, Heinrich, 1472-<a 1516 Facetiae 2 Pogmo, Bracciolini, 
1380-1459 Facetiae 3 Adeiphus, Johannes, l6th cent Margarita face 
tiarum 4 Mahrold, Dietrich. lth cent Roldmarsch kasten 1 Bolte, 
Johannes, 1858 1 Tithe Gartengeselischaft 





2 9506 
Stal 


Library of Congress PTHOILS vol 29 


Frey, Jaroslav, 1902- 
Ovod do vychovy ttendfi. Praha, 
Praiské, 19:6. 


82 p. incl tonten - (Spisy Kothorny biav. méeta Prahy. fidi 
@r. Jan Thon 


Naklidem obce 


1. Books and reading 1 Tithe. 


39 0419 
Library of Congress TORS no B 
—- ——— Copy 2 2, 
Frey, Jean Baptiste, |>i>- ed 


Corpys inscriptionym ivdaicarym. Recueil des iserip- 
tions juives qui vont du tt siécle avant Jésus-Chiist au vit 
siécle de notre ére Citta del Vaticano. Roma. Pontificio 
Istituto r: archeologia cristiana, 19% 

ST ®t Added tops Suesidt allo stndie 
vara det Pontith t ituto di archeoto, 
A del Vathonne, Rema, Ponti ie trttate a areheol 





over Lmprint 
eetione Davis, tie ner 
Prit ipates patti ations cft&es”: vel nop wigtt 





1. Inscriptions, Jewish 2 laseription=. Greek 3. In-criptions, Lotia 
4, Jews tm Herne 1. Title 
3739840 
(290 0857) 488 et 


Library of Concree< 3 


497 


Frey 


Frey, Jean Richard. 

Die Rheinschiffahrt nach Basel; kurz gefaaste geschichte 
der bestrebungen zum anschluss der Schweiz an das interna 
tionale wasserstrassennetz und zur schaffung eines wasser 
weges von der Schweiz zum meere; im suftrage des “Vereins 
fiir die schiffahrt auf dem Oberrhein” in Basel verfasst von 
Jean Richard Frey. Zirich ,ete., Orell Fissli “1926 

@. alle p incl. Hus, plates, maps 24)* 

Cover title Die entwickiung der Rheio schiff fabrt such Base! 





1 Rhive RiverNavigation, 2 Ioland suvigution - Switzerland 
1 Verein fir die schiffabrt auf dem Oberrhein, Basel ow Title 





27-210 
Library of Congress HESST KOPF? 
Copyright A-—FPoreign js 
3, 


Frey, Johann Friedrich Heinrich Konrad 
see 


Frey, Heinrich, 1822-1890. 


1435 


Library of Congress 2 
Frey, Johann Joseph 


see 


Frey, Joseph, 1834-1910, 


Frey, Johannes. 

Heiligenverehrung und familionnamen in Rheinhesser 
von Johannes Frey pswen, von Munchowsche universit ses 
druckerei Otto Kindt gmbh, 158 











110 p. 2497. (Giesnener beitrige cur deutachen philologie “re 
The author's dissertation, Gleasen, 1937 
Quetien und Literatur” p 7 
1 Names. Personal Hesse 2 Saints 1 take 
ACI 2a 
Chiesee Univ Library EMIT oe 
for Library of Cr ad ‘ 





Frey, Johannes Adam Justus, 1x07 
Die Theologische fakultat der Kais. universitat Dorpat 
Jurjew 1802 1003. Historiseh bographisehes album mit 
beitragen fruherer und jetziver gheder der fakultat, 
bearb. und hreg. von mag. theol. Johannes Frey e 
val, F. Kluge, 1995 
xi, h), 232 p front, illus (ports) 4 diagr om 2 pl. fol tab 254 


1 Dorpat Universitet Rogoslovshii fakui'tet 2 Dorpat Len ers 
tet—Biog 3 Theology—Bio-bibt 


6-170 
Library of Congress 75085 RODT1 
Frey, John. 
The A a guide book; or, For what must we vote to 
be sav By J. Frey... (Van Wert? 0. T. C. Wilkin- 
son, weet printing, 1896. 


1a2p i 


1 U S~-Sec condit 2 Labor and laboring classes—U S$ 


17-389S 


Library of Congress HNO Fee 


Copyright 1896. 44040 








Prey 


Frey, John Anthony 
see 


Frey, Bonaventure, father, 1631-1912. 


Frey, Joho Philip, . 





The labor inj judi 
cial conscience and its pote 4 by John ‘ES Frey ‘incin- 
nati, O. ,19231, 


it WIp mye 
On cover Equity publishing company 


1 Injunctions-C. 8 2 Tredeanions, 8 American federation of 
labor =u. ‘Tithe, «Tithe: Jodictal conscience and ite menace. 


mB me 
Librery of | congress HDTs19 USFT 
atl, 


Frey, John Philip, 1871- 


A thirty-year experiment in industrial democracy, by 
John P. Frey 


(/= leternstional labour review, Geneva. April 1922, ¥. 5, p. :59%)-952) 


1. Stove industry and trade—U. S. 2 Labor contract. 2 Trade agree- 
ments 


Lwei2 
Library, U. S. Dept. of Labor 


2 


Frey, John William, 1916- 

The German dialect of eastern York county, Pennsylvania, 
by John William Frey Urbana, IIL, 1941. 

oho a. 

Abetract of thesis (rn 0 )—Uslversity of [limots, 1941 

Vite 





1 Pennsylvania German dialect 1 Tithe 
ae 1688 
IMieote Univ. Library 
for Library of Congress Pras FT 
2 «2719 
Frey, Joseph. 
Der rationelle cnet: oder, Das hauptaachlichste 
der 


gchlechten hatang nd der der sechgretevechrimeang, von 


Bp Spl. illus INm. 


1 Schoole—Fureitere, equipment, etc 11 School sents: 
Eis-zis 
Library, U.S Ber. of Eéeme 8 = B28 DPB 


Prey, Joseph, 189¢6— 
Diseases of the blood, by Joseph Frey, ». o.; with foreword 
by Harry Taub .. New York, House of Field, ine. ,°1939, 
x10, 194 p. tect. mounted front, mounted lites, Gagrs. 27". 
Bivticgraphy p 176 188 


1 teed [Xemeeen 


ose) 
Lavery ¢ Ong aocmar 
——- ———— Cage 8. 
Omer a meus 


LIBRARY OF CONGRESS 





1. Heart— Diodes 
ome 
Library of Congress Ross PTT 
—- ——— Copy? 
Copyright s een 
Frey, Joseph, 1896- 

. Rheumatische infektion und entzindliche herzerkran- 
kung ... von Joseph Frey ... Strassburg i. E., Heitz & cia, 
verlag und universitétsbuchdruckerei, g m. b. h. ,1918, 

@p.it mye. 

Inaug diss -Strassbarg 

At head of title: Aus dem Bethesde ts LB... 

1. Infection, Focal. 2 Heart—Diseasm 1 Tithe 

41-20588 

Library of Congress RBISIT 

2 mao 


Frey, Joseph Samuel Christian Frederick, 1771-1850. 
Course of lectures on the Scripture types. By the Rev. 


Joseph Samuel C. F. Frey New-York, D. Fanshaw (etc, 
1841. 
2°. 


Tithe varies; + 2. Course of lectures om the Scripture types, with 
@ few select sermons. 


1. Typology (Theology) 1 Title. 
31-1648 


Library of Congress Bs478.FT moe 


Frey, Joseph Samuel Christian Frederick, 1771-1850. 

. A Hebrew grammar in the English language, by Joseph 
Samuel C. F. Frey ... London, Gale, Curtis, and Fenner 
1813, 


vil, l), 104 p. 2 


With this are Selections tn Hebrew by George Jones and 
A gevere! tJ to the stady of the Taboos Seriptores ..” by 
George Hamiitoo 


1. Hebrew language Grammar 
Library of Congress PJ66.FTS 
(a35b1, 


Frey, Joseph Samuel Christian Frederick, 1771-1850. 

A Hebrew grammar in the English language. By the Rev 
Joueph Samuel C. F. Frey ... 10th ed., carefully rev. and 
greatly enl., by the addition of reading lessons, rules, and 
London, Printed for T. M. Cradock, 1889. 

xilt, 68, 8-48, 98-G8, 95-60, 9-172 p. incl. 9 fold. tad. 2 


1 Hebrew language—Grammar. 


Livrery of Congress Pleo rs 


08801, 


Prey, Josep Samuel Christian Frederick, 1771-1850. 

Tho Hebrew students posbet companion. In two oe 
By the Rev. J.3.C. F. Frey... 2d ed New York, Moore & 
Payne, 1835. 

Ww, Ia p 1. 


1 Hebrew language Oteusarien vorabulartes. otc 


Litrary of Congress PsO.7O 1088 


odibdt, 


Frey, Joseph Samuel Christian Frederick, 1771-1850. 

Joseph and Benjamin: a series of letters on the controversy 
between Jews and Christians: comprising the most important 
doctrines of the Christian religion. By Joseph Samuel C. F 
Frey New-York, Moore & Payne, 1835-36. 


2° hye 


Vol. 1, 24 of. 
Vol. uo has imprint: New-York, P. Hilt 


1 joe 19th cent. 2 Jesus Christ—Messiabship. 3. Jews— 
Religion Controversial literature 1 Title 
37-23002 
Library of Congress BT1120.F7 


2, oe 


Frey, Joseph Samuel Christian Frederick, 1771-1850. 
Joseph and Benjamin: « series of letters on the controversy 
between Jews and Christians: comprising the most important 
doctrines of the Christian religion. By Joseph Samuel C. F. 
Frey Sth ed. New-York, D. Fanshew, 1841. 
2. oo. 


1. Apologetice—10b ceat. 2 Jesus Christ—-Messiabship 3. Jews— 
Religion — Controversial literature. 1. Tithe 


37-25071 
BTU2FT 1641 
a oe 


Library of Congress 


Frey, Joseph Samuel Christian Frederick, 1771-1850. 
BPN 7in oY OWT TO LL IpD Tw? Sx wD Tye 


POR? "139 1873 
A Hebrew, 4 " containing, all 
the Hebrew and Chaldee words used in the Old Testament, 
including the proper names ... the derivatives referred to their 
respective roots, and the ification, in Latin and 
with copious i and Hebrew, and and 
. By Joseph Samuel C. F. Frey ... London, for 
the author, by Golo end Fenner, 1815. 
2+. front. (port.) 
“aitatin end Hebrew Sembulocy” and “An Mngiich cad 
ay A — @, 4 p. at end. 
Library of Congress Pisa FT 11- 13680 Revieed 


Frey, Junius 
see 


Frey, Lucius Junius, 


Frey, Justus, pseud, 
see 


Jeitteles, Andreas Ludwig Joseph, 
1799-1876, 


Frey, Kart, 1857-1921. 
LH =) pg ~ leben und Seonajelee 
stallt von as “rr miele 





EErvil p. 21, @,-846 p. frost (port) plates. 27°. 
No more pubile! 4 


1. Beomarroti, Michel Aagelo, 1475-1566. 1 Tithe. 
1¢-18818 Revised 


Lidrary of Congress 














echeftedramen 11 Die statthaltertn Dito etfersGchtigen Das 
1982. —4. bd. Die ewige comfdic (cinakter) 1983. 
1 Tithe. 
4177 
Labrery of PT2811.ROBA19 1980 
Copyright D ped 15297 a 2m 


Prey, Kari, 1880- 





der Alpen mit dem ballon 
“Cognac” am 29. ge 30. juni i 1908, von Konrad Falke .peewd., 
Zurich, Typ. Neue Zércher zeitung, 1908, 
“op 
Ascension undertaken by V de Reauctair 
py aus der Neven ZOrcher seltong” 


kapite! aus eloem gréeseren ren werks ‘Im banne der Jung 
‘Sut commer 1900 erevbetsen eoll” 


eua tes das Footnote. p 8 
1. Batloom ascensions 2. Beauctair, Victor de, 1874 & Ap 
Deser & trav. 1 Tithe. 
11490 
Library of Congress ‘TLa20. Rasr7 
2 ee 13822 


(Prey, Kari, 1880- 
Kainz als Hamlet, ein abend im theater von Konrad Falke 
ypeeud., Zirich und Leipzig, Rascher & c* , 1911. 


avi, 2776p. 1 1 fromt. (port) 219" 
1 Josef, 1856-1910. 2 a. ery > nae 
eh Wiiliam— Stage history —Germa: 

18 
Library of Congress PR2s07 F146 L--3 ~) 


(Prey, Kari, 1880- 
ies an tee eS Pat hee 
im. von on alke } 
Orell Fiissli, 192 oer 
2. me 





1. Children’s crusade, 1212—Fiction, 1. Tithe Pe 
Library of Congress PT2ZILRSIKS 1936 none 
Copyright A—Foreign 77483 
a 
(Frey, Kari, 1880- 
Machtwille und henwirde; briefwechesl mit einer 
liber das problem der i hreg. von 
Konrad Falke ,peewd., Zirich, Fiissli, 1927. 
8 p. mi. 
1 Tithe. 
s1-1mBee 
Library of Congress nQsLFS 
Copyright A Foreign Bt 
a 
Frey, Kari, 1880- - 
wpe Webiing, Sein leben seine werke, von 
Kari Frey ... Aarau, Druck v oa HE. Severlinder & on. 
1903. 


viii p, 11, M1, 1S, hp 2S 

Inaug -disa —Zurich 

Lebenslauf 

“Quellen” : p. iv-v. 

Cowranrs —L t Biograpbie—IL t Aungewihite werke 


1. Waiblinger, Frednch Wilhelm, 1804-1830 


Library of Congress 


CATALOG OF PRINTED CARDS 


Frey, Kari, 1900- 


Ober die konstitution we Weids i 
Thomas & Hubert, 1926. 


Thér., Druck von 
pth tie. 2 


Promotionsarbett — tech Ztried 
~ wig bocharbale 


1. Polysaccharides. 


Library, U. 8. Dept. of Agricoitere 38717Fa9 
(Prey, Lacius Junius, 
Philosophie sociale. Dédiée au frangois 
un citoyen de la section de la ieee Pinesioa’ at. 
devant du Roule. Paria, Chee Froalie. 1758. 
iv, cw p11, 2_ we 


Library of Congress jci7ore 


Frey, Ludwig. 


itschaft in I hh 





d und Frankreich, von 
Ladwig Frey. Erlangen, F. Enke, 1850. 
vt, 28p 2m. 


~Notiseo Uber die queilen und literatur Ger fransieierben gerichtsver 
fameung und staatsanwaltechaft” p 235 238 


1 Public promecutors—Germany 2 Public prosecetore— France 
« Tithe. 
Library of Cougress 2 


Frey, Mrs. Luella A. 
An historical paper, by Mrs. Luella A. Frey ; First par- 


ish Congregational church, Saco, Maine. Biddeford, 
Me., Press of the Biddeford journal, 1912? 
cover-title, 1S p 21° 
1. Saco, Me. First parish Congregational church 
A-10 
Title from Bangor Pub. Libr. Printed by L. C 


Frey, ./rs. Mae Eleanor ( Edich) 1865- 


The minister, yy Mae Eleanor Frey. Springfield, Mo., 
Gospel publishing *1989, 

mp =. 

1 Tithe. 

Library of Congress P73 resem) 
— ——- Copy 2 
Copyright A 153008 2 


Frey, Margareta Hudie- 


Hudig-Frey, Murgereta, 


Frey 


Trey, Max 


Die asphaltlagerstatten im schweizerischen Jurage- 
birge mit besonderer beriicksichtigung des Val de Tra 
vers, wit 7 tafeln und 18 tex ren, von Frey. 
Bern, In kommission bei A. , 1922. 


an, 4% «ly tlus. vr pl (part fold, incl. profile) tables, agre 
a. § ‘uf eva ey Schwvis gucci wr beet, 

dvr Geotechonchen naturformts 
=f = ol 


“Literatur verzeicheis” p vini-ni. 





1. Asphalt, 2 Mines and mineral resources—Switeeriand 1. Tite 
GCSmwi 
Library, US Geological Survey (535) qBS 0.9 
a 


Frey, Max, 1696- 
Les transformations du vocabulaire frangais & l'époque ile 
la révolution (1789-1800) Paris, Les Presses universitaires 
de France, 1925. 
Spl. MWep.2t 


Pubiisbed «| Unesia note 
a by sources directes et indirectes”: p. 6-12. 
yoy per 
ords, —Freach. 2 Freoce—Hist — Langusge 
(tice ‘corks Geng, Get &, Brome otis. 4. Freach 
languege Clossaries, vocabularies, etc 
zT-1TT 
Library of Congress PC30FT 


a 


Frey, Max von, 1852 ed, 
Abhandlungen Gber cen «peichel, von C. Ludwig. E. Recher 


und Conrad Rahn (1851) Hreg. von M. von Frev. Mit 6 
figuren im text Leipeig. ww. Engelmann. 1R80), 
Pp inet ™ 1) Oetwobht« Kinethet det - 


hal 
ekien ulnen~ haften or 
“wg frm oneiname der Zirh saturf 
no %). « 
Conresre 
tewrneter ry 


geetiqetutt, m4 


Neue vereurk 


fitter the bethilfe dee perven nur spot het 
on Lew het 


a eines gewetzes, weletes cle 
Heme he spoletels beim hue le he 
stimmt. von F Rae her wm © y* -- —Unteruchanern ther » ursein 
A hahnen ler caleruacaersen clot ghearlule prratt. heim komen 
i tobe. 
+ Lavhwig, Kert Prieirich Withetm, 
mm Rohe. Hee. Comme! 1800-1 
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mt Recher, F 
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Library of Const yin re 
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Frey, Max von, 1552 
Physiologie der haut 
Mit 68 abbildungen. 


(In Handbech der get quctieatncstnde oe ae 
4. Indassohn. Berlin, wavi-3e oe". bd a © 2 (1929) Ph: 
illas. tables, diagre) 


Von M. +. Frey ... und H. Rein 


der hast p 1-166. 
“Literater”: p. 160. 


1. Skin. t Rein, Hermann Friedrich, 1986- joist autber 
acho 
wee unly Sch of medictoe ry 
for Library of Congress (RL7T1 B2 td 1, t 2) 
a (616 5nee) 


Frey, Max von, 1852- 


Untersuchungen ithe r div sinne: i der menseh- 
1. 








lichen haut. : und 
sehmerz, von Max von Pree Lcloaie, S. Hirzel, 1896. 

4p 1, 17S 20 p illus. dingrs Rye 

Des ss Nandive der \bhandlungen der Mathematisch Pactvndan 
der Komgl Sacheschen ve» t der wissenschaften 

Literatur verse hmass »»S 

Shp of “Bernchngungen wm serted at end 

1 Towh 2 Pain 

6 - we 


Library of Congress QPsS Fee 
Frey, Max Wilheim, 1898- 

Georg Philipp Telemanns Singe, spiel und generalbas 
uebungen: ein beitrag zur geshichte des begleiteten kunst 
lhedes Ziirich, Bucher. G. Lais, 1922. 

1398p (Mus (music) y* 

Ineug dim Zoned 

“Literatur”: p 112, 


 Tetemane, Goerg Cutan, WSt- Ht Stage qe! ued grocreitess 
wedungen. 2 Songe—Mist & crit 


Library of Congress 








Prey 


Frey, Morris F. 


Needed reform in the present federal tax laws; meas- 
which should he taken to relieve business from un- 


ure 


warranted burden of existing taxation ;by,; Morris F. 
Pre New York, Guaranty trust company, 19211 
%p 


Cap 


1 income tax S—Law 2 Excess profits tax—U § 


Library of Congress HJ 2379 F7 
2 


Prey, Nina A. 
Apis. the hive bee, by Nina A. Frey; with nine illustrations. 
New York, Frederick A. Stokes company, 1932 


140 p froot. plates 18)" 


Iostreted lloing papers 
Each plate preceded by page with deacriptive letterpress 


1 Kees Juvenile iiteratere 1 Tite 


nz om 
Liprery of Congres QLAGA ACTST 
Copy 2 
Cops right A 013 (3641, 6 18 
Frey, Nina A. 


Cluidren of the river, by Nina A. Frey; illustrated by 
FE. W. Deming: teaching unit book. New York, T. Nelson 
and sons, 194 
itp hue 197 + Our changing world) 
Hliuatrated lining papers 
A atery of the Indians whe lived on the banks of the Hudsoo. 


| Dewiog. Edwio Willard, 1880- ites, 1. Title, 
Mw 14 
Library of Congress 175.0020 901 
Cops 2 
Copsricht A TT od) 


Frey, Nina A. 

Lasius, the lucky ant, by Nina A. Frey; illustrated by Alma 
W. Froderstrom. New York, E. P. Dutton & company, inc., 
1938 

4. 1, p inet. frost. titue. 2 


“Firs edittes.” 
1 Aste 1 Tithe 
ceases 
Livrery of Congress QL568 PTFT 
Copy 2 
Copyright A 120% & 6 708 
Prey, Noah J 1883- 


Cost of insurance during various years, American ex- 
perience, three and one-half percent. Lllinois standard. 
Computed by N. J. Frey ... Chicago, New York, The 
Spectator company (1915, 

Sip 2597. $1000 


1 Insurance, Life Rates and tables. 1. Title 


1S-1.a002 
Library of Congress 


Copyrght A M100 


HCABS) FB 


Frey, 0. 

Mein handwerkazeug, von 0. Fre 
knaben, mit 12 abbildangen im text. 
B. G. Teubner, 1914 


2 1. 49 sus we (Prof dr Bastian Scheuds naturwiseen- 
schahhi schulerbabliothel 


; fur 12-15jahrige 
iptig und Berlin, 


le 
1 Mamua! traning 1 Tal 1$-te7a2 


Library of Congress TT F7 
Capyngm A Formgn 1267 


wnle. 
Keprinted from the November, 1919, issue of Trust companies magazine” 
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Frey, Oskar 
+++Physikalisghe apperate zum 
selosther stellen 


see 


Elssner, Karl 
++-Physikaiische apparate zum selbst- 
herstellen, 


Frey, Oskar. 


Talbildung und glaziale ablagerungen zwischen Emme 
und Reuss Ziirich, Druck von Ziircher & Furrer, 1906 


u pp vt fold pl 2px zee 

Ineu Zurn 

From Neoe denksochritten der Schweerncher aturfors henden geese!) 
«ig 


et benutzten |iteratur 


p. 152-822 


Switzerland—Bern 2 Valleys 
Gsey 


Library. US Geol survey S03 (S35) qFah 


Frey, Paul. 
Gottesdienst. Miinchen, C. Kaiser, 1937 


4 p 2" (Theolociehe existenz heute: schriftenrethe, brag roo 
E4verd Thurneysen bft 51) 


At head of title Paul Frey. Rolf Eberhard. 
Pew on der méglichkelt vod wirklichhelt -_ 


bac Pre 
eben Gottesdienstes Thertare Rolf Vom reformierten Gottendie 
und eeiner ordoung 


1. Public worship 2 Worship. 3 Reformed church— Doctrinal ond 
controversial works 1 Eberhard, Rolf mn. Title. 
W442 
Library of Congress BRS Te bt St 


3 (2082) 4 


Frey, Mrs. B Ez. 


Eileen; a play in four acts, by Mrs. R. E. Frey. (St. 
Louis, 1898, 


Sp 


1. Title 


25-2409 
Library of Congress 


Copyright 1898: 19738 


PS1720 POEA 


Frey, Ralph Wylie, 1889- 

... Country hides and skins. Skinning, curing and market- 
ing. ,By R. W. Frey and F. P. Veitch, R. W. Hickman and 
C. V. Whalin. Issued August 1919; revised November 1926. 
ee U. 8. Govt. print. off., 1940, 

Ip  p ius, diagra 234°. (U. 8. Dept of agriculture 
vores bulletin no 1065) 

Joint contribution from Bureau of chemistry, Bureau of aaimal ina- 
dustry and Bureau of agricultural economics. 

1. Hides and skins 1. Hickman, Robert West, 1852- Joint 
thor. . Veltch, Fletcher Pearre, 1888- joint author. m1. Whails, 
Charies Vivien, 1876 jolot author. tv. Title. 


Ast 
U.S Det ofegr Library 1AgMF no. 1055, rev 1028 
for Library of Congress (821.46 20.1005 1060) 
10, (80.6178) 


Frey, Ralph Wylie, 1889- 
Home tanning. By, R. W. Frey ... I. D. Clarke 
and F. P. Veiteh Ww Rabon, Govt. print. off., 1922. 


cover-tthe, 229 29" (US. Dept of agriculture, Department cir- 
cular 230) 


Tannma 1 Clarke, Ira Doug, 1890- jomt author =. Veitch, 
Piewcher Pest Pearce 1808 jowt author i Tithe. 
Agr 22-707 
Library, U S Dept of Agreulture 1Ag#D 20.20 


on 


Frey, Ralph Wylie, 1889- 

Home tanning of leather and small fur skins. By 
R. W. Frey, I. D. Clarke and F. P. Veitch, |Washington, 
Govt. print. off., 1923, 


a Do ius 2°. (U.S Dept of agriculture. Farmers’ bulletin 
1334) 


Contribution from Bureau of chemistry 


Tanning t. Clarke, Ira Doup, 1 joint author, a. Veitch, 
Fletcher Powe Pearre. 1868 jyowt author. ut —<— 
‘ Agr 23-1021 
Library, U S. Dept of Agriculture 1AgHF no. 13 


Jigs 


(Frey, Ralph Wylie, 1889- 
Home tanning of leather and small fur skins |Washing 
ton, U.S. Govt. print. off., 1941, 


0 2%p Cue 2 (0S Dept. of agriculture Farmers’ bulletin 
no 1k) 


Ry R W Frey 1D Clarke. and FP Veitch” —p 
“Issued August 1923, revised November 1080; slightly estat June 


10 
Contribution from Bureau of agricultural chemistry and engineering 


1. Tanning 1 Clarke, Ira Doup, 100- jotut author nm. Veitch 
Pletcher Pearre, 1808 joint auther =m. Title 
Agr 41-435 
U.S Dept ofagr Library 1AgMPF no 1834. rev 


for Library of Congress (S21 Af rer no 1834) 


4262, (430 6173) 


Frey, Ralph Wylie, |S89— 
Preservation of leather bookbindings (By R. W. Frey 
and FE. P. Veitch. Washington, U.S. Govt. print. off,, 1930, 
Sp tus 2" (Ut. 8 Dept. of agriculture Leafiet no @) 
Contribution frow Hureau of chemistry and sotte. 


1 Rookhinding-Materials, ete 2 Leather t Veitch, Pletcher 


Pearre 1 joint author =m. Title 
Agr 30-12% 
U 8 Dept. ofagr Library Ags. cf @ 
for Library of Congreae 7272 FRO 


42a), 


Frey, Ralph Wylie, 1489- 
... The wearing quality and other properties of 
tanned and of chrome-retanned sole leather. By R. W Frey 
and I. D. Clarke Washington ,U. 8. Govt. print off, 
1930 


18 p Mies, dingr By" (0. & Dept of agricultere. Technica! 
balletia no ) 





Costribution from Boreas of chemistry end sofle 


1. Leather. S Om a8 Ome. . Clarke, Ira Dowp, 1880- 
Jotat suthor. a. Title. 
Agr 80-78 


(821.472 ne 169) 
Agricultare 1AgS4Te ae. 10 
™ 


Library, U6 Dept. of 


Frey, Robert. 
Les analyses d'eaux et leur interprétation géologique, par 
Robert Frey Rabat, Imprimerie officielle, 1933. 


8 p imcl. tables, dingre, 244° (Morcero. Service des mines et de 
la carte géologique ‘Notes et mémoires no 26) 


At bead of title: Protectorat de la République francaise au Maroc. 
Direction générale des travaux publics 


1 Water.Analysiea 2 Minera! waters 


Gs3-198 


Library. U 8 Geological Survey (740) Nm no. 26 
(Qn142F i] 


Frey, Robert. 
La classification inoderne des roches éruptives, par Robert 
Frey Rabat, Imprimerie officielle, 1937. 


1B p. it catten tpaes 000.) Guam. 2". (\Morocco, Service des 
mines et de la carte géologique et mémoires no. 44) 

At head of title: Protectorat de la République francaise au Maroc. 
Direction générale des travaux publics Service des mines et de la carte 
Gtologique 


1 Rocks, Igneous 1 Tithe. 


U. & Geol survey. ‘isdrary (740) Nm no #4 
for Library of Congress (QR331.MGA3 no. 4) 


osss- m8 














Frey, Robert. 
Composition et genése probables de quelques terres déco 
lorantes Nord-Africaines, par Robert Frey Branko Yovano 





viteh yet, Jean Burghelle Rabat, Imprimerie officielle, 
1936 

ep tot ables caer “uplt we —_ Service des 
mines et de rte géologique et mémotres, no 

At head or title Protectorat * ‘a ‘hepontigne ‘Sate au Meroe 


Stiee Générale dew trevaur publics 
Deacriptive letterpress on page facing each plat 
“ome tes peg v4 by quart -beet with trortas 
Bibtiegraphie’ =; 








Foliers earth 2 4 mee Blew bing Africa, Ne 
b . ft aothor  Murghetie 
rary. U & Geologion Surveys (740) \m po 38 
ry of Congress (QE M6A3 go 38) 
2 


Frey, Rudolf. 
Die stromtarife der schweizerischen elektrizitiétswerke, 
von dr. Rudolf Frey. Ziirich, H. Girsberger, 1936 


ed ag ‘ -petniatommenaes be forwbunges, breg 
aiteew bet 





ail, 274 6 
von prof dr M 


Literaturverzeirhols =p vith atl 
1 Electric power Rates Electric todustries Switzeriand 
1 Tithe 
7.18731 
Library of Congress TKO FT 
621 312002 
Frey, S L 


The Mohawks. An enquiry into their origin, migrations 
and influence upon the white settlers. By 8. Prey. Utica, 
N. Y., Utica herald job department, 1895, 

41 p front (port) 25° \tmelda historical society, Utica, N. T. 
Trausactions, np. 5) 


Caption title 


} Mohawk Indians 


+ 31168 
Library of Congress Fizt 0% 
Copy 2 bw MAPS 
:3Tb1 


Frey, Samuel Clarence, 1857 
Ancestry and posterity (in part) of Gottfried Frey, 1605- 


1913, by Samuel Clarence Frey York, Pa., Dispatch-daily 
print, 1914. 
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odes Mozart ; 19351, 
184 p. incl. port. 184*. 


1 Tithe. 
(Pull name. Gilberto de Mello Freyre, 
01540 
Library of Congress PQO6eT FRAS 
2) one 
Peayon, Gierte. 
Assucar; algumas receitas de doces e bolos dos engenhos 
do nordeste ‘Com 59 illustracdes Rio de Janeiro, J. Olym- 
pio, 1939 


108p.11 ites 1° 


1. Cookery, Brestiian, 2 Desserts, & Confectionery 1 Tithe. 
Pull name: Gilberto 42 Mello Freyre, 





© s2085 
Library of Congress TXTe.FT 
rH) ous 
Freyre, Gilberto. 
Casa-grande & senzala; f: do da familia brasilei 
sob o regimen de economia patriarchal. 2 ed. (Bio de Ja- 
neiro, Schmidt, 1986. 


rrzivy, 300 p. 3 1. iilus (incl map, ’ (1 told.) he 
plans) plates ports 





716588 
Library of Congress 3510. FTsa 
s 9181 
Freyre, Gilberto. 
.. Casa-grande & senzala ; f do da familia brasilei 


sob 
© regimen de economia patriarchal. 3. ed. (Rio de Janeiro, 
Schmidt, 1938. 


~ eee \llua (el map, plans) plates (1 fold ) ports, diagr 


1. Brasii—soc. condit, 2 Slavery in Brasil, 8 Negroes io Brasil 
4 Indians of South Americe—Brasi! 1 Title. 


(Pull name: Gilberto de Mello Freyre, 


39 2241 
F210 F752 1088 


lel, 181 


Library of Congress 


Freyre, Gilberto, 1900- 
Conferencias na Europa, lidas nas universidades de 


LIBRARY OF CONGRESS 


Freyre, Gilberto, 1900— 
Um engenheiro francés no, Brasil; com um prefacio do 
— Paul Arbousse-Bastide. Rio de Janeiro, J. Olympio, 


3 p L. EEEV, (7-218 p. 31 plates (1 fold) ports, facsima 2 
a Gate Cee ros, Girigida por Octavio Tarquiaio de 
Sousa 28) 


1. Vauthbier, fom im = So 2 ery % 
Brasil Arbouse 


duce, 1 ( State) —Public Bastide. Poul 
a. Tide 
41-26807 
Library of Congress raw. revs 
Freyre, Gilberto. 
Mucambos do nordeste, algumas notas sobre o typo de 
casa popular mais primitivo do nordeste do Brasil. Rio de 


Janeiro, Ministerio da educagéo e saude (19371, 


uu 21. plates (part col.) 249° (On cover + eee do Ser 
vice do petrimonio historico e artistico nacional a 


Some of the plates dated 1037 


1. Dwellings. 2. Architecture, Domestic— Brazil 1. Tithe 


(Full name: Gilberto de Mello Frey re, 


38-14228 


Library of Congress NATOOS FT 


3 728.0081 


Freyre, Gilberto, 1900 

.. O mundo que o portugués criou; aspectos das relagées 
sociaes e de cultura do Brasi! com Portugal e as colonias portu 
guesas. Prefacio de Anténio Sérgio. Rio de Janeiro, J. Olym- 
pio, 1940. 

1644p. 1 23" (Colegio documentos brasileiras; dirigida por Oc- 
arto Uetauiato do Geum, 2) 


First edition published 1088 under title Conferencias oa Europa 
“Appensos \trechos de varios autores,” : p. :125)-164. 


1. Brazi!— Relations (genera!) py Portugal. 2 Portugal—Relations 
ad ig Brasil. &. Brazil] — Soc. condit. 4 Sugar growing — 
Brazil 1 Tithe. 
41-268 
Library of Congress P2510. F7525 1960 
(2) 081 


Freyre, Gilberto. 

Nordeste, aspectos da influencia da canna sobre a vide ¢ 
& paizagem do nordeste do Brasil. Rio de Janeiro, J. Olym 
pio, 1937 


267, 2; p Wlus, plates (1 fold.) porta, maps (1 fold.) facxim 
2247. (Colegho documentos brasileiros, dirigida por Gilberto Freyre 4) 


1. Brazii—Soe. condit. 2. Maa—Influence of environment. 3. Anthro- 

po-geography—Brazil. 4 Sugar growing— Brazil 1. Title. 

(Pull name: Gilberto de Mello Frey re, 
38-3228 

F2510.F7%4 

3 918.1 


Library of Congress 


Freyre, Gilberto, 1900- 

Olinda; 2° guia pratico, historico e sentimental de cidade 
brasileira, por Gilberto Freyre. Illustragdes de M. Bandeira, 
56 desenhos e uma planta da cidade. Recife ;Impresso nas 
officinas de Drechsler & cia., 1939. 


\127, p. mounted iihus. (incl. ports.) fold. plan. 804” 


350 em legitimo ‘Buetten, cinseato-marroo, 
pumers dos 1a B0¢ eremplares papel ‘offset. ciose. sume 
rades de S51 a 500 Todos os exemplares oe por 
Oliberto Freyree M Bandeire "Rrempier um, a2.” 

1, Olinda, Brazil—Deser 1. Bandetra, Manuel, 1886- = (tus. 

(Pull name: Gilberto de Mello Freyre, 
4117827 
Library of Congress PO61LOAFT 
‘3, 018.1 


Freyre, Gilberto, 1900- 
Regido ¢ tradicéo. Prefacio de José Lins do Rego. 
Tilus gées de Cicero Dias. Rio de Janeiro, J. Olympio, 1941. 





Coimbra, Lisboa e Porto ¢ no King's college (Uni dade de 
Londres) Rio de Janeiro, Servigo grafico, 1938. 

iI2p. 2. 

At head of title: Ministerio da educacho e enude 


1 Brasti— Relations (genera!) with Portugal. 2 Portuga}— Relations 
eae = 8. Brasi}—Soc. condit. 4 Sugar growing— 
1 Brasil, Ministerio da educacio e savde podlica. nm Title 

(Pell nome: Gilberto de Mello Freyre, 

41-1919 


Library of Congress F2510.F7625 +1008 
—- —— Copy 2 12) 1 


264 p. 11 incl plate 2. ( Gocumentos brasileiros , dirt. 
Gide por Ortario Tarquinic de Sousa 


sy Ort Pr tm Mert te tt 
—?. 


tus! ao Brastl™ 
1 Brasii—Civilisation «=. Tithe 
(Pell nome: Oiberto de Mello Freyre, 
a4 
Garvaré eniv. Library 
for Library of Congress FB10. FS 
2 mai 





Freyre, Gilberto. 

Sobrados e mucambos ; decad do patriarchado rural 
no Brasil. (Edicéo illustrada) Sio Paulo, Companhia edi- 
tora nacional, 1986 


“6 p. foci. Ulus (incl plans) ta! 
(ninttetece om gogica brasileira 


“Bidlicgraphia”: p 088,405. 


tables plates (1 fold) 189". 
Ser 5*: Brasilians +. 64) 


Soc. condit. 3 Brasil — Race 
| Pell name: Gilberto de Mello Freyre, 
‘37-1680 


1 Brasil — Civilisation 2 Brasil 
question L Tithe 


Library of Congress P72 rms 
—e Copy 2 3 om. 


Freyre, Joao de Noronha 
see 


Joao José de Santo Thereza. 


Freyre, Juan Andrés Cuello 
see 


Cuello Freyre, Juan Andrés. 


Freyre, Luis. 

.. Derecho i iblico; sdaptado al de 
ls Faculia dere Y ceca wenn ie Boos Air 
Buenos Aires, Editorial Dovile, 1940. 

2p mM" 

“Bibliografia™ : p. ,7, 





1. International law and relations. 1 Tithe. 


41-4%41 


Library of Congress IXBBSLFMDSES 


Freyre, Ramén 
see 


Freire y Serrano, Ramon, supreme director 
of Chile, 1787-1851. 


Freyre, Ricardo Jaimes 
see 


Jaimes Freyre, Ricardo. 








Fr 





&¢ 





Freyre de Andrade, Ruy 
see 


Freire de Andrade, Ruy, 4d. 1633. 


Freyre de Andrade, Fernando 
see also 


Cuba. Secretarfa de instruccién publica 


Freyre de Andrade, Francisco Xavier, 
pseud. 


Monteiro, Manuel, 1667-1758. 


Freyre de Andrade, Jacinto 
see 


Freire de Andrade, Jacinto, 1597-1657. 


Freyre de Andrade, Maria Teresa. 
Hacia la biblioteca popular, ponenci 
de la Habana en la primera ssién de trabajo de Ie Asociacion 
bibli cubana, ea 3 . 
Habana Imp. Ucar, Garcia & cia, 1940. 
ap wa. 








L Tite 
42-9057 
Library of Congress 16. Fe7 
0 0204 
Preyre y Géngora, Rafael. 
Compendio de la historia de Espana desde los tiempos 
asta la . Madrid, Imp. del 
Asilo de huérfanos del 8. C. de Jesiis, 1898. 
2%» 1947 
1 Spain—Hist 1. Title 
1-17196 


Library of Congress DPss Fae 


CATALOG OF PRINTED CARDS 


Freyre y Serrano, Ramén 
see 


Freire y Serrano, Ramén, supreme director 
of Chile, 1787-1851. 


Freyreias, Georg Wilhelm, 1789-1825. 

Beitrage zur naheren kenntniss des kaiserthums Brasilien 
nebst einer schilderung der neuen colonie Leopoldina, und 
der wichtigsten erwerbzweige fir europdische ansiedler, so 
wie auch einer darstellung der ursachen, wodurch mehrere 
ansiedelungen missglickten, von Georg Wilhelm Freyreiss 
Erster theil. Frankfurt am Main, J. D. Sauerlinder, 1824. 

sh, 170p.11 19° 

No more published 


1. Drasit, 2 Stavery to Brasil 
Livrary of Congress rors 
aSict, 


Preys, Ernst, 1863- ed. 

Gedruckte schiitzenbriefe des 15. jabrhunderts in ge 
treuer nachbildung brsg. von Ernst Freys. Miinchen, 
C. Kuhn, 1912 

2 ot. S17 p LL xxxv facsin (part fold) 9). (Added t-p 

aw im getreven nachbidungen 
= unter leleung von Ernst Preys, Otto Glauning, Erich Petze: bd. 4°?) 
Part of the facsimiles are printed on both sides. 





1. Incunabula—Facsimiles 2 Archery 


13-1049) 


Library of Congress 7241. FSS 


Freyschmidt, Kurt. 
stamme des olden! weser- 


Die wichtigsten enburgischen 
marsch-rindes. Bearb. von tierzuchtdirektor Kart Frey- 


schmidt ... ay ne der Deutschen geselischaft fur 
riichtungskunde 
vii, ch, 157 p illus. 184. (Wilsdorf's taschen-stammbuch-bidliothek 
7 Hrsg von der Deutschen geselischaft fur ruchtungskunde 


im Berlin. hft. 13) 
&, Conte—<iveatin 2. Cattle—Oldenburg (Grand duchy) 12 Oldenburg 
cattle 


Agr 25-1366 
Library, U.S. Dept of Agneuiture 43788 


2) 


Freyse, Comrad, 1883- od. 

Ei her dok bastian Bech, im au’ der 
Neuen Bechgesellechaft Seusmesben cup Genes 
Leipzig, Breitkopf & Hartel ,1933, 


47 +p. tact. froat. ius (imc! plana fecsims) 30" ,Verdfentlichen- 
gen der Neven Bechgeseliorhaft. jahrg 88, bft 2, 





at Bech Johann Sebastian 1685-1780 2 Eisvasch— Historic house 


& Tithe. 


Library of Congress ML410. Bis 


2 ors 


Preyesinet, Eagene, 1670- 
Une révolution dans les techniques du béton, par E. 
Freyssinet. Paris, Librairie de |'enseugnement technique, 1986. 


2p, 1H p, 1) Mes, dingre 2. (Bacyclopriie teductricite 
commerctaic) 


1. Comcrete. 2. Concrete constructiaa. 
ag a 


—, meorms 


Liteury, U. 6 Dept of 


uy 


Freytag 


Freystadt, Desire 
see 


FPreystadtl, Desider, 1870- 


Freystitter, Wilhelm, 1835-1892. 

Die musikalischen teitschriften seit ihrer entetehung bis 
zur gegenwart. Chronologisches verzeichniss der periodischen 
schriften tiber musik, von Wilhelm Freystétter. Miinchen, T 
Riedel, 1884 

¥, ep. By. 


on E. Gregoir's Recherches bistoriques concernant les journesur 
de rt Antwerp, 18T2 


1. Music— Period — Bibi t Tithe 


s- 11460 
Library of Congress MLS) Pe 


(a34b1, 


Freyaz, Albert. 

... Le marché et les prix du charbon & Strasbourg et dans 
Vhinterland de son port oS Albert Freysz ... Belfort, 
Société générale d'imprimerie, 1939. 

Spb, ®-10p. 1b 2 

Théee Strasbourg 

“Errata” 1 leaf, inserted. 

“Bibliographie” f¢ 107,-198. 


1. Coa) trade—Strasbourg 2 Coal trade—France. 1 Tithe 


eee 
Library of Congress HDO668.s Sar7 


Freytag, Bruno, ¢d 
Reichsbewertungsgesets | vom 16 oktober 1934; ome 
Ober die scha (B 
vom 16. oktober 1934; Vermogenstevergesets 
1994. unter beriicksichtigung der durchfih 
erlaiitert von regierungsrat dr. Freytag ,und, regierungsrat t dr. 
Gross a. Fechveriag fir wirtschafts- und stever- 
recht us m. b. b. 
avi, 48 p. oh ee ‘ 
bv) 





vom 16. Sar 








der veven ie 


1 Anseasment—Germeny 2 Texetion—Germany—Le 1 Grows, 
Karl, joint ed Germany Laws, statutes, etc. i Title mw Tithe: 
+. Tithe 





7 088 


Library of Congress 3 


Freytag, Cari Emil Clemens, 1831-1908. 

Regatul Romanmiei din punctul de vedere al agriculture: sale 
de dr. phil. Carol Freytag. Tr. de George Maior Rueu- 
resci, Tip. T. Basilescu, 1898, 


Sp, B47, 2p I le 


On cover . Publicet de Miaieterul agricuituret, \odustriel, comerctatul 
O domenicie 


1 Aaricuiture—Rumania 2 Cattle Rumania Rumeria Mist 
@erul agriculterel, industriel, comerciulul ¢# ‘cumsatiter nm Mater, 
George. tr 


as 
Library of Congrees 


se RAPT 
4tb1, 


Freytag, Frederick Clark, 1996- 

The unsaponifiable lipids of beef liver, by Frederick C. 
Freytag ... Baltimore, 1983, 

ip tp Mese2 1) ce 

Thesis (ru. 0) —Uaiversity of lowe, 1082 

Biography 

“Ky Fredertct © Freytag end HG) 

‘ from the Journe! of |) chemistry vol «eo 1. 
March, 1633." 

Bibliography p 316-317, S22 


1 Lipetds 2 Liver 3. Vitemtecs & Smith MH Gregg 1908- 


Jett author 
sims 
Library of Congress QPTsi re 19 
Vatv. of lowe Libr 
am om Sugg 8 e ©: 7 








Freytag 


Freytag, Friedrich, 1853- 
Freytags Hilfsbuch far den maschinenbaeo fiir masch’ 
neningenieure sowie f den unterrich' 


arbeit von prof. ‘pine M. Coenen, prof. A. Schmidt, 
rof. dr..ing. G. Unold, . dr. 4 
toe C. Zietemann brag. von prof. P. 
J. Springer, 19%. 
xii, 2, 1460 p illus, rm fold gl, degre I~. 


omeres 2 Machinery. 
» Genach Peak Sr “rw. Uneld, Geore. 
THSLFS 1906 
* 


L 





Freytag, Friedrich, 1963- 

Fre Hilfsbuch far den hinenbeu fir h 
pq Le Ay SD y Ay ~ 
stalten, unter mitarbeit von prof. dipl. Coenen, dip 
ing. E. Lupberger ... ,u. a, brag. oe Geka 

Cee eens ge Se mi nde tent gir 











ten sbbild und Berlin, J. 
Springer, 1930. 
wi, 1), 1542 p. incl. ies, tables, diagre. ry fold. pl 20 


1 Mechanical engiorering—Handbooks, manaals, etc 2 Machinery 
1 Gerlach, Paul. of 2 
1-15866 


Library of Congress TIS FS 10 
Copyright A—Foreign 11327 
2 ain 


Freytag, Friedrich Gotthilf, 1687-1761, prasses. 
De sacris gentivm in montibvs Lipsise, litteris Im- 
manvelis Titii ,1719, 


»p Ww 
lise —Letpaig (1. G. Nimptech, respondent) 
1 Mountains (io religion. folklore, ete.) 1. Nimptech, Johann 
Gottiod, 1667-174¥, respondent. a Title 
4 1008S Hevised 
Library of Cvogress BLSsO FT 
rBib2, m135 


Freytag, Friedrich Gotthilf, 1723-1776. 

Adparatys litterarf¥s vbi libri partim antiqyi partim rar 
recementyr. Collectvs a Frider. pay Freytag, 1. c. 
Lipsia, ex officina Weidmanniana, | 

ss >. 

A continuation of Freytag’s Analects litteraria, 1760 


1} Bibliography—Hare books . Tithe. 


mo2 re 
azié, 


Litrary of Congres 


Freytag, Friedrich Gotthilf, 1723-1776. 


Analecta litteraria de libris rarioribvs. Edita a Fri- 
der. Gotthilf. Freytag, . c. Lipsia, in i ede 
manniana, 17530. 


4p NBG e 1H) 1 
Numbers 1088-1090. 
Thao ny fant (4.) found im some copies. 
Comtamed by the author’ Imreranve, Lapeam, 1782-55. 
1. Bibegreghy—Rare books 1. Title. 
645699) Reviced 


Z1012 Fe 
vv Bad 


Lisrary of Congress 


Freytag, GC. & Berndt, Kartegraphische anstalt, Vienna 
Freytag & Berndt taschen-atlas mit einem geographischen 
Ramen verzeichnis. Ober alle staaten der 
erde (rickasitentei!) von dr. Alois Fischer (Fischer von der 
Eger). Wien und Leipzig, G. Freytag & Berndt a. g., 1996. 


ny 1, 1, 121 p 475 eunge (port col.) om 121 fold p.. tables, Giagre 


1 atiesss 1. Piecher, Alste, 1836- 
Map 0 
Livery of Cages Div of aap 
Cugeright & Verein Saad 
2 


LIBRARY OF CONGRESS 


Freytag, G., & Berndt, Kartographische anstalt, 
Vienna. 

G. Freytags karte von DeutechSsterreich ... mit 
angabe der wahlkreiseinteilung ... Wien, G. Frey- 
tag & Berndt [191-] 

cover- Ese fold. mp. 40 x 54™. (fold. to 


228 x 155 


On verso: 74 Freytage Obersichtekarte des deutecr 


russischen kriegs-schauplatzes. 
1. Austria--Descr. & trav. --Mape. 
Austria. %. Buropean war, 1914- Mape. 
Library of Congress 


19-1278 


Freytag, Georg Wilhelm Friedrich, 1788-1861, ed. 

Arabum proverbia ; vocalibus instruxit, latine vertit, com. 
mentario illustravit et sumtibus suis edidit G. W. Freytag 
Bonnae ad Rhenum, venditur apud A. Marcum, 1838-43. 


Sviet By. 

Arabic title Latin title 

onan ae each with tithe: “... Arabem proverbia senten- 
t' 

Co: —t L A Meldanio proverbiorum pare prior 


le srotentiaeque 
Arabes pognis celebres, facete ingenioseque dicta. 1843 pare 2 Com 
lectio et explicatie. In- 


1 Prowerbe, Ara’ 1 ABmed Ibe Mofemmad (AM «i Fadi) 
called al Maidan 

snie 
PNGOIO ATIS 


aici, 


Library of Congress 


Freytag, Georg Wilhelm Friedrich, 1788 -1961. 
mA tadiom Gee cxatinthen covntho ju 
hammed zum spater, allgemeinen 
brauche auch far die. welche tict hebraich and arabiech 
treiben, von G. W. Freytag... Bonn, A. Marcus, 1861. 

xi, Sp Zam 
“Bildung der Araber vor Mohammeds sit”: p. 133-377. 


z 


1. Arabic language. 2. Arsbia—Soc. life & cust 3. Mohammedaniom. 
11-19116 
pM), 


Library of Congress Pye3 Fe 


Freytag, Georg Wilhelm Friedrich, 1788-1861. 


artes—Arabic. 1 Bindseil, Hetorich Ernst, 1908-1876. 
a n me l—a 
———— Copy 2 a. abeai, 


Freytag, Georg Wilhelm Friedrich, 1788-1861. 

Lexicon arabico-latinum ex opere suo maiore in usum tiro- 
num excerptum edidit G. W. oe Halis Saxonum, apud 
C. A. Schwetechke et filium, 1837. 

ip t.@p ma. 


| 
; 
3 
i 


i , 
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i 
ij 
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#2 
i 
‘Ty 
| 
lr, 


i 
i 
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2. Electione-- 





Freytag, Gustav, 1416-1895. 

Aufsétze zur geschichte, literatar and kunst. (Leipsig, 
8. Hirzel, 1897, 

vi 8p BD. (Mis Gesammelte werke, 2 auf ¥, 16) 

Halt title. 


1. Cermany—Bicg. 2 German lterature—-I%h cont—Hist. & crt. 3 
Theater. Germany 
171076 
PTIS7LAL 1896 vol 16 
vsl2d1) 


Library of Congress 


Freytag, Gustav, 1516-1895. 

Aus dem jahrhundert des oon ee von Gustay 
Freytag; abridged and of. by Lowts Addison Mhoades Bos 
ton, D. C. Heath & co., 1809. 


5. 15» front (pert) IT (Heath's modern language series) 


1. Thirty yours wer, 1618-1648. 1 Rhoades, Lewis Addison, 188)- 


19 
1 
Library of Congress PTIATI AN 1880 
Copyright 108. 2ITT am 


Freytag, Gustav, 1516-1895. 
Aus dem mittelalter. Bilder von Gustav Freytag Neuer 
abdruck. Leipzig, S. Hirzel, 1892. 


Spl =» » 2". (Added tp: Bilder aus Ger Geutechen ver- 
gangendeit voo G. Freytag. W.auf. 1. bd) 


1 Germany—Civiltaation 2. Middle ages Hist 
Library of Congress DOGFrS 1902 
141, 


Freytag, Gastav, 1516-1896. 

... Aus einer kleinen stadt. Von Gustav Freytag. ,New- 
York, G. Munro, 1881, 

2p SF (Die Geuteche library, bd 1, no 52) 


Caption tithe 
t Tithe 
i7—Ts 
Library of Congress Prise2 De 
all, 

Freytag, Gustav, 1816-1895. 

Bilder aus der deutschen vergangenheit. Hrag. von Gustav 
Freytag. Leipsig, S. Hirzel, 1816-77. 


ey 1816-1806. 
on vergangenbet. ;Leipsig, 8. Hirsel, 


4+. in 6. 209". (Mts Gerammotte werte. 2 eet. ¥, 17-21) 


F 
L 
Ey 


on | 
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Freytag, Gustav, 116-1895. 
Bilder aus der deutschen vergangenheit Leipzig, P. 
List 1924-25, 
S + to 6 front, tus, plates (incl music: pert col. pert fold) 
= one col.) fold. maps, fold. plans, faceime (pert fold.) diagre. 
“Die one wurde von dr G A. EB. Bogeng 
— us dem mifteisiter . Vom mittelaiter cur seo 
att Aue ry Jebrbundert der reformation, 2 + Aus dew 
Febrnsosen des groseen kriezes, 1600-1700 .¥. Aus oeuer ‘wit, 1700 


1. Germany 2 Germany —Civilization 1 Bogeng, Guster Adolf 
Erich. 1861- od. u. Tithe 
2-182 Revised 
Library of Congress DpeLFS 19a 
yr82e2, 
Freytag, Gustay, 1816-1505 
Gustav Freytags briefe an Albrecht von Stosch, hrsg. und 
erlautert von Hans F. Helmolt. Stuttgart anf Herlin, Deut 
sche verlags anstalt, 1914 
1. Sp By" 
“Exkurs (20 den briefen vom 7 und @ juli 18B4) Mismarck une 
Stosch. Die kanzlerstureversuche voo ISTH” p 323,-aae 
1 Hetmwott, Hans Ferdioand, 19> 1020, ed 
3 1600 
dabrary of Congress PTUSTA Z5A4 
Copyright A Foreign Ty. 


aT 


wen Sa 1816-1895. 


.. Die Briider vom deutschen hause. Von Gustav Freytag 
New. York, G. Munro ,1881, 


pp S2" ( Die deuteche library, bd. 1, 20. 36) 


. Tite 
17— T1804 
Library of Congres Prism 
Copyright 1881 14280 (901, 
Freytag, Gustav, 1816 1895. 
Debit and credit; tr. from the German of Gustav Frey- 


tag by L. C. C5 with A Edisto Christian pone Jo 
sins T. Constable and 
ete.) 1857. 


zy ime. 
who tc tt. Bunsen, Christian Kari Josias, freiberr von, 1791- 
Library of Congress PZ3FeD 


Freytag, Gustav, 1816-1895. 

Debit and credit. A novel. By Gustav Freytag. From 
the ~—s, with the sanction of the author, by Mrs. Mal- 
colm. London, R. Bentley, 1858. 


iv, Sp 


1. Malcolm, Mrs Georgiana tr i. Title 
71-3511 
Library of Congress PZ3. FeeeDs 
Freytag, Gustav, 1516-1895. 
Debit and credit ; from the German of Gustav 


New York, Harper 


axty, (25,56ip 21)" 
no 738) ai 


(On covcr: Harper's Franklin square library. 


£Cb Co. 2c c& m. Bansen, Chris dart Josie, 
| 3 be. 
fretherr von, 1701-1880 tv. 
Library of Congress P23 FeeeDe 
Stel, 


CATALOG OF PRINTED CARDS 


Freytag, Gustav, 1916-1895. 

Debit and credit, by Gustav Freytag; translated by L. C 
Cummings, with a preface by Chevalier Christian CJ. Bun- 
sen. New York, W. Abbatt, 1909 

axiy, )) 3464p By 


1 Cw ontem. 1..C.. tr. o Bosses, Christian Karl Jostes, fretherr 


vou, 1701 
wesis 
(Pmr ) 
Weebdiagtosn, DC Pobiic Library 
a20d), 


Freytag, Gustav, 1516-1895. 
Doctor Luther, by Gustav Freytag; translated by G. C. L. 

Riemer Philadelphia, Pa., The Lutheran publication so- 

ciety ,°1916, 


28 p frost, ports 1j)° 


1, Lother, Martin, 1483-1546. 1. Riemer, Guide Cari Leo, 1873 tr. 


16-16878 
Library of Congress 


Copyright A 488137 


BR325 F75 
(3081, 


Freytag, Gustav, 1816-1895 
Doktor Luther. Eine schilderung von Gustav Freytag 
Edited, with introduction and notes, by Frank P. Goodrich 
Boston. Ginn & company, 1894. 


sv. 177 » =1* «(On cover: Internationa! modern language serie«) 


1. Luther Martia, 1485-154 | Goodrich, Frank, 1856-1929, ed. 


1232877 
Library of Congress BR325.F7 
Copyright 184 41007 Beet 
Freytag, Gustav, 1816-1895. 
Erinnerungen aus meinem leben. Von Gustav Freytag. 
Leipzig, 8. Hirzel, 1 
2p. |, th-vill, 377, hh ge 19™ 
1 Tithe 
176475 
Library of Congress PTie73z74 17 
2th; 


Freytag, Gustav, 1816-1895. 
Erinnerungen aus meinem leben. 
(in hee Gesammelte werke Leipsig, 1996-08. 204°". ¥. 1, p. 1-256) 


1. Title. 
17-2762 

Library of Congress PTIS73.Al 1896 voll 
Freytag, Gustav, 1816-1895. 

Gesammelte sufsitze, von Gustav Freytag Leigzig, 8. 
Hirzel, 1888. 

20. 2". 

Each volume hes also epectal 

sDie cutaltee dieses wad den folgenden banden warden wenige cunge 
Bommen—in den jahren 1848-1874 geechrieben und suerst in Gen salt 


Freytag 

Freytag, Gustav, 1516-1895. 

Die geschwister. Von Gustav Freytag. New-York, G. 
Munro ,1881, 

4p 32°. (Die deutsche library, bd. 1, ao. 47) 

1 Tithe 

17—7888 

Library of Congress PTis32 164 

Copyright 1881. 18677 (32e1 


Freytag, Gustav, 1916-1895. 
Gustav Freytag und herzog Ernst von Coburg im brief 


wechsel. 1853 bis 1893. Hrsg. von Eduard Tempeltey 
Leipzig, S. Hirzel, 1904 


avi, 1), 420 p. front, pf. 2. 


1 Ernst u, duke of > eee -Gotha, 1818-1) Tempei 
Eduard von, 1882- ae nollie - 
ADD 
Title from Leland Stanford Jr. Univ. Printed by L. C 


e271, 


Freytag, Gustav, 1916-1895. 

Ingo, the first novel of a series entitled Our forefathers, 
by Gustav Freytag ... tr. from the German by Mrs. Malcolm. 
New York, Holt & Williams, 1873. 


iv p. 11, S27 p 1T7™. (Leteure boar series. «* 2) 


1 Germany—Hist —Rarty period to #43-—-Fiction 1 Maleotm. 
a Title 
Mra Georgiana, tr) a - 
Library of Congress Pa reer 
a3Tbl-, 


Freytag, Gustav, 1816-1895. 


Ingo und Ingraben 
York, G. Munro ,1881, 


Sp 32". (Die deuteche library, bd. 1, no. 16) 


Von Gustav Frevtag New- 


1 Title. 
17—TT8 
Library of Congress PTiss2. De 
Copyright 1881: 11766 (hel, 


Freytag, Gustav, 1416. 1595. 

Ingrahan, the second novel of a series entitled Our 
forefathers, by Gustav Freytag ... tr. from the German 
by Mrs. Maleolm. New York, H. Holt & company. 1873. 


2p 1, 4p 17° (Leisure hour series ov 25) 


1 Germany — Host 
Tw 


Early period to M43— Fiction 
Georguna tro the 


1 Makolm, Mra 
wn 


Library of Congress PZ3 FEW In 


Freytag, Gustav, 1516-1895 
Die journalisten. Lustspiel in vier akten, von Gustav Frey 
tag. Edited with literary introduction and notes, by Franz 


Lange Sth ed. Toronto, The Copp Clark co. limited 
md, 
178 p 18". | Helf-titie, Modern German authors) 
Firet published 182 
1 Lange, Frans, 1650- od ot Tithe oum 
Library of Congress PTis7T3 213 


. 
e 









Freytag 


Freytag, Gustav, 1816-1895. 

Freytag’s Die journalisten; comedy in four acts; a 
critical translation. Cambridge, Mass, Waterman & 
Amee, 1588. 


wp Mm 


+ Tithe Dre journalisten 


1)-20800 
Library of Congress 


Cop) right 1888 Sass 


PT1873)3 1 


Freytag, Gustav, 1416-1805. 

Die journalisten. Lustepiel in vier acten. von Ciustay 
Freytag. Ed, with an English commentary, by Walter D 
Tos Tieston, D.C. Heath and company. 1889. 


lh 10) p Isy* (Heaths German erries) 


¥ 1 oa mu Tite 
t Toy, Welter Deliem. 1-29 


Livrary of Congress PTieT3 J2TS 1 





eee Gestav, 1816-1806. 
Die journalisten; lustepiel in vier akten, von Gustes 
Freytag; ed., with introduction and notes, by Calvin Thoma 
New York, H. Holt & company ,etc.,; Boston, C. Schoen- 
bof ,"1889, 
sill, 1354p 194°. (College aries of German plays) 


1 Thomas, Calvin, 1854-1019 e¢ om Title 
17-10 
Librery of Congress PTisTa.J7T4 lee 
Coprright iam 372771 Ae, 


Freytag, Gustav, 1416-1895. 

Die journalisten; lustspiel in vier akten, von Gustav Frey 
tag; ed. for school use by J. Norton Johnson, rm. o. New 
York, Cincinnati ,ete., American book company “1897, 


iTlp mi 


t Jonnson. J Norton. ed mm. Title 


Library of Congress PTISTS J236 
Copyright eT DATO 4141, 


Freytag, Gustav, 1416-1895 

Tie journalisten. luntsynel on vier alten von Gustav Frey 
teg: mit anmerkungen und fragen versenen von Jonathan 
Hikiner und Toluas Diekhoff Ann Arbor, Mich.. G. Wabr 
leon, 

2p t.i%p me 


1 Meth Totter  .—- er % i od tt Hilder, Keri 
August Junathan 19 m Title 
1 -28811 
Library of Congress PATS S25 
Caran A Bee eB 


Prey.ag, Vesta, 1816-1895. 

Die journalisten; lustepiel in vier akten von G. reveen 
edited, with notes and vocabulary by E. Manley 
Allyn and Karon, 1991. 


mp 


1. Mealey, Béwerd. 1071-3 of 2 Tithe 


Livery of Cagrep (Priers 32) 
Caprnge 4 Gm wr, 


LIBRARY OF CONGRESS 


Freytag, Gustav, 1416-1895. 

Die journalisten ; lustspiel vier acten, von Gustay Frey 
tag. re-edited with introduction and notes by Walter Dallam 
Toy Boston, D.C. Heath and company, 1001 


is, 140» froet (pert) 160° (Heaths modern leuguage series) 





& Toy, Walter Detiom. ot tm Title 


Library of Congress rita. 2776 W088 
Coprright A 1ST. Brit 


Freytag, Gustav, 1916-1895. 

Die journalisten; lustspiel in vier akten, von Gustav 
Freytag; ed., with notes and vocabulary, by Thomas Bertrand 
Bronson New York, D. Appleton and co., 1901 


sxxitl, 104 p front. (port.) pl 1749. et Twentieth ceo- 
tury text hooks, genera! extitor. L F Nightiogale 


Series title also at head of t -p 


1 Bronson, Thomas Bertrand, 1887- 4 m Title 


Library of Congress PT1S73.J2B7 
Copyright A 17602 34), 


rreytag, Gastav, 1816-1895. 

Die journalisten, a comedy by Gustav Freytag; ed., with 
introduction, translation exercises based on text, notes, and 
complete vocabulary, by Leigh R. Gregor 
ete., Ginn & company , 1904, 

=v, 231 p. incl. front. (port) I7¢°. (On cower: Internations! mod- 
ero language series) 


1 Gregor, Leigh Richmond, 1860- oo o Tite 


T1873.32G7 
41), 


Labrery of Congress 


Freytag, Gustav, 1516-1895. 
Die journalisten ; lustspiel in vier akten, von Gustav Frey- 
tag; ed. with introduction and notes by Charles Bundy Wilson 
Chicago, Scott, Foresman and company, 1905. 
218 p front (port) 194° (The Lake German classics) 


t Wilson, Charlies Bundy, 1861- od im Tithe. 
>—11065 
Library of Congress PTis7T3 J2WS 1006 
Coprright 331, 


Freytag, Gustav, 1516-1895. 

Die journalisten ; lustsprel in auee akten, von Gustav Frey- 
tag; ed. with notes and bulary, by Calvin 
Thomas 2d ed., rev. New York, H. Holt and company, 
1909. 

5.224 p. 17° 





t Thomas, Calvin, 1854-1919, ed ut. Title 


Library of Congress PTIsT3 3774 1908 
Coprright D 19002 wand, 


Freytag, Gustav, 1816-1895. 


Die journalisten; lustsepiel in “a akten, von Gus. 
tav Freytag; ed., with introduction, bi york notes, 
—- on the text, theme omieste for 

tion, and vocabalary, by H. Potter Noe Tonk York, 
Charles F.. Merrill company mpi, 
MA» from (port) 187 (Merrill's German texts) 900 


Bibliography p 21 
1 Potter, HA. ed 


11-1707 
Lobrary of Congress 
Copyright A 77 


$12 





Freytag, Gustav, 1616-1895 

Die journalisten; lustspiel in vier akten, von Gustav 
Freytag, ed. with introduction, notes and vocabulary by Walter 
Dallam Toy Entirely new ed. Boston, New York ,ete., 
D.C. Heath & co. “1916. 


=, M2 p front (port) I7° (Heath's modern language series) 


1. Toy, Walter Datiam. et ut. Title 


Library of Congress PTISTS 1276 1016 
Copyright A 438174 yadibt, 


Freytag, Gustav, 1416 1895. 


Die journalisten, by Gustav Freytag, literally tr. by 
Vivian Elsie Lyon. New York city, Translation publish. 
ing company, ine. 1916 


1p 1.19% p 154" (The students’ literal translations) $050 


1 Lyon, Vivian Elsie, tr. Title 


17-198 
Library of Congress 


Copyright A 453139 


PT1873 J% 


Freytag, Gustav, 1816-1895. 


The journalists; comedy in four ante, by Gustav Frey- 
tag; literally tr. from the German ... Cambridge, Mass., 
C. W. Sever, 1888. 


2p 1.10p we 


1 Title 


17-2060) 
Library of Congress 


Copyright 1888. 7985 


PT1873 JR 


Freytag, Gustav, 1816-1895. 


The journalists; a comedy in four acts, by Gustav 
Frevtag, iherally tr. from the German by Herbert Leslie 
New York, Hinds, Noble & Eldredge, 1904. 


tpl. tp 158 (Handy literal translations) 


1. Leslie, Herbert, tr. i. Title. 


tee ot Ge 14138 


Copynght 


PT1873.Jas 


Freytag, Gustav, 1816-1895. 

Karl der Grosse nebst zwei anderen bildern aus dem mittel- 
alter von Gustav Freitag; ed., with introduction and notes by 
A. B. Nichols New York, H. Holt and company ; ;etc., etc., 
1893, 

siz, 0p. 17. 
ee nee oem vat. 1 of the author's Bilder aus der deuteches vergangeo- 

Contents —Kari der Grome—Aus dem klosterieben im 10. jabrbua- 
Gert. —Aus den treuszigen. 


1 Charlemagne, 142-614 2 German language — Chrestomathies and 
readers. 1. Nichola, Alfred Bull, ed. tu. Title. 
1184854 
Library of Congress Prsii7FS ise 


an, 


Freytag, Gustav, 1816-1895. 

Karl der Grosse; zwei bilder aus dem mittelalter von Gustav 
Freytag; ed., with introduction and notes by A. B. Nichols . 
with vocabulary by F. H. P. Grossmann ... New York, i. 
Holt and company, 1911. 

sit, Wp. 17. 


oe on 1 of the author's Bilder us der Geutechen verganges- 
it 

Cowrests.—Karl der Grease. —Aus dem klosteriebec tm 10. jabr- 
bondert 


1. Charlemagne 742-414. 2 German 
1 Nichols, Alfred Rati, 1862- 
BHP. ar. Title 
Library of Congress PPS1I7. FS 1911 
Copyright A 805102 e4ibl, 


aod 
ed. a. Grosemana, 
12 a8 
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XUM 


Freytag, Gustav, 1816-1895. 
Karl Mathy. 


(Leipzig, 8. Hirzel, 1898, 


ivp, 11,4209. Mim. (His Gesammelte werke. 2 aufl v. 22) 


Half-title 


1. Mathy, Karl, 1807-1868. 


v1, 


Library of Congress 


Freytag, Gustav, 1816-1895. 


1-007 


PTIG732A1 1896 vol. ZZ 





Der kronprinz und die deutsche ki ke 


blitter, von Gustav Freytag 
1889. 


Zpl. 6p iy 


1. Friedrich 
war, 1870-187) 


Library of Congres. 


it, German emperor, 1531 ~ 188. 
1. Tithe 


Dear 


o8@b1, 


Freytag, Gustav, 1916-1895. 


Er ngs 
Leipzig, 8. Hirzel, 


2. Fraaco-German 


Der kronprinz und die deutsche kaiserkrone. 


Erinnerungsbl&tter von Gustave Freytag. 7. 


Leipzig, S. Hirzel, 1889 
2p. 1., 1226p. 20% 


(Continued on next card) 


Freytag, Gustav, 1816-1895. 
Der kronprinz und die deutsche kaiserkrone ... 


.. (Card 2) 


auf). 


1. Friedrich III, German emperor, . 1831-1888. 


2. Franco-German war, 1870-1871. I. Title. 
G-f4 
Library of Congrese Dile24.F72 
[a32b1) 
Freyteg, Guetev, 1816-1895. 
The lost ist eacuentys | a novel, by Gustav F; ee 
Tr. by Mrs. Malcolm Copyright ef London Chap 
Hall, 186s. 
Sv. i. eam 
Library of Congrem, ao. 
~——s Guetav, 1816-1895. 
ply gl A novel, by Gustav Foes --, 
Tb by Mrs. Malcolm ... New York, D. Appleton and 
company, 1891. 
ep a. 
In doeble eofamns oan 
‘Liwary of Congren, oe. 


CATALOG OF PRINTED CARDS 


1 Title 
+ 31600 
Library of Congress Pza Feel 4 
(3841, 
Freytag, Gustav, 1816-1895. 
-. Mareus Konig. Von Gustav Freytag... New-York, G. 
Munro ,1881, 
4p S. (Die Geuteche library, 04 1, oo @) 
. Tithe 
171985 
Library of Congress Prise. 
Copyright 1881: 17885 Aidt, 


Freytag, Gustav, 1816-1895. 

Martin Luther, by Gustav Freytag; tr. by Henry E. O 
Heinemann ... Chicago ,etc., The Open court publishing com 
pany, 1897. 

vi, 1890p. front. plates, ports, facsims 24). 


1. Lather, Martin, 1488-1546 1. Heinemann, Heory Emi! Otto, 
1864 w. 


D 140 
Library of Congress 
—— —— Copy 2. 


BRS25 FTS 


Freytag, Gustav, 1816-1895. 


Martin Luther, by Gustav Freytag. Tr. by Henry E. 0. 
Heinemann ... 2d ed. Chicago, The Open court publish- 
ing company ; ;etc., ete., 1910. 


vi, 130 p. front, plates, ports, facsims. 244° 


1. Luther, Martin, 1483-1546. 1. Heinemann, Henry E. O,, tr. 


Ald 
Title from Leland Stan- ford Jr. Univ. Printed by L. C 


Freytag, Gustav, 1816-1805. 
Das nest der zaunkénige. Von Gustav Freytag ... 
York, G. Munro 1881, 


@p. S22”. (Die douteche library, b4 1, a0. 34) 
1 Tithe 
17—Tree 
Library of Congress PTis82.D4 
Copyright 1881: 14087 @1bi, 


Freytag, Gastav, 1416-1895. 
. Then nest der zaunkinige, von Gustav Freytag; abrilged 
and el., with introduction ani notes, by Edwin C. 
and Charles H. Handachin .... Boston, New York ,ete., D c. 
Heath & co. ,1912, 
aH, 261 p. froet. (pert) plates, map. 
guage weries) oe 
Vol. on of Frertag’« crete: tte nbnes. 


17" «(Heath's modern ine- 


1. *Huedder, Hetwin Cart, 1873- ed. tt Headerhin, Charles Hart, 
1873s Jotat et. mt. Title. 


13-3848 
PTISTS. NARS 
Sel, 


Freytag 


Freytag, Gustav, 1416-1895. 


Neue bilder aus dem leben des deutschen volkes. Hrag. 
von Gustav Freytag. Leipzig, 8. Hirzel, 1862 
avi, SB p21 2 
1. Germany—Civilization. 2 Germany—Soc. life & cust 
21-2279 


Library of Congress DD61 Fas 


Freytag, Gustav, 1416-1895. 


Pictures of German life in the xv", xvi", and xvu" cen- 
turies. By Gustav Freytag. Tr. from the original by 


Mrs. Malcolm London, Chapman and Hall, 1862. 
zv. wm 
- 1 Germany- ~tpeltanion 2. Germany—Soe. life & cust 1. Malcolm, 
ad 
#28015 


Library of Congress DDes Fee 


Freytag, Gustav, 1816-1895. 
Pictures of German life in the xvit* and xix” centuries. 


Second series. By Gustav Freytag. Tr. from the original by 
Mrs. Maloolm London, Chapman and Hall, 1863 
2 1. 


1. Germany —<'Ivilization. 2. Germany —Sor. life & cust. 1 Maicotm, 
Mra Georgiana, tr 
+ ow 
Library of Congres Doe re 
4th 
Freytag, Gustav, 1816-1895. 
Politische sufsitze. ,Leipzig, 8. Hirzel, 1897, 
5, 2p. Bi". (Hie Geeammeite werke. 2 auf. +. 15) 
Halt-titte 
1. Germany—Pol. & govt. — 1848-1870. 1. Tithe. 
177 
Library of Congress PTISTB.AL 1886 vol. 15 


idl, 


Freytag, Gustav, 1816-1895. 


... Reminiscences of my life. By Gustav Freytag. Tr. 
from the German by Katharine Chetwynd ... London, 
F. V. White and co., 1890. 


2. 
At head of title: The Freytag reminiscences 


1. Chetwynd, Katharine, tr 
17-04 
Library of Congress 
Freytag, Gestay, 1816-1895. 
rittmeister von Alt-Rosen, von Gustav Freytag; ed. 


Der ritt 
by James Taft Hatfield .. Heston, D. C. Heath & co., 1864. 
Sp. l, v-ai 201 p. 187°. (Heath's moders inaguage ~eries) 


& Hatheld, Jomes Toft. 18- of a Tithe 
1s—ansre 
Library of Congres PTisTs ROHS 
Copyright 1600 es080 ani, 









Freytag 


Freytag, Gustav, 1816-1895. 
Soll und haben. Segoe Dante thhen, wn Cate Pop 


tag ... eg 7. abdruck der Lei 
8.4 7 sereotyp-aung.) .. psig, 
2r i. 11 
L Tithe. 

to eaall 
Library of Congress Pristass 1987 5B 2 


Freytag, Gustav, 1516-1895. 
Soll und haben. Roman in sechs biichern, von Gustav Frey- 


- 21. aufl, (15. abdruck der stereotyp-suagabe) ... Leip- 
zig, S. Hirzel, 1875. 
2 iol my. 
1 Tithe 
27—11287 
Library of Congress PT1S73.36 1875 
@idl, 
Freytag, Gustav, 1816-1895. 
Soll und haben. Von Gustav Freytag New-York, G. 
Munro , 1582, 
25. 82" (Die denterhe Whrwry, bd. 2, no. 42. 1)-2, hilifte) 
1. Title 
17—7o™ 
Library of Congress PT1332.D4 
Copyright 1882: 1000 Tel, 


Freytag, Gustav, 1816-1895. 

Soll und haben Ly and credit) « novel, by Gustav Frey 
tag; condensed from the original and ed., with English notes 
for the use of American schools and colleges, by Ida W. Bult- 
mann... Boston, Ginn and company, 1892. 

¥, 2200p 18°. (On cover: loternationa! modern language series) 


“On page 219 and 220 will be found « list of the passages 
by the editor "Note on p. tl, Pages 219-220 wanting in this copy. 


1. Bultmann, Ide Wilhelmine, 1858-1804, ed. 1, Title. 


1282008 
Library of Congress PT1873. 56R8 
Copyright 1802: 13401 (4091, 
Freytag, Gustav, 1816-1895. 
Soll und haben, von Gustav Freytag ... abridged and ed., 


with introduction and notes, by George T. Files ... Boston, 


D.C. Heath & co., 1901. 
vi, 25 p front (port) 17°. (Heath's moders language series) 


1. Files, George Taylor, 1806- eo Tithe 


PT1873. 3675 
aul, 


Library of Congress 


Wreytag, Gustav, 1516-1895. 
Die technik des dramas. , Leipzig, S. Hirzel, 1897, 
v1, ch, 814 p WON". (Hie Geeammeite werte 2 acf +. 14) 
Half title 





LIBRARY OF CONGRESS 


Freytag, Gustav, 1916-1895. 

Freytag's Technique of the drama, an exposition of dramatic 
composition and art, by Dr. Gustav Freytag. An authorized 
translation from the 6th German ed. by Elias J. MacEwan 
Chicago, S. C. Griggs & company, 1895. 


is, Sp we 
1 Drawn Technique. 1. MacEwan, Elias J, ed. 
1118700 
Library of Congress PNiemwFT 
Copyright 1804: 44083 fitl, 


Freytag, Gustav, 1816-1895. 

Die Valentine; schauspiel in finf akten, von Gustav Frey- 
tag. Leipzig, S. Hirzel, 1858. 

2a1,¢-1%p We. 


Library of Congress prisma.vs Le 


Freytag, Gustav, 1816-1895. 


Freytag's Die verlorene handschrift ; with introduction 
and notes by Katherine M. Hewett. New York and Lon- 
don, The Macmillan co., 1898. 


xivili, 223 p port 12° 


Oct. B, 8-21 


Library of Congress (Copyright 1898: 60261) 


Freytag, Gustav, 1852- 

G. Freytag’s Welt-atlas; 255 karten auf 142 seiten und na- 
mensverzeichnis. Wien, G. Freytag & Berndt a. g. 1925, 

1 pL, 142, 145 —. incl. 256 col. maps, diagrs. 195 214". 


Library of Congress Div. of Maps 


Freytag, Gustav, 1852- 

G. Freytag’s Welt-atlas; 255 karten auf 142 seiten und na- 
mensverzeichnis. Wien, G. Freytag & Berndt a. g., 1927. 

1 p L, 142, 166 p. incl. 256 col. maps, diagrs 19 21)". 


1 Atlases. 


Library of Congress Div, of Maps 


Freytag, Gustav, 1852- 

G. Freytag’s Welt-atlas; 255 karten auf 142 seiten und na- 
mensverzeichnia. Wien, G. Freytag & Berndt o g., 1928. 

1 pL, 142, 166 p. incl. 255 col. maps, Giagra 19 71)”. 


Freytag, Gustav, 1853- 


G. Freytag’s Welt-atlas; 255 karten auf 142 ssiten und na- 
menaverseichnis. Wien, G. Freytag & Berndt «. g., 1929. 


1 pL, 142 166 p incl. 255 col. maps, dingra. 19 214". 


Library of Congress Div. of Maps ee 


Freytag, Gustav, 1863- 
G. Freytag’s Welt-atlas; 255 karten suf 142 ssiten und na- 
rrr Wien und Leipzig, G. Freytag & Berndt «. g., 


2 pL, 142 (4 « 144), 151 p. incl, 280 col. maps, diagra 202 22°. 


1. Atlases. 


Library of Congress 


Freytag, Heinrich. 
Contax-praxis; kleinbild-technik, kleinbild-kunst, von Hein- 
rich Freytag, mit 85 bildern. Halle (Saale) W. Knapp ,*1938, 
137 p. tus, col. pl. 24". 
Bibiiograpay = p. 131 


Photography — Handbooks, manuals, etc. 2 Cameras. 8 Photogra 
a Se 1. Title 
Ss TBARS 
Library of Congress TRO.FT 
Copyright A—Foreign SaTOe 
3 7 
Freytag, Heinrich. 
.. Das farbige bildnis. 1.-10. tausend. Halle (S.) W. 
Knapp ,°1941, 


S2p. 1 ius, col plate, diagrs, 17. (Parbes-fotorat, 4) 


1 Photography—Portraits. 2. Color photography. 1 Tite 
«Tas 
Library of Congress TRSTS.FTS 
re ™ 


Freytag, Heinrich. 
Fotoserien ; rey! von Heinrich Freytag. Mit 27 foto- 





serien. Halle (Seale) W. Knapp ,°1935, 
7p. ies 21°. 
1 2P 1. Title. 
‘be 16808 
Library of Congress TRSSO.FTS 
Copyright A—Foreign 7636 
a TT. 


Freytag, Heinrich. 

Die 12 filmtips, von Heinrich Freytag. 1-5. tausend. Halle 
(Saale) W. Knapp, 1939. 

2 i,p Mee 21°. 
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Freytag, Heinz Julius. 

Die geologischen verhiltnisse in der siidostlichen umgebung 
Bayreuths . me voa Heins Julius Freytag . yt 
trieb bei der Pr 
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Freytag, Hermann Kari Ernst, 1869- 
Ein Stolper ordiniertenverzeichnis von 1574 bis 1591. Von 
H. Freytag 














©. 1; BBL. les, 4 ph. (inet, fold. col. map) 254" aan a. felsetin Cee vofecmationngenctiehte... Lelgetg, 2008. 201. ar.40. 
Prussia. a. ft, bt. 128) 
“Literaturverseichais”: p. 2-43. 
1, Geology—Franconia, Upper. 1. Title. 1. Clergy—Germany— Stolp. 2. Ordination. 
G 831-300 ae 
Livrery, |. Geological Survey ‘Title from Union Theol. Sem 
Livrery of Congress (qeswaior a t.nt iz) Library of Congress (DRS00.A5  Jabrg. 10) 
2 ra 
—— Freytag, Jean David, 1765-1832. 
der haftlichen und berufssténdisch Mémoires du général J. D. ... contenant des détails 
BP nn — nyt Ay = hoslowakei, von dr. Hellmuth sur les déportés du 18 fructidor, & ls Guyane; la relation des 
Freytag. Leipzig. R. Noske, 1934. principaux . ee a ee = colonie 
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Présier, Amédée Frangois, 1682-1773. 
Keine nach der Sid see, und denen kisten von 
Pern und Brasilien. Aus dem franzdsiachen dbers., 
mit vielen saubern kupfern versehen. Zam andernmal 
hrag., und mit einem Anhang aus der in den jahren 1740 
bin 1744 von dem berbhmten engl. commandeur, Hrn. 
Georg Anson, nach der Sid-see, oder meistens um die 
nz welt, gethanen reise vermehret. Hamburg, T. von 
yierings erben, 1745. 


3p |. 6p front, « pl (part fold, incl 3 maps, 2 plans) 18”. 


(Comunued co next card) 
Las 


LIBRARY OF CONGRESS 


ay my mp ge Fhe . Reise nach 
der Sid-see ... 1745. (Card 2) 
The original work has appended ire des 


Library of Congress F222] Pe 


Frésier, Amédée Francois, 1682-1773. 

Relacién del viaje por el mar del Sur 4 las costas de Chile i 
el Peré durante los afios de 1712, 1718 i 1714; por m. Frézier ... 
Traducido por Nicolas Pefis M. de ls primers edicién frances 
de 1716. Santiago de Chile, Impr. Mejia, 1902. 

=avip. 11. 176p.11 19°. 


Transiation of of that portion of Présier's Setatien Go cognge Got ee 
40 Bud ...” which relates to Chile. ef. p. tr. 


1. Cille—Deser. & trav 1 Petia M., Nicolas, tr. 


2—ne 


ree re 
STI, 


Library of Congress 


Frésier, Amédée Francois, 1682-1773. 

Relation du voyage de la mer du Sud aux cétes du Chili, du 
Pérou, et du Brésil, fait pendant les années 1712. 1713 & 1714, 
par m. Frézier Ouvrage enrichi de quantité de planches 
en tailleclouce ... Amsterdam, Chez P. Humbert, 1717. 

2 tel. froets, sxaen pl. (pert fold, incl maps, plans) 17)". 

“Mémotre ounae Vétaditesement de péres Jésuites dane ies lodes 
@Bapagne” : tL. 
tronre point Bons | raaition de Paris.”—Note, 


1. South Americe—Descr. & trav. 2. Voyages and travels. 3. Jesuits 
Pereguay 

122187 
Pozi Fes 
el, 


Library of Congress 


Frézier, Amédée Francois, 1682-1773. 

Traité des feux «artifice, ou l'on voit: . La maniére de pré- 
parer les matiéres qui entrent dans la composition des feux 
artifice. u. La méthode de faire & de composer toutes sortes 
de feux d'artifice. 1m. Ob l'on donne une idée de la conduite 
des feux de jove. Par le s’ Frezier A La Haye, Chez J. 
Neaulme. w.occ.xu1. 

2p L, ilty-tv, avill, 304, 6p. we pl. 164%. 
wi tp. engraved: Traité des feax artifice pour le epectacie 


1. Fireworks. 
38-14215 
Library of Congress ‘TP900.F7 1741 on2.1 
Frésier, Amédée Francois, 1682-1773. 
A voyage to the South-sea, and the coasts of Chili 


and Peru, in the years 1712, 1713, and 1714. Parlay de 
scribing the genius and the 
well Indians as Spaniards ... 





By Monsieur Frezier ... Tilue- 


6p. 1, 386. ‘ aarvu (4. ¢. 38) pl. . eo 
ie ry he ) pl. (part double, inci. frest.. maps, 
(Cootinued 0 next card) 


(382, 


, Amédée Francois, 1682-1773. 
South-sea ... 1717. (Card 2) 
An extra plate (numbered 36; precedes pi. rxx61; 122 omitted io oum- 
bering plates 


A voyage to the 


1 South America—Descr & trav. 8. Venngye on8 srneet 3. Peru— 
hed 4. Indians of Routh America—leru. 5. Jesuits is Para- 
omy. t Holley, Edmund, 1956-1742. 1. Title. 


Library of Congress F2221.Fee , 
ear, 





Presza dalle Grotte. Giuseppe. 





de’ Minori conventuali. Da f. t Ghemape Poss dalle Goctie 
Faeee Ae amegenty ae Seminario, opers di G. Manetti, 


168 (1. © 164), 6p. Ulan. (music) 
‘Tithe vignette: beraidic device aes watts so 161-162 


omitted 
1 Chant 10k, Uregerten, ote.) 1 Tithe. 
S&S 283 
Library of Congress MTS80 Fee 
aso. 


ne Om ae 
Ll cantore istruzione de’ Religiosi minori 
conventuali, Cee, Gen 6 Gat Peete, & p 
Giuseppe Frezza’ dalle Grotte . 
Was dense 00 Gstaad coeemms . Manfra, 1713. 
14, (7) p. hee (maste) fold. pl 2". 
Miastrated haif-titie: title vignette. 





1. Chant (Plain, Gregorian, ete.) Tithe 


Library of Congress MTSt0.Fa85 


Presza dalle Grotte, Giuseppe. 
Tl cantore ecclesiastico er ,istruzione de’ re mi- 


164, (7, p. incl. front, illus. (music) fold pl 25™. 


1, Chant (Plain, Gregorian, etc.) 1. Tithe. 


Library of Congress 


Frezzi, Federigo, d. 1416. 

Tl quadriregio o Poema de’ quattro regni, di monsignore Fe- 
derigo Frezzi ... cor., ¢ coll’ ajuto d’antichi codici mas. alla sua 
vera lezione ridotto, con le annotazioni del p. m. Angelo Gu- 
glielmo Artegiani Agostiniano, le omservazioni istoriche di Giu- 
stiniano Pagliarini e le dichiarazioni di aleune voci di Gio: 
Baptista Boccolini. Agg in fine la Di jone apolo- 
getica del p. don Pietro Canneti abate camaldoless intorno allo 
stesso poema, ¢ al suo vero autore. Con indici copicsi 
cose notabili, a degli autori citati nelle dichiarazioni delle voci. 

(Continued op next card) 





181441 
1@0b1, 
Frezzi, Federigo, d. 1416. Tl quadriregio o Poema de’ 
quattro regni... (Card 2) 
Pub. dagli accademici rinvigoriti di Foligno ... Foligno, P. 


Frezzi, Federigo, d. 1416. 

woe Th quadriregio, a cura di Enrico Filippini. Bari, Gius. 
Laterza & figli, 1914. 

Spl. B42 p. 224". (Molf-titie: Serittor! @italia. 45,) 


1. Pilippim, Enrico, 1807- ed m Tithe 
Ale 2am 


Hoptine unt 
ws jp ey nn, 


Pri, James Lioyd, 1891- 


» Hite ceaten Risin, planning cod ented, ty Deano t. 


Fri .. New York, Prentice-Hall, inc., 


xiv p. 11, 971 p Ulue (forms) Giagre =i". (Retailing series) 
Costaine bibliographies 
1 Retail trade . Tithe 
Bs 8 
Library of Congress HYS@OrT 
Copyright A ssco10 $81, 
Fria Lagoni, Mauro, peewd. 

Concha Espina y sus criticos; documento para la historia 
de \a literatura espafiola, por Mauro Fria Lek Toulouse, 
Editorial Figarola Maurin, 1929. 

2p L. (7-416 p. Inet. plates, ports. facsima 19°. 

1 Bapina de Serna, Concha, 1877 

2 71530 
Library of Congress PQO8U8 8526 
Copyright A Foreign ce 
a1, 
Frianoro, Raffaele, pseud. 
eee 
Nobili, Giacinto dé, f. 1594-1627 
Lraaany or Cowoness Rerzaence 


congress seces'in'} sutae which do wot appant as bandings 's depuattory catalogs 


Friant, John R. 


Glimpses of old Georgetown, presented by John R. Friant, 
Thomas A. Rover and, Edwin M. Dahill, ir. of the class of 
his- 


1941, to the alumni. 


x 41-400 





«Wash D.C. U 


tory department of Georgetown university, 1939, 


2p, sip 


1 
author 


Library of Congress 
Copy 2. 
Copyright A 128000 





Friont, (L 


Les fruiti¢res du Jura en 1900, par H. Friant ... 
sultats de Venquéte Satie le Conseil général. 


Lons-le-Saunier, | 


Georgetown university, D. C.—Hist Rover, 
nu. Dabill, Kdwin M., jotnt author. am Tithe. 


Mus. (incl. facsima) 23". 


LD1901 GS2FT 


3 


) 4. 





1902. 
Dp Me. 


1. Cheese. 2 France. Dairying. 


Library, U. 8. Dept. of 


Agricaltare 44FUIIF. 


Friant, L H. 


L’industrie laitiére dans le Jura en 1892, pa 
Rapport adressé & M. le préfet du Jura le 
ams-le-Saunier, Imprimerie et Kthogra- 


Friant . 
8 avril 1893. 


phie L.. Declume, 1893 


S2p. 2". 


1. Dairying— France 


Library, U.S. Dept. of 


(1. France—Dairying) 2. Cheese. 


Agriculture 44P91IL 


L. Declume, 


Ag 6 ame 


r L-H. 


Agr 4168S 


Re- 


CATALOG OF PRINTED CARDS 


Madeleine 
Contribution & l'étude de ia différenciation des dents 
jugales chez les mammi féres ; emma: d'une théorie de la dentition 
(travail du Laboratoire d’anatomie comparce) par M. Frant 
Préface de R. Anthony Paris. Masson et c*, 1933. 


ix, 132 p tue 24" ("Publications du Mustom nations! d’hie 
toire aaturetie”, o* 1) 


1 Teeth 2 Dentition 3. Mammai« 
Library of Congress QLase F75 
r wr 


Friant, Madeleine. 
La théorie de la trituberculie et l'influence ce la taille sur la 
forme des dents, abn M. Friant 


(in Archives du Mi nations! d'histoire naturelle. Paris, 1932 
a34™. 6. ofr, Par Sehr at (Mes. pl) 


1. Teeth 1 Tithe: La trituberculle et Minfuence de la tallle sur 
la forme des dents. 
A 38-058 
beg hyd 
for Library of Coagrese (QH3.P2 ser. 6, vol. 9) 
2 (574.082) 


Friant, Madeleine. 

Le type primitif des molaires chez les insectivores (érina- 
cé¢idés) par M. Friant. (Travail du Laboratoire d’anatomie 
comparée) 

(In Archives du Muséum national d'histoire naturelle. Paris, 1934. 
354°". 6. ede. t 11, p. (125,145, ies. pl. diagrs.) 

Bibitographical foot notes. 


1 Teeth. 2. Erinacetiae, 
A 38068 
Jobe Crerar library 
for Library of Congress (QH3.P2 ser 6, vol. 11) 
a (574.082) 


Friar, Joha G. 

... A practical Spanish grammar for border patrol officers, by 
John G. Friar and George W. Kelly Washington, U. S. 
Gort. print. off., 1942. 

vill, 170 p. diagr. 234" 

At head of title: U. & Dept of justice Fraocis Biddie, attorney 


genera! service. Lemmeel B. Schofield, 
special assistant to the attorney geoeral, in charge. 








1 Spanish , @ oy t. Kelly, George W.. joint 
author, of. U.S. service. mr. Title. 
42 $8158 
Library of Congress POs FTss 
(12, 008 242 


The Friar and the boy. 

The frere and the boye. Printed at London in Fleet street 
by Wynkyn de Worde about the year 1512. Cambridge, Uni 
versity press, 1907. 

Sp. 1b, faceim. 


Mp 7 


Introductory nete signet Francia Jenkinson 

Facsimile of the onty known copy of this edition, in the Whrary of 
the University of Cambridge 

Edition of 250 copies. 


1. Wibtiography— wv ¥ Fn a teoke— 1th cont —Facsimi 1 
w rae? “ ibrary 


‘orde, Wynkyn de, 1. Cawbriige, Universiry 
724000 
Library of Congress ZAP 1 
wt, 


(The Friar and the boy, 
Vanden jongen Jacke; die sijns vaders beesten 
woshto int coll anke conten Sonster Go daar juam om Jacke 
te castien. Near den Antwerpechen druk van Michiel Hillen 
uit het jaar 1528 en den Amsterdamschen druk van Hermen 
Jansz. Muller uit het laatst der xvr* couw — door 
=>. J. Boekenoogen. Met twee afbeeldingen. Lei E. J. 

rill, 1905. 

3p.1, 7p. 11 21" (Added t.p.: Nederiandecke volksboekes ... x) 

Tae repredetiene of erties Cinonan, 

Bijlagen : 1. Ne verachii witgaven van het volkeboek. u. Oversicht 
van de litteratuur betreffende het vultsboek mm. Aspteekeninges betref- 
tende deo herdruk 

1 Boekenoogen. Gerrit 


Library of Congress 


Jacob, 1888-1980. ed. 


PNSSS5.N4 vol. 10 
e8T1, 


63617 


Friar 


Friar Bacon. 

The famous historie of Fryer Bacon, containing the won 
derfull things that he did in his life: also the manner of his 
death ; with the “ and deaths of the two coniurers, Bungye 
and Vandermast. Very pleasant and delightfull to be read 
London, Printed by E. A. for Francis Grove ,1816, 

let oP 4 (/= Misceliaore antique sagiicana London, 

oe 


id 
eihat ane? yn pa ee ae eee 
Robert may bave founded his 
{Seoraite Gecteste of Peiee Usoam and Beier teaan? 
Roger Bacon cenays, 1914, p. 300-385. 


1 Bacon, Reger, 12147-1284. 2 Bungay. Thomas, 6. 12% | Title 
1s 19701 
Library of Congress DAZIOMS ol. 2 
STridel., 


Friar Bacon. 

The famous historie of Fryer Bacon, containing the »™ 
derfull things that he did in his life, also the manner of | 
death, with the lives and deaths of the two conjurers Bun,)- 
and Vandermast. Very pleasant and delightfull to be re. 
Edinburgh, O. Schulze & company, 19051, 

3 p. L, 101-150 p, 1 L inet. 4 sees 2s Bm. 
English prose romances pt. nm 


Tithe to red and biack within ornamental border ; head and tai! pies 
fottial letters. 


( Half-tithe; Far 


(Continued oo pext card) 
@ yeti 
4r 1901, 


riar The famous historie of Fryer Bacon 
(19087, (Card 2) 


Py edition is ro cong to SOO copies on! 
book written probably ona the end of the sixteenth « 
oun. on which Robert Greene may have founded his play “The tenereh 
historie of Frier Bacon, and Frier Bongay”. cf. A. G. Little, Roe 
ae emaays, 1914. p 340-385. 
The text is printed io Thoms’ uated English prose rowances, 1828 4) 
1858, without (he introduction. et 


Racen. Roger. 1214?- ~+* 2 Kungay, Thomas, f. 1200. th 
on Harold Kdw ard Hughes, 1} ius =, Tithe. 
& 18716 
Library of Congress PRIN5.7T5S 1004, pt a 
(avr lel, 


Friar Bacon 
see also 
Greene, Robert, 15601-1592. 


The honorable historie of Frier Bacon and Frier Bon- 
gay. 


19-6318 
Library of Congress 
Friar lane Baptist church, Nottingham, 
see 


Nottingham, Eng. 


Friar lane Baptist 
chureh. 


A friar minor of the Province of the 
Sacred heart 


Thoennessen, Jasper Joseph, 1873- 








Friar 


Priar Rush 

The Historie of Frier Rvsh: how he came to a house of 
Religion to seeke seruice, and being entertained by the 
Priour, was first made vnder Cooke. Being full of pleas- 
ant mirth and delight for young people. ,Wood cut; Im- 
printed at London, by Edw. All-de, 1620. London, Re- 
printed by Harding and Wright for R. Triphook, 1910 

Ip tl. 1p 2ye 

Title sagnette 


Caption ttle A pleasant History, how a Deuill (named Rush) came to 


a Religious house, to seeke a seruice 
Prehally a version of the German Bruder Rausch 
1 Devil om literature 1 Title 
824943 Revived 
Library of Congress PRIIMFS 1810 
112 


Frias, Alberto Nin 
see 


Lin Frias, Alberto, 1662- 


Frias, Alejandro 
we 


Frias-Sucre Giraud, Alejandro. 


Luseary or Cononess Rerexence 
of Gepost ebould pote tbat be to Library of 
Cone sncalion yawn ol Jy ys th fh 


xX 41-4458 


Frias, Antonio Jodo de, 1664-1727 

Avreola dos indios, & nobiliarchia bracmana: tratado histo 
rico, genealogico, panegyrico, politico, & moral Escrito 
pelo licenciado Antonio Joam de Frias Lisboa, Na Officina 
de M. Deslandes, 1702 
froot ‘coatofarms, 2” 
yere (coat of arms of Dom Pedro Luis de Meneses, mar 


ques de Ma ) ie engraved 
ie whey em authores allegades neste tratado 
ve. 





1ith-12th pretim 
1 Tithe 


1 Mierohmane 


Library of Congress BLI2S BTET 


8 


* 
2 


Prias, Bernardino Ferndndes de Velasco, dugue de, 1707-1771, 
comp 
Delete de ls discrecién y fheil escuela de le por 
d Bernardino Fernéndet de Velasco, duque de conde 
de Pefiaranda; restaurecién y prologo de E. Barriobero y 
fevte Madnd, Mundo latino ete, 1908. 


2p 1. (Tr208 p, 2 1 169™ Colecciée Quevede; anéedotas 7 
G@orives. xxv, 


1 Berrictero y Herréa, Eduardo, 18787 od. 
ro 


1 Amecéotes 
= Tithe 


Preses.y7 1982 
a oma 


Larery of Congres 


Frias, Bernardino Vernander de Velasco y Pimentel, dugus 

de, 1763-1851. 

A les nobles artes, oda leide ol 27 de marzo de 1833 en le 
distribucion de premios de la Real academia de Sen Fernando. 
Por ei duque de Frias, Madrid, E. Aguado, impresor, 1682. 

“Aap Be 


Liprery of Ovegress Pyenss resa7 oT. 


LIBRARY OF CONGRESS 


Frias, Bernardo. 
Historia del general D. Martin Giiemes y de la pro- 
vincia de Salta de 181041832; porel Dr. Bernardo Frias 
Salta, Est. tip. de “El Civieo”’; ete., ete. 1902- 


v. front (v 2) illus 2 


Tithe varies 
1. Guemes, Martin Mi Salta, Aj Hist. 3. Ar- 
gentine Republic —Hist ee of independence, cece, 1810-1 7 


Library of Congress 


Frias, Carlos Eduardo. 


Canicula. Caracas, Editorial “Elite”, 1930 


123 p. 31 194" 
With this ts bound Himieb, N 


Giros de wi bélice, Caracas, 1900 


Contents Andén <anicula La sinfonia Ei L pe oe low stete 
Begros <Omplice Agua sords La emboeceds --La quema Mi ber 
mane menor El camarote --Ei Nesareno Ei terol Carve 

1 Tithe 

14152 

Library of Congress PQs Frcs 8 


Frias, Cesar de, comp 

Cem das methores poesias religiosas da lingua portuguesa, 
coligidas por César de Frias. Lisboa, Guimaries & ¢*, 1942 
(His Aptotogia luso brasileira) 


wip =e 


1. Religious poetry, Portuguese 2. Religious poetry, Brasilien 
© Title 


33 244% 
PQeie! RerT 


a 869 10R22 


Library of Congress 


Frias, Damasio de, /(th cent 
Dial de diferentes materias inéditos hasta ahora 
Madrid, Imp. de G. Hernandez y G. Séez, 1929 


3p tb. dan, S88 p. 2b IT oleecion de exeritores custetin 
ue Critiers) 

bidited by Juste Garcia Seriane 

Contexts —Lidlogo de la diecrecién — Didingo de ine lenguas —INa 
hago de amor 

1 Garcin Sertane, Juste, 14 ow 


Pell name: Tramusio de Frias y Hallow 
3 2283 
Library of Congress PQaue FTA 


Sur 


Frias, David Correia, visconde de 
Sanches de 


Sanches de Frias, David Correia, visconde 


de, 1645-1922. 


Frias, Domingo Torres 
see 


Torres Frias, Domingo. 





Frias, Donato Latella 





see 
or 
Latella Frfas, Donato. 
' 
Frias, Ernesto, 4. 1918 : as 
see also ' 
vruguay. Consuiado, Buenos Aires. 
-Informes del consulado general de 
la Aepublica Oriental del Uruguay en 
la Republica Argentina...1891-1692 - 
1893-1694, 
rr 
Frias, Félix, 1816-1881 
Eecritos y diseursos de Félix Frias Buenos Aires, C. be 
Casavalle, 1884 
4+. froot (mounted port) 284° 
articeon = a poy Vélia Frias, per ¢! doctor don Pedro Goyens. 
it \. despues regress « 
Buenos . art nireles 2 Ly regress by iree 
(cont'd) "aetenen Publicados eo Montevideo Discursce —t rv. Folle 
tos. Chile durante ia 1880-1874 Articulos sobre ls o 
chiens, Homensjes 4 le memoria de d. Félix Prien 
& Goyena, Pedro, 1848-1802. 
6 13584 
Library of Congress ACTS. FT 
aST1, 
Frias, Félix, 1816-1881. : 
La gloria del tirano Rosas, y otros escritos politicos y 
polémicos. Prélogo de Domingo fustes Sarmiento. Bue ] 
nos Aires, E! Ateneo, 1928. . 
& 1, ®-28B p21 I" (Grandes eecritores argentions uu) | 
s 
1 
1. Rosas, Juan Manuel José Domingo Ortis de, 178-1877. Tithe ' 
Library of Congress rue RT ~~ 
Ale], 


Frias, F@ix Juan. 

Derecho, economia y técnica en materia de correcs (con 
tribucién al estudio de is legislacién postal) Buenos Aires, 
Imprenta F.. Centenaro, 1940. 


20.1, 0, Bp 2i6p. 1h we. 
“Primera ediciéa.” 


PO aad wervice Argentine republic—Lawe and reguistions 
t 


Library of Congress HEOSIS.FTS 1900 


2 052 698 

Frias, Francisco de, conde de Pozos 
loes 
see 


Frias y Jacott, Francisco de, conde de 
Pozos Dulces, 1809-1877. 








Frias, Francisco R. Ortega y 
see 


Ortega y Frias, Francisco R. 


Frias, Heriberto, 1870- 

sAguila o soll Novela historica mexicana, por Heriberto 
Frias, ,Mexico, Imprenta franco-mezicana, s. a., 1923. 

spb. eH 17-318, 2p 


Mequel Fl diluvio mesicano 


1 Mesico Hist — Fiction 1 Tithe 
sO 184 
Library of Congress PQTRT FTSAT4 
301, 


Frias, Heriberto. 
E! amor de las sirenas <Los destripados> por Heri- 


berto Frias Mazatlan, Valades y cia., sucs., 1908. 
29 ..8-477,29 2 
At head of tithe: Vida social mexicana 
1. Title 
17-16044 


Library of Congress PQ7297 F7SAB 


Frias, Heriberto. 

Episodios militares mexicanos; principales cam- 
pafias, jornadas, batallas, combates y actos heroicos que 
ilustran la historia del ejéreito nacional desde la inde- 
eer ng hasta el triunfo definitivo de la repiblica ... 

aris, México, La V“ de C. Bouret, 1901 
2 v. illus. (incl. ports, double maps) plans (part double) 19°° 


Cowtawts. — 1. pte. Guerra de independencia — 2. pte. Invasién norte- 
americ: 


Mexico—History, Military. 2 wake —Hist. 3. Mexico— 
His Wars of independence, 1810-1821. ‘ us ist —War with Mex- 
1845 1848— Campaigns and battles 
16-5210 


Library of Congress Fi231 5 Fe 


Frias, Heriberto, 1870- 
.. Leyendas histéricas mexicanas, escritas por Heriberto 
Frias. 


Barcelona, Casa editorial Maucci; ,etc., etc., 1899. 
S20. .2;p us 18j7. (Biblioteca mexicnna) 
1. Mexicn—Iist—To 1510—Fiction. 2. Folk-lore—Menico. 3. Leg 
enda Mexice 
3. 27730 
Library of Congress P1219 FSO 


Be, 


Frias, Heriberto, 1870— 

Leyendas histéricas mexicanas, por Heriberto Frias; ed., 
with vocabulary, notes and exercises, by James Bardin 
New York, Vhe Macmillan company, 1918. 


xix, 181 p. front. (map) ttlus. 1097. (On verso of half-title: Mac 
millan Spaoish series General editor FB Luquiens) 


L ao eg 1519—Fiction. 2 Folh-lore—Mexico. & Leg- 
ico. —'t, Bardin, James Cook, 1887~ 


18 1904 
Library of Congress P1219. F882 
— ——— Cops 2. 
Copyright A 481436 yatiqi, 


CATALOG OF PRINTED CARDS 


Frias, Heriberto. 

Miserias de Mexico; novela. 
Miguel (1916, 
Izp mm 


Mexico, A. Botas y 


1. Tithe 


Library of Congress PQ7297 F7SMS 


Frias, Heriberto, 1870- 

Los piratas del boulevard (desfile de zinganos y viboras 
sociales y politicas en México) por Heriberto Frias. México, 
A. Botas y Miguel 19 —, 


188,2,p 1" 
1 Tithe 
o> 1s830 
Library of Congress PQT297 FTSPS 
2) 


Frias, Heriberto, 1470- 
El trunfo de Sancho Panza (Mazatlén) novela de critica 


social mexicans. Continuscién de “Tomochic”. Por Heri 
berto Frias México, Impr. de L. Herrera, 1911. 
2p1, M2p. 1) Weel. 
1 Tithe 
om 
Library of Congress PQTS1 FISTT aa 6 
Frias, Heriberto, 1870 
El dltimo duelo (un crimen social de la época del presi 
dente Manuel Gonzalez.) 2. ed. corr., y aum. con nuevos capi- 
tulos. Mazatlin, Impr. y casa editorial de Valades y cia., 
sucs., 1907 
4p lL. 3 -27p.1) Wri 
1. Title. 
3H 
Library of Congress PQT2O7.FISU6 1907 
391 63 6 


Frias, Jenaro Monjaras 
see 


Monjaras Frias, Jenaro. 


(R. A.) Imp 
Ip tr, 12 p.it Me. 
“Hibliografia” : p. (120)-142 





1 Marriage law -Argeetioe republic 2 Marriage —Asseimret. 


1 Tithe 


Library of Congres o 


$21 


Frias 





sng = 

i y nulidades; derecho 
ainane Cérdobe (Re yo yk 1941. 
Sp). dep-e) 4B p. tl Gage By 


“Tests laureads con ¢! ‘Premio facultad ~ 
Pibliografia” p. ix)-xxvi 


1 Marriage low = 2 ~~ aw 


~ Argentine repubiic Mar 
riage Anoulment ' ° 


Qa 
Library of Congress 2 


Frias, Jorge H 
Derecho 
Frias 


1879- 
procesal (materia criminal) por el dr. Jorge H 
Buenos Aires, V. Abeledo, 1933- 
+ Mes. plates a= 
Vol. 1:2 ed. corr. y eam; ¥ 2:2 od. corr 


1 Criminal procedere—Argeotine republic. « Tithe 
3533801 

Library of Congress 2 es 

Frias, Jorge H 1879 
El peligro social en la Repdblica argentina. Buenos 
Aires, J. Roldan y cfs, 1932 

mp. 2) 1 

1. Socialism im the Argentine republic. 2 Sociaiiem. $ Communism. 
L Tithe 

33-37318 

Library of Congress Axis FT 335 ogR2 
Frias, José A. 

Repertorio de jurisprudencia comercial por el Dr. José 
A. Frias Comprende las series 3, 4, 5 y 6 de los Fallos 
de la exema. Camara de apelaciones en lo comercial de 
la capital de la Republica. Buenos Aires, A. Grau, 1898. 

ip. 11, 24p 2 

1 Buenos Aires Camara de apelacion de la capital 

17-10176 

Library of Congress 
Frias, José Dolores, 1891- 

Versos escogidos. México, 1933. 

= 1190p 249". 

At bead of title: José D. Frias. 

311810 

Library of Congress POTION. FTTVs me 


Frias, Juan Fernandez de Velasco, 
duque de 


Fernandez de Taggese. Juan, duque de 
Frias, fl. 1604 








Frias 


Frias, Leames, 1370-1939. 
Historia de la compaiia de Jesis en su asistencia moderna 





de Espajia, por el p. Lesmes Frias 
Madnd, Adwinistracita de Razén y fe, 1923- 
= 
1 Jesuits in Spain. 1. Title 
2+ Saas 
Library of Congress BN3744.A1F7 
(04001, 

Frias, Lorenzo, 1747-1826. 

Breve noticia de los de la bibli de la santa 


iglesia de Toledo, eserita por el padre maestro fr. Lorenzo Frias, 
“~ dias antes de su muerte, y enviada é un amigo suyo. 


n Coleccion de documentos inédites le historia de Espafie — 
Madrid. 1602-95. 214°". tL ux (1846) p. 066-574) 


1 Toledo. Spain. Catedral Bibliotece—Manuscripts 


A 41-2388 
Iiteota To Library 
ongress 


‘for L neers @ of © (DP3.08 vol. 9) 


2) (046.0082 ) 


Frias, Pedro Fernandez de Velasco, 3. dugue de 
ace 
Ferndndet de Veiasco, Pedro, ) duque de Frias, fl. 1535-1549. 


Losaaey or Concazas Rerexence 
Congits Teint aan whieh So sot appanr ss Wantangs in Sepeattor? catalase 


x41 


Frias, Pedro Javier Fernandez 
see 


Fernandez Frias, Pedro Javier. 


Frias, Ramon Ortega y 


Ortega y Frias, Ram6n, 1825-1484. 


21-395 
Lateary of Cammress ey 
fries, Ja.ertin 7., peeud. 
see 


Fetaliel, antsi+, Lé%le 


LIBRARY OF CONGRESS 


Frias Alcocer, 

La administracién de justicia y la administracién del tinbro 
en Queretaro. La justicia federal. , Imp. de ia ,!; 
v. de Frias y Soto, 1899. 

1pl, 183 p 19. 

Signed: Francisco Frias Alcocer. 


1. Stamp-duties— Queretaro, Mexico (State) 1 Tithe. 


Library of Congress 2 


Frias Conor, Billy. 
Un yucateco en Zacatecas (impresiones de un visitante) 
México, Ediciones Botas, 1940. 
20 p11. port, 21". 
At head of title: B. Frias © 
sobre 


‘vnot 
“Juictes criticos mi libro Divorcios célebres y amores fugaces’ 
eete.,": p. (257)-280 


1. Zacatecas, Mexico (City) 1. Tithe. 
41-11745 
Library of Congress P1301. 2277 
2 17.24 


Frias d'Eca Ribeiro, Gaspar Alves de 


see 
Alwes de Frias d‘Eca Ribeiro, Gaspar. 


Frias e Vasconcellos, Miguel de, 1805-1859. 


Memoria sobre o gaz illuminante extrahido do carvio 
de pedra, ou de materias gordurosas. Por Miguel de 
Frias e Vasconcellos ... Rio de Janeiro, Na Typographia 
nacional, 1847. 


2% p. fold. pl, 4 fold. tab. 224™. 


1. Gas manufactire and works. 


Library of Congress TP7S1 Feo 


Frias Giraud, Alejandro 
nce 
Frias-Sucre Giraud, Alejandro. 


Lrmaany or Cononrss Rerezence 
Congress secondary aut which do not appent ss testiags in Sepeattor? catalase 


X41 460 
a 
Frias Rocha, Edgard. 
.. Areias, a: applicagdes, pelo chimico Edgard 
Frias Rocha. Rio de Janeiro, 1936. 


27, 3p. ius (map) plates 234”. 


At head of title: Re eet © Se Cee © 
“eae aa commercio) Director: EB. L. da 


“pubticarses so Inetivete aactenal éo technctegia” pd bt 


1 Send. 2 Giess manufecture 1 Rio de Janeiro. Institute aactonal 
de technolugia. 


41-2481 
Library of Congress TPSS8.F7 


Frias S , Alfredo. 

Actitud del estado frente a 9 tp canines eee puteenatans 
tesis que para recibir el titulo de licenciado en derecho, pre- 
conte ol chumns Alfecdo Prise 8. (México, D. F., Imprents 
Linomex, a a, 1986, 

Sp 2. 





87 10808 
Library of Congress HDULAGrT 1988 
a» ‘331.1s500T2 
Frias Sucre Giraud, Alejandro. 
Novi a : 1“ED ”; hecih 
al dia de todos los términes ce 





Juventud, s. a, 1940. 
1p 174". 


1 Commerce— Dictionaries 2. Spanish language Dictionaries Bag 
- mL 5. Engtish language—Dictionariee—Spanieh i Title a Tithe 
41-173 
Library of Congress HF1002. FT 
2 mos 
Frias Valenzuela, Francisco. 


Historia general, sintesis histérica, por Francisco Frias Va- 
lenzuela 2. ed.... Santiago, Chile, Nascimento, 1936- 


+. tus (lect ports. maps plans) 184* 
Tocludes biDilographics 


1. History. Universal. 


Library of Congress D2Lrees 1986 


Frias y Balboa, Damasio de 


Frias, Damasio de, 16th cent. 


1, Cude—Pol. & 1610-1688. 
thos. 8. Slavery is s 1, Tithe. Title: Refutacion de varices 
8 ego pei 
3-117 Revieed 
Livrary of Congress vires res 
— -—— Copy 2. Tie, 





a an oe | 





Frias y Jacott, Francisco de, conde de Posce Duloss, 1808- 
1877. 


. Reformismo agrario. La Habana, Secretaria «le educa- 
cién, Direceién de cultura, 1937. 


173 p. 11. 19" (Cuadernos de cultura. Cuarte serie, 1) 


1 re— Cube. Th 
Agricultu nde. 1 ithe ss-1008 
Lébrery of Congress BD46.F7 
— —— Copy 2. 2) 833 0OT?81 


(Frias y Soto, Hilarién, 
Cuestion de limites entre Mexico y Guatemala. Ed. 
especial. Tomada del tomo v1 de ‘El Anuario universal’ 
ue se publica cada afio en la ciudad de México. Mexico, 
ip. de F. Mata, 1883. 
4 p. 2 port. (incl. front.) fold. map. 


Signed Hilarion Frias y Soto 
“El Sr. Lic. Ignacio Mariscal” ibiografia 


“ 


p 27-40. 
« te Mexico — Bound. Guatemala 2 Guatemala - Bound — Mexico. 
17-24480 

Library of Congress F249 Fe 
Frias y Seto, Hilarién. 

Exposicion dirigida a la Suprema corte de justicin de lana 
cion por los ce, Hilarion Frins y Soto y Joaquin M. Aleade, 
representantes de la H. Legislature del estado de Morelos, con 
motive del juicio de amparo promovide por los sehores Portillo 
y Gomez y socios contra ln Ley de hacienda de 12 de octubre de 
1873. Mexico, Impr. del comercio de N. Chavez, 1874 

Tp 2: 

Mexico Constitutional law 2 Civil koaetre Mesto ot 
enide, Jonquin M.. 1630-18 on Meoreteon Mew mm Tithe Amparo, 
Jutete ce 

22K 


Library of Congress sth 


Frias y Soto, Hilariéa. 

Exposicion dirigida a la Suprema corte de justicia de le 
nacion por los CC. Hilarion Frias y Soto y Joaquin M. 
Alcalde, representantes de le H. Legislature del estado de 
Morelos, con motivo del juicio de amparo promovido por 
los Sres Portillo y Gomez y socios contra la Ley de hacienda 
de 12 de octubre de 1873. Guadalajara, Tip. de 5. Banda, 
187 


Cela of 8 documents tearing on (be preweat amore 
No more published 


Te, law. 2. Civil procedure—Merzico. 1 Ab 
calde Joaquin M 1830- 15. uo Mexico. «1. Por- 
eo Plaintiffs. ry. Title: Amparo. Jal- 

ca 29-48 Unrev'a 
Library of Congress 12) 
Frias y Soto, Hilariée. 


Juarez glerificado y Is intervencién y el imperio ante Is 
verdad historica, por Hilarién Frias y Soto, refutando con 
documentos la obra del Sefior Francisco Bulnes intituleds El 
verdadero Juarez. Mexico, Imprenta central, 1905. 


Spl, S47 p.2 Bir. 


© intervention, 1961-1867. 2. Judres, > 
1. Mexico—Hist.—E: 1808- 


nito Pablo, i Mexico, 1 1872. 3. 
verdadero Judres. 1. Tithe 
1212 
Library of Congress ¥ 1238 Bye 
(@0d1, 


CATALOG OF PRINTED CARDS 


Frias y Soto, Hilarién. 


Mexico y los Estados Unidos durante la intervencion 
francesa ; rectificaciones historicas por Hilarién Frias y 
Soto. Mexico, Impr. del comercio de J. E. Barbero, 1908. 

Mp 2. 


1 Mexico Hist European intervention, 1861-1867 


Library of Congress Fi233 Fe 


ws2tel) 


Fribarnius, Robertus 
see 


‘reebairn, Robert, of Edinburgh. 


Friberg, Hans Daniel, 1908- 
West China and the Burma road ,by, H. Daniel Friberg. 
Minneapolis, Minn., Augsburg publishing house ,‘1941, 
4p.1,174p froot, ius (maps) plates, 1997. 


1. China—Deser. & trav. 2 Burma road 3 Missions—China. 
1 Tite. 


a4 


Library of Coogress DS710.F75 


Sy 915.1 


Friberg, —y~ 1901- 


feakti 


und di » oe 
me. tb. A, von Sten Pree Er Ohlssons 
buchdruckerei, 1933. 


3. 1, p. Mus, w pl on 21, diagre Be”. 





Akademische abbandlang—Lané_ 
Extre t-p. with thesis note, inserted. 
Imprtot on cove- Lund, Gleerupska univ Dokbandelen 


1. Refraction. 2. Dispersion. 8. Hydrocarbons. Tithe. 
Pell seme: Sten Arvid Friberg, 


38 OTS 
Library of Congress Qcan.rTs 1088 
— —— Copy 2. 2 Lo) 
Friberg, Sten, 1902- 


... Studies on spondylolisthesis, by Sten Friberg. Stockholm, 
P. A. Norstedt & siner, 1939. 


140 p tes, 24". (On cover: Acta chirurgica scandinavica . 
Supplementum tv) 
At head of title: From the 


(Vanfdreanstaiten, Stock! 
Lasved 


‘holm ) 
also as the author's thesis, K. Karolinska mediko-kirurgiska 
lastitutet, Stock 
Transiat ed 


holm 
by Mrs. Helen Frey. 
D. (135,-140. 
1. | Spoadylolisthesis, 1. Prey, Fro Helen, 1907- tr. 
(Pull name: Sten Axe! Friberg, 
AC 38001 





ciate of institutet 


John Crerar library 
for Library of Congress 12, 


Friberg, Sven Hugo Valfrid, 1389- 
... Studier éver ortnamnen i Killands hirad, av Sven Fri- 
berg. Uppéale, Appelbergs boktryckeriaktiebolag, 1938. 


xiv, 144 p illus. mape (1 fold) 2°. (Nomina germanice; arkiv 
fOr germanst oamoforekning utgivet av JOren Sabigrea. 5) 


1 Names, Geographical Swedeo Kiliend (Hired) 1. Title. 
41-S8RT3 
Library of Congress DLL Kinet 
a wa 


$23 


Fribourg 


Fribert, Christen. 


Dardanellerne ; en kort beskrivelse i historisk, geogra 
fisk AT ow henseende med to kort, af Christen Fri 
eébenhavn, H. Hagerup (1915, 


15 p. incl. maps. 217 
Contexts.-—Det “hurtigt bgigende” Hellespont —Dardanellernes beiast 
nung. 


|. Dardanelles. 
21-1097 
Library of Congress DB701.D2F7 
a 
.-- Rupert den Sidste, fortelling fra huset Turis sidste 
ne isis. #benhavn og Kristiania, Gyldendal, Nordisk for 
42p. 257. kr. 9.75 


“Oplag : 1250 cksemplarer.” 


1. Title. 
040 
Library of Congress PTSI7S.F7RS 1919 
Copyright A—Foreign 10040 
7) 


Fribolin, Hermann. 
.. Die frage der deutschen beamten, von dr. Hermann 





Fribolin. Karlsruhe i. B., G. Braun, 1914. 
2a. p mm (VN bh der badi- 
schen hochschulen ... n. f. bit. 27) 
“Literaturverreichnis” on verso of 2d prelim. leaf 
1. Civil serviee—Germany 
14-15156 
Library of Congress JNISSS.FS 
Fribourg, Albert W 1902- 


Judge for yourself, by Albert W. Fribourg and David 
Stein. New York, The Vanguard press “1934, 


128 p. 19)". 
1. Games. 2. Trials t Stein, David, 1906- joint author 
1. Title 
35-7104 
Library of Congress 
—- —— Copy 2 
Copyright A 80482 3 Moo 
Yribourg, André. 


Croire; histoire d'un soldat. 
Emile Colin. Paris, Payot & c*, 19 
285 p 19 


Frontispice de Paul- 


front tr4 


1. European war, 1914-1918—Personal narratives, French 1 Tith 
18-1190 
Library ~f Congress PQ R4SC7 1917 
Copy night A—Foreign 15225 
1albdl, 
Fribourg, André. 
. Les dupes. Paris, Valois, 1930. 
247 p. 1 19". (Romane de le vie nouvelle) 
. Tithe 
31-eg08 
Library of Coagress PQ2811 RDS 1980 
Copyright A- Foreign 10836 
a sao 








Fribourg 


Fribourg, André. 
The flaming crucible, the faith of the fighting men, by 
gees Fribourg; tr. by Arthur B. Maurice. New Yors, 
The Macmillan company, 1918. 
xxx, Sp 2 


1 . we —Persomal earratves, Freach hdeur 
ay 5 Sh eg " 


Library of Congress PQBILRASCTS oan 


Copyriats A SORXB ed 


wats” Re Aiea, 1810 ne PO 


2p Bip 19° (On cower: Biblicthique Phiswire 





1 Premce—Hiet =. Tithe 


25-1515 
Library of Congress pcs Fs 
Pribourg, André, 1847- 
Les martyrs d'Alsace et de Lorraine d's; les débats des 


conseils de guerre allemands. Paris, Plon- 
2otwmet) a 


ourrit et c*, 1916. 


1. Aleace-Lorraine question. 2 European war, 1916-1918 = Tithe. 
Peli nome Georges Alstaadre André Fribourg, 

17-L1819 rev. 
Litrery of Congress 


Fribourg, André. 
Les semeurs de haine, leur euvre = in 
avant et depuis la guerre. Baste Denpeedovesie 2 
2p. 46» plates foc 19”. 


1 German propaganda, =: Tithe 


25-1246) 


Larary of Congress DD1195F7 


Fribourg, André, 1887- 

... La vietoire des vaincus; présentation par m. le maréchal 
Péain. Paria, Denodl 1938, 

29 l.a-@tp zi 

On cover # dition 


1 Germany — Poi & govt — 18-1870) «2 Germany—Pol & govt — 
wn- t Tithe 
Pell come Georges Alstanére André Fribourg, 
@ TH? 
Lwery ff Ongren DOMBFT 18886 
ry oan 


Fribourg, Charies. 
L'analyee chimique en sucreries et raffineries de cannes 


@ betteraves. Par Charies Fribourg .. Préface de 
Fleer Pellet Paris, H. Dunod et Ee Pinat, 1907. 

=, Op. 1) thus (inet dingrs) tables 25°. 
Gitar carers to rom dam cme thane joe te 

+o ae Agr 7-218 

Lawery.U S Dagt of Agtnkers 6H 


LIBRARY OF CONGRESS 


Fribourg-Blaac, André. ‘ 

houruas Go peaioatinind : u tabés ma- 
laria provoquée, par A. Fribourg- Blanc Pests, Maes oo 
eo, 1929. 

tpl rip Gage 2 


1 Paralysis, 2 Locomotor ataxia. 8. Malartai fever. 
(Pell eeme André Joseph Fribourg Blanc, 


of nee? 
Librery of Congress RCUSFT 
Copyright A—Foreign uz) 
a 


Fribourg-Blanc, André Joseph 
see 


Fribourg-Blanc, André. 


Friboarg (Canton) 

Mémoire adremsé & la Haute ditte par |'état de Fribourg sur 
le question litigveuse entre cet état et celui de Vaud au sujet de 
la souversineté du lac de Morat. Fribourg en Suisse, Impr. 


use 
1844 par le Conset! 
& Veppul 


1 Criminal law —Friboarg (Castes) a Tithe 
41 eee 
Library of Congres 2, 


Pribearg (Canton) Laws, statutes, etc. 
gaBalletin ofc do on, dcrota arreds ot autres actay publics 
Seana Cate] haa v.l- ; 1803-19 
rg en Suisse, 1808-19 
fold tables 17)-20". 


Vote. 1-68, 1803-)888/69, tasued irreguiarty, +. 59- 1870-19 
‘Title varies slightly. Voi 1 has tithe: Bulletia Ges letx, 
rans Simm Se oats goverment O0 cten Priore 
—— —— — Répertoire alphabétique Fribourg, 
. 
Tithe. 
41-67 
Litrary of Congres 2 


Priboarg ((anton) Lava, statutes, ete. 
Code civil du canton de Fribourg ... 
Impr. de F. L. Piller, 1834-49. 
Sve 2 


Fribourg en Suisse, 


coatinesesiy 
Foe 82 primes ty 3 L. Piller 


1. Civil low—Priboerg (Castes) +. Title 


Lavery of Congress (ae, 
$24 


Fribourg (Canton) Laws, statutes, ate. 
Code civil du canton de Fribourg 


Fribourg, Impr. de 
L.-J. Schmid, 1840-62. 


4r iol 

Paged contio 

Voll 2 ptle, 1856; 2:2 ptie, 1882: +. 8: SB ptie, 1860; 9. 4: 4 ot 

ptie, 1840 

bt ame oe be Goes; 0.04 te 3 L. Piller. 

wm mal (4 >) inserted between p 756 and 757 of 
’ 

1. Civil law— Fribourg ( Canton) . Tithe 

41 angue 
Library of Congress 2 


vi 1p 61. 
With this are bound its Code de procédure civile, Fribourg ea Suisse, 
188. copy 2. 20d ite Code de ia disrussion des biens, Fribourg. 1451. 
1 Commercial law—Fribourg (Canton) © Tithe. 
41-44 


de 
Fribourg, Impr. de B. Galley, 1851. 
+. 13 p. 19°. | Wish ts Code Ge commerce. Fribourg en Suisse, 180, 


1. Debtor and creditor—Fribourg (Castes) 2. Bankruptcy — Fri- 
bourg (Cantoa) 1. Tithe. 
4141875 


Library of Congress 2 


Friboarg (Canton) Laws, statutes, ete. 

Code de procédure civile du canton de Fribourg. Fribourg 
en Suisse, Impr. de J.-L. Piller, 1849. 

vi, Ip wa 

- Uble te bound its Code de commerce, Fribourg en Suisse, 1640, 
copy 


1. Civil procedure Fribourg (Canton) 1. Tithe. 


Library of Congress 


——— Copp2 1. 
bourg en Suisne, 1840, 


4141876 


(Wh i442 Code Ge commerce. Fri- 
(2) 


Fribourg (Canton) Laws, statutes, eto. 

Le te) ag ty teenie Fribourg, 
Imprimerie L. Fragniére, 1873 
18 p 21°. 


1. Criminal procedere—Fribeurg (Castes) 1 Tithe 
Library of Congress a 


Fribourg (Canton) Laws, statutes, ete. 


Code forestier du canton Fribourg. Fribourg, Impr. 
de L. J. Schmid, 1850 


72, 2p. 20. 


121619 
Library of Congress m2kel, 





( 
fics 
Im 

1 





1. Poreary law and legislation Fribourg (Canton) . Tithe. 
‘& 21088 


Library of Congress a 


Pribearg ((‘anton) Laws, statutes, ete. 
Code pénal du canton de Fribourg. Fribourg, L.-J. Schmid, 
1840 


Ipt.1%,2_— 2”. 


1 Crimtoal law—Pridourg (Cantoo) 1 Tithe 
42 45 
Library of Congress 12, 
Fribourg (Canton) Laws, statutes, eto. 


Code pénal du canton de Fribourg (du 9 mai 1924) Fri- 
bourg, Imprimerie Saint-Paul, 1924. 
ep 0. 


1. Criminal law — —Pribourg (Canton) <1. Criminal 
law—Fribourg (Cantos), 1 Tithe 
90-11970 
Litrary of Congress 2 
Pribeurg (Canton) Lows, statutes, oto. 


Code rural du canton de Fribourg. 
Fribourg, Impr. L. Fragniére, 1880- 


. =. 


}, GiB tpn—-Ontearingt eens (Centon) 2 Real property— 
Friboerg (Caston) 1. Tithe. 


410 
Library of Congress a 


CSame nine Laws, statutes, oto. 

la discussion des biens dans le canton de Fri- 
m4 Fribourg en Suisse, F.-L. Piller, 1838. 
cover-title, Op. 204”. 





writeure (Oneten) L Title. Ee ie £eee 
31-1686 
Library of Congres 2, 
Fribourg (Canton) Lowe, statutes, to. 
Loi du 9 mai 1928 sur les impits a percumisar 
t Seint-Paul, 19991, 
ap me. 
Caption titte 


CATALOG OF PRINTED CARDS 


Fribourg (Centon) Laws, statutes, ote. 

Loi du % novembre 1919 sur limp. Fribourg, Impri- 
mene Saint-Paul, 1990. 

ep mr. 


pty = 1 \Cantes)—Law. <i. Tazatios — 


‘Pribeusg 
C3 . , . 
(Gama 1 Tithe. 


2 Lncome tax— 


31 eves 
Liprary of Congrem a 


Fribourg (Canton) Laws, statutes, ste. 
Loi sur l'instruction publique. Fribourg, L..J. Schmid, 
impr., 1848. 


np we. 
soot Bomentional me ens legisiation—Fribourg (Canton) (1. School 
5 wa 

U.S Of ofeduc. Library LBQTST Fes 1868 

for Library of Congress ya4ibdl, 
Fripourg (Canton) Lowe, statutes, ote. 

Loi our les by; pour le canton de Fribourg. Fri- 
bourg en Suisse, F.-L. , 1882. 

87D my. 


pies Centeution Go te Lal cnr ten Rppethiqnes”, Gated OD savtee 
1888: 8 p. 
My? bp cuemeatine Sutienme ob verte é> Gomes eee 


coocernast 
by" @ les collocations 48 hypothéques dans les discussions”, dated 
\* juillet 1883: 7 p. at end. 


1. Mortgages—Fribourg (Canton) 1. Tithe 


Library of Congress a 


Fribourg (Canton) Laws, statutes, ete. 
Lois civiles du canton de Fribourg. Fribourg en Suime, 
Imprimerie de C. Marchand, 1868. 
ipl, 74, a a) p 1. 
ConTENTS Code civil Code de procédure civile Code de le 
Jeridiques poo 


sion des biens —Let eur ies poursaites 
commerce 


discos 
ir dettes —Code de 


1. Civil law—Fribeurg (Canton) Sg ayy Ee 
ton) & Real (Canton) 4. Debtor and 
(Canton) 6. Commercial law—Friboorg ( are 


24m 
Library of Congress 2 


Pribearg (Canton) Laws, statutes, etc. 
Lois civiles du canton de ney Pty Sad In- 
primerie et librairie de |‘CEuvre de 


2p L, 1084, vil, (1185,-21TT pp 149". 


f OR ee Seay anes 2 Ort precedure -Friboerg (Oas- 
Lal 


Library of Congres a 
Pribeurg (Centon) lows, statutes, ote. 
De des kantons 


ara, H.R 4 co, 19ms- 
+ GP (Added (9 Gameleng ebwcteerweber rechenyetien 


1 Wetst, Prictstch Buf, of o Tin 


= (Canton) 


Baca be Works som kelligns 
=p =. 
1. Criminal law—Pribourg (Castes) 1 Thue. 


13-18106 


1. Criminal procedure—Friboerg (Cantos) & Tithe. 


oraz 
Literary of Congress 2 


Fribourg (City) Ordinances, ete. 
Cem & ob 68 @ aniietn & b ah a 


& Friboarg (Castes) Loews, ctetete, ote ot Tithe 


Library of Congress a, 
Fribourg. Académie grégorienne 


Fribourg. Universdt£. “Acadésie grégor- 
ienne. , 
Fribourg. Association catholique 


internationale des oeuvres de pro- 
tection de la jeune fille 


Association catholique internationale des 
oeuvres de protection de la jeune fille 








Fribourg 


Fribourg. a Se 


hi, Rihlicth> 





Bey de Fribourg SS Wineie Jen [= 
Fribourg, Imprimerie Fragniére in 1917, 


190 p11 tus, fecsime 259". 

Repent Gums detorap ote Gees Chteee ee eaten & Cees, 
t =, 1917. 

-Ouvrages cités” p (24-81 

1 Tecumebule-- Bibi Catalogs 1. Meyer, Wilheim Josef, 180 

© 168m 

Library of Congress m0 rs 
a 608 


Fribourg. Bibliotheque de la Société 
suisse d'héraldique 


Société suisse d'héraldique. Biblio- 
theque. 
Fribourg. Congres scientifique 


international des catholiques 
see 


Congerts scientifique internationale des 
catholiques. 4th, Fribourg, 1897. 


Fribourg. Deutscher geschichts- 
forschender verein 


Deutscher geschichtsforschender verein 
des kantons Freiburg. 


Fribourg. Gregorianische akademie 


Fribourg. Université. Académie 


erégorienne. 


Fribourg (City) International office for the teaching 
of domestic science 


see 


International office for the teaching of domestic science, 


Bribourg 


LIBRARY OF CONGRESS 


Fribourg (City) Internationales amt fiir den haus- 
haltungsunterricht 


office for the teaching of domestic science, 
Fribourg. 


17-22972 


Library of Congress 


. Fribourg; introducti Sensagne 4 
vingt-quatre to ake texte de Fred. Beloous: 
nas et un plan de la ville. Gendve, Editions d’art Bois- 


sonnas, | 
1 p 1, 81, dy pm imel plates, double plan. 189°. (Les villes suisses) 
“Ouvrages 4 consulter”: p. 81. 


L. Fribourg (City )—Deser.—Guide-books. 


1 Bowsonnas, F rédére 
1858 


2-10 


Library of Congress DQG? F7 


2 


Fribourg (City) Musée pédagogique. 

Le Musée ue de Fribourg en Suisse. Trente 
ans d’existence : 1884-1913. (Fribourg, Impr. Saint-Paul, 
1914, 

78, (1) p. illus, ports (incl front.) 247. 

Port. on t 


With this is "bound = Dévaud'’s Tableaux intuitifs d'enseignement re- 
ligieux. Fribow 


E 15-88 
Library, U. S. Bur. of Education L&70.FRAS 
Fribourg (City) Musée pédagogique. 
Rapport. 
Fribourg, 18 
v @. 
7-310 


Library of Congress L870 FBA4 


Fribourg (City) Office international de |’enseigne- 
ment ménager 
see 


In office for the teaching of domestic science, 
Fribourg. 


17-2974 


Library of Congress 


Fribourg. 
mission 


Schweizerische katholische 


Schweizerische katholische mission, 
Fribourg. 


526 


Fribourg, Société d'histoire du can- 
ton de 


Sociéte d*histoire du canton de Fribourg, 
Fribourg. 


Fribourg. Société des amis des 
beaux-arts 
see 


Sociéte des amis des beaus-arts, Fribourg. 


Fribourg. Société économique et 
d*utilitée publique 


Société économique et d'utilité publique 
de Fribourg. 


Fribourg. Société fribourgeoise des 
sciences naturelles 


Société fribourgeoise des sciences natur- 
elles, Fribourg. 


Fribourg (City) Ufficio internazionale per ]'insegna- 
mento Py ph +h. — aa 


see 
office for the teaching of domestic science, 
Fribourg. 
17-2971 
Library of Congress 
Fribourg. Universitat 
see 

Fribourg. Universite. 








Fribourg. Universitét. Gregoriani- 
sche akadesie 
see 
Fribourg. Université. Académie 
erégorienne. 


Fribourg. Université. 

... Les théses de doctorat & l'Université de eg ey 
fondation en 1889 jusqu’au 1* mars 1936, par N. Weyrich ... 
Fribourg, Imprimerie St.- Paul, 1936. 

«1, 1283p 2". 

At bead of tithe: Université de Fribourg (Suisse) 


1. Dissertations, Academic—Switzeriand—Bidi. 2 Fribourg Univer. 
ote Bibl. 1 Weyrich, Nicolas, 
51-2079 
Library of Congress 15065 SOFB 
\at0d1, 878.404 
Fribourg. Université. Académie 
erégorienne. Verdffentlichungen. 
2. reihe 
see 


Freiburger studien zur musikwissenschaft. 


Fribourg (City) Université. Faculté de droit. 
Hommage de la Faculté de droit de !"Université de Fribourg 
& la Société suisse des juristes & l'occasion de sa 59** assembiée 
’ Fribourg les 29 et 30 194. Fi der 
ist fakultit der Universitit Freiburg ... Fribourg 
(Suime) Librairie de l'Université, dr. F. X. Weizinger, 1924. 
pl, Bet pth, wy. 
Costributions in French, German and Italian. 


1. Law— Addresses, cess. 


ya, lecteres. 2. Schweiseriecher juristenve- 
reio. t. Tithe. u. Tithe: Featgabe der Juristiochen fakultit der uni- 
versitdt Freiburg. 
31-24811 
Librery of Congress a 
Fribourg. Université. Musikwissen- 


schaftliches institut. 
VerSffentlichungen. 2. reihe 


Freiburger studien zur musikwissenschaft. 


Fric, Antonin 


see 
Fritech, Anton, 1632-19153. 


CATALOG OF PRINTED CARDS 


i qi de Clerval, Alexandre Chodzko, D’ 
Siegfrid Kapper, général Mieroslawski, Paul de Seint-Victor, 
Sophie Podlipske, Adolphe Renaux, Charles Sabina, D’ 244, 

. Paris, Librairie internationale; Bruxelles ,etc., A. 
Lacroiz, Verboeckhoven & c*, 1867. 
ip. lL, ty, 472 p. 11, tp fromt. (phot) Mus, plates, fold. map. 


& 


=m. 
(Continesd on next card) 
rT) 
an, 
Frid, Josef Vaclav, 1829-1890. La Bohéme historique . 
1867. (Card 2) 


iy 
rf 





. -v 
Grand. Ring de Prague. J. Le congrés dave de Prague en 1848. 
Sabine, C. Slavieme et pansiavieme——2. pte. La Bohéme littéraire 
Leger, L. la et le littérature bobémes; Chants bobémes de 
moyen tge; la de Dalimil. Chodsko, A. La renaissance 
(Continued om pext card) 
+380 
(2341, 
Frid, Josef Vaclav, 1829-1890. La Bohéme historique ... 
1867. (Card 3) 
Cowrarre—Coatineed 

littéraire em Bobéme. Frics, J. L’idée nationale dans le poésie et la 
tradition bobéme. Brsosowski, L. Dalibor, légende du quinsiéme 
itcle. Chodsko, A. Contes tebtques: Les douse mots. m1. 
Obaivak, ou, L'oisean de feu. , &. Sswanda le joveur de corne- 
muse. Saint-Victor, P. de. Lee chansons populaires de ia Bobéme. 
Rensux, A. See © S See: Sane Sb Sees 
Description de la Frics, J. Liste des hommes ies remar- 

de la Boh@me. Table Ge l'histoire de Bobéme. 
= Leger, L. Chansons bobé@mes. Paroles et mu- 


| 
1 


i 
Vi 


Library of Congress 


(Pricasse, Jacques, |). 1773. 

Journal de marche d’un volontaire de 1792, pub. pour 
la premiére fois par Lorédan Larchey d’aprés le manu- 
serit original déposé & la Bibliothéque de l’Arsenal. Pa- 
ris |Imp. P. Mouillot, 1882, 

Pky A A pee Journal de marche du sergent 


The orginal edition of same date, with 21 plates, has title: Mémoires 
patriotiques. Journal de marche du sergent Fricasse ... 1792-1802 


1 France— Hist.—1789-1815. 1 Lone, Lorédan i. ¢ Etienne 
Lorédan, 1831-1902. u. Paris. Bibliothéque de [Arsenal. mi. Title. rv. 
Title: Journal de marche du sergent Fricasse 

18-0402 

Library of Congress DC2202 F8 

Pricemdet, Jeasph. 


alan went Friceadet ... Dijon, 


¥, Sp. 1L WW. (Collection 
Le ( oa im Giants ae Petetatee Co Guts ot ten 


“Bibtiegraphte”  p ilt-+. 





Library of Osagram A 


Friccius, Christophorus 
see 


Frick, Christoph, 1577-1640. 


$37 


Frich 


Prioccius, Kari Friedrich, 1779-1856. 

Geschichte des deutachen, insbesondere des preussi- 
schen kriegsrechts. Von dr. Carl Friccius ... Berlin, 
Nicolai, 1848. 

lp. L wri, B7, chp MO. 


oh Seer Se-Goe 2 Milkary low—Pressia. 3 Military hie 


mae 
Library of Congress 


Friccius, Valentinus 
see 


Fricius, Valentinus. 


Frich, Lilla Pauline, 1877- 

Basic ae of domestic science, consisting of a 
course of seventy-two illustrated lessons. by Lilla Frich 
«. Bev. ed. 1912. Muncie, Ind., Muncie normal insti- 
tate, “1912. 

8p ithe 4 19 


sos 
Library of Congress TX167.Fas 
Copyright A 130254 ws24@bl) 
Frich, Lilla Pauline, 1877- 

Basic principles of domestic sci inel seventy- 
two illustrated lessons prepared for use in the i oa 
lis public schools, Frich ... Rev. ed., 1916. 
dianapolis, Ind., Industrial book & equipment co. ;“1916, 


20 Gp. illus, plates 2. $1.00 
Contains blank pages for “Notes.” 


1. Cookery. 2 Domestic economy. 


17-4038 
Library of Congress TX167.F83 1916 
Copyright A 453803 dt, 
Prich, Lilla Pauline, 1877- 

Cooking ... by Lilla P. Frich ... in collaboration 
with Muncie normal institute; the National system ... 
re Ind., ial book & equipment co., 
( 

v. ites. 28°. 


EA. by M. G. Burton. 


1 . , 
ot i Muncie sorta taste, Bhunie, tad! "nt Fite: Nonna! spstem 
Library of Congress ‘TX663.F7 aieaciad 
~———_~ Copy 2, 
Copyright 


Frich, Lilla Pauline, 1877- 

The housewife’s cook book, by Lilla Frich ... Min- 
neapolis, Minn. (Augsburg pub. co.) ‘1917. 

Ip, O2B7p Imm 


1. Cookery, American 1. Tithe. 


Library of Congress TX71S. Fas? 


Copyright A 467479 








Frich, @vre Richter, 1872- 


— favn; roman fra 2. 
lag. resin 5 W. Cappelen ride . al 
3p. 1,199 p col front, col plates. 2. kr 2 


1. Tithe. 


Library of Congress 
Copyright A—Foreign 7439 


Frich, Ovre Richter, 1872- 

... Vitamin der seele; eine kleine unterhaltsame kulturge 
echichte des tabaks, mit vielen lustigen zeichnungen. Berlin 
cete., P. Zaolnay, 1986. 

181, ®) p11 Mes 19211. 

“Deutech von Marte Fransce ... Ulustrationen von A. Hallmans.” 


1. Tobacco. « Franscs, Marie, tr. a. Title 


Trensietion of 
Boken om tobakk. 


36-2140 
Library of Congress 
Copyright A—Foreign 


Friche-Joset, 

Synopsis de la flore du Jura septentrional et du Sundgsu, 
contenant un résumé analytique et raisonné des végétaux phané- 
rogames croimant sur les différentes — du Jura septen- 
trional, par feu Friche-Joset pare .. dee ¢égétaux vascu- 
laires du Su u, Clamsés d'aprés une aa analytique nou- 
velle, avec |'indication de toutes les localités of ces plantes ont 
été trouvées & l'état spontané, préoédés d’un tableau analytique 
et de l'explication de la méthode adoptée, accom d'une 





p= hy mph Bee d'un vocabulaire ren: 
definiti agus See ouvrage. Par 
tite . Mulhouse, Impr. de J. P. Risler, 1856. 
ott oo. yD. } t=. 1. 

Boteny— Alsace 2 Botany—Jore mountains 


& Mostandea, Fd 
Library of Congress 


ca 31-808 Unrev'd 
QK314.F8 


Friches, Armand Frangois Paul des 
comte Doria 


Doria, Armand Frangois Paul des Priches 
comte, 1624-1896. 


Friehet, Henry, 1961- 

Seay  coentins Go Dove ond lowe of casas com> 
tesans, by Henry Frichet ... (New York, The Panurge press, 
1 

240, 1) p21. 204. 

Initiale. 

“Only two thousend copies of thie book have been printed and the 


“This book bas been transiated from the French with « foreword, 
iatroductory essays and notes by A F. N. 4. @ Adolph Fredrick Nie 
moelier,"—p (4, 


sec, Prositetion” £ Woman Blog 


1 Niemosiler, Adoiph 
ed. and tr. io ™. 


Fredrick, 
Title: Courtesans, The lives and 


Trenesletion of Courtiaanes dene | entiquité 
34-11081 
Library of Congress BQusrTs 
—~ ——- Copy 2 6) (sene08s) 176.0008 


Frichet, Heary, 1861- 
.. Plantes et parfums magiques. Paris, Niclaus ,1937, 
Mp. il =. 


1. Plents. 2 Perfumery. & Astrology. 4 Magic. L Title 


Library of Congress 


LIBRARY OF CONG*ESS 


Spl, 4 p ind. todien By”. 


1, Cotmage, International. 1 Title. 


Library of Congress Hoss Fs 


Fricius, Valentinus. 
Indianischer wepapeants oe der gantzen newen welt, be 
der Indien ng der sonnen : echlel- 


Fricius, Valentinus. Indianischer religi der 
gantzen Newen welt... 1617. (Card 2) 
Black letter 


First isa. | 
rie yg k, Beets tai of oo eseiginn sorqehine 


1. Franciscans—Missions. 


lades, Diego 4. 130. t Gonzaga, Francesco, bp., d 1620 um Va- 


Library of Congress ona 


Gottingse, ex officina acade- 


Prick, Carl 
ant A. Hath, 1872." 
Rp m=. 


Inaug diss —Gdetingen. 


1. Sparta— Pol. & govt. 


Library of Congress 


Prick, Cari. 

Meine qyttesestnentale durch Haeckel, Tolstoi und 
Christus, ein monistisches von Carl 
Frick ... Frauenfeld, Huber & oo., 1912. 


vi, Zp 18" MS 


1. Tithe. 


Library of Congress 
Copyright A—Foreign 6142 


seen Bent oe 


by Carl Pad Frick ‘ene 
cover-title, p. (1800-1804. 24. 


H 


echoo! Wisconin in partial fuifitment of the 
}- LF EY Yn aT eee jemunry, 1903" bad 
Thesis note on cover. 


1 Med@ictee Aéérenses, easaye, tectures. 


Library of Osngress Bron. Fes 1986 


7 See na 
i oy. B ay Gate 


Renal 
Frick, «. p. Philedstphie Ene ond Bi Bloschord’ 
si, 13-18 p. ites 2. 





1. Kidneye—Diseases. 2. Urine—Analysis and pathology. Tithe, 


1316 


Library of Congress ROO. FO 


(03041, 


Frick, Childs. 

... Extinet vertebrate faunas of the Badlands of Bau- 
tista Creek and San Timoteo Cajfion, southern Califor- 
nia, by Childs Frick. Berkeley, University of California 
press, 1920. 
tol po 7 Unsversny of Calitorme peblicstons io goolegy. 

no. 


Bibliographical foot-notes. 


& Pelsenerige-Colternie. 8, Del iT Pliocene. 3. \ *, 
vail. L 


A2-107 





Title from Univ. of Calif. Library of Congress 


i) 


Frick, Childs, 1883— 

.. Extinet vertebrate faunas of the Badlands of Bautista 
creek and San Timoteo southern California, by Childs 
Frick. Nerkeley, University of California press, 1921. 

cover-title, p. (277) 424. iitea, (tect, mapa) pl. 49-60, ensumb fold. pi. 
fold. tab. a1 (Unt ex ty fornia publications. Bulletin of the 


Bibliographical foot -eotes. 

1. Paleontology—California. 2 Palecntology—Pliccene & Verte 
brates, Fossi! . nm Tithe: Badlands of Bautista Creek and 
San Timoteo Cafion, southera California. 

Ames 


California. Univ. Libe. 
for Library of Congress naif, 


Frick, Childs, 1883- 
Horned ruminants of North America, by Childs Frick. 108 


text me New York, The American museum of natural 
history, 1937. 

rxvill, Of tact frat am (1 fo) abn 2". (Bulletin of 
the American museum of natura! history. Larx, 1987) 


1. Ruminantia, Fossil. 2 Paleootology—North America. 1 Tithe. 
aw 186 

Minnesota. Univ. Library 
Congres 


for Library of (QH1LA4 vol. @) 


3 (307.4) 


Frick, Childs 
see also 


Childs Frick expedition to Ethiopia and Kenya 
Colony. 
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Prick, Christoph, 1577-1640. 

Music bichlein, oder Natzlicher bericht von dem ubr- 
eprunge / gebrauche vnd erhaltung christlicher music 
vnd also von dem lobe Gottes / welches die Christé ... ver- 
richten sollen Mit vorher gesetztem summarischem 
inhalt vnd zu ende hinzu-gethanem register Dur 
m. Christophorum Fricciam Lineburg / Gedruckt 
bey J.vnd H Sternen 1631 

ip |, M7, asp My 

Tule m red and black withir 

In 2 party, part 2 with special t-p 

Pict’ dines pub Lewprg, 1615 omy tithe Musica christians 
Predigt uber die worte Psalm 98° Lobet den Herm mit harfen und bd 
| men. in thes (2d) ed another sermon is added 
1 Chureh music 2 Music im churches 


ymiamental border 


o2si2 


Library of Congress MLA) £73 


Frick, Erwin W. 


Book binding and mending made easy, desiened for the 





instruction of all school = cop) righted by kW 
Frick. Pueblo, Colo., ‘1921 
12 p illus, pl 20" 
1. Bookbinding. 2. Bookbinding — Repairing 
Library of Congress Z271.F89 wee 
Copy 2 
Copyright A 630075 ? 


Frick, Erwin W. 


Book binding and mending minke easy, designed for the 
instruction of # wol children. 2ded. Copyright 
by F. W. Frick. Pueblo, Colo., 1922 


Nop 





ites, 159° 


1 lewklanding 2 Rookbinding- Kepairing 
3478 
Library of Congress zs ww 
Copy 2 
Copyright A @96305 2 
Frick, Flora M. 


The black cate’ frolic, « spooky drill, by Flore M. Frick. 
Chicago, The Dramatic publishing company ,°1928, 


Sp 18". 
1 Tithe. 
Os 98-1783 Unrev'a 
Library of Congress PN6120.P3F7 
Copyright D 85158 a T238 


Frick, Flora M. 
Stunts for fall, by Flora M. Frick 


Chicago, The Dramatic 
publishing company ,‘1929, 


SOp. diagrs 159%. (On cover: Sergel’s acting drama) 
1 Games 2. Amusements 1. Tithe 
37-374 
Library of Congress GVI471 P73 
Copyright AA 20609 3, 790 


Frick, Flora M. 
Stunts for spring, by Flora M. Frick. 
matic publishing company ,“1932, 
1s. p. 1. 


Chicago, The Dra 


(On cover: Sergel's acting drama) 


1. Games. 2 Amusements. 1 Title. 
37 -37543 
Library of Congress OVI4T1 FT4 
—-—— Copy 2 
Copyright A 56852 3, 790 


CATALOG OF PRINTED CARDS 


Frick, Flora M. 
Stunts for summer, especially for camps, by Flora M. 
Frick. Chicago, The Dramatic publishing company ,‘1930, 
% p ius 187% (On cover: Bergel's acting drama) 


1 Games 2 Camping + Title 
30-1885, 
Library of Congress Ske FT 
Copyright A 2002) el (76%) TO 
Frick, Flora M. 


Stunts for winter, by Flora M. Frick. Chicago, The Dra- 
matic publishing company ,°1931, 


100 p 18 (On cower: Sergel’s acting drome) 
1. Games 2 Amusements 1. Tithe 
3) 3 
Library of Congress GV14T1 PTS 
Copyright A S1IM 2 7 
Frick, Georg. 


Tie Elzevir'vchen republiken 
M. Niemever, 1992. 


Von dr, Georg Frick. Halle, 





Pp th. By wm 2 Chdded top> Hallesche abhondiangen nur 
neweren geachichte . hft. 30) 
1 Bieevier, family of printers 
3 wis 
of Congress mm He 
| 
Frick, Georg, 1-60-17 
Schillers dramen Bearb. von weil, oberlehrer 


dr. Georg Frick. 5. villig neugestaltete autl, von prof 





dr. Karl Credner Leipzig ete. B. G. Teahner, 116 
v 218%. (Aus deutscher dichtung bd. x 
1 Schiller, Johann Christoph Friedrich vom Criticrm and interpretation 
Credner, Karl, 1875 
22-172 
Library of Congress PT 2498 F7 


Cops raht A- Foreign 1om24 


? 


Prick, George, 1793-1870. 

A treatise on the diseases of the eye; including the doc- 
trines and practice of the most eminent modern surgeons, and 
—, those of Profesor Beer. By George Frick 

timore, F. Lucas, jun., 1823. 
ris, Op fold pl a 
“Errata” slip mounted on verso of t-p 


1. Bye—Discases and defects 2 Beer, George Joseph, 1763-1821 


Bos 


Library of Congress REOrM 


(371, 


Frick, Gustav Adolf. 

Die schweizerische papierfabrikation, unter beson- 
derer + ichtigung des standortes. ‘on Gustav 
Adolf Frick ... Weinfelden ,ete., Neuenschwander, 1923. 

4p Lb, 17-116 _p_ 237. (Schweizer indusirie. und handelsstudien, 
brag. von dr. M. R. Weyermana 14 hit) 


i also as the author's inaugural dissertation, Bern, 1922/23. 
“La chas und Nh be”: p 114-116. 





1. Paper making and trade— Switzerland 
25-2199 
Library of Congress HCBSS) 14 bit 


Frick 


Prick, H. C., coke co., Pitfeburgh 

Connelleville coke, best known fuel for foundries and many 
fecturers. “Frick coke” manufactured by FL C. Frick coke 
co. from the celebrated Counellaville coal Pittsburg! 
Stevenson & Foster. printers ,1884, 
tilus 


cover-titie, 16 p 2s 


cay in black and 


ind red 
of the Connetisritie coke region” om back cover 





1 tobe + Tile 
$s ne" 
Library of Congress TPA% PY 
Coprright 1984 12475 atm 


Prick, H. C., coke company, Pi(/sburgh 


Safety first. H. C. Frick coke company. Enz! 
Pittsburgh, ‘1916 
cover-title, 26». illus. 274°* 


For the struction and benefit of men employed underground 


1 Coal mines and mining— Safety measures 1. Tithe 
Library of Congress 


Copyright A 430648 


TNS F7 


Frick, Harvey L. 

Apostate physician, by Harvey L. Frick. New York, Hou« 
of Field, ine. ,°1987, 

Tp. 1" 


onm 


PZB FWRAD 


Frick, Heinrich, 1993- 
Deutschland innerhalb der religidsen weltlage. von d. dr 


Heinrich Frick Mit 10 karten im text. Berlin. A. Tépel 
mann. 1936 





in. 273 p ius (maps) By 
1 Geromny— Retigen VARY 2 Arheit ae deutarh- 
ewe guns + Cheret sod stot «© Cermeer 4 
Christianity and other religion Title ne. Weiltlege 
Dentechtond inerto th der retin 
377M 
Library of Congress BRAS PTS 
it m4 
Prick, Heinrich, 1893- 
Die evangelische mission; ursprung. geschichte, ziel, 


von Heinrich Frick Bonn und Leipzig, K. Schroeder, 
1922 


wr 
dr ‘xe Hausmann 


“Literatur 


‘ atid ¢ t % \ ees der kultur und geschochte, brag. von 


p 440,445 


1 Missions, Foregn— Hist. + Title 
ise 
Library of Congress BV 2400 F7 
2 


Frick, Heinrich, 1593 
The gospel. Christianity and other faiths. by Herrich Friek 
translated by Jame< Haire Osford. B Blackwell, 108, 
2 


“Lecture delivered during the Kose! mission week in 1882 
“Notes” Inciade bitiiagrapbical material 


avi, 73 p fold. front 


1. Cortetiantty 26h ceo! 2 Cbristiamity ond other religions 
3 Religion 1. Haire, Jomes, tr ou Title 
38 se011 
Library of Congress BRID PSs 
3 = 








Frick, Heinrich, isy% 


Die kirehen und der krieg, von d. dr. Heinrich Frick 
Tu angen, Mohr, 1993. 





pmlung gemetaversthodiicber vortrige und sebrif 
dem gebiet der thestogie and religionsgesehichte. 163) 
eréffeptiicbte cortrag ist tu eiuer vorlesuagsreibe ‘Problem 
\ a ft wordeo, die im laufeoden we. 1982/33 an der 
eebalten wird Vorsort 
ptnmlbers ny pons to “Anmerbunges” (p 





4 44) 


1. War and religion 1 Tithe 


Library of Cougress BRS. w2r7 


Frick, Nenry Clay, 1649-1919 
see also 


fhe Frick collection, New York. 


Frick. Hermann. 


Gromiris der antiseptischen wundbehandlung fiir thier- 
arzte. Von H. Frick Stuttgart. F. Enke, 1890. 
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Library, U & Dept of Agriultare 41F013G 
Frick, Hermann. 

Outline of the antiseptic treatment of wounds; for veteri- 
narans. By H. Frick... translated from the latest German 
edition bw Alex. Eger with annetations by A. HL Maker ... and 
1. A. Merillat Chicago, A. Eger, 1900. 
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1 Wound Treatment 2 gaa wurgery 1 Faer, Meander, 
tr ou Haber, Austin Hart I< tm Meriiat, Leute Adolph, 1858- 
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Frick, Joseph, 1606-1875 

Vhysieal technics; of, Practical instructions for making 
experiments in physics end the construction of physical appa 
ratus with the most limited means By Dr. J. Frick Tr. 
fromm the 24 German ed, by John D Raster Vhiladelphia, 
J 1 Lippincott & eo.. 161 


sv 1741p tw 2 


“hysice Baperimente 2 Mhysical inetroments. 


! 1 Kaeter, Joba 
Inay io Wenz tr 
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Liteery of Congress epre 


Frick, Joseph, 1“) 1575 
Phe meal technics, of, Practiwal instructions for ba | 
e periments in physics and the construction of physi 
apparatus with the most limited means. By Dr. J. Frick 
Tr from the 2d German ed by John D. Esater 
Philadephia, J. B. Lappineott & co., 1862. 
« 479 te BO 


1 Paeore- Eapermert. 2 Physeal mstruments 1 Easter, Jona 
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LIBRARY OF CONGRESS 


Frick, Joseph, 1806-1875. 

Die physikalische technilt; oder. Anletung zur anstellung 
hechen versuchen and zur herstellung von physika 
wn apparaten mit miglichst einfachen mitteln. Von dr 
J Frick 2. verm. und verb. anf Braunwhweg. F 
Vieweg und sohn, 1856. 


sx 88 p Mes 22. 





1. Physiew—Raperiments 2 Phystest tn«traments 
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Librery of Comeres« Qn res 
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Frick, Joseph, 1806-1875. 
Dr. J. Fricks Physikalische technik; oder, Anleitung su 
experimentalvortragen sowie zur py einfacher 
7. umgearb. und stark 
verm. aufl. von dr. Otto Lehmann ... Braunschweig, F. Vie 
weg und sohn, 1904-09. 


2¥. in 4 frost. (port.) iltas, svar pl. (16 col.; 8 fold.) diagra. 20". 





1. Physice— " oe 2 Physical instruments «+ Lehmann, 
Otto, 1855-1922. 
5-39154 Hevised 
Library of Congress Qc Fas 
Copyright A Res no 372, 
Frick, Julius. 


Die wirtschaftlichen verhaltnisse des weinbaues und 
weinhandels im Elsass seit 1871, von dr. Julius Frick. 
Strassburg i. E., Herder, 1911. 
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Frick, Karl. 

Der inasenentlassungsachutz nach § 20 Nog un vergleich zur 
bet riebs-stillegungsverordaung, von dr. jur. Karl Frick. Dres- 
den, M. Dittert & eo., 1937, 

1221p 21° 

“Sebrifttum”: p 5-15. 


1 Labor laws and i-gisiation—Germany. 2 Unemployed—Germany. 
. Tithe 


41-8168 
Library of Congress 2 
Frick, Karl, sis- ed 
Chronicn minora collegit et emendavit Carolys Frick. 


vel 1 Accedvat Hippelyti Romani praeter canonem pascha- 
lem fragmenta chronologica. Lipsiae, in aedibrs B. G. Tewb- 
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Frick, Minnie De Motte. 

Analytical lessons in Gregg shorthand, with dictation, by 
Minnie De Motte Frick ... New York, Chicago etc, The 
Gregg publishing company .*1924, 

Hp 14 


1 Shorthaed = 2 Gregg, Joba Robert, 1n67T- 1 Title 
a 798 
Library of Congress 2OGR3Kr 
—— — —- Copy 2 
Coprright A sin Riel, 


Frick, Minnie DeMotte. 
Intensive sentence dictation, correlating with G short- 
hand manual an! Teaching Gregg shorthand by the analytical 


method ,by, Minnie DeMotte Frick Corvallis, Or., Oregon 
state college, 1935. 
Ip.l. vi S oom. 27y=. 
Mimeographed. 
1. Shortband— Exercises for dictation. 1. Tithe. 
35-12805 


Library of Congress 256 GS83Fr 1085 
Copyright AA 180033 e os 42 
Frick, \/rs. Minnie De Motte (Holt) 

Talk ane take; Gregg shorthand, theory reading, and inten 
“, correlating with Gregg shorthand, Intensive 
sentence dictation, Teaching Gregg shorthand by the analytical 
method, by Minnie De Motte Frick ... and Edward Vietti 
Corvallis, Or. OSC cooperative association “1938, 

ipb. 28p sy" 

Vhotoprinted 
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Frick, rv. Minnie De Motte (Holt) 

Talk and take; Thomas natural shorthand, by Minnie De 
Motte Frick ... Edward Vietti ... and Charles A. Thomas 
New York, Prentice-Hall, inc., 1940. 

1 %p I 

Photoprinted 


t_Vietti, Edward, joint author. 


1 Shorthand to. Thomas, Charles 
A., joint author. rm. Title. 


@-12810 
Library of Congress 14 reon 
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Frien, \/rs. Minnie De Motte (Holt) 

Teaching Gregg shorthand by the analytical method; les 
son plans, teaching materials, gonastasee, by Minnie De Motte 
Frick New York, Chicago ,ete., The Gregg publishing 
company ,“1931, 

5, 2778p. diagre 184". 
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1. Kesuphos. Apulogia Socratis. 
aC 81-198 
Teleuniy. Library 
for Library of Congress a 











Frick, Otto Paul Martin, 1832-1592. 

In wieweit sind die Herbart Ziller-Stoy'schen didaktischen 
grundsatze fiir den unterric ht an den hoheren schulen zu ver- 
werten?! Kerlin, Weilmann, 1883. 

iv p. EL, (7-225, 3, p incl. doubletab 2. 
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“Uehersicht Ober "e iMtterstur der Herbart Ziller-Stoy'schen didak- 
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1. Teaching. 2 Herbert, Johann Friedrich, 1776-1841. 3. Secondary 
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1a « Friedel, Ernst August, joint author. 
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U.S Off ofeduc. Library LR648 FSS 
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Die roche der hoheren einheitsschule._ Von 1 
Otto Frie und natur 
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F. Hornemann ... Nebst ne einleitung iiber die ziele 
des Deutschen einheitsschulvereins und einer biblio- 


graphie der einheitsschule von F. Hornemann. Han- 
nover, &. Meyer, 1887. 
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(Schriften des Deutschen tem ey 
ion F. e- 9S. 
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schools, 5. Eye—Care and h yer, Lothar, 
1830-1895. 1. Hornemann, Ferdinand, aso. 
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Frick; Otto Paul Martin, 1%%2-1892. 

Pilagogisehe und didaktische abhandlungen-won d. dr. 
O. Frick Hrsv. von dr. Georg Frick. Halle a. 8. 
Buchhandlung des wairenhatses, 1808 


2v. fold tables 24" 
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Library, U. S Bur. of Education LB?75 Fs 


Frick, Otto Paul Martin, 1832-1892. 

Das Seminarium praeceptorum an den Franckeschen 
stiftungen zu Halle. Ein beitrag zur lésung der lehrer- 
bildungsfrage, von dr. O. Frick ... Halle a. S., Buch- 
handlung des Waisenh , 1883. 





1. Franckesche stiftung, Halle. 2. Francke, August mpeg Hermans, 1663-1727. 
3. Teachers, Training ot Garman (3. Teachers—Training—Halle; 
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Library, U. S. Bur. of Education LF3i95.H2F9 
Frick, Otto Paul Martin, 1832-1892. 


The value of the didactic principles of Herbart-Ziller-Stoy 
in view of their serviceableness for the instruction in 


schools. By ... Dr. Otto Frick ... and . Friedel ... 
jettenal Herbert Supplement te the 3d Yearbook . 
tor 1897 n Chicago, 1898. via p. 151- nue 


‘Translation of the authors “In wiewelt sind | i Ziller-Stoy’- 
echeo di taktiarben = fOr deo unterricht an buberen echulen sa 


verwerten”? Berlin, 1883. 
1. Tenching. 2. Herbert, Jobann Friedrich, 1776-1841. 8. Education, 
Becondary 1. Friedel, Ernst August, jvint sutbor. 
Ca T2925 Unrev'd 
Library of Congress LBS N26 
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Frick, Paul. 

Consilérations sur l'établissement des projets d'adduction 
et de distribution d'eau potable dans les communes, par P. 
Frick 2. éd. rev. et mise & jour par Paul Lévy Salvador 

Paris, Dunod, 1926. 
2p. l, prtth-vill, 40 p fies, By. 


1, Water y—France. 2. Water—Distribation. t Lévy Salva- 
dor, Paul, 1 ed 
‘21-6475 
Librery of Congress TDST1. FOS 1688 
Copyright A—Foreign oot) 
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Frick, Paul. 
. Devis et cahiers des charges pour trav = commu- 
naux de distribution d’eau. Paris, Dunod, 1 


ip nN. fr. 6 


At head of title: P. Frick et A. Cauvin. 
Various ings. 


1. Water sual fees 2. Water—Distribution 1. Cauvin, A, 
joint author. 1. Title. 
2413 
Library of Congress TD271.F7 
Copyright A—Foreign 17771 
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Frick, Philip Louis, 1874 
The resurrection aml Paul's argument: a study of 
First Corinthians, fifteenth chapter, by Philip L. Frick 
Cincinnati, Jennings and Graham; New York, Raton 
awl Mains ‘1912 


MB p 199" = 9h 25 


1. Title 
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Library of Congress 
Copyright A 320143 


Frick, Philipp Joseph, 1740-1798. 

The art of musical modulation rendered easy and famil- 
iar, digested in twelve tables; shewing the shortest meth- 
od of modulating thro’ all the keys, in three and four 

rts. To which is .perfixed ;!; an explanatory preface, 

y P: 1: Frike. (London, Printed by W. Napier 17— 

Ip lwBp Bax 

Engraved with the exception of p. i-iv 


1 Modulation 


Library of Congress MTS2 A267 


Frick, Philipp Joseph, 1740-1798. 

Ausweichungs-tabellen worinne gezciget wird, wie man 
aus ciner tonart in vine andere, sie xey nahe, od 
entfernet, geschwind dbergehen kénne; ; zum belie 
brauch fir clavier und orgelspicler, verfertiget und her 






aus gegeben von Philipp Joseph Frick... 1. th. Wien, J. 
Kurzbick, 1772. 
13) p.; 24 p. (music); PL 33x 219". 
1. Modulation 
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Prick, Philipp Joseph, 1740-1798. 


A guide in harmony, containing the various manvers in 


which every chord in four parts can be p re- 
solved, or otherwise freely used ... com y Joseph 
ie .. London, Printed for and sol by the author, 
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Ip}. vii 9p 26x33" 

Engraved, except p i-vi 

1. Harmony 
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Library of Congress MTS0 A2F8 


Frick, Philipp Joseph, 1740-1798. 

A treatise on thorough bass, containing a plain and 
easy method for the performer by the help of many ex- 
amples and several new essential ‘rules, the pure manner 
of figuring and a repertory of every ae in oo 
worthy the attention of young Tem my a. by Jose 
Frike London, Printed for sold by the the author 
(1786, 

Ip t, 1p 232307 

Engraved throughout 

1 Thorough bass 
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Frick 


Frick, Robert. 

Die geschichte des Reich-Gottes.gedankens in der alten 
kirche bis zu Origenes um! Auguetin, von Robert: Frick 
A. Tipelmann, 1928. 


Giessen. 


vit, 1 » 24 Rethefte rar Zettechrift (Or die neutestament 
Netw coerce vod die kunde der flteren kirche twibetr 1 
The suthor s “lNrentheen -erteties Bertin, 1925-28 
iT 
Litrar) of Congress Reae7> ne & 
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Frick, Thomas A. 


Slope vegetation near Nashville, Tennessee, by Thomas A. 
Frick. Nashville, Tean., George l’eabody college for teachers, 
19:39. 
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Litrary of Congress QKD TIFT 
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Frick, Walter. 


Die auslegung des patentes nach gesetz und recut 
sprechung Zirich, Polygraphischer verlag a.-g., 1926. 


G p 79. (Btreidiebrer durch das schwelserieche erfinduace 
recht. von Walter Frick) 
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Stuttgart u. Berlin, Deutsche verlags a , 191 
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Copyright A—Foregn 82M 


(Prick, Wilhelm, is7+ 

Die spanische reise. ein neuer scheimenroman und em bal- 
ber, von Wilhelm ~— oe 1. und 2. auf. Stute- 
gart, A. Bonz & comp, 


mop 12. 
t. Tithe 
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(Frick, Withelm, 1S74+- 

Der verliebte emerit, erzahlung. Vinzenz Faulhaber, 
ein schelmenroman: vorwort von Hermann Hesse. Merlin, 
Dent~che buch-gemeinschaft gm. b. bh. (1927, 

320, 1), 2 10" 
Author's peeud, Wilhelm Schuwen, et bead of title 


1 Tithe. m. Tithe: Viozens Peulhaber 
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Frick, Wilhelm, 1577- 

Kampfziel der d hen schule ; he des reichsmi 
ters des innern dr. Frick auf der ministerkonferenz am 9. mai 
1933 Langensalza, H. Beyer & séhne (Beyer & Mann) 
1933 

ap a a oy! . p.. Sebriftea sur politiechen bildang coe 
reibe Ertiebong 
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Title from Hoover War Lier oe’ oly LOW OIreT 
Printed b; 
2) 
Frick, Wilhelm, 1877- 
Die nat Isozial im Reich 1924-1931, von dr. 
Wilhelm Frick. Neu hers im auftrage der national- 


usgegeben | 
sozialistischen reichstagsfraktion, von dr. Curt Fischer. Miin- 
chen, F. Eher nachf., g. m. b. h., 1932. 


190 p. 2". (Nationalsosialistische bibliothek, hft. 87) 
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1 deuteche 
tog 3 Germany— Pol. & govt. —1918- 1. Fischer, Ourt, 1901- 
n. Tithe. 
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Frick, Wilhelm, 1877- 
Die rassengesetzgebung des dritten reiches; rede vor dem 
diplomatischen korps und der suslé: presse am 15. 


felruar 104 te: ernenm empfangsabend des Aussenpolitischen 
amtes der N.S. D. A. P. Munchen, F. Eher nachf., 1934. 
Mp we On cover: Wier =pricht das neve Deutechiand! bft. 4) 


At bead of title: Dr. Frick 


1. Citizenahip—Germany. 2 Aliens —Germany 3. Jews in Germany 
4 Germany — Nationality i Tithe 
wel 
Library of (gress IN3006.F7 
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Frick, William 

Land transportation by railroad vs. water transporta- 
tion by canal. An answer as to which is the cheaper 
mode of moving heavy, bulky articles, considered in con- 
nection with canal steam train-towing. A new system of 
towing on canals and inland waters, with a plan of con- 
neeting and steering section-boats ; the latter having been 
— nted by William Frick ... September 29th, 1868. 
*hilad«lphia, The Leisenring steam printing house, 1869. 

21 p front (fold pl) 23" 

1 Canal boats— Mechanical traction 1. Title 
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Title from Bureau of Railway Economics Printed by L. C, 


Frick, William. 

ope eete ee, Cr ant een. Philadelphia! 
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‘Tithe from Berens of Railway Beomomics. Printed by L. 0. 


Prick, Wiliam, 1790-1855. 

An address preparatory to opening the department of the 
arte and eriences in the University of Maryland. Delivered on 
behalf of the trustess, by Wm. Frick. Pub. at the request of 
the Board. Baltimore, Printed by J. D. Toy, 1831 
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Frick, William Keller, 1850- 

Henry Melchior Muhlenberg, “patriarch of the Lutheran 
church in America.” By Rev. William K. Frick Philadel 
phia, Lutheran publication society 1902, 


tv, 6-200 p frost (port) 15)". (0 cower: Lotheran handbook 
aries) 


1 Mubleoberg, Heary Meichior, 1711-1787. 


Library of Congress BXA0RO MOFS 
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Frick & Lindsay company, Pittsburg. 
Frick & Lindsay company's reference book and price 


list for the eer * architect, parchasing agent and 
mechanic. Akron, O., Pittsburg, Printed by the 
Werner co. 
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Library of Congress TSIM FS Copyright 


The Frick collection, Vew York. 
Handbook. New York, 1937 
3p. froat., itlus. (plan) plates, 104". 
At head of tithe The Frick collection. 


38 1831 
Library of Congress No Pes 


Copy 2 
Copyright A 112883 el, 708.1 


The Frick collection, New York. 
Handbook. New York, 1940. 
Sp. front, Ulas (plan) 88 pl on 20L 19)". 


at bead of te: The Frick collection. 
Revised edit 


Library of Congress NS220.F66 1940 
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The Frick collection, Vow Y ork. 
Limoges enamels; check list. New York, 1935. 
cover-title, Tp. 184". 
At bend of titte The Frick collection. 


The Frick collection, Vew Fork. 
Paintings; summary catalogue. New York, 1935. 

@ p plates, porte 2 

At bead of title: The Frick collection. 

“This catalogue. prepared from materia! accumulated and correctea 
by the Frick ert retereace library. was verified by Isobel B. Binks 
and revieed end rewritten by the organizing director of the Frick 
collection "- -p. 5) 


1 Paintings Catalogs 1. Frick art reference library, New York. 


m Title 
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Librery of Congress NG220 FST 1985 
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The Frick collection, New Y ork. 


ot Paintings; summary catalogue. New York, 1935 (4. «. 
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At bead of tithe The Frick collection. 
Repriat of the edition published 1986, with “Addenda” (p. 61-67) 


1. Palotings—New York (City) —Catalogs. 
Library of Congress NS220.F6T 1942 
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Frick company, engineers, Waynesboro, Pa. 

“Eclipse” refrigerating machines for use in cold storage 
depots, packing houses, breweries, ice factories, etc... ,Bal- 
timore, Press of I. Friedenwald, 1890, 

2p. 1, Br-208, 2, p. Wias, 2 pl. (1 fold.) 26". 
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Library of Congress Tres. Fee 
Copyright 1890: 23842 @tel, 


Frick educational commission, 
Fitteburgh 


Henry Clay Frick educational commission 
of the city of Pittsburgh. 


Frick-Reid supply company. 

Machinery, tubular goods, tools, supplies and equip 
ment for oil-gas-water wells, pipe lines, gasoline plants 
and refineries ; everything for the oil and gas fields ; cata- 
logue . 

Tulsa, Okla., Pittsburgh, Pa. te, 
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Only latest issue in Library is kept on shelf. 
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Fricke, Carl. 


Ro origine Cumarum ... Gottingae, G. F. Kaestner, 
1869. 
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Fricke, Charles Williams, 1882- 

California stain’ be, ty Gon © Fricke ... Los Ange- 
les, Calif., Printed by Los review, “1997. 
4p.1, M1, sitip a. 
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— Copy? 
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Fricke, Charles Williams, |542- 
Califotnia peace officers manual; an outline ae California 
criminal law and procedure, explaining penal code 


methods of investigation, rules of evidence, etc., Chas. W. 
Fricke ... Containing « revised edition of the manual 
used by departments throughout the state, also an - 


police 
fa! Len features. Los Angeles, Cal., The 
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Published of ds an wow: Mansa! of criminal law end procedure 
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1 Justices of the peace—California 2. Police magistrates California 
3 Crimina! law— California. L Tithe. 
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Library of Congress 
Copyright A 49251 3 


Fricke, Charles Williams, 1882- 

California peace officers manual; an outline of California 
criminal law and procedure, explaining Penal code sections, 
methods of investigation, rules of evidence, ete. by Chas. W. 
Fricke containing a revised and enlarged edition of the 
police manual used by police departments throughout the state 
with many additional features. Los Angeles, Calif., The Legal 
book shop ,*1937, 

ap. 11.249 17 

rd edition, revised and en’ ontarans 

“Recommended books for peace officers” p 247-2 

1. Justices of the peace—<California. 2 Police magistrates all- 
fornia $3. Crimtoal law —California Tithe 
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Library of Congress 


— Copy 
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Fricke, Charles Williams, 1882- 

California peace officers manual; an outline of California 
criminal law and procedure, explaining Penal code sections, 
methods of investigation, rules of evidence, law of arrest, ad 
Chas. W. Fricke ... containing « revised and enlarged edition 
of the police manual used police departments ey 
the state with many additional features. Los Angeles, f., 
O. W. Smith ,“1939 

mip. 11, 280 p i 

“Fourth edition, revised and enlarged.” 
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California. 4, Civil procedure--Callforota Title. 
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Fricke, Charles Williams, 1582- 

California peace officers manual. (5th ed.) An outline of 
California criminal law and procedure, explaining Penal code 
sections, methods of investigation, rules of evidence, law of 
arrest, by Chas. W. Fricke Containing a revised and en- 
larged edition of the police manual used by police departments 
throughout the state with many additional features. Los An- 
geles, Calif.,O. W. Mand 10s, 
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by Chas. W. Fricke ... (Los Angeles, *1925, 


Sip inn 


1. Justices of the fornia. 2 Police magistrates—California. 
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hiittenraauch. 


Lanéw. vers. stat. 04 34, p. 277-289. Berlin, 1887. 


1 Noxious gases. 2. Smoke 


Aqgr421% 


. Library, U.S. Dept. of Agriculture 


Fricke, Emil. 
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Die bikllichkeit in der dichtang des Andreas Gryphius; 
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om hichte der germanischen und romanischen vither 
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abzwhelfen? Ein wort zum frieden vom Lic. Dr. G. A. 


Fricke. Leipzig, Gebriider Reichenbach, 1848. 
Mp. 2 meee 
Litvrnrs of Cogs, aun 


Fricke, H 1854- 

“‘Das Mannheimer schulsystem in hamburgischer be- 
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Library of Congress JXIOTLS.FTS 


2 M11 


Frickenhaus, August Heinrich, 1882-1925. 

Athens mavern im tv. jabrhundert vo Chr Bonn. C. 
Georgi, 1905 

“3p told pl 2 


Ioaux diss -Bonp 


Lebensinu! 
1 Taseriptions, Greek Athens, 2 Athens — Fortifications and de 
fens 
Lere | 
Library of Congress DPIST WAFS 
W2b1 


Frickenhaus, August Heinrich, 1882-1925. 
Leniienvasen .. von August Frickenhaus. Mit 5 tafeln und 
19 abbildungen im text. Berlin, G. Reimer, 1912. 


8» thus. © pl 


(Procromm rum Winckelmannsfeste der 
Aroha 72) 


when geeeliachaft zu Berlin 





ra] 
Jabresberteht (Gr 1912": p. :1)-3 at end. 


Mitglieder. verzetchnis”: p. S)-4 at end 
Ribtiography mH 


1 Vases. Greek 1 Tithe. 


ACS4OT8 
Title from Uatlv of Cht cago NSS25.B37 vol. 72 
Litrary of Congress (NS825.48 wo. 72) 
2% 


Frickenhaus, August Heinrich, 1582-1125. 
Zwei topographische probleme. Von pee Frickenhaus. 


(In Bonner whiicher. Jabrbiicher des von altertams- 
freunden im Boan, 1909. me. “wt its. p. (17,88. 
illus. (plan)) 


Contests. —1t. Emporion in Spanien (Ampurias)—t. Arretium 
(Arezzo) 


1, Ampurias. 2. Arezzo. 3. Cities and towns, Ancient. 


s0-sT 
Metropolitan mus of art, N.Y. Library 
for Library of Congress (DD401.R4B7  bft. 118) 
12) (943.42) 


Fricker, 


Résistance des carénes, par M. Fricker ... Paria, 
Gauthier-Vilars ,etc., 1907, 
IM p. 1h di 199°. (HMalf-titl Encyclopéd ventifique des 
aide ft -RS. oak tows la Niccetion ‘4 M Léaue ) ais aes 


Series title also at head of tp. 
“Bibhographie”: p. :167)-168. 


1. Ship resistance. 
8 2SR2 


Library of Congress ‘M751 FSS 


536 


Fricker, Elsa. 
Alphonse Daudet et la société du second empire ... par 

Elsa Fricker. Paris, BE. de Boccard, 1937. 

xvi, 300p.21 2°. 

At bead of title: Université de Fribourg ( Saisse) Faculté des lettres 

Thése—Univ. de Fribow 

Published also without theste note. 

“Bibliographic”: p. 


1 Daudet, Alphonse, 1640-1807. 2. France—Soc. life & cust & Social 

Problems jo literature. t Fribourg. Université Faculté des lettres 
© se 

Library of Congress PQ2R1675FT 1087 


i 848 AR 


Fricker, Elsa. 
Alphonse Daudet et la société du second empire. Préface 
de Gonzague de Reynold. Paris, E. de Boccard, 1937 
avi, 309, 4p. 25°. 


“Errata” slip laid in 
“Bibliographie” - p. 380,398 





1. Daudet, Alphonse, 1840-1897. 2. France-—Social life and customs. 


AC 31008 
Pennsylvania. Univ. Libr. 
for Library of Congress 2, 
Fricker, Emil. 


. 1. Ueber temporire unterbrechung der blutzufuhr 
am magen und darm des hundes, bei gleichzeitiger anwen- 
dung einer neuen meth der 
Ueber ligaturen grosser magenarterien beim hund . 
Bern, Buchdruckerei Neukomm & Zimmermann, 1902. 

“4p 2col diagr 2" 
Inaug -diss — Bern 





1 Stomach—Surgery 2. Intestines—Surgery 


7-7 Mat 
Library of Congress RDS4O Fass 
Fricker, Karl. 
The Antarctic regions, by Dr. Karl Fricker Tr. by 


A. Sonnenschein, London, 8. Sonnenschein & co., limited ; 
New York, The Macmillan company, 1900. 


sli, 292 p. front., illas., plates, ports, maps (part fold.) 24™. 


The German edition forms v. 1 of Bibliothek der Anderkunde. 
“List of important books, articles aod maps”: p. 283-286. 


1. Antarctic regions. L Sonnenschein, Adolf, 1826-1913, tr. 
2-210 
Library of Congress os60.F8 
3741, 


Fricker, Karl, 1865~ 

The Antarctic regions, by Dr. Karl Fricker . Ss. 
Sonnenschein & co., limited; New York, The Macmillan com- 
pany, 1904 

xii, 202 p front., ius, plates, ports, mape (i fold.) 24™. 

“Translated by A. Sonnenschein.” 

“Second edition.” 

“List of important books, articles, and maps”: p. 283-288. 


1 Antarctic regions 1 Sonnenschein, Adolf, 1825-1013, tr. 


2514166 
Library of Congress Ose0Frs 10) 


#0b1, 


Fricker, Karl Viktor, 1830-1907. 

Geschichte der verfassung Wiirttemberg’s. Zar feier 
des fiinfzigjulrigen bestehens der verfassungs-orkunde 
vom 25. september 1819. Im auftrag des stindischen aus- 
achusses verfaast von Carl Victor Fricker ... und - 
dor v. Gessler Stuttgart, J. B. Metzler, 1869. 


iv, 288 p incl 2 geneal tab. fold. geneal. tab. 24™ 


1. Wurttemberg—Constitutional history 


1. Gessler, Theodor von, 
1824-1886, jowt author 


9 J208Rt 
Library of Congress jN#z2 FB 
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Fricker, Mary Hannah, 1679 - 

Preparing shipments to Canada: documentation and 
customs entry, by Mary H. Fricker, regional tariff expert, 
Division of foreign tariffs under the direction of Henry Chal 
mers, chief, Division of foreign tariffs. Washington, U 
Govt. print. off., 1980 

vi, 17 . 
od D inet i (vw. 6 a of foreign aod 


commerce) promotion sertes, 
Bo. #1) 
at at A U. 8. Department of commerce. BR. P. Lamont, 
eecretary Bures: and domestic commerce. William L. 
Cooper, direct 
1. Shipment of goods. « Chalmers, Henry, 1882- m. Title 
wO 2845 
Library of Congress HFST90 C3F7 
o_o Gye a 
Fricker, Mary Hannah, |*79 
Preparing shipment. to Canale ermentation a 
toms ent by Mary HL Fricker, regional tariff expert 
Div n of foreign tariff-. anler the direction of Henry Cha 
net hief, Division of foreign tariff Rev Washing 
ton, U.S. Govt. pront. of, rte 
iv, INE rms te ts ® u of nel domest 
mmerce (Dept. of commerce) Trade promotion series, no OK 
At bead of title US Department of commer RP Lamont. s 
retary) Burewu of foreign and domest) mmerce Freverick M 
Feiker director 
1. Shipment of goods 1 Title 
one" 
Library of Congress HPs cw 


Cops 2 


Fricker, Mary Hannah, 1879- 

Preparing shipments to Canada: documentation and 
customs requirements, by Mary H. Fricker, regional tariff 
expert, Division of foreign tariffs. Washington, U. S. Govt. 
print. off., 1936 


1, 44 p incl. forms 23y% (U.S. Bureau of foreign and domestic 
commerce (Dept. of commerce) Trade promotion series po. 91, 24 re- 
Viston ) 

At bead of title: U. 8. Department of commerce Daniel C Roper, 
secretary Bureau of foreign and domestic commerce. N. H. Engle, 
acting director 

1. Shipment of goods. 1. Title. 

36-28125 

Library of Congress FPST#O.COFT 1906 

— — Copy 2 6, 658.7881 


Fricker, Robert, 1914 


Das historische drama in England von der romanti bis cur 


gegenwart von Robert Fricker Bern, Gedruckt bei 
Stampfli & cie., 1940. 
v1, p> 3 
Basel 
= vitae 
“Erecheiot aoch als or 8 der reihe ‘Schwetser anglistische arbeites’” 
“Bibliograpbie” 9 342-868 
1 Historical drama, Engiteh—Hist & crit 1. Tithe. 
42-11904 
Library of Congress PR4BS HST 
a <0 
Fricker, Robert, 1914- 
von der romantik bis zur 


2p. 1, dity-vt, S88 p. 229". (Added tp: Schweizer anglistioche ar- 
beiten, Swiss studies to ° 


voo O. Funke .. H. LAdeke 
.. wad, B. Straumane ... & bd,) 
lesved also as dissertatioe, Basel. 
“Bibliograpbie” : p. 842-888. 
1 Hist & 
\storical Grama, Eoglish— Hist. & crit a 
Library of Congress PROSS.HSFT 19000 
2) 22 0808 
Frickhinger, Albert. 
Katechismus der stoechiometrie. Fiir rmaceuten, 
er. Von Al- 


studirende mediciner, chemiker und tech 
bert Frickhinger. 3. verm. aufl. Nérdlingen, C. H. Beck, 
1858. 


vii, 148 200" 


1. Chemistry —Problems, exercises, etc 1. Tithe. 1. Tithe: Seoechio- 
metrie, Katechisnmus der 
ws 16268 
(31, 
Library of Congress QD«az Fo 168 


CATALOG OF PRINTED CARDS 


Frickhinger, Hans Walter, 1 1e08- 
Leitfaden der 


ud te heb 





dro- 
gisten, biologen und chemiker, von dr Hl Ww Frickhinger . 
, 1939, 


Stuttgart, Wissenschaftliche 
Bip Mus,col pl. 2 
Hioweis suf das einachiligige echrifttum” p 810-812 


venagageselischaft m. b. h. 


1 Insects, Injurtous 


and beneficial. 1. Entomology, Economic, 
2 Pests, 3 Botany 


Pathology 3 Vegetable pathology, 


Agr 38412 
U.S Dept ofagr Library «rv 
for Library of Congress (SBe81 1 
2 


Prickhinger, Hans Walter. 

Die mehlmotte. Schilderung ihrer lebensweise und 
ihrer bekampfung mit besonderer beriicksichtigung der 
ecyanwasserstoffdurchgasung, von dr. phil. nat. Hans 
Walter Frickhinger ... Miinchen, Natur und kultur, 1918. 

Op tw 23>. 

“Literatur-liste” : p. 61-43. 


1. Mediterranean flour moth. (1. Ephestia kuchniella; 


Agr 2600 


Library, U. 3.1 ept of Agriculture 430P913 


Frickhoeffer, Carl. 
Sehwalbech in ccinen besich zum chronisch 











uterin- und vaginal-catarrh. Von + D  enemeed aie 
(Leipzig, Druck von A. T. Engelhardt, 

8p 27 

> bdruck aus der M ft far geb de und frauen- 
krankheiten, bd xv, hit. 6 


1, Langenschwalbach, Prussia. 2 Uterus— Diseases. 3. Vagina — Die 

eases 

7-eeit 
Library of Congress RAS. LIFS 
Frickhofen, Wilhelm, 1886— 

Die kapitalbeschaffung im deutschen weinbau. mit beson 
derer berticksichtigung der weingebiete der Rheinprovinz und 
des Rheinganes von Wilhelm Frickhofen Langensalza. 
Druck von H. Beyer & shne, 1914 

tip. lh. Wp,il 

Inaug dise — Bonn 

“Literator™ : p. ct-vt 


1. Vitteulture Chien, geovtaen 2. Viticulture — Rheingau. 8. Viti- 
Germany 1. Title 


culture 
48715 
Library of Congress HDOAS OFT 1914 338.1 
Prickinger, Hans. 

Die konjunktivalreaktion als diagnostikum der tu- 
berkulose beim rind Miinchen, Possenbacher'sche 
buchdruckerei (Kléck & Giehr!) 1909. 

Ap mn 
Inaug -diss — Bern. 
“Benutrte literatur”: p. 63-64 
1. Conjunctiva. 2. Tuberculosis 
Agr 10-1186 


Library, U. S. Dept. of Agriculture 41F912 


Frickiue, Joannes Georgius 
see 


Frick, Johann George, 1700-1759. 


$37 


Fricks 


Frickley-with-Clayton, Ang. (Parish) 

The parish register of Frickley-with-Clayton (1577-1812) 
transeribed by the Rev. C. E. Whiting Leeds, Priv. print. 
for the Yorkshire parish register society, 1933. 


vill, 121, 1) p Ze". (Melf-titie: The publications of the Yorkshire 
partsh register soctety. ¥. 05) 


1. Registers of a. ¢ ete. —Frickley-with-Claytoo, Eng. Frickley 
with-Claytoa, Eng. 1 Whiting. Charies Edwto, in od 


» wT 


Library of Congress CM35.94 volo 


fim3, (920004274) Se s0KITTA 


Fricks, Lunsford Dickson, 1#73- 
Review of plague in Seattle (1907) and subsequent rat 
and flea surveys, by L. D. Fricks. medical director, U. 5 
Public health service. ye by direction of the surgeon 
_ Washington, U. 8. Govt. print. off., 1936. 
. Bp. ine tadien B™ (UB Public benith service Public 
heatth belete. no. 232) 


At bead of title, U 8 Treasury department. Pubile bealth service 


1 Plague—-Senttie, 1907. 8 Rate as carriers of contagion 3 Fiese 
Title 


as carriers of contagion 


3 mOT 
RC1T6 W327 


RAl) BITS ao. B2 
S73, (G14.06173) 614 49707 


Library of Congress 
Copy 2 


Fricks, Lunsford Dickson, 1873- 
Rocky Mountain spotted fever. A report of its in- 

vestigation and of measures undertaken for its eradica- 
tion during 1914, by L. D. Fricks, ee, United States 
Public health service Washington, Govt. print. off., 
1915. 

19 p. incl maps. 23 

Reprint no. 251 from the Public health reports, v. 30, no 3, January 15, 
Siakegreghy p 9 

L. Spotted fever tick 2 Spotted fever of the Rocky Mountains. 
1 US. Public health service Public health reports. Reprint 251 


1526187 Revised 


Library of Congress RCIA2S7FB 1914 


Copy 2 


Fricks, Lunsford Dickson, 1873- 

Rocky Mountain spotted fever. A re 
vestigation and of work in tick eradication 
during 1913, by L. 
lie health service 

Ip lp e461 2H" 


Reprint no. 169 from the Public health reports, v. 29, no. 8 February 20, 
914 


rt of its in- 
‘or its control 
D. Fricks, surgeon, United States Pub- 
Washington, Govt. print. off., 1914. 


s fever tick. 2 Spotted fever of the Rocky Mountains. 
s om. Public health service. Public health reports. Reprint 169. 


1490404 Revised 
Library of Congress 


~~~. — Copy 2. 


RC182 S7F7 


Fricks, Lunsford Dickson, 1873- 


Rocky Mountain spotted fever. A report of labora- 
tory investigations of the virus, by L. D. Fricks, surgeon, 
United States Public health service... Washington, Govt. 
print. off., 1916. 

8p. illus, col. pl 239°" 


print no 327 from the Public health t I, 
wets wet « ‘ublic health reports, v 31, no 9, March 3, 


1 Spotted fever of the Rocky Mountains 1U Ss 
service Public health reports’ Reprint 327 


Pubhe health 
u Title 


16 20035 
Library of Congress 


Copy 2 


RCIR2 S7F7 1916 


Pricks, Lunsford Dickson, 1873- 


Rocky Mountain spotted (or tick) See. 
grazing as a possible AR an of controll on 
(Dermacentor andersom) in the Bitter ot Valley, by 
L. D. Fricks, surgeon, United States Public health service 
Washington, Govt. print. off., 1913. 

Ip l, p 1667-1653 28" 

At head of title. United States Public health service 

Reprint no 139 from the Public health reports, vol. xxvii, 00. 2, Aug 


& 1913. 

1, Syeet gover tick 2 Spotted fever of the Rocky Mountains. 
1 Vien Public health service. Public health reports Reprint 19. 
. 

1338670 Revised 


Library of Congress 
~~ ~~ Copy 2 


RCI82 S7F8 








Fricks 





Fricks, Lunsford Dickson, 1873- 

Rocky Mountain spotted fever: some investigations 
made during 1912 by Passed Assistant Surgeon T. B. Me- 
Clintic, Prepared for publication by L. D. Fricks, sur- 

n. United States Public health service ... Washing- 
ten, Govt. print. off., 1914, 
Sp 20°. 
sof tPrint mo. 188 from the Public health reports, v. 29, no. 17, April 24, 
potted fever tick ted fever of the Rocky Mountains. 


2 
M hone Thomas Brown, 1872-1912, U.S. Public health service 
Pubhe health reports. Reprint 188, «1. Title 


1430487 Revised 
Library of Congress RCI82 S7F66 


- Copy 2 


Fricks, Lunsford Dickson, 1873- 

... Roeky Mountain spotted fever: some points in its 
diagnosis and prevention, by L. D. Fri surgeon, 
United States Public health service ... Washington, 
Govt. print. off., 1916. 


24". (U.S Public health ‘sts Supplement no 2 to the 
punik health m3 March 17, 1916 


1 Spowed fever of the Rocky Mountains. 2. Spotted fever tick 


1 Tw 
16-26301 
Library of Congress RAIL BI77 no B 
Copy 2 RCIR2 S7PR? 
Frickstad, Taral T 


F'rom behind the scenes; the churches and the masses 
or. The social and religious problem. By Taral T. Frick- 
stad Oakland «al., Mail print, 1894. 


cover-title, 31 p24" 


1s ay. Christian 
Sait 
Librar) of Congress H DOM FS 
(Copyright 1894. $5998) 
Fricotelle, J. 


Aviateurs & particuliers; étude de droit interne aérien ... 
par J. Fricotelle Paris, Jouve & c*, 1923. 
1p 2" 


These — v de Paris. 
Bibiiographie™ p 1% 


1. Aeronautics France Laws and regulations 1 Tithe 


41-4084 


Library of Congress 2 


(Frida, Emi) Bohuslav, 1853-1912. 

At the chasm, one ot pag for the library table, by 
Jaroslav Vreblicky yseud, Tr. from the Bohemian by 
Charles Recht. 

(1m Poet lore. Boston, 1913 254". vol. XXSV, no. V, p. 289-308) 


1 Recht, Charles, tr. wu. Title 
CDi) 


Library of Congress (Card Division) PN2P7 vol. 24 
Frida, Emil Bohuslav, 1853-1912. 

At the chasm, one-act play for the library table, b 
Jaroslav Vrehlick povod Tr. from %. en by 
Charles Recht. See, R. G. Badger, *1 

» mms Si" ‘On love plays) 

weormted from Poet lore, 1913, vol. xxrv, no. 


1 Recht, Cherles, eo Title 
A114 
Title from St Paw! Pub Libr Prented by 1. C 
4 





LIBRARY OF CONGRESS 


Friday, David, is76- 

Profits, wages, and prices, by David Friday 
Harcourt, Brace and Howe, 1920. 

wp. 11, 2¢p iy”. 


(Frida, Emil Bohuslav, 1853-1912. 
The vengeance of Catullus (by Jaroslav Vrehlickf 
pseud., 
(in Poet lore. Boston, 1914. 254°". vol. XX¥, no. Vi, p. 536-544) 
Translated from the Bohemian by Charles Recht 


New York, 


1. Prott 2 Wagee—-t. 5S & Prices-U.S 4 Buropeas war, 191¢- 
Economic aspecta— UU & 1. Tithe 


ns 
1. Recht, Charles, tr. tt. Tithe Library of Congress Hews 2 PT o- 
CD 17-903 =o ~~ Copy 2 
et A OTGRRe 12, 
Library of Congress (Card Division) PN2P7 vol 25 Creety ‘a 
(Frida, Emil Bohuslav, 1853-1912. Friday, David, 1870- 


The witness by Jaroslav Vrehlicky, pseud 


(in Poet lore. Boston, 1914. 254°". vol. XX¥, wo. Vi, p. 546-558) see also 


e nm Buber ny Charles chy 
‘Teunsteted fram the Reheuton ty Charts Beste National transportation institute. 
Research council. 
t. Recht, Charles, tr. us. Title 
CDI7-se6 
Library of Congress (Card Division PN2P7 vol. 25 


Friday afternoon club, Farmington, NV. H. 


Pridaevallius, Hugo. 
0 rated 
Hvgonis Fridevallis Sampaviini, De tuenda sanitate, we oe ey _ agg = vote 





libri vi. Antverpia#, ex officina C. Plantini, 1568. (Farmington? N. H., 19051, 
262, & p 187 With L’fcluse, Charles de Caroli Clvsii Acrobat ap is 
Ranorum alquot sterpium per Hispanias obseruatarum historia mt 
verpux, 1576) of offers and members, calendar, Oct. 13, 1905-Apr. 27, 1906, con- 


at vom, and by 


1 Medicine—Early works to 1800. 
ca 9-907 Unrev'd 


63887 Library of Congress HQ1906 F3F8 


Library of Congress QK4i Ls 


Friday afternoon series of 


Friday, David, 1876- 
dialogues... 


Freight rates, prices and prosperity, a 
clining cost of living, by David Friday 
"1924 


2p 1.7-S3p tables, chart 


study in the de- 


Washington, 
see 


ail Denison, Thomas Stewart, 1646- 





ae standard of living—U S 2. Prices- ¥ S 3 Railroads— 
el Railroads--U_ S —Rates t Ti 





AM! 
Railway Economics Printed by LC. 


Title from Bureau of 


Friday, David, 1876- 

German situation ; reprint of an informal talk made to Friday Christian; or The first-born on Pitcairn’s island. 
representatives of A. G. Becker & co., by Dr. David Friday, By « poor “Member of Christ” New-York, D. Appleton 
on January 27, 1928. Chicago, 1928, & co.; Philadelphia, G. S. Appleton, 1849. 

Spi. ST pk a Zp il. iT 1988p from, 18y* 


FPinaoce-—Germaty. 2 Germany— eon condit — 1918 
’ Becher, 4G. 4co. a Tithe. 1 Rewnte (stip Pletion Ap Member of Christ” 
hs 6637 A 35-310 
Library of Congress BJ1100 re 
Copyright A 1081072 am Tithe from General Theol fem. Prioted by LC. 


Friday, David. Friday club, Yarmouth, Mass. 
Problems in accounting ;>by, David Friday. Ann The Friday club menus; a Cape Cod cook book. Yar- 
Arbor ‘The Ann Arbor press; 1915. mouth, Mass, The Friday elub, 1912 
ix 1M p 24° (Michigan teats in economics) $200 %» 23° 
Interleaved Part of cages blank 
a = 15-7176 1 Cookery, Amer « 
Library of Congress HFS6%9 FR 
ts ia 
wy? Library of Congre TX715 FR? 
wm A em’ 


Copyright A At 


538 





Feb 
Bos 


vo 


Friday evening club, Boston. 

In memoriam, William Coe Collar, September 11, 1833- 
February 27, 1916; printed for the Friday evening club. 
Boston, Ginn and company, 1916. 

viii, Bp. m 

Vrefatory ame t signed PD. ©. S. Lowell, George 1. Aldrich, George H. 


Browne, commit 


Wilham Coe Collar was headmaster of the Roxbury Latin school from 


front. (port.) 


1. Collar, William Coe, 1833-1916. 2 Roxbury, Mass. Roxbury Latin 
school 1. Tithe 
17-20537 
Library of Congress LD7S01 R&SR7 
Friday knights, London 
see 
Urban club, London. 
17-1742 


Library of Congress 


Friday morning music club, Washington, D.C. 

A brief history of the Friday morning music club, inc. 
Washington, D. (.. ant who's who of the active members, 
1941. ,Washington. D. C., 1931, 

Ap my". 

CONTENT —Mistury of the Grxt pees. LY  ~ by Mrs. Jobo D. 
Patten —History of the second be minutes sod lg 4 
of the Td =e af Mand 6. Sewell. ‘Wee's who in the y 


1 Music Sectetios. 


32 2a 
Library of Congress 


Cops 2 


ML28 W2FT4 


790.6 


The Friday night book (a Jewish miscellany) London, The 
Soncino pres, 1933. 


28. 1p — 14> 


bs age to Holle 
ik songs” ry “Hatikvah” with unaccompanied melodies. 
Conte xr —Prologue. — Poems. — Curtouser and curtouser. — Jewish 
Folk songs — Jewish wit and humour — Mathematical prob 
A Purim play.—Kosher kitchen —Pairatine scenes. 
tonal —Games. —Choice of pearts—Songs from the Bible— 
Hatikvab (Jewish national song) 


1. Jews 2 Jews—Sor. life & cust L Tithe: A Jewish miscetiany. 


S307 


Library of Congress AC}OFT 


@2e1, 28 


ae 


Mal’ginova-Fridberg, Anna Isaakovna. 


Lipeany dr Conuness Rererence 


Users of depository raimiogs ~hould gate that references may be to Library of 
Fees m OtAary ABI riae which dn Ol Appar as headings im depositor) casiogs. 


XN 4-123 


Frideburg, GrigoriI Karlovich 
see 


Friedeburg, Grigoril Karlovicn. 


XUM 


CATALOG OF PRINTED CARDS 


Fridell, Egon 


Fr iedell, Egon, 1878- 


‘36 12 
Library of Congress 


Fridenberg, Percy H. 

The ophthalmic patient ; a manual of therapeutics and 
nursing in eye disease, by Perey Fridenberg New 
York, The Macmillan company ; London, Macmillan & co., 
Itd., 1900. 

xp, 11, 2p ius, plates. 

Preface signed: P. H. F 





iv". 


1. Eye—Surgery. 2 Nurses and nursing. 1. Title. 
O—2981 
Library of Congress RE47 F899 
Copyright 1900 A 11634 ws2ifly 


(Fridenberg, Solomon Louis, 1870- 


An appeal 4 international union, dedicated to the 
8. L. Fridenberg, 1915. 





Rp a» wo 
Author's name on cover 


at 5 cooperation. 1% Tithe m. Title: International union, 
15-2208S 
Library of Congress JX 1963. Faz 
Copyright A 411997 
Friderichsen, J. D. 
see 
Frederiksen, Johan Ditlev, 1646- 


Friderici, Christoph Conrad Wilhelm, 1722-1769. 

D. Christoph Conr. Wilh. Friderici Grindliche abhandlung 
von dem miinzwesen im Heil. rim. he, worinnen der 
ursprung des miinzrechts, und der werth der reichsmanzen 
dargethan auch mit urkunden erliutert wird. Bresstau, Thorn, 
und Leipzig, G. G. Horn, 1762. 

4p i, 2p 19° 





1 Numiematicen Germany 
81-1200 


Library of Congress cesar ‘787 0o48 


Friderici, Daniel, 15%4-1638, 

Die Musica figuralis des magister Daniel Friderici. 
Eine singetibel des 17. jalrhunderts, als muskgeschichtlicher 
beitrag von Ernst Langeliitje. Berlin, R. Gaercner, 1901 

Mp Gsw 


Programm —Gymnesium cum Graven kloster, Bertio 
A reprint of the edition of 1640. 


1. Ringing and voice culture 2 Music—Theory—16rbh-17th cent. 
1 Langetitje Ernet, of 

o-217% 
MTT A2Fe® 
(a3Sd1, 


Library of Congress 


Fridericia 


Friderici, Johann, 1563-1630. 
Panegy ric us secularis, compleclens originent imere 
menta et fortunam A\cademi# lipsica, autore Johanne 
Fridericho. ,Martisburgi! 16897, 
174°". With Peifer, David. Lipsia 


Oration delivered ao 
sng of the uni ersit 


72 Martisburg.. 1689 


on the two hundredth anniversary of the (ound- 
wb at Lewawg the same year 


1 Leiprig Universitit. 


Library of Congress DN901.LS6P3 — 
Fridericia, Hilmar Johan, 1876- 
Lov om folkeforsikring; endringerne fra tidligere lovgiv 
ning, af Hilmar J. Fridericia. Kebenhavn, Levin & Munks 
, 1934. 
Sp me 
1. Insurance, Health—Denmark. 2 Old pensions — 
Ineurance are, rate and napus - Deomart. ye “. 
mark L Title. 
36-23313 
Library of Congress 2 331 BoM 
Fridericia, Julius Albert, 1849-1912. 


Adelsveeldens sidste dage; Danmarks historie fra Chris 
tian 1v* dgd til enevaldens indfgrelse (1648-1660) Kjgben 
havn, P. G. Philipsen, 18. 

9p. 1, 3-550, Invilp 24" 


Kildeheavisninger og annwerkpinger” ixvii p. at end. 


L Denmark -Hist — Frederick mm, 148-1670. 2 Dano-Swediah wars, 
1657-luwv. 3. Denmark —Nobility 
ll lien 
Library of Congress DLT 
awl, 


Fridericia, Julius Albert, 1849- 

Danmarks ydre politiske histurie i tiden fra freden i 
Lybek til freden i Kjobenhavn (1629-1660) 
Fridericia 


oS a Fa | 


Kjsbenhavn, Hoffensberg. Jespersen x 







F Traps. etabl., 189 76-81 
wwi2 
Fa a te ha 
imprint: Kighent J. Erstey 
pl has at cial tp 
€ priblished ed, an part, im lis Adele aldens sidste dage 
’ K 
Covrexts raf mt Lyhek til freden i Prag 1629-1635)- 40 Tra 
freden + Prag wl freden ) Rromeehr 1635-145 
Denmark-—Hlist 144% teed) 2 Denn - Hist Christa ine 
iT 3 Denmark — For ret 1448-1660 4. Europe — Pol- 
tees 1517-1648 
117813 
Library of Congres vias 


Pridericia, Julius Albert, 1849-1912. 
Den franske revolution og napoleonstilen. Kyo 
benhavn og Kristiania; Gyldendal, Nordisk forlag, 1918. 


155 ius 249°". (Added t Det mittende empaniate 
aiatee " nordiske videnskabemand, red af Aage Friis 1) kr 
At head of title: J A 
Ongmally oebliahes A. tle Revelutionse og Napoleon + Kiet 
benhavn, 1903 ( 


Den nyeste tids hustorie 
“Litteraturhems ising”: p 185 


1. France—-Hist 
1799-1815 


Revolution, 2 France—Hist —Consulate and empire, 


19-4825 
Library of Congress DC49 Fee 
Copyright A—Foreign 18840, 
rd] 


Fridericia, Julius Albert, 1849-1912. 
Frederik i og eneveldens indforelse. Af J. A. Fride 


ricia Kjobenbavn, B. Lunos kgl. bhof-bogtrykkeri, 
1887. 
1p 21 


Saertryk af Hi-torick tadvskoit Sr 


1 Frederik vet, hing of Denmark, 1600-1070 2 Denmark -fit coop 


@etat, loo Denmark Constitutional history 


Library of Congress DLIS EFS 








Fridericia 


Pridericia, Julius Albert, 1849-1912. 

Griffenfeld. Nogle bemerkninger, iser om hans ydre 

plitik, i rs af —? 's ‘* Rigskansler grev Grif- 
Fonfe \d.”” Af J. A. Fridericia . Kjebenhavn, B. Lunos 
bogtrykkeri, 136s. 

“ap 27 

Sartryk af Historisk tidsskrift. 5. r, ov. bd. 


1. Griffenfeld, Peder, greve af, 1635-1699. 2 Vaupell, Otto Frederik, 
1823-1899. Rigskansler grev Griffenfeld 


17-18093 


Library of Congress DL193. G8Fb 


Fridericia, Louis Sigurd, 1881- 

The effect of vitamin A deficiency on the rate of growth 
of the incisors of albino rats, by Louis Sigurd Fridericia and 
Skuli V. Gudjénsson. Kgbenhavn, Levin & Munkagaard, 
Ejnar Munksgaard, 1936. 


17, )) p Incl. tables, diagre. 


247 
selakab 


Biologiake meddelelser xm, 2) 
“References” : p. (18; 


(Kgl danske videoskabernes 


1. Vitemingn 2 Rats 3. Teeth. 1 Gudjonasos, Shan Vilbhjdlmur 
im, jotat author 
ACM -228 
Columbia univ. Library 
for Library of Congress {AS281.D212 am, 2) 
adel, 
Fridericiane, Karlsruhe 
see 
Karleruhe. Grossherzogl. Technische 
hochschule. 
Fridericus de Venetia 
see 
Federigo da Venezia, 14th cent. 
Reference card 
Pridevallis, Hugo 
see 
Pridaevallius, Hugo. 
6 saat 
Library of Congress 


Pridhotm, Roland Valter, 1904- 
Thorild och antiken, av Roland Fridholm. Guteborg, Elan- 
boktryckeri aktiebolag, 1940. 


“Mp =. 
Bibliographical foot-scten 
1 Theortié, Themes, 1783-1808 
em 
Library of Congres pren2.z97 
a ens 


LIBRARY OF CONGRESS 


see 
Friedland, Bohemia. 


Lraany or Cononens Rarexence 
caagtie etelinry dtr whch do sot appen’ se Wandings is tapeaitory atalegs: 


Fridlander, Ernest D. 


Matthew Maris, by Ernest D. Fridlander; with a fron- 
tispiece from a painting in oils & seven illustrations from 
sketches in pencil, water-colour, ete. London & Bos- 
ton, P. L. Warner and J. Cape, 1921. 

ix p. LL, 149, (hy p incl. plates. front. 257 


“Ot this edition been printed 750 copies only for sale in Great 
mh fy OY A 4 Copy no. 326. 


1. Maris, Matthijs, 1835-1917 
Library of Congress 


ND6S3.MSF7 
(30e1, 


Fridley, Harry Marion, 1893- 
Identification of erosion surfaces in south-central New York 
yby, Harry M. Fridley (Chicago, 1929, 
cover-title, p. 113-134. filus. (incl. maps) diagre. 24™. 
Thesis (rm. o) versity, 1928. 


Cornell ant 
“Reprinted ... from the Journal of geology, vol. xxxva, no. 2, Febru 
ary-Mareh 1929" 


1. Geology—New York (State) 2 Erosion 

30-14181 
QEIO.FT 1928 
3 


Library of Congress 


Fridolin, peeud. 
see 


Baltzer, Frederick. 


Fitéelin, Alsmandes. 


a" + 


guia a ae "Nuphor fale nd eden, 
‘ermmalia ci 


Caesalpinia coriaria, T. . 
St. Pete Drads ven new Wienecke’s 


foch- und 

- und steindruckerei ;1 
Spl, ap wen 
Inaug -diss —Dorpat 





i 


1, Tannins. 


Library of Congress QKa8 Fo 
Fridrichowiéz, Eugen. 

Die getreidehandelspolitik des ancien régime. Von Dr. Eu 
gen Fridrichowiéz. Weimar, E. Felber, 1897. 

vill, 316 p. 234". 


1. Grain trade—France. 2. France—Commercial policy. 


Library of Congress peed 5.F8 
e271, 





Fridrichowiéz, 
Grundriss einer geschichte der volkswirtschaftslehre, von dr. 


Eugen Fridrichowicz Miinchen und Leipzig, Duncker & a 
Humblot, 1912. he 
li 
vil, 7p 2457 
1. Economics Hist 
wT 
Library of Congress HBTS.F7 
(2 moe 
q 
Fridrichowi¢s, Eugen. 
Die technik des internationalen getreidehandels. Von f 
dr. Eugen Fridrichowiez Berlin, P. Parey, 1908. L 
xii, 304 p. incl tables. 23° ‘ 
“Literaturibersicht” : p. cxiy-mii | 
1 
i 
‘ 
1. Grain trade 


Library of Congress 


Fridrichsen, Anton Johnson, 1888- 

. Krig och fred i Nya Testamentet, av Anton Fridrichasn 
Uppsala, Almgvist & Wiksells boktryckeri-a.-b., 1940. 

Sp Mi". (Uppesia aniversitets dreskrift 19603) 

Bertes title also ia French. 

“Litteratur”: p 85. Bibliographical foot-nctes. 


1 Bible WN. T.--Criticiam, interpretation, etc. 2 War. & Peace 


t Title. 
acme 
Minnesota. Univ Libr. 
for Library of Coagress (ASK.UT 1880) 
3 (378. 485) 


Fridrichsen, Anton Johnson, 1888- 
Le probléme du miracle dans le christianisme primitif, 
par Anton Fridrichsen Strasbourg, Paris, Librairie Istra, 


925, 
126 p. 254™. (Prudes d'bistoire et de patiecoghte religieuses, po- 
— re ia acai de tbsctagie hr Protestante de l'Université de Stes. 
re. fase 


1. Jesus Christ—Miracies, 2 
1 Title. 


Mirecies, 3. Chorch bistory—Primi- 
tive and early charch 





23004 
Library of Congress BT368 FT 
(2) 

Frifrikesoa, Arai. 
am |, 1925. 
alt: ies fold. map. S01". (Dansb-tetontet eomfunde ameachrts. 

or 

At head of title: Art og Palm 

SRecteleer” | leaf, laid te. 


1. Fisherieo— 2. Fishes iceiand. 
joint author. a Title. 


Library of Congress 


Fridpjéfs saga hins Frekna. 

Fridthjofs sags, frin islindskan Sfversatt och belyst ... af 
Frans Gudmund Nystrim ... Uppsala, Kongl. akad. bok- 
tryckeriet, 1867. 

2pl.Bp.1t wa. 


FG. Nystrom's thesis, Uppsala. 
): leaf at end. 





1. Nystrém Frans Godmond, tr. m Title. 


Library of Congress PTT2s1. F688 1867 


roy me 








XUM 


FriSpj6fs saga hins Prekna 
ee y ins Freekna, hrsg. von Ludvig Larsson. 
-» M. Ni 


Halle a. meyer, 1901. 
2p lt, univ, SD Le fAdéed 6-6. Altnordische saga bibhothelt, 
hrag. von G. Cederschiold, H. Gering und E Mogk hit 9) 


1. Larsson, Ludvig, 1860- ed 
+1210 Revised 


Library of Congress PTITMLAS hit 9 
Pridpj6fs saga hins Frekna. 


Sagan ock rimorna om Fridpiéfr hinn Frekni, utjivna 
for ‘* Samfund til udgivelse af gammel nordisk litteratur'’ 
av d:r Ludvig Larsson. Kebenhavn ;Lund, E. Malm- 
stroéms boktryckeri, 1893 


1p. L, li, chy, 158 2 


(Samfund til udgrelse af gamme! nordisit 
litteratur, xxt1) 


With Gull-Déris saga ... udg. .. ved Kr Kilund Kgbenhavn, 1898 
Cowrants —Introduction.—Isl. pappershds. 17, 4.01 Kgl bibl. i Srock- 
M SP ; O—Cod AM S68 4.0 ock islinska sjinnblader 
1 Stockholm —Fridj»éts rimur ‘beer cod AM Ot 


1. Frittpjéfs rimur. u. Larsson, Ludvig, 1860- ed 
17-12781 
Library of Congress PT720. GK} copy2 


Reterence card 
Fridvalssky, Emmerich 


see 


Privaldssky, Imre, 1799-1870. 


821690 
Library of Congress 


Frie mathematiske skole, Oslo 
see 


Oslo. K. Norske krigsskole,. 


Frie udstilling, Copenhagen 
see 


Copenhagen. Frie udstilling. 


Friebe, Mrs. Abby Frances Sherry, 1861- 
The seed of ie tine Bren, Wy 4, Penne Pulte, 
ra R. Atwood. 


illustrated by Cla Boston, Sherman, 
French & company, 1913. 


61, chp. from, itu. 2y™ $100 


1 Catt. Tithe 


Library of Congress 
Copyright A 358707 


PZ10.3.P9ISN 


CATALOG OF PRINTED CARDS 


Friebe, Ginther. 

Die zivil- und strafrechtliche stellung des lehrers. von 
dr. Ginther Friebe (Stand vom 1. april 1930) Berlin, 
Weidmann, 1930. 

2+ tl 16° eldmannacbe cocsboonenases yoo verfaguagen 
Ger preussischeo Me, t “47 

“Literatarverseichois” +. 1, p 200-297: © 2. p 182-188 

Converts. —1. beech. Die pe ow mteNuog hrers ‘unter 

oderer bertcksl: ~~ — tr haftpAicbt”) when Die strafrecbt 
Hebe stellung des lebrere (unter Gast ‘bertictsichtiguog des 
“sUcbi iguagerecbts ) 


1 Teachers Prossie Legal status, laws, ete 


1. Germany Loews, 
Statutes, ete om. Tithe 
37-23540 
Lidrary of Congress a 371. 100631 
Friebe, Karl, 1869- 

Padagogische versuche in der Kantischen schule. Ein 
beitrag zur entwickelung formaler zielbegriffe Leip- 
zig, Druck von C. G. Naumann, 1902. 

Zp 1.93p.11 2 

Inaug -dus —Leiprg 

Vea 
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Library of Congress 


Friebe, Paul. 

Der deutsche frithkartoffelbeu und seine anbautechnik, von 
dr. phil. Paul Friebe Berlin, P. Perey, 1931 

100 p tilus, maps, diagre, 2 

Literatur-verseichaie =p. (06,-100. 


1. Potatoes 
Agr 31-735 


Library, U. 8. Dept. of Agriculture TOFWL 


Friebel, Carl. 

Das auslésen und ausbeinen von schlachtfleisch, wild und 
geflugel Nachtrag zum kapitel “Die bearbeitung des rohma- 
terials” im werk Die kalte kiiche, von Carl Friebel. Mit 58 
in werdegingen gezeichneten 
am Harz, H. Killinger, verlagsgesellschaft: m m. b. h. :°1930, 

vill, (S37)-404 p. tus, 27° 





1 Meet industry and trade. 2 Poultry, Dressing of 3. Game and 
game birds Title 





31-21519 
Library of Congress Tae rT 
Copyright A—Foreign 10047 
2 ome 
Friebel, Cari. 
Die kalte kiiche ; handbuch der mod ke von 
Carl Friebel Mit 213 textabbildungen, 20 waetetigns 


tafeln und 15 triiffelzeichnungen in 
hausen, H. Killinger ,1927, 


sect, 596 p. lus (incl plan) sx col. pl. (locl. froot.) 2. 


mappe Nord- 





1. Cookery. 1. Title 
31-18339 
Library of Congress TX. F7 
Copyright A— Foreign 10408 
2 “15 
Friebel, Leopold, ed. 
Das hische P: (§$1-82) isch er- 
lautert unter mitbericksichtigung 
a a 
Berlin, C. Heymann, 1986. 
vi, 2p mae. 
lo iudes bibliographies 
1. Patent laws aod Austria, 2 Patent laws end legisie- 
1 Pullteer, Otto, joist ed nm Austria. 
Laws, statutes, ete. mm. Tithe 
O18 
Library of Congres oo 
SAL 


Frieboes 


Friebel, Otto, 1887- 

Fulgentius, der m: pb und bischof. Mit beitrigen sur 
syntax des spatiateins; von dr. Otto Friebel. Paderborn, F. 
Schon: vil 

=xiv. lp 1 (Adéedte Oate ow onan a6 Bae 
eee. | aoe ven ©. Desrep Orimme ond J P. Kirech 


First part pa. ia tate bd  oumere inaagure! dimertetion Bresiea 

“Verueichale der in rkungen tehandelten sotiten ecbrift 

Seller netet on. Serter it—- gremmsltiarben erlbuterungnecbrit 
to” p. ats,-ee 

“Verseichals cigpnstene echriften tor leteiniechen syntax”: 

pertily-aniv 

Foigentios, Fabius Planciades 2 Folgeotios, Saint, bp of Rospa, 

3 Latin language, Medieval and modera—Synter 





4a 
Library of Congress Pages FUrT 


a3Tb 


Friebel, Otto, 1887~- 
Der handelshafen Odessa. von dr. rer. pol. et phil. Otto 


Friebel. Mit 14 tafeln. Leipzig und Berlin, B. G. Teubner, 
1921 


pi. itip f finer te Addrd tp + het a Ir m 
fo Breslau Quetien und studies. 7 att. Industrie and handel, 1. bft.) 


I iteratarverreichols”: p a8 
1 Odessa-Harbor 2 Odessa Comm t Tithe 

33 HR 
Library of Congress HESS OSFT 


<T.OOsTT) 387. 12500477 


Friebel, Waldemar. 

Handbuch der dosenfertigung. von Waldemar Friebel ... mit 
121 abbildungen, 13 ubersichtstafeln und 15 zahlentafeln. Ber- 
lin, VDI -verlag g. m. b. h., 1936. 

4p1. 8. 1) p Was, diagrs 21° 

“Sebrifttum™: p. (100, 


1. Containers. 2. Tin-plate. L Tithe: Dosenfertiguag. 


4108 
Library of Congress TS2301. Cary 
Copyright A—Foreign 84101 
s om 


Frieboes, Walter, 1380- 
Atlas der haut- und geschlechtskrankheiten, zugleich ein 


lehrbuch, von professor dr. W. Frieboes Leipzig, F.C. W. 
Vogel, 1927-28 

Sv. plates (pert col.) 2”. 

Isgued tp parts 

1, Skio—Digeanes. 2. Vemeree! diseases 

30-1186 

Library of Congress RLaLe 

Copyright A—Foreign oe 
a 


Frieboes, Walter, 1880- 

Grundriss der histopathol der hautkrankh . Fon dr. 
Walter Frieboes .. 2., verm. aufl. mit 144, teils farbigen abbil- 
dungen im text. Leipzig, F.C. W. Vogel, 1924. 

x1, 2648p tllus (pertcol) yy 

“Literaturangabes” p. :220)-244. 





1 Stio— Diseases 1 Tithe. 
Pull nome: Walther Martin Egoe Oswald Friedoen, 
3 er 
Library of Congress RLTZF7 19 
Copyright A—Foreign ase 
diel, 


Frieboes, Walther Martin Egon 
swald 


Frieboes, Walter, 1880- 








Friebolin 


Friebolin, Carl David, 1878- 
Some problems in eccounting, by Hon. Car! D. Friebolin 
A paper read before the petent law association, 
September 26, 1928 O., *1928. 


cover title 18p 2" (Bulletia of Cleveland patent law association) 


} Pateots—Accounting 2 Patent laws and legislation—U. 8. 
1 Title 


Librery of Congress a 


Fried, Alfred Herman, 1864- 

Die bestrebungen der Vereinigten Staaten fir aux 
hau und festigung einer zwischenstaatlichen ordygng 
(1794-1917) von dr. Alfred H. Fried Haag, 1917. 


) 4 » I" (Nederlandeche \oti-ceriog mad Capita seleria, 
nme 2 


‘rlatration, International History U.S) 2 U. S—-Foreign rete 


tons 


some 
hears US Dept of State JX1@I LOPS 
a 
Fried, Alfred Hermann, 1864- 

\ brief outline of the nature and - of pacifism, 
by Alfred HL. Fried: tr. by John Mez New York city, 
\ineriean association for international conciliation 1915, 

19 1 p 194" (International conciliation «pub. hy the American asso- 
cation fc ternational conciliation, Special bulletin April, 1915) 
1 Peace 1. Mez, John Richard, 1886- tr 
17-2965 
Litwe Congress JX1963 Fas2 


Fried, Alfred Hermann, 1864-1921 

\ :lozen truths about pacifism, by Alfred H. Fried, tr. 
tw Joho Mex New York city, American awociation for 
international conciliation ,1915, 


Tp 199° (International conciliation published by = American 
ans ntion for intercatio.al cunctiiation, Special bullet March 
wis) 


1 leace. 2 Arbitration, lstermational. 1. Mes, Jobo Kichard, lseé- 
nm Tithe. 


Ams 
lithe from Carnegie Endow. lat. Peace 
labrery of Congress JX1963 F825 
036g), 
Pried, Alfred Hermann, 1864-1921. 


Europaische wiederherstellung, von dr. h. c. Alfred H. Fried. 
Zarich, Orell Fiswli, 1915, 

1p mim 

Contests ae ureechen deo briegra —Des seitalter der twischen- 


staatiichen anarchic —Die Seige ame oe krieges — Friedens- 
cle sod. kGoftiger friedeo. — tliche probleme. —- Der 
sweetvertend 


1 Boropean ser 19i¢- 2 Peace 1 Title 


Ale 
Stantoré aniv. Library 
for Library of Congress etibdl, 
Pried, Alfred Hermann, 1564-1921. 


A few lemons taught by the Kalkan war, by Alfred H. 
Friel New York city, American amociation for interna- 
tional conciliation, 1914. 

149 1947 (loternational conriiiativs. gab moethiy by the Amert 
on for no 4) 
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LIBRARY OF CONGRESS 


Fried, Alfred Hermann, 1864- 

Die forderung des pazifiamus. Vortrag gehalten vor 
der Freistudentenschaft in Zirich, von dr. Alfred H. 
Fried. Zirich, Orell Fiissli, 1916, 


a> mn 
1. Peace t. Title. 
17-1278 
Library of Congress yX106) Fas 
Fried, Alfred Hermann, 1864-1921. 
cin Coptueeed enum of Go walls wan, by Aiin8 TE. 
Fried ... New York city, American amociation for interna- 


tional conciliation, 1915. 


14 p 109%. (International conciliation, on egy w Ge cae 
ican amoriation for international conciliation 


1. Eorepeen war, 1014-1018 Causes. 


1S 18885, 
Library of Congress JX1007.A8 
om = Oy 8. INGOT AS 24 set 
el, 


Fried, Alfred Hermana, 1864-1921. 

The German emperor and the peace of the world, by Alfred 
H. Fried (Nobel peace prize) pg Fp by Norman 
Angell ... London, New York ,ete., and 
(1912, 

=x, 7p 2". 


1. Peace. 2. Wilbelm mn, German emperor, 1858- & Tithe. 
12-2470 
Library of Congress 7X1068.FT2 
S4e1, 
Fried, Alfred Hermann, 1864-1921. 
Die grundlagen des revolutiondren pecifiamua, von Alfred 
H. Fried. Tiibingen, Mohr, 1908. 
ep =e. 
+o oma 
Library of Congress 7xK10602.78 
ad], 


Fried, Alfred Hermann, 1964-1921. 

Die erumilagen sles ursuchlichen pazifiemus, von dr. 
Alfred H. Fried. 2, durch zusitze vermehrte aut. 
Zurich, Ovell Piiwsli, 1916. 

op a 

First edtem has tith Phe grundiagen des revulutwnaren pasifiomus 


1 Vee t Tale 
reo] 
Sim), 
Vibrary of Com@ness JMIS2 FS 196 
Fried, Alfred Hermann, 1964— 


Die Haager conferenz, ihre bedeutung und ihre ergeb- 
niese, von Alfred Hermann Fried, auf veranlassung des 
Berliner comités fir kundgebungen zur Friedenseonfe- 
renz; mit einem vorwort von Baron d’Estournelles de 
Constant 1. tausend. Berlin, H. Bermiibler, 1900. 


vin, Dp 250° 


1. Hague International peace conference, 1899. 1. Title 


Gis 
JX 1918 FB 


Library of Congress 


$42 


Fried, Alfred a 1064-1981. 
Von Alfred H. Fried. 


Wien und tome Oatenietihs friedensgeselischaft, 
Reichenbach'sche buchhandlung, 1905. 
vi, dy 1p BO. 


se & Seip emt: » ores. 





1. Peace. 
Library of Congress 7x1005 1905 
(0300), 


Fried, Alfred Hermann, 1564-1121. 
Handbuch der frielensbewegung von Alfred H. Fried. 2, 
ganzlich umgearb. und erweiterte auf, Herlin und Leipzig, 
Friedens-warte”, 1911-14 


fv ol 2. 


CONTENTS — 1.0 Gruudiagen, luholt uad tele der friedeasbewegung — 
2. t. Gesebiette, umfeng und orgnalaation der friedeaxhewegung 


1. Peace. 


15 - 10a» 


Library of Congress IX1005 lle 


ain, 


Pried, Alfred Hermann, 1864- 

International co-operation, by Dr. Alfred H. Fried ... 
Newcastle-oh-Tyne, H. Richardson (19181, 

6p 20 

“Reprinted from “Problems of the international settlement.’ ” 


1. Internationa! cooperation. 1. Title. 


A2-S9 
Title from Carnegie Endow. Int. Peace. Printed by L. C 
2 
Fried, Alfred Hermann, 1964- 
... Der kaiser und der weltfrieden ... Berlin, Maritima, 
verlagsges. m. b. h., 1910. 
Ip lh. «, 1M pth 18y™ 
1. Peace. 2. Wilhelm 1, German emperor, 1859- 
10-17703 


Library of Congress TRIS 7 
© July 2, 1989: ERAS. ssie 1910; A— Foreign 1604; Maritima 


Fried, Alfred Hermann, oo 


Kurze aufklarungen ii esen und siel des pazifis- 
ame, ven ¢ von dr. b. ©. “we Fried. Berlin und Leipzig, 
“*Priedens-warte 


Rp wm". 


1 Peace. Title. 


164888 
Library of Congress JX1963.F83 
adScl, 
Fried, Alfred Hermann, 1864- 


. Mein kampf Versailles und St. ~~ ay vom 
nov. 1918 bis j juni 1919, von dr. Alfred H. Fried ... Leip- 
zig, P. Reinhold, 1920. 

cover-title, Hp. 244™. 
Sonderabdruck aus dem iv. band des Kriegstagebuches. 


1919 (Germany) 2. Saint Germain, 
roy 3 Fests ‘eace conference, 1919. 
. 185 T 


A2i-712 


Title from Carnegie Endow Int. Peace DO44.182 
Primed by L.C. 
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1. Versailles, Treat 
Treaty of, September Tats 
4. Wilson, Woodrow, pres. 








Fried, Alfred Hermann, |%64- 
Mein kriegs-tagebueh 
lag. a.-g., 1918 
. we 


At head of title 
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Miinzkunde und geldgeschichte der einzelstaaten des mit- 
telalters und der neuveren zeit, von dr. Ferdinand Friedens 
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Die symbolik der mittelaltermiinzen von dr. Ferdinand 
nny - pa Berlin, Weidmannsche bochhandlung, 
Spt in2y from, ithe, pt 22> 
Paged contauously 


Connrnms Die emfacheten sirmbilder 1913 —2 Sinnbildliche gegen- 
und vorgange —3. Ergebnisse 1922 


1. Numismatics, Medieval 2 Symboliem 1. Tithe 





24 se 
Sibi, 
Library of Congress C)161S.F7 
Friedensburg, Ferdinand, 1886- 
Dee bergwirtachaft der erde; | bodenschatze, und 
rgung der lander, von Ferdinand 


Friedensburg. Mit 40 abbild 

Stuttgart, Ferdinand Enke verlag, 1 1938. 
vp. 11, GOFp incl Mus (maps) tables 25° 
Containg bibliographies 


und 139 rahlentafel 





1, Mining engineering 2 Mines and mineral resources =. Tithe. 


ACCOM 
New York. uate libeary 
for Library of Congress * 


Friedensburg, Ferdinand, 1886- 

Das erdol im weltkrieg, von Ferdinand Friedensburg. Mit 
4 karten und 34 tabellen. Stuttgart, Ferdinand Enke verlag, 
1939. 


vip. 11, 1831p. nel Mus (maps) tabi 2. 
lociudes bibliographies. 


European war, 191¢ 1918--Economic aaperta. 2 Petroleum \n¢ustry 
L 
Aloe 


for Librery of Coagress rr 


Friedensburg, Ferdinand, | »6- 

Koble und eisen im weltiriege und in den friedensehiiissen, 
von Ferdinand Friedensburg. Mit 14 karten im text. Miin 
chen und Berlin, R. Oldenbourg, 1934. 

Rp Wwe (mane) dinar 247. 

“Sebrifttem”. p /314,-323. 


1 Coa! 2 tron todeustry and trade. 3 European war, 191¢-1918— 
Beonomic eapects 4 ry wer, 1014-191% Reparations 5 Rewo 
. 





Sh 21515 
Library of Congres He40.5 FT 
Copyright A— Poreien TAN 
erat RA 
Friedensberg. Ferdinand, 1886 
Die mi hatze als weltpolitische und mili- 





tarische macht faktoren, von Ferdinand Friedensburg Mit 7 
abbildungen. Stuttgart, Ferdinand Enke verlag, 1936. 

4.1, 280 p ioctl ius. (maps) tables, diagrs 244°. 

“Sebrifttum™ : p. 224-253. 


1. Mines and mineral resources 1 Title 
osm 


surveys. Library 


U. 8 Geol “ File 
for Library of Congress (tN73) 


* 


Friedensburg, Ferdinand, 1886- 

Die subsudetische braunkohlenformation im ftussge- 
biet des mittellaufs der Glatzer Neisse ... Breslau, 
Bochdruckerei H. Fleischmann, 1911. 


SpL@p.il wz 


1 diss — Breslau 
Lebensiant 


Gsi27e 
Library, U.S Geol survey 








Friedensburg 


Friedensburg, Walter, 1856- 


LIBRARY OF CONGRESS 





Die anstellung des Flacius Illyricus an der U uh 
Wittenberg. Von Walter Friedensbarg. 


Pray Aw refer mateucgenriiy hie 


. Lddgeig, 1914 BY”. oF. 
11. jahrg. p 002-09) 


1 Mlectus, Matthias, Miyricus, 192-107 2 Wittenberg Universi 


ua 
ACh 20 
Title from Uaioe Theol fem 
Library of Congress (BR20045 jabrg 11) 


Friedensburg, Walter, 1855- 
Aus den letzten tagen des kryptocalvinismus in Witten- 

berg. Von W. Friedensburg 
(ln Archiv (ir refor: 


Leipsig, 1915. Bi. ov. 
44. 12 jabrg. p (296-200) 


1. Letberas churcb— History 
ACh! me 


Title from sion Theol 
ougresa 


Sem 
Library of © (BR3IO0 AS jebrg. 12) 


2 


Priedensburg, Walter, 1855- od 
Aus den zeiten des interim. py bm und 





Priedenaburg, Walter, 1885- 
Wittenberg, von Walter Frie- 


der U 
densburg. Halle « S., M. Niemeyer, 1917. 
i p11. 6, 1) pp froet (port) 2p wR. 


1 Wittenberg Usivereitit— Hist. 
= 7s 
Library of Congress LFsisl FS 
Conall 


Friedensburg, Walter, 1856- 
Giovanni Morone und der brief Sadolets an Melanchthon 
vom 17. juni 1537. Von Walter Friedensburg. 


wy! © naseaammaas Berlin, 1904. 234°. ar. 4 
1. jabrg.. p 372-880) 


1 Melanchthon. Philipp, 1497 1540 
1500-15 


Morone, Glovennl, cardinal, 
1 Sadoleto, Jacopo. cardinal, 1477-1547 


ach 1% 
Nem 
(8K300 45 jabrg 1) 
a 


Title from U sion Theol 
Library of Congress 


Friedensburg, Walter, 1455- 
Johannes Sleidanus, der geschichtaschresber und die 


echick 





Westdeutschland. Mitgeteilt von Walter F. 


(in Archiv fOr reformationsgeschichte —_ Leipzig. 1912 =. or.35. 
9 jabrg. p 263,-273) 


1 Interim (Augeburg. 1548) 2. Reformation—Sources. 


acho 

Title from ( sion Theol sem 

Lib of Congress (BRI00.A5 jabrg 9) 

i) 

Friedensburg, Walter, 1855— 

Cavour. Von Walter Friedensbarg ... 
Gotha, F. A. Perthes, 1911- 

¥. froat. (port) 23™ 
1. Cavour, Camillo Benso, conte di, 1610-1861 
25- 16256 


Library of Congress DGSS28.C3F8 
Friedensburg, Walter, 15... 

Ein englischer spron in Wittenberg zur zeit Luthers (1539). 
Von Walter Friedensburg 


Cla Archiw Car ret ° 07. 2. 
ar 55/56. a0v. jebrg. p 301-310) 


1 Ref “4 a 





achnmT 
Title from Usios Theol 


sem 
lavrary of Congress (BRIOO AG jebrg. 14! 


2 
Priedenabarg, Walter, 1855— 
Tne ersten jesuiten in n Destined, om Chis Netatang 
Halle a d. S,, Verein fir reformationageschichte, 1905. 
14 p> 184°. (On cover: Schriften fir Gee Geuteche volk, brag vom 
Versio far ar. 41) 
Cower bes \moriet Heilea @ 8 Vertag ven BR Haagt 
Biblcgrapty p By 4 
1 Jesuits te Germany . Tite 
Lisrary of (oagrem BRSOO Ve af 41 
a (34) M1808 


hte der reformationszeit, von Walter Friedens- 
bore Leipzig, M. Heinsius nachfolger, 1935. 


277 = (Sehrifee des Vereins fir reformationageechichte. 
nee te bft. 1 (mr. 157)) 


1. Sleidanus, Johannes, 15067-1556 2 Reformation—,Histortography, 
AC 3% 1676 

‘Title from lnton Theol Sem 

Library of Congress (BRZ00.V5 so. 157) 


ay 


Friedensburg, Walter, 1455- 
Kaiser Karl v. und pepst Paul om 
Walter a 


(154-1549) von 
Leipzig, M. Heinsius nachfolger, 1982. 


‘Sebriften des Vereins fir reformationsge 


. By 
obi hte jars” SO. bit. 1 (mr Tt, 


1. Kart ©, emperor of Germany, 1500-1558 2. Paulus mi, pope, 14668- 
et. Tithe 


o- ach-16 
(BR300.¥5 jabrg 50, bit. 1(o0. 158)) 
2, 


Title from Upton Thee! 
Library of Congress 


Friedensburg, Walter, 1855- 

Das Koniglich preuasische historische institut in Rom 
in den dreizehn ersten jahren seines bestehens, 1888-1901. 
Von Walter Friedensburg ... Berlin, Verlag der K. Aka- 
demie der wissenschaften, 1903. 


Mp 27 


“Aus dem avhang ru den Abhandlungen der Konig! Preuss Akademe 
det wissenschaften vom jabre 1903." 


1 Istituto storco prussiano, Rome 


Library of Congress DD2 PaFR 


Friedensburg. Walter, 1855- 

Landgraf Hermann nm. der Gelehrte von Hessen und erz- 
bischof Adolf 1. von Mainz. 1373-1393. Von dr. Walter 
Friedensburg (Kamel, A. Freyechmidt, 1885, 


2p img 2147 (Verein fOr beesterbe geechicbie and inudes 
bende, Kassel, ‘Zettmbrift. Kassel, 1986. 21. bd tm. f. 11. bd.)) 


1 Hermano wu. , doe Crtetee, tentareee ot 1342-1618 2. Adolf, 
cet Neeae ebp of Mayence, 1858-1980 8 Hesse—Hist. —1247- 


1¢—on1T 


Library of Congress Dow HEVS of, 11.04 





rg, Walter, 1855- tr. w 

Das leben kaiser Heinrichs des Siebenten. Berichte der zeit 
genossen uber ihn ubersetzt von W. Friedensburg Leipzig, 
Dyksche buc hhandlung 1898, t 

20 it ible geneal tab 19". ( Added tp: Die geachichtachrei 
ber der deuter 9 vorsett, 2 “ 12 
o4 =.) bd) 

Conrests — 1. bd. Des Albertinus Mussatus K. 
Geachichte Kaiser Heiorichs vr 
lung vou den ereigniasen in Pi 
erbichte dee Ferreto von Vicenza 





alsergeachich' 
Aus des Gullelmus ——y nnn 
ued der Lombardet 


trinte Gher die italieniache heerfahrt kaiser Heloriche vm Aus der 
chrootk dee Gievann! Villian! von Florenz Aus dem tagebuche dee ser 
Giovanna! 4 Leimo von Comugnort. Aus dem leben des erzbischofs Nal 
duin von Trier 

(Coatioued on next card) 


ACS 
5, 


rg, Walter, 1855. tr 
Heinrichs des Siebenten , 1898, 


Das leben kaiser 
(Card 2) 


1. Hetorich vit, emperor of Germany, 12807-1313. 1 Mumsato, Alber 
tine, 1281-1820. 1 Cortus!, Guaiieimo, 14th cent. mm. Ferreto de’ 
Ferreti, 4. 1337. 1v. Cermenate, Giovanni, f. 1344. +. Nicolaus Rotron 
tinensis, 4 1314. v1 Villani, Giovanni, 4 vn. Glovannt di Lem 
mo, da Comugnor!, 4. 1318. vr, Nalduin, abp. of Treves, 1285-184 1a 
Title 


ACk 4 
Obio state uolv 
for Library of ( 


Library 
congress ([DD8.G39 bd. 79-80) 


s (943.0082) 


Friedensburg, Walter, 1855 

Ludwig tv. der Baier und Friedrich von Oecsterreich 
von dem vertrage zu Trausnitz bis zur zasammenkunft 
in Innsbruck. 1325-1326. Hamburg,Druck von Pontt & 
v. Déhren, 1877. 

2p 1.89 2 

Inaug dis —Gottingen 


1. Lodwig ww, der Bayer, emperor of Germany, 1287-1347. 2 Friedrich 
mi, der Schone, duke of "honvia. German king, 4d 13530. 3. Germany— 
Hist —Ludweg ww, 1316-1447 


5 44324 


Library of Congress DD1635 F9 


Friedensburg, Walter, 1855— tr. 

Quellen zur geschichte kaiser Ludwigs des Baiern. Ueber- 
setzt von W. Friedensburg Leipzig, Dyksche buchhand- 
lung ,1898, 

2+ inl 1 (Added tp: Die ee: & der deutschen 
vorsett, 2 i“ bd. 61-42 bd.) 





1. Ludwig wv, der Bayer, emperor of Germany, 1287-1847. 2. Ba- 
varia—History Sources 3 Holy Roman empire -History—To 1617— 
Sources 

AC 87-2571 
([DD3.G39 bd. 81-82) 
0 (943.0082) 


Obio state univ Library 
for Library of Congress 


Friedensburg, Walter, 1855- 


Vergeriana 1534-1550. Eine nachiese. Mitgeteilt von 
w.F » 

(in Archiv tr reformationsgeschichte... Leipzig, ‘913. 234~. ar. 87. 
10. jahrg.. p. (70-100) 


1. Vergerto, Pietro Paolo, 1486-1665. 


‘Title from Union Theol. 
Library of Congress 


Priedensburg, Walter, 1855— 

Der verzicht Karistadts auf das Wittenberger archidiakonat 
und die pfarre in Orlamtinde (1524 juni). Von Walter 
yr 


flr refermationsgeschichte Leipzig, 1914 5 
ait hess oD sates 


1. Karietadt, Andreas Rudolf, 1480 (ca. )-1841. 
2 0 06-808 
Ao 
(BRS00.45 jabrg. 11) 
a 


Title from Union Theol. 
Library of Congress 





Friedensburg, Wilhelm. 

Stephan Born und die organisationsbestrebungen der 
Berliner arbeiterschaft bis zum Berliner arbeiterkongress” 
()84.september 1448) Leipzig, C. L. Hirschfeld, 1923 


vii, 101 p 2". (Bethefte sum Archiv flr die geechichte des eo 
sintiamus und der arbetterbeweguag, brag. von Carl Grinberg, bft. 1) 


“Literaturversetchnis” : p. :vi,-vill 


1. Born, Stephan, 1524-1808 
laboring lesse= 


2 Secteliem in Germany. 3. Labor and 
1 Tithe 


La2s 


Library, U.S. Dept of Labor 


eae, 


Friedensburg, Wilhelm. 

Zur arbeiterfrage. Eine volkswirthschaftliche studie 
Von Wilhelm Friedensburg. Breslau, S. Schottlaender 
1882. 


Spl, x, 3p 2. 


Library of Congres, 20. 


Priedenspfiichten der nationen; vier preisarbeiten von 
Felix Halle, Max Seber, Alfred Feilchenfeld, Paula 
Messer- Platz, brag. von der Moritz-Mannheimer-stif- 
tung der grossloge fiir Deutschland. Gotha, F. A. Per- 
thes a.-g., 191 


3p t,1%p. 23”. 
The first study —? bibhographnes 
Cowrents. — Felix Halle: Neve Vy Gerechtgkest, 


hebe und duldsamkeit } . rechthimen der staaten —Max Seber | pone —— -- 








Alfred Cenmennee Was kann nach on = friedensschluss von den sta! 
zur forderung h- Fm 
Paula bee Platz Fredensarbest 
ernational Ce 21 } law, 1,2 5 | law 
eal sims 3 1. Malle, _ ame u_ Seber, Max, 1884 
in Feslchenfeid, Allred wv Messer-Platz, Paula. v. Morite 
Mannheimer -stiftung der « »ssloge fur Deutschland 
A115 
Title from Carnegie Endow Int. Peace. Printed by L. 


Library of Congress J X19. F7 


Friedenspfiichten dis einzelnen 
keit und mensechenliebe als 
nalen verkehr, 


gerechtigkeit, duldsam- 
richtlinien im internatio 
sechs preisarbeiten von Georg J. Plot 


ke, Wilhelm Jerasalem, lomannel Lewy, Ismar Elbo- 
con, Max Seber und Max Golde, irse. von der Moritz 
Manuheimer-stiftung der grossloge fir Deutschland. 
(iotha, F. A. Perthes a.-g., 1917 
}-24 p 27 
1. International law and relations 2 Peace t. Plotke, Georg J 
tt. Jerusalem, Wilhelm, 1854 ot Lewy, Immanuel tv 
Ee gen, Ismar + v Seber, Max, f wt. Golde, Max 
wit. Moritz: Mannheumer-stiftung oer grossloge fur Deutschland 
24-10352 
Library of Congress )X3091 FY 
Friedenstein, Schloss. Herzogliche 
sammlungen 
see 
Gothe. Herzogliche sammiungen. Schloss 
Friedenstein. 
Friedeneunion, Havre 
see 
Union @+ la paix. 


CATALOG OF PRINTED CARDS 


Die Friedenswarte 
see 


Blatter fiir zwiechenstaatliche organisation. 


Das friedenswerk von Paris und die not der vilker. Vor- 


der aula der ep universitat am 16. februar | 

Berlin, G. Stilke ,1 

2» fren. (gpet.) a. 

Contents. Vorwort, von C. EL Stangsiand Vv 

Freee Se roe (U8 A) f ee & hk -~ 
a Nig i 


Paris. Peace conference, 1919. 3 European war, 1914-1918— Peace. 
1. Hall, Thomas . 1858- 
tt Internatonale io der Basliner funiversitht, 16 februar 1924. 
25-1949 
Library of Congress D645.F7 
2 


Friedenthal, Albert, 1862-1921. 


Musik, tanz und dichtung bei den Kreolen Amerikas, von 


Albert Friedenthal. Berlin- Wilmersdorf, H. Schnippel, 1913. 
49. 1.328p. tus (music) 21° 
1. Music, Creole 2 Musie—Spanish America. 3. Lance music, Creole. 


18-1007 1 Hevised 
Library of Congress 





Priedenthal, Albert, 1862 


Das weib im leben der vélker, von Albert Friedenthal. 
2. verm. und verb. aufl. 1. bis 22. tausend, mit geleitwort 
von Ferd. frhr. von Reitzenstein. Mit 1140 abbildungen 
im text, 48 farbigen beilagen und einer etaographischen 
karte Berlin Grunewald, Verlagsanstalt fur littera- 
ter und kunst 1910 


2v illus, col pl, fold ab 2 


1, Woman 2 Ethnology 3 Beauty, Personal 


12.41% 
HOMO FS 


Library of Congress 


Friedenthal, C R. 
De rerum htigiovarum alienatione ex jure romano. 
C. R Friedenthal. Berolini, F. Schneider & soc., 


Seripsit 
1849. 





tpi Bhp wae 

1 Possession (Roman law) 2 Personal property (Roman law) 
1 Title. 

3215682 

Library of Congress co 

Friedenthal, Pelis. 
hreiben, von dr. Feliz 

Friedenthal Berlin, 1 Sack, 1929 

Sp ITy™ (Recbtsfragen der prexia bd. 21) 

“Sebrifttem”: p 5 

Advertisements p 61-66 


1 Contracts Germany. 2 Commercial law- Germany + Tie. 
‘$8 7m 
Library of Congress ee 


$51 


Friedenthal 


Friedenthal, Hans Wilhelm Kart, 1970- 
Allgemeine und spezielle physiologie des menschenwachs 
tums, fiir anthropologen, physiologen, anatomen und arzte 
elit, von privatdozent dr Hans Friedenthal .. mit 4 
textabbildungen und 3 tafeln. Berlin, J. Springer, 1914 
tx, (1), 161, ty B Mus, mt col pl (1 fold) diagre 
“Literatur” p (182)-161 


1-11 
Qrar 
yadtdl, 


Library of Congress 


Priedenthal, Hans Wilhelm Karl, 1870- 
Die mine 

leder 

ertigen produkt. Praktisches handbuch fiir die te 


lederindustrie insbesondere fir gerber, = r und 
lederzurichter, von prof. dt. Hans Friedenthal .. it 37 
abbildungen. Berlin, M. Krayn, 1925. 

vill, 128 p Mus 259. (Added t-p > Die lederfabrikation ... ¥ teil) 

“Literatur” : p. 118-123. 

1. Tanning. 2 Leather industry and trade. 1. Tithe 

10114 

Library of Congress TSS.F7 

Copyright A—Foreign wOs79 
a 
Friedenthal, Hans Wilhelm Karl, |s70- 

Die nahrwerterschliessung in heu und stroh und pflanzen 
teilen aller art, von prof. dr. Hans Friedenthal Leipzig, 
Reichenbach -che verlagsbuchhandlung. 191 

47p ittus 249" 

1 Hay as food for man, 2 Straw a+ food for wan 

Agr S103 


U S fepe ofagr Library 
for Library of Congress 


Se ire 
sith 
Priedenthal, Hans Wilhelm Karl, 1870- 


Die nabrwerterschliessung in heu und stroh und pflan 
zenteilen aller art, von prof. dr. Hans Friedenthal. Mit 


7 abbildungen. 1.5. tausend. Leipzig, Reichenbach, 
1915. 
47? illus 237 
' 


1 Hay as food for man 2. Straw as food for man 


Ie ne 
Library 


of Congress TXSS8 HIF? 


Copyright A— Foreign | Me 


Friedenthal, Hans Wilhelm Karl, 1870 

Tierhanratias mit 989 ablildungen auf 16 mebrfarbigen 
und 19 eunfarbigen tafeln, von d' Hans Frmedenthal Jena. 
Gi. Fischer, 1911 


Wp aEEy pl (ie ow “~“" 


1 Hate 

Agr 12-1087 Rev tard 
Agriculture 412°WI 
r3ie2, 


Library. US Dept of 


Friedenthal, Joachim, 187 - 
Beitrage zu einem preasverwaltungsstrafrecht 
Joachim Friedenthal. Breslau, Schietter, 1910 


Spl Mbp By (Added | p> Strafrecdiliche ebdendiungeoe 
hfe. 118) 


Von dr 


Ale imoue! a + Sees Gimsertauion Heideiders 1810 
“Literatur” p ti 


1 Press law Germany 1 Title 


Litrery of Congress 








Oerwoud-bure, dear 
(tc, Namonale para, bpk., 1938. 
ie 


1 Astmals Legeode and stories of. 2 Zootogy— Africa, South. 
Tithe 


Litrery of Congress QLTWLFTS 
ity 


Priedenthal, Kar! Paul. 


Das kreuzformige oktogon. fin beitrag zur entwicke- 
langsgeschichte des zentral- und kuppelbaues 


ruhe, C. F. Muller, 1908. 
2p. |. (7-57 p illus, plates, plans. 259™. 
Diss — Tech. hochschule, Karlsruhe. 


1 Burldings, Octagonal. 2 Architecture —Hist 
Library of Congress NA4100 FB 
13201 


Friedenthal, Richard, 1496— 


Der eroberer; ein Cortes-roman. Leipzig, Insel-verlag, 


lee 
M@p.i) 6e 


1 Cortés, Hernando, 1485-1547— Fiction. 

Library of Congress 

Copyright A Foreign se198 
a 


Friedenthal, Richard, | *¥- 


The white gods, by Kichard Friedenthal; translated from 
the German by Charles Hope Lumley. New York and London, 


Ibarper & brothers, 1931 
tpl. 3424p. 11 front, plates, ports 2247 


Map of lining paper 
Fiver etition 


1 Corte, Hernando. 148+ 147— Fietion. | Lamiey, Charice Hope, 
eroberer 


te ou Title Trensiation of Der 


Litrary of Congres Prarwiiwb 


Priedenwald, Aaron, 136 1r2 


Life, letters, and eddremes of Aaron Friedenwald, u. o., by 
: M 


his son Harry F jd, um. o. 





Lord Baltimore preas, 1906. 


Karls- 


9 9524 


s0- 7080 


31 


Ip. tl. 1-84 p frost. plates, ports. facsims 254". 
SS eas ont eens eae » S08, 886 


“Printed for private circulation. 


4 Vriedenweid, Harry, 1886- 


La@rery of Congres R154 FOOAs 
Copyright 4 1S0umD ad4o1, 


Priedenwald, Harry, 1444- 


The bibliography of ancient Hebrew medicine, with an in- 
troductory 


note, by Harry Friedenwald. ,Baltimore, 1935, 


ipltiep mew ar. 


ggg tent Sere Ratattn of thn thats eae eee, Semeey, 
fm sbstrect ot the mesting of the Medien] librery assorie- 


Preareted 
Gen, Beitimere. May 21-23 1084. 
Bibiiegrephy p 183-153 


1 Medivine Jewis® BO 2 Mefictes Anciemt- Bib 8 Medicine — 
emt Garry 


Lierary of | engrem ‘Beers Feo 
Cal 


LIBRARY OF CONGRESS 


Priedenwald, Harry, 1564 

The use of the Hebrew language in medical literature, by 
Harry Friedenwald. Baltimore, 1934, 

cover-titie, p TT-111. Ulus (fecsime) 20° 


SESE ee ees 
mt, wo. 2 pp. TT-' 
Johns Hopkins hospital, vol. uzv, no. 4, April, 1984)" 


1 Medicioe— Bibiiography. 2 Hebrew iiterature— Bibliography 

A 3 BORO 
Baltimore. Printed by L. C. 
a 


‘Tithe from Peabody Inet. 


Friedenwaid, Herbert, 1870- 
.. The Continental congress, by Dr. Herbert Friedenwald. 


(Jn American historical association Annual report fer the year 
1894. Washington, 1895. 244°. p. 227-236) 


1 CU & Continental congress. 
CD11-s%8 


Library of Congress. Gardd@y. E1724 16H 


0381, (73.082) 


Friedenwald, Herbert, 1970- 

Th: De Jaration of independence, by Herbert Priedenwald 
Iurlington, Vt., 1901 

Ip t.@p 27 

“Reprinted from the Loternational moothly for July, 1901.” 


1. U.S Declaration of tadependence. 


Library of Congress ears 
+ —-—— Copy 2. (08801, 


Friedenwald, Herbert, 1370- 

The Declaration of independence, an interpretation and an 
analysis, by Herbert Frieienwald, eu. 0. New York, The 
Macmillan company; London, Macmillan & cos Itd., 1904. 

Wp me. 


1. U8 Decigration of independence 


Library of Coagres: e221 ree 
Copyright A Sent en, 


Friedenwald, Herbert, 1+70- 
Historical manuscripts in the Library of Congress by 
Herbert Friedenwald 


(Jn Americas historical association. Annasi report .. for the year 
1996. Washington, 1899. 244°. » 36-45) 


1 U. # Library of Congres. Division of manuscripts 2 Manvu- 
rip. UB 





Cp 1T-48 
Library of Congress Card div. BIT2A00 18068 
a38el, (973.082) 
Priedenwald, Herbert, 1870- 
. Historical an 2 in the Library of Cope a 
Herbert Fri ngton, Govt. print. off., 
ip ip wee. 


1. U. & Library of oe Se se 6 ie 


erigts. U. 6 L American historice! semoctation om Tit 

20-2816 
Liarary of Osngrem 200m OlTS 
-— —— Ospy? a 





Friedenwaid, Herbert, 1870- 
The journals and papers of the Continental 
Herbert Friedenwald —, 
Af American historical association. 
896. Washington, 1897. 24)". +. ip 0108) 
“Bibliographical appendix”: p. 127-185. 


anual report. fer the year 


1. 0. 8 Continents! congress 2 U. 5. —History- Sources Bibling 
raphy 


CD 11-88 
Library of Congres. Card div. EIT 400 1886 voll 
(3%), (9T3.0R ) 


Friedenwald, Herbert, 1870- 
. The journals and Papers of i e Continental con- 
gress. By Herbert Fried Govt. 
print. off., 1897. 
cover-title, #135 p #4 
From the Anowsl report of the American histories! association for 
1806, vol. 1, pages 63-195. 
“Bibliographical appendix”: p. 197-135. 





1 U. S&S Continental congress & U. S—Hist —Sources—Bibi. 
+11 
Library of Congress Z1sse Pes 


Friedenwald, Herbert, 1870- 
The journals and papers of the Continental B 
Herbert Friedenwald Philadelphia, 1898. — f 
a -. 
ret poblished in n the Annual report of the Americas bistorteal aaso- 


gation Fh ier reprinted from the Pennsylvania mage- 
of bistory and ptnemecty tee TEN. 


}. U. & Continental congress. 2. U. §.—Hilst—Sources—Bibi. 





Library of Congress Ema — 
(S6D1, 
Priedenwald, Herbert, 1870— comp. 
M la p d to the Continental Congress. 
Us society. Publications (Baltimore, 


J ie the US 2 U. 3.—Hist—Revolution—Sources. 3. Cane- 
dian ‘avasion, 1775-1776 


ca 9-258 Unrev'd 
Library of Congress E164 JSAS 
\s28b1, 


eee Seem, Eee 
of the eye, by Jonas S. Friedenwald n- 
ramen with 253 figures, mainly mi Lyte 
ccitacti / 
tute and the Army medical museum, by Helenor Campbell 
New York, The Macmillan company, 1929. 
=z p.11,. 865 Wes. my. 





Library of Congress ame rs - 

— ——- Copy 2. 

Copyright A 14187 3142, 

Friedenwald, Julius, 1966- 
Clinics: on secondary intestinal disorders; reciprocal 

by Julius Id ... Theodore H. Morrison 

and Samuel Morrison .. =. W. Wood & company, 
nt, 281 > 


mm Title. 1 | Gastro iptestine! disorders. 
we irae 
Library of Congress Roe Fr 
— ——- Copy 2. 
Copyright 4 119174 & oes 





XUM 


Friedenwald, Julius, 1»66— 

Diet in health and disease, by Julius Friedenwald and 
Jonn Ruhrah Philadelphia, London ,ete., W. B. Saunders- 
and company, 1905 ,“1904, 

2p... 74p tue Bye 

A short list of books on food and diet”. p. 680. 


1. Diet t Ruhrih Joho. joiat author 
+ -74a2 
Library of Congress RM216 FSS 
Copyright (v1, 


Friedenwaild, Julius, |~66- 

Diet in health and disease, by Julius Friedenwald and 
John Ruhrah ... 2d ed., thoroughly rev. and enl. Philadelphia 
and London, W. B. Saunders company, 1906. 


Tap te Bj” 
A short list of bovks on food and diet” p Ga 


1 Diet 1 Rubrah, Joho, 1878-1985, jotat suthor 
Library of Congress RMCM PSS 1806 
Copyright A 1sCTT amen. 


Friedenwaid, Julius, | 66— 

Diet in health and disease, by Julius Friedenwald .. and 
John Ruhrah 3d ed., thoroughly rev. and enl. Philadel 
phia and London, W. B. Saunders company, 1909. 

745 p. ioctl. us. tables §=254™ 

“A short list of books om food and diet” p TE2. 


1 Diet 1 Rutrfib, Jobo. 1872-1985. jotat author 
o-14185 
Library of Congress 
Copyright A 235478 


Ruz16 re 
abel, 


Friedenwald, Julius, 1866- 
pie te tat ont Gon, ty Sm Daten « and 
oa = and eal. Phile- 


2p L, 8-407 p. incl es, tedien =. 
“A short list of books om food and diet”: p. &22. 


1 Diet «= & RebrGh, John, 1872- joint author. 
1-188 
Library of Congress RMZIGFSS 1913 
Copyright A sh06t8 31, 
Friedenwaid, Julius, 1566- 
2ae te test and eam, by Sele Bietaes and 
Sth ed., reset. Philadelphia and London, 


2p L, 7-009 p incl es, adie, diagra 24)". 


L Die & ReubrGb, Joho, 1872-1085, jotot author. a Title 
1e—eTT8 

Library of Congress RM2ICFSS 1919 

Copyright A SommzT aS 

Friedenwaid, Julius, 1866- 


Diet in heaith and diseage, by Julius Friedenwald .. and 
John Rubrth .. 6th ed, thoroughly rev. Philadelphia and 
London, W. B. Saunders company, 1925. 


2p |. 7-087 p inet (es, tobias, Glagra 34". 


1. Diet. © RubrGh, Jobo, 1873-1085, joist author. o. Title 
2819 

Library of Congress RMZIGFS 1935 

Copyright A Gz2088 ace), 


CATALOG OF PRINTED CARDS 


Friedenwaid. Jafius, 1866- 

Dietetics for nurses, by Julius Friedenwald .. and’ John 
Ruhrih Philadelphia and London, W. B. Saunders and 
company, 1905. 

=, Ga oe 


1. Diet. 2 Norees and serving = RebrGd. Jobe, 1872-1085, jotm 
= Tite 


eotbor 
S-1sa86 
Library of Congress RMz1¢6 Eas 
Copy right a35e), 


Friedenwald, Julian, 1566. 

Dietetics for nurses, by Julius Friedenwald .. and John 
Rubréh 2d ed., rev. and enl. Philedelphis and London, 
W. B. Saunders company, 1909. 


2p L. S486 » tect Mes, die TIe 


1 Dfet. 2 Nerese and serving & RebrGh, Joba, 167- jotat 
m= Tithe 


o-1m 
Library of Congress RM216 FRST 


Copyright A 37165 fet, 


Priedenwald, Julius, 1866- 

Dietetics for nurses, by Julius Friedenwald ... and John 
Rubrah 3d ed., rev. and enl. Philadelphia and Lon- 
don, W. B. Saunders company, 1913. 

2p. 1. 3-40 p incl illus, tables 217 $1.90 


1. Diet § Mores and ourmag 1. Rubrah, Jobo, 1872- jount 


suthor. ut. Ti 


1 
unew ot 32m 


Copyright A 35170 


RM216 FS 1913 


Friedenwald, Julius, 1564-1941. 

Dietetics for nurses, by Julius Friedenwald ... and John 
Ruhrah 4th ed., rev. and enl. Philadelphia and London, 
W. B. Saunders company, 1917. 


2p 1, 5-467 p tnct es, tables 2I™ 


1. P< 2 Nurse and cursing 1 RohrGk Joba. 1872-1985. joint 
suther a Tithe 


17—om™1 


Library of Congress RMZIG FSST 1917 


yadigh, 


Friedenwald, Julias, 1866— 

Dietetics for nurses, by Julius Friedenwald ... and John 
W. B. Saunders company, 1924. 

2p 1, 8474p net tus, tadlen 29" 


1. Met 2 Nurses and cursing 1 Rubr&h, Joka. 1872-1085. joint 


suther a. 
247087 
Library of Congress RM2ZI6.F887 1904 
Copyright A Trae ast, 
Priedenwald, Julius. 
Guide to clinical laboratory is, by Julius Frie- 
denwald ... Hubert C. Knapp . 


arvey G. Beck . 
(2d ed. Baltimore, Williams & Wilkins company, 1904. 
1p, 0p, 11 incl ius, pl ZO 
Blank pages at end of book for notes 


Friederich 


Frieder, Otte, 
Der weg sur sosialistischen pl 
und verwrtichang ainer ides Bekins nw. yh pew 





1. Soctaliem im Germany. 2 Socialiem 1 Title. 
ee 
Library of Congress AX276.FT3 
Copyright A—Foreign 20 
2 5 


Friederich, Alfred, 1889- 

Versuche Uber die gréese der wirksamen kraft zwischen 
treibriemen und scheibe, von dr.-ing. A. Friederich. Berlin, 
J. Springer, 1917. 


6 p Mus. tables (part fold.) diagre. ia 
auf dem gebdiete des ingenieorwesens ... hft 


Bibliographical foot-notes. 


( Porecbangsa rbeites 
188 bis 198) 


1. Baits and belting. 2 Pulleys. 


Library, U. 8. Patent 


Mazurka, kriminalroman von Erich Friederich; nach dem 
gieichnamigen filmbuch von Hans Rameau. Berlin, Ulistein 
(1987, 

242, (1) D, 1 IT. (On cover: Ulistetn Dicher) 


& Rameau, Hans Masurks. oF. Title 


38-2211 
Library of Congress PT2011.RO+4M3 1987 
Copyright A-—Foreign jenna 
a mn 


Ernat, 
elemente, von dr. Ernst Friederich. Mit 4 figuren im text. 
Berlin, Gebriider Borntraeger, 1926. 


+“ p diagre 2". (Fortechritte Ger chemie, physik aod physi- 
kalischeo chemie bd. 14, bft. 12, eer. 2 ond 5) 
BibUograpbice! foot-notes. 
1. Hardness, 2. Chemistry, Inorganic. 
aACe14 


Title from Univ. of Chi- cago QDLPS1 vol. 18 
Printed by L. C. 


a 


18. vehaanten, pay Serf Praderies 
verlag, g. m. b. b., 1932. 

104 p. Mies, plates 2". 

q und Pp nn 

“Die dee miasters, von ménster- 
beumeister dr J. Knauth Tafel var": p. 06-108. 


ons oe 


ugsburg, B. Filser 











1, Stome-cutting 1 Kasoth, Job. ac 
Title from Princetos Univ, Printed by L. Cc. 
2, 
Priedertch, Reif, 1904 a on 
Die genosssnschaftliche verwertung in techland ; 
wick] und ihre probk Berlin Druck : 





ihre nevere 

re Lapeer ay 
Ipt.10, 4. Gage 2”. 
Inaug dies —Lanéwirtecha ti borhertale, Bertin 
“Literatur” : p. 108-108. 


1, Cattle trade (4 Cattin—-Marteting, 2 Merteting, Coaperative. 
Agr 34 


mosye) 
al, 


“MELTS 








Friederich 


Priederich, Rudolf 

Die postwertzeichen Spaniens und seiner kolonien. 
Bearb. von Rudolf Friederich. Mit 20 tafeln in licht- 
druck und zahireichen abbildungen im text. Berlin, H. 
Brendicke, 1894 

2v ml tes, Dp Bw 

Each volume has both general and special t -p 

Cowrents —«1. b&) Die postwertecichen Spaniens 2 aufl— 2. bd) Die 
postwertzenchen der spanichen kolomen 

1 Postage-stamos— Spain 2 Spain— Colones Postage-stamps 

1819901 


Library of Congress HEOI&S S7F8 


Priederich, Rudolf, 1855- 
Die etectenget 1813-1815. Bearb. von Rudolf 
Friederich “Berl rlin, E. 8. Mittler und sohn, 1911- 
¥ ar mp 


1 Napoléon +—C s of 1813-1814 2 Prussia—History, Military 
3 Germany —Hist abe 1813 


11-21901 


Library of Congress DC2% F7 


Priederich, Rudolph, 1855- 

Geschichte des herbstfeldzuges 1813. Bearb. von Frie- 
derich Berlin, E. S. Mittler und sohn, 1903-06. 
rt fold) fold. plans 25. (Added t-p.> Geschichte 
ae. 1813-1815) 
“Renutete lteratur” v1, p cxiii-mvi; ¥. 2p cewemvi; v. 3, p cniiip-av. 
Plans im pocket 


Contests <1. bd. Vom abschluss des waffenstilistandes bis cur schlacht 
be: Kulm 13 —2 = Von der schlacht be: Kulm tes zu den kampfen 
be: Leprg 194-3. bd Von der volkerschlacht bei Leipzig tis cum 
schlusse des feldz - 4 1906. 








3 ¢ 
der befrenungs 


1 Napoleon 1—Campai of Pg prtecng 2 Pressio-—Weienery, Miltary 
3. Germany—Hist —1 ‘SiS. 4 Leipzig, Battle of, 1813. 


6—11748 


Library of Congress DC2M™.GB 


Friederich, Werner Paul. 

Kurze geschichte des deutschen volkes, von Werner P. 
Friedench New York, F. S. Crofts & co., 1939. 

rip.3!. 3-1 p. Mus (maps) 1 

ae \o Germasy 

~ J. of this volume consists of, selections from historical 

eons 

“Semnewens tor reading”; 26 leaf 


1 German language—Chrestomathies and readers 2. Germany —Hiet. 
3 German poetry (Selections extracts, etc.) 
0 6308 
Library of Congress PP3127 HOF? 
3, 4an6 
Friederich, Werner Paal. 
Die Schweiz, by Werner P. Friederich Chicago, Phila- 


delphia ete. J. 18. Lippincott company (“195%, 
* 
4p! Mp Mus (incl map) 71° 


1 German \epevece—Chrestomatbies and readers. 2 Switzerland 
Title 


. 
Oe 
Librery of Congress Praiz7 G4FT 
-- ——Copr2 
Copyriaht A 17265 3, 4346 
Driederich, Werner Padi. 





und in der englischen barock- 
lyri. von dr. Werner P. Pretec Wien und Leipzig, W. 
Breumuller, 1982. 


i 28 1, p MY” (Added t-o.: Wiener bettrige sar engileches 
galloicgie umm bd) 


“Bibitogreptie” p 28-880 


Cree ate eo. . Tithe. 
= Title 


11s 
Pauws o67 


ama, (9m) Le 


Latrery of (ongrem 


LIBRARY OF CONGRESS 


Friederich, Werner Paal. 
Werden und wachsen der U. Ss. A. in 300 jahren; poli- 
van Vieginio Dass bie 





tische und | 
= Bern, A. Francke ag. :1939, 
1p Wes (maps) 2. 
“Die folgenden tapitel siod einer rethe 
man. die ich wihreod des sommersemesters 
Bere... bielt.”—Vorwort. 


yoo rorlasunges eotnom 
1088 a0 der Universitat 


1°U. 8 —Biog. 
A 4) S25 
New York. Public library 
for Library of Coogress 2) 
Restate Gam, 
holzhandel und holzind ; die gegenwir- 





te — im vergleich cur vorkriegszeit, von dr. Hans Friede- 
Berlin, Im Ost-Europe- _— 1931. 
*, 07 p tadles (2 fold.) diagre. 239". (Added tp: Scbriften dee 
taacicata fOr catdeuts be wirtechaft an der VGronande ‘Kdnigsbers 
. 


“Literater-verseichais” : p. at)-x¥ 


1. Lamber trade—Prussia, East ( Province) 
314i“ 
Library of Congress HDOTES. 7 PTSET 


a aa 


Friederichs, Heinz Friedrich. 

Zur kenntnis der fruhgeschichtlichen tierwelt Sud westasiens 
unter besonderer berucksichtigung der neuen funde von Mo 
henjo-Daro, Ur, Tell Halaf und Maikop, von dr. Heinz F. 
Friedenchs Mit 26 abbildungen suf 8 tafeln. Leipzig, 
J.C. Hinrichs, 1933. 


“Sp Spl on4l My (On cover: Der alte Orient, bd 32, bft 3/4) 


1. Domestic animale 2 Zoology—Asia, Western 3 Axia, Western— 
Antiq 4 Animate to art 


Ss 1014 
Library of (ogress S42 At bed 32. bet. 3/4 
Me, (9133) 636.003 


Friederichs, Hulda 


The life of Sir George Newnes, bart. By Hulda Fried- 
—_. London, New York ,etc., Hodder and Stough- 
ton (1911, 


xi, 34 p front. illus, plates, ports. 21° 


1. Newnes, Sir George, bart, 1851-1910. 


A 12-809 


Title from Newberry Libr. Printed by L. C 


Friederichs, Hulda. 

The romance of the Salvation army, by Hulda Friederichs 
With a preface by General Booth London, New York ,ete., 
Camell and company, limited, 1907. 

Sp. 1. 215, 1, p. froat. (port.) 7 pl. 21°. 

“First edition October 1907, reprinted November 1907" 


1 Ralvation arms 1 Keoth, William, 1828-1912. 
Library of Congress HV 4386 Fee 
(3eb1, 


Priederichs, Karl, 1431-1871 

Amor mit dem bogen des Herkules, marmorstatue im 
Museum cu Berlin von ©. Friederichs. Nebst einer ab- 
bildung. Berlin. Gedruckt auf kosten der Archéologischen 

Jischaft. in commixion bei W. Hertz (Bemersche buch- 

ar ane 1867 

Sp tus, pl 27 (Programm sum Winckeimannstest der Archio- 
logterhen greviiacbeft su Bertie. 27) 

“Chronit Ger geeetiechaft”: p & 


1 Cuptd--art 1 Berlin, K. Museen m1. Title 


Title from Cotembia Usiv 
Livrery of Congress 


(NG825.48 20 27) 
a 
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Friedericha, Karl, 1531-1871. 

Apollon mit dem lamm von Karl Friederichs. Nebst 
nachschrift von Eduard Gerhard und emer bildtafel. Berlin, 
Gedruckt auf kosten der Archéologischen geselischeft, in com- 
mimion bei W. Hertz (Beasersche buchhandlung), 1861 


uo pw (Programm tam Wiockelmanasfest der ArchBologi- 
in” Sn os toe m1) 


1. Apollo. 


‘Title from Colambia Univ 
Library of Congress (NG825.A8 90 21) 


Friederichs, Karl, 1831-1871. 
Berlins antike bildwerke 
Diisseldorf, J. Buddeus, 1868-71 


Von dr. C. Friederichs 


Each volume bes also spectal t-p.: 1. Bausteine sur geachichte der 
griechiach rémischen plastik. o Kieinere kunst und todustrie im alter 
thom 


Vorwort” (v. 2) signed: Dr Weber 

Contents —4. Die gypeabgiiane im Neven museum — 1. Gertithe und 
broncen tm Alten museum 

1. Sculpture, Greek 2 Sculptute, Greco Roman. 8. Classical an 
tiquities Catalogs. 4 Bronzes, Abcient-Catalogs, 5 I 
utensile, etc 1 Berlin, K. Museen Altes und Neves museum. 
mu. Weber, Martin =m. Title tv. Tithe Reusteine sur geechichte der 
griechiech romischen plastik ov Tithe Kietnere kunest und induetrie im 
alterthuw 

40-96521 


Library of Congress NBS? BSFT 


2. 


Friederichs, Karl, is\1-187! 

Der Doryphoros des Polyklet von Karl Friederichs 
Nebst einer abbildung Berlin. Gedruckt auf kosten der 
Archiiologischen geselischaft. in commission bei W. Hertz 
(Besversche buchhandlung), 1863 

pl 274% (Programm sum Winckeimennsfest der Archiolo 
ans gesetineboft su Berita. 23) 
hronik der gesetixcbaft, (p. 10) signed) BG. of ¢ Eduard Gerbard, 


1 Polyetitus, Wb cent. = « 1. Title 
ACh 6 
Title from Columbia Univ 
Library of Congress (NS925 48 no. 23) 
a 


Friederichs, Karl, 14:1 1871. 

Greek seulpture. Selections from Friederichs’ Bau- 
steine: tr. and annotated by D. Cady Eaton New Ha- 
ven. Tuttle, Morehouse & Taylor, printers, 1881-83. 

a 


Published Leter m one volume with tule Mand-book of Greek and Ko 
man sulpture 


Contenrs.--pt 1. Archas and umutative-archarc art — pt. 2-3. Pernod of 
the highest development —pt. 4 Period of the decline of Greek art —pt. & 
Greek Roman art 


1 Sculpture Greek 2 Sevipture, Greco-Roman 


Coty ab 1 Eaton, Danced 
10 1977+ 
Library of Congress NBAS F7® 


© Al 425, 191A ARS 2457, O9RS, 219082 


Friederichs, Karl, 1431-1871. 

Hand-book of Greek and Roman sculpture, by D. Cady 
Eaton ... principally from the “Bausteine” of Dr. Carl Friede 
richs 2d ed., enl, and rev. Boston, J. R. Osgood and com- 
pany, 1884. 

iv, 4135p 1" 


pay samy | published in 5 vol. under title: Greek sculpture. Selec 
tlona from Friederichs’ Baustetne 


1 Beulmare, > 2 Seulptare, Greco Roman 1. Eaton, Daniel 
Cady, 183T- 


10- 19708 
Library of Congress NBO rs 
Copy? 
Copyright 1884: 17388 (38g), 


Friederichs, Karl, 1431-1871. 

Praxiteles und die Niobegruppe, nebst erklérung einiger 
vasenbilder. Von d' K. Friederichs. Leipzig, B. G. Teubner, 
1855. 


3p, 8-18, dp from 21% 


1. Prasttetes, 4th cont # ¢ 2 Niobe group 3. Vaee-petoting, Greek. 


ona 
Library of Congress NBeO FS 


aBicl, 





Friederichs, Kari, 1878- 


Beobachtungen Uber einige solitére wespen in Madagaskar. 
Von dr. K. ree Hierzu tafel 2 und 3. 


in Mittetuagen sas Ary « Sl Bertin, 
118. Be. Te hte Sat ites, pl 2-5) 


| Wasps Madageecer 


CATALOG OF PRINTED CARDS 


Friederichs, Kari, 1878- 

Zur biologie der embiiden. Neue untersuchungen und | uber. 
sicht des bek . mit beitrigen ber die sy 
postembrvonale entwicklung mediterraner arten, von dr. Karl 
Friederichs Mit 19 figuren im text. 


(in Mitel aus dem Zoologischen musecem in Berlin. Berlia, 
1906. 2. tae Dh aiden TL iNee.) 


“Léteratur™: 1 leet at end 








(Pull seme: Kari Paul Theodor 


aC 36-3271 
atv 
(QL.1.B38 bd 9, bft.1) 
2 


Title from Obto State 
ry of Congress 


Friederichs, Karl, 1875- 
Check list of the Embiidae (Embioptera) of Oceania, by 
Karl Friederichs ... Honolulu, Hawaii, The Museum, 1985. 


‘, 2. (Bernice P. Bishop museum. Occasions! papers. vol. x. 
so. 7) 


1. Embiidee. 2 Insects —Oceanics 
(Pell name: Kari Paul Theodor Friederichs, 
86 6535 
Library of Congress GN6T0.B6 vol xi, n0.¥ 


2, (872.906) 606.782 


Friederichs, Karl, 1478 


Die grundfragen und gesetzmissigkeiten der land. und forst- 
wirtschaftlichen zoologie der unter 





mitwirkung von dr. L. O. Howard ... dr. E. Martini ... dr. 
H. Prell bearb. von dr. Karl Friederichs Berlin, P. 
Parey, 1930. 


2 Mos, disgre, 247° 

“Allgemeine literatur”: 2. bd, p. 634,443 

1. Forests aod, forestry,Zoology, 2 Trees—, Diseases and, pests. 
1. Howard, Leland Onsien, 1857- t. Martiol. Erich Christian Wil 


helm. 1880- 1. Prell, Hetorich Bernward, 1888- 
(Pull name: Keri Paul Theodor Friederichs, 
Agr 30-1010 
Library, U. 8. Dept. of Agriculture 411F91 
el, 


Friederichs, Kari, 1878- 
Okologie als wissenschaft von der natur, oder Biologische 


raumforschung, von dr. Karl Friederichs ... Leipzig, J. A. 
Barth, 1937. 

vil, 1), 1008p 239". (Added tp: Bios; abbandlungen sur theoreti. 
acben und ibrer geachichte, ae Oy Sees Ow See 
sehen natu 


1. Biology—Philosophy. 2. Zoology—Ecology. 3. Boteny— Beology 


L Tithe, 
(Pell nome: Kari Paul Theodor Friederichs, 
38-15384 
Library of Congress QUSILFT 
Copyright A—Foreign 37140 
3 5753 


Detedestchn, Hast Post Thesdee, 1878- 


tiber embud von dr. 
m Cea. M. Nijhoff, rr hea 


B38". (Added t-9.: Sy 5 
Ro Prot’ Dr'k. D. Ven Oort ... dest 2, af. 1) 





Kari Friederichs . 
B31. 


Agr %-825 Revierd 
U. 8. Dept. of ture 482701 
Librery of Congress (QLL.C3 vol. 2,m0.1) 


(F30b2, 


Priederichs, Karl, 1878- 
.. Studien #ber nashornkifer als schadlinge der kokos- 
e. Bericht an das Reichs-kolonialamt tiber eine 
1913/14 im + oped ausgefiihrte studienreise. Von dr. 
Karl Friederichs Berlin, P. Parey, 1919. 
Rd me Fy oe! ont Diassbrit A a coamelagie 
. or, 4 (beiheft 1 eu bd. vi)) 
“Literatur”: p. 113-114, 


1. Coccnut-palm—, Diseases and, pests. 2. Oryctes. 
Agr 22-205 
no. 4 


Library, U. S. Dept. of Agriculture 421Z736M 


2 


(Pull name Kari Paul Theodor Friedertcha, 
acs 
Usiv 
(QL. B38 bed. 3, ft. 2) 
a 


Title from Obio State 
Library of Congress 


Priederichs, Wilhelm. 
... Uber eisen in der milch .. 
versitats-buchdruckerei, 1893. 
Wp,it 247 
Inaug -dise —W irrburg 


. Wiirsburg, Becker's uni- 


1. Milk—Analys and examination. 


7-111 


Library of Congress QP246 Fee 


Friederichs, Wilhelm, 1878- 

Ueber abeorptionsepeltre von dimpfen ... 
ter, A. Tillewein, 1 

Ap diagr 2. 

Inaug — i 


Kbnigswin- 


1. Absorption spectra. 


Library of Congress QCAs7 Fas 


Friederichsen, Mrs. Kathleen (Hockman) 
Doctor Bob Hockman, surgeon 

Friederichsen . 

ing house ,*1937, 


102 p. incl. front, illus, ports 199" 


1 Bockman, Robert William, 1906-1985 1, Title one 
Librery of Congress BYs660.F7 
— —  Copy2 
Copyright AA 250870 3. om) 
Friederich Maximilian H: 1874 





«. Finnland, Estland und Lettland, Litauen. Breslau, 
F. Hirt, 1924. 


144 p. tus. (incl. maps, plans) 10)7 (Added tp: Jedermanns 
bOcheret abt. Erdkunde) 

At head of title Max Friederichsen. 

“Literaturverseichais” : p. (122,-125. 


1. Pinland—Deecr. & trav. 2 Estonia—Deecr. & trav. 3. Latvia— 
Descr. & trav. 4 Lithuania—Deecr. & trav 
24-20TT6 
Library of Congress DK511 B2F8 
Copyright A-—Foreign 24065 
a38e1, 


Priederichsen, Maximilian Hermann, 1874- 


br reise in den zentralen Tién-schan und Dsun- 
gfe Ala-tau (Russisch Zentral-Asien) im sommer 
902. Von Max richsen .. 


abbildungen fact 88 tafclo ead 2 riginal- a 
a eln ‘ 
burg, L. Friederichsen & co., 1904. 908. 


(fates vb hp lena See, fold., incl. ~V- Ay. FS. Fy Bo 


(Continued on next card) 
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of the crows, by Kathleen H. 
Grand Rapids, Mich., Zondervan publish- 


Friederici 


(Hermann, 187+ 


1904. (Card 2) 





qeeammelten materi bearbertet von ipeotesesr Dr. E Schellwien 





ones exgteies io ”n J tentraien Tren-schan und Dsungar 
cm) sammengesteih und mit allem sonstgen quelien- 
materia! ver my A. Dr Max Frederchsen. 
 wergcte son De 2 Alstae Mountaing 3. Scientific expedi- 
bons 


668 Cancel 


Library of Congress DKaSs! FO 


Priederichsen, Maximilian Hermann, 1874 
Die grenzmarken des europaischen Russlands, i 
geographische gunent und ibre sre fir den ~ 4 

Friederichsen .. Hamborg, L. 
Friederichsen & co., 1915. 


8p 247 mk 3 


1. Russia—Deser. & trav. 2. Finland—Deser. & trav. 3. Baltic Prov- 
inces—Deser. & trav. 4 Poland—Descr. & trav. 5 Ubraine—Deser. & 
trav. 6 Caucasus—Deser, & trav. 7. Acmenia~Deser & trav 

1S— 16812 

Library of Congress DK46.F7 

Copynght A—Foreign 12010 
2022, 
Yriederichsen, Maximilian 1874- 

.. Landsehaften und stédte Polens und Litanens. 
Beitrage zu einer regionalen ie. Auf grand 
von reisebeobachtungen im dienste der ‘‘ Landeskund- 
lichen kommission beim genera vernement War- 
schau’’, von dr. phil. Max Friederi — abbil- 
dungen nach originalaufnahmen, 1 textfigur und 1 karte. 
(Berlin, Gea verlag g. m. b. b., 1918. 

x, 133 p illus. (plan) map Poked (Added tp. Verofiet- 
lichungen der lichen komrssion beum Kaiserl oo 
we Warschau. Beitrage sur polnischen rhe a 

1. Poland—Deser. & trav. 2 Lithuania—Deser. & trav. =. Tithe. 

sz 


Library of Congress DK Fs 


2, 


Friederichsen, Maximilian Hermann, 1474 

Moderne methoden der erforschung, yyy AK 
klarung geograp dschaften, von dr. Max Friederich- 
sen Gotha, J. Perthes, 1914. 

3p ies Zi (Om cover: Geographiache beustetne oft. 6) 
Bibliograpbica! references im foot sotes. 





1. Geography —Stody and teaching 2 
Physical geography. 3. Geo 


Library of Congress omr on 
a 
Priederichsen, Maximilian Hermann, 1874 
Morphologie des Tién-Schan. 1. teil Berlin, 1998, 
Ip lt. 2 
(ese -diss — Berlin 


lished in full in “Zenschrift der Gesellechaft fir erdiunde ru Ber- 
li” "1899, v.34, p sly-62, 1190-271 


1 Than Shan Mountains 


Library of Congress GBS46 F4P9 


Priederici, Daniel 
see 


Friderici, Daniel, 1564-1636. 









Priederici 


Friederici, Georg i. ¢. Carl Georg, 1866- 

Die Amazcmen Amerikas. Von dr. Georg Friederici. 
Leipzig, Simmel & co., 1910. 

Bp a 
Review of Richard Lasch’s “Zur sédamerikanischen Lege Hz 
race Hy a ne der Kais konigh geogr geselisch. ten,” 


1 Lasch, Richard Zur « 





2 Amazons. 
11-10972 
Crary of Congress 


Friederici, Georg, 1866- 

Bemerkungen cur entdeckungsgeschichte Brasiliens. Von 
dr. Georg Friedenei Leipzig, R. Voigtlander, 1 

cover-title, p 335,36 2 


Senderdrock ave [5 memoriam Keri we 
kuode und vorgeschichte Herausgegebeo + 
Bibliographics! foot notes 


Rae sur vOlker- 


1. Brest)—Hist 1500-148 2 America — Disc & oxplor—Porto- 
Pull seme: Caw Georg Friederict, 
ca 30-1406 Uorev ad 


Library of Congress row mm 


Priederici, Georg, 1*66- 

Der charakter der entdeckung und eroberung Amerikas 
durch die Europaer; einleitung zur geschichte der besiedlung 
Amerikas durch die volker der alten welt, von Georg Friederici 

Stuttgart-Gotha, F. A. Perthes, a.-g., 1925-36. 


Se ay Geardichte der aumereuropéiacheo staaten. brag von 
Hermann Oncken. 2 werk) 
Added t p  Allgemerne staatengeschichte. hrag von Hermann Oncken 
o . ae Cearhichte der sume reurepdiachen staaten 
Vols. 2-8. wit ng durch die Preunsische 
cnadente der = \amenechaf en” 








(Continued op next card) 


Bhat 
arte) 
Georg, | - Der charskter der ent 
wel ereberang Atmerikas durch die Enropier 
(Card 2) 





Costests —1. bd. Die koloniaationaschauplitee Die eingehorenen 
Die Spanier 2. bd. Irie Portagionen Die Dentachen Die Irokenen 
The Pranmemen —3. bd Irie Niederiainder Tie Skandinavier Englander 
wod Angie Amerikaner Dw Verzeichnis der benutzten quelien 


(p 440-458) 
America—Diac & explor 2 4merica-—Hist 1 Akademie der 
oman Berlin t Title 
(Pell name: Car! Georg Friederict 
= Sem 
Liprary of Coogress E101 Fe 
(38e1, 


Priederici, Georg, 1966- 

Hilfsworterbuch fiir den Amerikanisten, lehnwoérter aus 
Indianer-sprachen und erklarungen altertiimlicher ausdriicke, 
deutach -spanisch-englisch, von Georg Friederici. Halle (Seale) 
M. Niemeyer, 1926 

ais. 118 p 24*. (Btodiew Gber Amerike ond Spanien . Extra-cerie 
oe 2) 





Ger i= benatstes queiien™ = p. (108,-115. 
1 Inétens — — Glossaries, vorabuieries. etc 2 Indians — 
- 3. Spanish language — Foreign ood 
p@recee indian 4 Eagiish language Foreign words sod pbrasse— 
words sod pbrases—! 


Pell seme: Carl Georg Friederict, 
‘TR S282 
PMis7 FT 
Met 


Priederici, Georg, 1566- 
— und Anglo-Amerikaner. Ein geschichtlicher 
tiberblick ... Braunschweig, F. Vieweg und sohn, 190% 


ipl, we. 


1. Iadians of North Amence—Hiet =. Tithe. 
Poll aame: Cari Georg Priedericn 
24419 Revised 
Lebrary of Congress oP 
7 


LIBRARY OF CONGRESS 


Georg, 1566- 

Malaio-polynesische wanderungen. Vortrag. gehalten auf 
dem x1x. Deutschen geogra zu Strassburg i. E., 4 
juni 1914, von dr. Georg Friederici. Leipzig, Simmel & co., 
1914. 

Twp 2. 


“Anmerbungen (im saszuge)”: p. :22,-87. 


1 Polynesians. 
Pell name: Cari Georg Friederici, 
16-129 
Library of (ongress DUS FT 
a3idl, 


Friederici, Georg, 1866- 

‘ Das puritanische Neu-England, ein beitrag zur entwick- 
oe ses der uniog, von dr. Georg 
Friederici. Halle a. Seale, M. Niemeyer, 1924. 

1p L, 104 p 26)". (Studien Gber Amerika and Spanien .. Vol 
kerkund®cb-bistorische rethe ... 1. bft.) 





1. New England —Hist —Colonlal period. 2 Puritans L Tithe. 
(Pell name: Cari Georg Friederict, 


4577 
Library of Congress rr 
2, 
Friederici, Georg, 1566— 
Scalping in America. By George Friederici. 
Uns Sa institution. Annual report. 1906. Washington, 


itheonisn 
1907. 234°". p. 423-438) 


1 Sealpiog 
(Pull name: Carl Georg Friederict, 


S 15-1824 Revised 
(Q11 S66 1908) 
(730b2, 


Smithsonian iost Library 
for Library of Congress 


Friederici, Georg, 1566- 
Die schiffahrt der Indianer, von dr. Georg Friederici 
Stuttgart, Strecker & Schrider, 1907. 


4p. 1, 1830p tue 2. (Studien und foreshungen sor menschen- 
und vOlkerkunde unter wissenschaftlicher leitung vo Georg Buschan 1) 


“Verseichnis der benutsten quelies” p. :111,-180. 


1 Iodiane—Boats 
Pall name: Cari George Friederici, 


8 28008 


Library of Congress Ese.cors 


a4ibi, 


Friederici, Georg, 1566- 


Skalpieren und ahnliche kriegsgebriiuche in Amerika ... 


Braunschweig, Druck von F. Vieweg und sohn, 1906. 
Sp l.1%2p fold map ZB. 

Ina ug dine — Letpaig 

Leteosiauf 

Verzeichnis der benutzten quetien”  p. :138;)-170. 


1 Sealping 2 Indian warfere. 3. Indians— Bibi 


Library of Congress 


Skalpieren und*dholiche kriegagebriuche in Amerika, von 
Mit einer farbigen | karte. Breun- 
sohn, 1906. 


4p 170p fold map 24". 
“Verseichais der bemetstes quelien” : p. 188-170. 


1. Geniping. 2 Indien warfare 8 Indians BRL 

Wel aeme: Cari Georg Prieéertct, 
La&rery of Congres ma wire 
Osprright Bes oo G4 





Friederici, Karl. rt 

Biblotheca orentalis; oder. Eine volletandlige liste der im 
jahre 1876,-1883, in Deutschland, Frankreici, England und J 
den cotomen erchienenen Licher, broschuren, zertschriften pai 
uo s w. ther che sprachen, religionen, ontiquitiiten, literatu- pe 
ren, geschichte und geographie des Ostens, zusammengestellt - 
von Karl Friederici, (1.8. jabrg. Leipzig, O. Schulze; New . 
York, Westermann & co. ; ,etc., ete , 1876-83 1 

Sv int 2 : 

(Continued op oett card) 
118173 
Seb 

Frieterici, Karl. Biblioteca orentalis 1876-83. 1 

(Card 2) 

1-4 jabra, 1876-81, edited io Englixh; 7-4 jobirg. PS*2- tithe ; 


page, captions ood prefatory matter, to paraliel columns Fngli<h aod 

German | 
This work. together with Zenker's Bibliothecs orlentalls, 1546-41 

Wissenechafilicher jabresiericht Ober die morgenifindischen -1udien 


1850-81 (irreg supp! to the ‘Zettschrift der Deuterben morgeniinds 
echen geveliechaft ) Kiett aed Kabo's Literater-bdiatt fOr orieotalieche 
Pollologie 18S) 86, and Orientalieche bibllographie, 1487 forms @ 


COB! iBuocus bibliography of Ortestal philology 
No more published 


1 Orteatal phtlology— Bibi & Title 
1— 18173 
Library of Congress Z1046 Fase 
38d), 


Friederike Sophie Wilhelmine, 
margrevine of Bayreuth 


Wilhelmine, consort of Frederick 
William, margrave of Bayreuth, 
1709-1758. 


Friederike Sophie Wilhelmine, 
princessi von Nassau Oranien 


Wilhelmine, consort of William V, 
prince of Orange, 1751-1820. 


Priedersdorff, Franz, 1846- 


Livius et Polybius Seipionis rerum weriptores ... Got- 
tingae, 1869. 


709. 21™ 
Inaug-diss. 


~Gotungen. 


1. Livius, Titus. 2. Polybius 
u 


3 Scipio Africanus major, Publius Cor- 
nelius. 4 Pune war, 2d,» c. 218-201 


21-900 


Library of Congress DG207 L6F7 


Priedhard, Carl. 


Die sicherung des weltfriedens; skizze von Carl Fried- 
hard. Hameln, T. Fuendeling, 1911 


Wihbp We 


1. War, Cost of. 2 Currency question. 3. Peace 


Library of Congress yxuers 





XUM 


Priedhetm, Peter, 1902- 

Die grenzen der wirtachaftlichen verwendung der kraft- 
pflage und untersuchungen dber ihren einflums auf den land- 
wirtechaftlichen betrieb Berlin, Druck: Continental-tele- 
graphen-compagnie, 1928. 

@ p tadles (part fold.) diagre Di 

Ineag diss Landwirterhaft! bochechale, Berlin 

Levensisaf 

“Litereter”: p oa 


1. Plow. 
Agr 1515 
Library, 0. 6. Dept. of 


Priedheim, Willi. 
Die stickstoffverteil in der kuh., béffel-, 
frauen- und eselamilch coy hed und labfall ‘dllung . me 
lin, J. Springer, 1909. 
So oh a 
Inaug diss — Bern 
“s aus der Bi 
“Literater”: p 





seitechr. bd 19." 


1. Milk, Nitrogen in 


Library, U.S. Dept of Agriculture 4P912 


Friedhoff, Henry William. 

Eugenics, scientific generation of human offspring. Prin- 
ciples and material basis of heredity and prenatal influence. 
By Henry W. Friedhoff. ,St. Louis! Mo., 1901, 


1409p. 14" 
1 Fugenice 1 Tithe. 
1-20424 Revised 
Library of Congress HQTSLFO 
r2e2, 


Friedjung, Heinrich, 1851-1920, ed. 

Aktenstiicke zur grossserbischen bewegung in Oster: 
reich-Ungarn. Vorgelegt dem Wiener geschworene 
richt von dr. Heinrich Friedjung. Wien, Selbstver 
des herausgebers, 1909. 

@p told mp 2. 
~ ie -—y — wurden dem geschworenen- 
Ket der on Peta tedern des ast Landtages ... gegen mich ange- 

— Eanievtung 





1 ro 2 Servia — For. rel. — Austria. 3. Austria—For. rel— 
Serva 


26-12366 
DR366.F7 


2 


Library of Congress 


Friedjung, Heimrich, 1851-1920. 

Der ausgleich mit Ungarn. Politische studie tiber das ver- 
hiltniss Ocsterreichs zu Ungarn und Deutschland. Von Hein- 
rich Priedjung. Leipzig. O. Wigand, 1877. 

2pl@p 2 


& govt — 1886-1018 r¢ oe 4 & govt. —188T- 
wie ey rel —Germeny ret —Austria 
1 Tithe 
10 TRAN 
meer 
aSSd1, 


Library of Congress 


Friedjung, Hetmrich, 1851-1920. 
Historische aufsdtze, + og — tala 1. und 9. auf. 
Stutigart und Berlin, Cotta, 1919. 


av, 47, 1) — 2. 


govt. —Adédresmen, eassys, ‘ectures. 1 Tithe 
30-22138 
Litrery of Congress DBaO.FT 
viel, 


CATALOG OF PRINTED CARDS 


Fried jung, Heinrich, 1551-1920. 





Der kampf um die vorh haft in D hland 1859 bis 
1866. Von Heinrich Friedjung ... Stuttgart, Cotta, 1897- 
1900. 

2. mage (part fold) 21-224". 

Vol 2.4 auf 


§ saotutn om SE & saa em 
© Tithe. 


ay 


Library of Congress 


Friedjung, Heinrich, 1851-1920. 

Der kampf um die vorherrschaft te Suantend, 1859 bis 
1866, von Heinrich Friedjung .. con Stuttgart und 
Berlin, J. G. Cotta, 1901-02. 

2) tun 2. 





1. Austro-Promian war, 1886. 2 Austroitalian war, 1888 =. Tithe, 
2-118 
Library of Congress DD. Fo 
e@2Tl, 
Priedjung, Heinrich, 1851-1920. 

Der kampf um die hb haft in D hland 1859 bis 
1866, von Heinrich Friedjung ... 10. sufi... Stuttgart und 
Berlin, Cotta, 1916-17. 

2 maps (pert fold; to pockets) 22)". 

1. Austro Prussian wer, 1808. 2 Austro-Italian war, 1866. L Tite. 

2 20708 


DD438.FO 1916 
2 


Library of Congress 


Friedjung, Heinrich, 1851-1920. 
Der Krimkrieg und die dsterrcichische politi 
” mY, Lar | von 


Heinrich Fri 2 anf. Stuttgart Berlin. 
Cotta, 1911. 
vii, 1p BM. 
1. Crimean war, 1853-1856 2 Austrio—Por. rei —i848-1086 
mi, mm 
Litrary of Congress DK21SF75 M1 
Priedjung, Heinrich, 1851- 


Osterreich von 1848 bis 1860, wan Beta, Peictinng 
a. Stuttgart und Berlin, J. G. Cotta, 


v 3. 
B4 1:2 eof 


1. Austria—Hiet — 1848-1866. 
13-11682 


Library of Congress DBS. FB 


Heimrich, 1851-1920. » 
The struggle for supremacy in Germany, yee 
Heinrich Friedjung; translated by A. J. P. Taylor and W. 
McElwee. London, Macmillan and co., limited, 1935. 


xxxt, 339 p. fold. map. 29". (Heif-titie: Studies in modern Yestory. 
General editor: L. B. Nemier) 


1. Avetro-Prussian wer, 1868 2 AcstroItelian war, 1888 . Tey- 
lor. Alen Joho Percivale, 1908- tr. uo MecBiwee, William Lioyd, 
joint tr. m. Title. 

36-7525 

Library of Congress Dpess res 

Cal oa8.07 
$57 


Friedlander 


Friedjung, Heinrich, 1851-1920. 
Das witalter des imperialismus, 1884-1914 
Neufeld & Henius, 1919-22. 
Sy. 2. 
1. bd, 1. bis 30. tausend; &. bd, 1. Dis 10. tausend. 


Rerhlin, 


1. Imperiaiiem. 2. Burope—Politice—18T1- L Tithe 


D212 
DeeT FTT 


(orl, 


Library of Congress 


1871- 


hal, 


Friedjung, Josef K 
fehl von dr. 





h in der p des 
Josef K. Friedjung .. Wien, J. Springer, 1931. 
2p1, Wp 2 


“Literaterverseichnis”: p. @6,-100. 


1, Newroses. 2 Education of children. 1 Tithe 
Library of Congress RJ4e6 FT 
Copyright A-—Foreign 14644 
a (e189) 136.72 


Maem, B. Gen, Vivane, 





und diamantschleifere: mit 
PB  - on Wien ,J. N. Vernay, 1908, 


covertitie, 0p. ius, 2 


1. Dinmonds, 2. Tools—Catalogs. 
G83 2 


Geoi ete Library. 


08 Geo. F. Kunz collection K48l FUId 
for Library of Congress 


Friedliinder, Adolf, ed. 
K 





zur Rech vom 1. juli 1878. 
Von dr. Adolf Friedlander ... und dr. Max Friedlander 
Minchen, J. Schweitzer, 1908. 


tv, 2p. 11, STi p 24g. 


1. Costs (Law) (1. Coste—Germany, 2 Lawyers— Germany. 2 
Attorneys—<ermany, (3 Feee—Germany, 1. Friedifinder, Max, joint 
ed. uu. Germany. Laws, statutes, ete. ur. Title. 

10-4608 Revised 


Library of Congress 


Riedintes, — ed. 

R Itsordnung von 1. juli 1878 von 
dr. waaalf Friedleender . und dr. Max Friedlsender .. 3. vél- 
lig neubearb. sufi. Miinchen, Berlin ,ete., J. Schweitzer, 1930. 


xxvill, 666 p. 244°. 





Lawyere—Germany. 2. Costs (Law)—Germany. 1. Friedlander, 
Max, Joint 02. nm. Germany. Laws, statutes, etc. 
37-21487 
Library of Congress 2 
Priedlinder, Adolf. 
Medizin und krieg, hg) dr. Friedliinder ... Wies- 
baden, J. F. Bergmann, 1916. 
ao m~. 
1. European war, 1914¢- —Medical and affairs, 2 Ger- 
}— a ag 3. \Germany—Aray service— Field 
SGI6IN 


Library, U.S Surgece- General's Office 











1 Medicine—Germany. 3. Medical laws and 
4 Quacks and quackery . Tith 
71-16086 
Library of Congress RAS#O.ALFT 
Copyright A—Foreign 81425 
a 


Juristische encyclopiidie; oder, System der rechtswissen- 
echaft. Von dr. Alexander Friedlinder ... Heidelberg, J. 
Groos, 1847. 


sp1LiMp we 


1. Jariaprodence. 2 Law—Study and teaching 8. Law—Germany— 
Study and teaching 1 Tithe m Tithe: System der 


LIBRARY OF CONGRESS 








Friedlaender, Cari, 1547-1887. 
A ee a pee ae cen peenpee yay 
hol von prof. dr. Carl 
Friedlaender. 5. 5., verm. und verb. auf, bearb. von prof. dr. 
C. J. Eberth .. , Mit 960 um texte. pea, ischer’s 
feld, 1 
vill, 36 p. ties 2" 
1. Microscopy, Medical. 1. berth, Karl Josef, 1885-1908. 
3337073 
Library of Congress REAPS 1s 
3Tb1, 616.0737 
Friediaender, Cast, 1847-1887. 
h fiber den uterus. 





ven ‘dr. Carl Friedlinder. Mit xwei tafeln abbildungen. 
Leipzig, Simmel & co., 1870. 


Spl, SST p. 2 pl (1 told) 2. 


1. Uterus. 1 Title. 
36-3110 
Library of Congress queires 


a 


Friediaender, Carl, 1547-1887. 

The use of the microscope in clinical and pathological exam- 
inations. By Dr. Carl Friedlaender 2d ed., enl. and im- 
proved, with a chromo-lithograph. Tr. by Henry C. Coe ... 
New York, D. Appleton and company, 1885. 

5, 195 p. col. front. 20j° 





Library of Congress a 


Friedlaender, Benedic:. 


Die vier hauptrichtungen der modernen socialen bewe- 
ng. Marxistische socialdemokratie, anarchismus, Eu- 
gen Duhrings socialitires system und Henry Georges 
neophysiokratie kritisch und vergleichend dargestellt von 
Benedict Friedlaender . Berlin, S. Calvary & co., 1901. 
2v. ae 
mw 


Library of Congress, no. 


Priedlaender, Bruno, ed. 


Das preussische tumultschadengesetz. Textausg. mit 
einleitung, anmerkungen und sachregister von justizra( 
dr. Bruno Friedisender . Berlin, J. Guttentag, 1919. 


32.4 Be 16*. (G samm!ung ischer gesetze. 
ar. 3%) 





“Schrifttum” ; verso of 24 prelim. leaf. 


1. Prussia. Laws, statutes, etc. 1. Title. 


Library of Congress Pa 


Friedlaender, Carl, 1847-1887. 


A manual of microscopical technology for use in the 
investigations of medicine and pathological anatomy, by 
Dr. Cari Friediender ..._ Tr. ... from the 2d enl. and cor. 
ed, by Stephen Yates Howell. New York & London, 
G. P. Putnam's sons, 1885. 


vip. 31,2 — of im™ 


1 Microscopy. Medical t. Howell, Stephen Yates, tr 


Library of Congress RBs Pe 


1 py. Medical t Coe, Heory Clarke, 1856- tr 
6 43867 
Library of Congress RB43. FO? 
(381, 


Friedlaender, Cari Gotthelf Immanuel, 1905— 
Erzvorkommnisse des Béndner Oberlandes und ihre be- 
cleitgutcine, m ee Gaia | Fried- 
’ karten- 
roy ‘ie & Frey, 1930. 


tv, 70 p incl. Mus mpl 32". (Beitrige sur geologic der Schweis; 
Geoiechniache serie, xvi. ifs. bre. 1. ae oe ens & 


ron 
paturforecbenden geseilschaft) 
“Literatur”: p. @-70. 








1. Ore-deposite— Switseriand, & Tithe. 

G8 30-239 
Sorvey (585) qBS no. 16, bft.1 
ro) 


Library, U8. Geological 


Friedliinder, David, 1750-1834. 
David Friedlinders schrift : Ueber die durch die neue orga- 


wendig g d 

synagogen, 2) ihrer unterrichts-anstalten und deren lehr- 
gegenstinde und 3) ihres erzi Ein 

wort zu seiner zeit. Berlin, In commission bei W. Dieterici, 
1812. Neudruck nebst anhang ... Berlin. Verlag Hausfreund, 








1934. 
Bp 2. oitee cv enaian Ge fiaies waa ee ee 
as Vou Morits Stera 


: 
1. Jews in Prussia. 2 Jews Liturgy and ritual. 3. Jews—Religion. 
1 Stern, Morits, 1864- ol 


BM318.B4B4 bt. 6 
2 (296.006815) 298.00431 


Library of Congress 


Friedliinder, Eduard, 1894- 
ungsi ter Togenagebung unter be 


angs 
oticienicl: 5 neh oth, 


poe a bp em ey my 
richtlinien fir den swangsverwalter, mit einem vorwort von 
geh. reg.-rat dr. O. Glass. LL yg A 1-4 


dr. Eduard Friedlinder . wy te und, E. Pasche. 











1. Executions eae 2. Debtor and creditor—Germany. 
Mort 7 Abo, joint e¢. m. Pasche, 
Erich, joint ed. ut. Germany. * Laws, stateten, ste. 1. Tithe. 


Library of Congress 2, 
sss 


Friedinender, Eduard Julius Theoder 
wee 
Friedlaender, Julius, 1413-1884. 


Library of Congress fle], 


-kritische 
mold, = (M. Suen) 1922. 
Sp =a. 


1. Wagner, Richard, 1813-1883. 2 Lisst, +y 7 tee a ar 
rangement (Music) 4 Pisnoforte music—His. 


m4198 


Library of Congress MLT00.F74 


7 


Friediaender, Ernst, 1541-1903, ed. 

Berliner geschriebene zeitungen aus den jahren 1713 bis 
1717 und 1735. Ein beitrag zur preussischen geschichte unter 
kénig Friedrich Wilhelm 1. Hrsg. von dr. Ernst Friedlaender 

Berlin, Verein fiir die geschichte Berlins, 1902. 


xix, 720 p 249". (Heft 38 der Schriften des Vereins fOr die ge 
echichte Berlins) 


1 eso teen, 2. Journalism—Hist. 3 German newspapers. 
4. Prussia—Hist.—Friedrich Wiiheim 1, 1713-1740. & Title. 
28678 
Library of Congress DDsS1. V4 
(3801, 


Friediiinder, Ernst, 1541-1903, ed. 
Ostfriesisches urkundenbuch. Hrsg. von dr. Ernst Fried- 
laender Emden, W. Haynel, 1878-81. 
2+, Bsa. 
lesued tn parte, 1474-81 
‘The documents from 142° on. are with » few exceptions in the Low 
German dialect of Fast Friesinnd 
Contests.—1. bd. T8T-1470.—2. bd. 1471-1500. 
Friesiand eee Sites —Rources, 2 Low German language—Dia- 
lecto-Friediend |. Ba 1. Title, - 
14— 16304 
Library of Congress DD401 B31a4 
8141, 


Priedlaender, Ernst Anton Gottlieb Theodor, 1878- 


Das verzeichnis der ritter der Artustafelrunde im Eree 
des Hartmann von Aue verglichen mit dem bei ('restien 


de Troyes und bei Heinrich v. d. Tiirlin ... Strassburg, 
Druck von M. Dumont-Schauberg, 1902. 
401,45p.11 fold wb 22)™, 
[open -o--Crrecsbery, 
"so weve 
Library of Congress — 


Friedlaender, Eugen, 1878- 
Der strafrechtliche schutz des geschifts- und betriebsgeheim- 
nisees. Von dr. ne aoe et 
ah Se seminars an der Univer- 
fire vo S. 5; v. Lisst ... Soran, io08. ma. New 
=. ee. mite 


~Literaturverseichals” : p em 





1. Competition, Uafalr—Germany. 2. Criminal law—Germany. 
8 Commercia! law--Germany. 1 Tithe 
868416 


Librery of Congress a (e7.Te0es) | 848.48077 
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Das leben Gabriel Riesers; ein bei zur inneren ge- 
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15 p. 245 184. 


Impued also in part as inaugural dissertation, Berlin, 
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Friediinder, Heimrich, 1455— 
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Friedlander, Heinrich, 1885- ed. 

Die metallhandelisgesetze (gesetz tiber den verkehr 
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1 Amides. 2 Metaboliem 4 Proteida 
Ag) 


Library, U. 8 Dagt. of 
2%) 


Agricaltzre 


Friediaender, Kart F. 
— des weibes, von dr. med. Kurt F. Friedisender. 
Leipzig, E. Bircher, 1981. 
ee ee 
j phy AF 
“Benutete literatur” : wsray-to4 


1 Impotence. 2 Sterility. 8. Gexuaslinstinct 4 Women 1 Tithe 
Library of Congress QPmiaim bac 
2 (@1260088) 61817 








Friedlander, Ludwig, 1824-1909. 
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remarques, par Ch. Vogel Paris, C. Reinwald, 1865-74. 

os oye 

Vols. mtv have ae Civilisation et merars romaines du régne @ Au- 
ig At & la fn des A rL Pr 


Jat from ry 
one auf, 1865. 





= Dorstellung ous der sittengeschichte 


1. Rome See life & cust. 2 Rome-Civilization. 


2 26713 


library of Congres 


DOTS PRS 


e2iet 


Friedlander, Ludwig, 1824-1909. 

Roman life and manners under the early empire, by Ludwic 
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ed. of the Sittengeschichte Roms London, G. Routledge & 
sons, limited; New York, E. P. Dutton & co., 1928-36. 
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Bralhms's lieder; an introduction to the songs for one and 
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J. G. Cotta’sche bachhandlung nachfolger, gm. b. h., 1902 

Sptin2y 2 
Vesommtyer 
vile 





Pov hp he 
setchoias der dichter und Ihrer componisien ( statistik)” 
520 

Cowrerrs—1. bd, 1. obth, Musik —1. bd, 2. abth. Musik teianiete 
2 bd Dicktung 


1. Somes, German. 2 Songs German Hitt 3 Ballets German 
4 Ralleda German Rihi 1 Tithe 
sae 
Litrary of Congress MISS IFS 
ator, 








Friedlander 


Friediaender, Max, 1552- 

Franz Schubert: skizze seines lebens und wirkens, von Max 
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2p 1, 7-152 — hes, @ pl (incl ports) on S6L 45™. 
ch a. & die 
pa, FF - Lt, 1 _, Tt -— 


1. Diver, Albrecht, 1471-1528 =. Germany. Reichedruckerei. 


2-BM 
Library of Congress NESS DOF? 
(82601) 
Friedlander, Max J 1867- 


. Die altniederlandieche malerei ... 
Berlin, P. Caseirer, 1924- 
v. plates, ports. 304° 


Each volume has also special t.-p. 
l. Painting, Flemish. 2. Painting, Dutch. 


I. Title. 

25-8730 
ND631.F7 
26938 


Library of Congress 
Copyright A--Foreign 


Priedlinder, Max J 1867- 

Die gemilde vou Lucas Cranach, herausgegeben von Max J. 
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M. Friedlander. Géttingen, Vandenhoeck & Ruprecht, i901. 
xsvill, 1p. 2 


1. Antichrist. 


21976 


Library of Congress BTes.rs 


Priedlinder, Moris, 1844- 


Der freiwillige des ghetto. Kulturbilder aus vergan- 
7-7 eae von M. Friedlander. Ziirich, C. 
mi 1 


lel, Wie 2. 


1. Jewish question, 2 Jews—Restoration 1. Title. 


Library of Congress DSi41.F713 


CATALOG OF PRINTED CARDS 


Friedlander, Moris, 1544 

Fiinf wochen in Brody unter Judisch. russischen emi- 
ranten. Ein beitrag zur hi der r ju 
years Pod Von M. Friedlander. 2 mono ow bo 
auf. Wien, M. Waizner, 1882. 

2p 2 





1. Jews in Russia. 2 Jews-—Persecutionsn, 3 Jews in Brody, Galicia 
4A teratine universelle, Pari. 1 Tithe 


a 22-326 Unrev'd 


Library of Congress DS135.R9F 86 
Friedlinder, Moriz, 1544-1919. 
Geechichte der jiidischen apologetik als vorgeschichte des 
von M. 


chr Friedlind Zarich, C. Schmidt, 
1908. 


av, 1p By. 
“Mit subvention der Zunt-stiftung 





1. Jewe—Religion— Apologetic works 2. Jewish literature—Hist & 
ert. 


+ 19061 Revised 


Library of Congress BMew.FT 


(F502, 


Friedlander, Moris, 1544-1919. 

Griechische philosophie im Alten Testament. Eine einlei- 
tung in die Psulmen- und Weisheitsliteratur von M. Fried- 
lander Berlin, G. Reimer, 1904. 
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Wirtachafts wende; die ursachen der arbeitslosen-krise und 
daren bekampfung, von Robert Friedlaender-Precht!. Leip- 
zig, V. Lit 1931, 


Dep ii inet tables 219" 


1 Gerwany— Econumic conditions— 1018- 
& Title. 





meuy 
AS11064 

New York Public library 

rae % mS 
cae sate = Tame 

yn 1, BRU 4 

Priedinender, Salome, 187) - ’ 

Julius Robert Mayer, von dr. 3. Friedlaender Leipzig, 
T. Thomas ,1906, 

ww”. (46406 1-9.: Klaamiher Gor sater- 
4p. twp Rt ne aa 


1 Mayer, Julies Robert ven, 1814-1878. 2 Hest, Mechanical equive- 
tant of. 8 Force ané euergy. 
oO Tee 
qc. meTeT 
2 m8 


Liarery of Congres 


LIBRARY OF CONGRESS 


Friedlaender, Salomo, 1871 

Kant gegen Einstein, fragelehrbuch (nach Immanuel Kant 
und Ernst Marcus) Zum unterricht in den vernunftwis-et 
schaftlichen vorbedingungen der naturwissenschaft, von drs 
Friedlaender Kerlin, Der Neve geist, 1932 

hp we 


1 Selence— Philosophy. 2 Relativity (Physics) 3. Keot, Immanuel 
1724-144 4. Elnstein, Altert. IsT® S Marcus, Ernst, 1456-1925 


1 Tithe 
3S 1 SH8 
Library of Congress qcerm 
Copyright A— Foretgn 20347 
] S301 


Friedlaender, Salomo, :871- 


Versuch einer kritik der stellung Schopenhauer's zu 
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1. Political science 2 Political ethics. 1. Amelot de la Hi 
Abraham Nicolas, 1634-1706 11, Machiavelli, Niccold, 1460-1527 ‘pees 
Gipe. im. Title 

18 18627 


Library of Congress JCuLMerSS 1741 











XUM 
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conduire dans la guerre. Tr. de l'original allemand par 
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Friedrich, Cari Joachim, 1901- 
Controlling broadcasting in wartime; a tentative public pol- 
iey (by, Carl Joachim Friedrich ... (Cambridge, Mass., 1940, 


Mp. 2197 = (Radk research project at the Littauer 
ceoter Harvard university, Studie im the control of radio, no. 2. 
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for Library of Congress ra 
Friedrich, Heinz. 
Gilt es eine intensive akti ischent' Von 





dr. Heinz Friedrich. Leipzig, B. prt nny 1936. 


TS p 2" (Added tp: Beitrige cur engilechen philologie, brag. 
von Max Firster 31. ft.) 


“TAteraturverseichala” : p. ®)-11 


1. Fnglixh language Verb 2 English language—Tense 1, Tithe, 
36-11300 
Library of Congress PeiMiF7 
a 4258 


Friedrich, Hermann: ¢. Karl Heinrich Hermann, 1859- 


Die geschlechtsverhaltnisse der onisciden Halle 
a. S., Gebauer-Schwetschke 'sche buchdruckerei, 1883. 
0 2p pt 27 


Inavg -diss. —Leipag 
Vita 
From Zeitschrift fur naturwissenschaften, 1883, bd. 56 


1. Oniscidae. 2. Generative organs 


Library of Congress QLa6 F9 


Friedrich, Hugo, 1848 

Ueber die geschwiilste des weichen gaumens Berlin, 
Buchdruckerei von G. Lange (O. Lange) (1870, 

Bp 2 


Inaug diss — Berlin 
Lebenslauf 


1 Palate—Tumors 


brary of Congress RDM62 Fes 


Friedrich, Hugo, 1904- 

Abbé Prevost in Deutschland ; eun beitrag zur geschichte der 
emptindsamkeit, von Hugo Friedrich. Heidelberg, C Winter, 
1929 


vy. 161, 2) p 2" (Added tp: Bettrige sur severen iiteratorge 
obi bte Neue foige bft. xu) 


Bidliographie”: p 155-161 


1. Prévost, Antoine Francois, called Prévost d' Exiles, 1607-1763. 
1. Tithe 


WO 6KI2 
Library of Congress 


Friedrich, Hugo , 1904 - 

Das antiromantische denken im modernen Frankreich: 
sein system und seine herkunft. Minchen, Max Hueber verlag, 
1935. 


Ty" «(idded ¢ -p: Minchner romantisticche arbe 
Reeeemee von Franz Raubut, Hens Kheinfelder und Keri Vousler 
hft.) 





1. Komanticiem -France 2 France-—Inteliectual life 3. Freach 
literature 19th century History and criticiem 4 French literstare— 
2b century -History and criticiem 1 Tithe 


ACM 1B 
Title from Columbia Tote. Printed by LC 
13) 


Friedrich, Hugo, 1) 


Descartes und der franzomi-che germst. von Huge Friedrich 
Leipzig. F. Meier ,°1937, 





(Wissenschaft und seitgrist 6) 


1. Descartes, René, 15906-1650 2. 





ame Intellectual life 


ACS 2201 
Yateunty. Lib: 
on Library « 





Friedrich, Hugo, 1904 

Die klassiker des franzdsischen romans, Stendhal, Balzac, 
Flaubert, von Hugo Friedrich. Leipzig, Bibliographisches in- 
stitut a. g. “1939, 

154, 1) p 2y". (Malf-titie: Meyers kleine handdicher, 21) 

“Bibliographie” : p. 154-1155) 


rench fiction—10th cent.—Hist. & crit, 2 Beyle, Marie Henri, 
1103 isid | 3 1 ame Hoooré de, 1700-1850. 4 Flaubert, Gustave, 1821- 
1880 
7685 
Library of Congress PQ6LFT 
Copyright A Foreign 4637 
12) ‘643 TOD 














XUM 


Friedrich, Irma. 
The separated island; one 


ummer at Martha's Vineyard, 
by Irma Friedrich 


New York, J. Messner, inc. ,“1940, 
234 p. tunel. front, tiius 21°. A 
Illustrated t p and licing papers 


1 Tithe 
“TURD 
Library of Congress VZ7 PUSS 
Copy 2 
Copy right 


Friedrich, Jakob. 

Die Didodramen des Dolce, Jodelle und Marlowe in ihrem 
verhaltnis zu einander und zu Vergil’s Aeneis Kempten, 
Buchdr. der J. Kéeel-schen buchh., 1688. 

op By 

lnaug diss = Eriangen 


Dido, queen of Carthage 2 Vergilius Maro. Publius  Aeneis 
a an Ladovico, 1508-1568 Didone 4 Legs Etienne Li STS. 
MAL 





Didow se sacrifiant 5 Marlowe. (hriste congedy 
of Dido. 1 Title 
182m 
Library of Congress PNST DOFT 
3%1, 


Friedrich, Johann, 1836-1917. 

Beitriage zur kirchengeschichte des 18. jahrhunderts. Aus 
dem handschriftlichen nachlass des regul. chorherrn Fusebius 
Amort zusammengestellt von J. Friedrich Miinchen, Ver- 
lag der K. Akademie, in commission bei G. Franz, 1876. 

42p,1h M22 

aa Abhandlunges der K. Bayer akademile der w. mci. xm. bt 

™ Bibliographical foot notes. 


Amort, Eusebius, 1602-1775. 
Monich 


1. Catholic chureb- one 18th cent. 2. Church history—18th cent. 
a 1 Akademie der wissenschaften, 


41-4160 


Library of Congress BX1961.F7 


Friedrich, Johann, 1836-1917. 

Die Constantinische schenkung. Von J. Friedrich Nord- 
lingen, Beck, 1889. 

ip. 1h wtp we 


“Apbang Text dee Constitutum Constantia!” p (17,107. 


1. Donation of Constantine 


41-4200 


Library of Congress BXSTS DIET 


» 
2 


Friedrich, Johann, 1556-1917. 

Gedichtnisrede auf Karl Adolf von Cornelius, gehalten in 
der dffentlichen sitzung der K. B. Akademie der wissenschaf- 
ten zu Miinchen am 12. november 1904, von Johann Friedrich 

Miinchen, K. B. Akademie, 1904. 

Sp. 2222" 


1, Cornelius, Karl Adolf von, 1819-1903 


634465 Hevised 


Library of Congress DD86.7.COFT 


raid, 


Friedrich, Johann, 1836-1917 

Ignaz von Déollinger. sein leben auf grund seines schrift- 
lichen nachlasses, dargestellt von J. Friedrich Miinchen, 
Beck, 1899-1901 

ay me. 

Costents —1. on der geburt bis som ministerium Abel, 1700- 


1837.2. t. Vom misiereruim Abel bis rum sblacf der Frankfurter seit, 
1837-1849. —3. t. Von der riickkebr aus Frankfort bis som tod, 16460- 
1890, 


1 DOlinger, Johaon Joseph Ignas ron, 1708-1880. 


Library of Congress BX4706.D68F7 


CATALOG OF PRINTED CARDS 


Friedrich, Johann, |*)6-1917. 

Der jesuit p. Keller als der wahre verfasser der unter dem 
namen Herwarts 1618 in Munchen erschienenen echrift : Ludo- 
vicus rv. imperator defensus. 


ol tie der tenenarghien, Manich bo me 


fv (jabrg. 1874) ba Ae . aas,-5) 








At bead of title Friedrich 

1. Hoerw ns Georg, 1553-1622. supposed a: Ledéovicus 
quartus imperator yon 2 Keller, Jakob, 1081081 supposed ao. 
thor, Ludovicus quartus imperator defensus. 

acm am 

Hamiitoo college Library 

for Library of Congr-as (AS182 MES 1874, bd 1) 

12) (om) 


Friedrich, Johann, 1336-1917 
Ueber den authentischen text der rv. sitzung des Concils 
von Constanz 
in  oteate der wiasenschafien, Munich. Pittecephiost-ghiiclens. 
classe Minchen, 1871. 22°*, 
ow ' ‘tae 1871) p. :2463,-251) 


At head of title 





Friedrich 


1. Constance, Counct! of, 1414-1418 


AC % 8532 





Library 


cL of Congress {ASI MSS 18T1, bd 1) 


2 (os 


Friedrich, Johann, 1336-1917 


Ueber die zeit der abfassung des tit. 1. 10 der Lex Baiuwa- 





riorum. 
Rie Akademie der png od Munich. * jisch-philologt- 
w M thee 22, 
w yi- 1874) bd. c » > 352 366) 
At head of title Friedrich 
1. Let Batuvariorum 
aC 30-3590 


Hamilton college. Library 


for Library of Congress {AS182 M823 1874, bd. 1) 


e (083) 


Friedrich, Johann, 1870 


Systematische und kritische | tae wn ef psycholo- 

gie Jakob Frohschammers Wiirzburg, Verlagsdrucke- 

rei Wiirzburg, 1999. 
4.29.11 2 


Ina Zurich 
Curneculum vitae 





1 Frohschammer, Jakob, 1821-1893 


1-G-19%6 
Library of Congress B25 F74F8 
Friedrich, Johann, 1870 
William Falconer: ‘‘The shipwreck,’ im by a 


a poe 
sailor 1762. Von Johann Friedrich Wien und Lip 


zig, W. Braumiiller, 1901 


4p 1.79 p 2" (ddded tp Wiener beitrage rur enghschen phi 
lologie boa von dr J Schipper xine bd) 


1. Falconer, William, 1732 1709 The shipwreck 


Library of Congress PRIS W5 


Friedrich, Johann Christoph, 1775-1836. 


Kritische erérterungen zum iibereinstimmenden ord- 
nen und verzeichnen Offentlicher bibliotheken. Von Joh. 
Cph. Friedrich ... Leipzig, Dyk, 1835 


10 27 


1 Classification— Books 


Wt, 64 
Library of Congress 7006. F91 


Friedrich 


Priedrich, J ..¢ Jalias 
Kolonialpolitik als wissenschaft; ein neues Seoten 
ebiet der rechtsphilosophie, von landgerichtscat dr. J 
ulius Friedrich Berlin und Leipzig, dr. W Roth- 





schild, 1909. 
“pp 27 
1. Colonies—A 2G y—Colomes— Ad 
one 
Library of Congress Jvei2 Po 


Friedrich, Johann Karl Julius, | 57) 
Die trennung von staat und kirche 
Julius Friedrich 


“4p = 


n Frankreich, von J. K 


Giessen, A. Topelmann, 1907 


Literaturauswah! cur trennuogefrage io Fraokreich” p .7)-4 


1. Church and state to France 


Title 


Library of Cor 





BRS FES 
Friedrich, Johannes. 
Das internationale schuldenproblem, von dr. phil. Johannes 


Friedrich Mit 7 kurven. Leipzig, Akademische verlags 
geselischaft m. b. h., 1928 


atl, Be p 
geld. und fos 
“Quellenverwichnis 


tables (1 fold.) di 
Mr 





re 24" (Added tp Probleme dee 





p oT ee 


1 Debt, Public 


2 Eurepean war 14-1918 —Pinance 1 Tithe. 
ma 1eTIT 
Library of Congress Hien Pe 
‘tel 
Friedrich, Johannes. 
Die wahrungs- und diskontopolitik der deutschen 


Reichsbank. Mit einer statistik dk 
lung der Reichsbank von ISTé-ISh 
Friedrich. Breslau, J. May, 1895 


geschaftsentwicke- 
Von dr. Johannes 
Sp. b, xnav p01 


59 p incl tat fold diage 





Pub. also as a 





hors maugural dissertanon, Bresisu, 18¥5 


1 Germany Reichsbank 











10-15700 
Library of Congress HGMSS F7 
Friedrich, Johannes, 1>"s t 
Aus dem hethittechen schrifttum: ubersetzungen von kel 
schrifttesten ans dem archiv vor thaske von de. Jo 
hanues Friedrich eiprg. JC) Hinrichs, 192% 
‘ ° ° . Ter te Cor bent tet 26 bf 
1 Hittite Hreratare -Tretelitie tnte German 2 Germtin liters 
ture Translations from Hittite 4’ Becher teu. Torker 1 Title 
ia 
Library of Congress Peel Ad it oe bte 3 


Friedrich, Johannes, 1898- 

Einfuhrung ins urartiische. Grammatischer abriss und 
susgewahlte texte mit sprachlichen erlauterungen, von .Jo- 
hannes Friedrich. Leipzig. J.C. Hinmehs, 1933. 

ie, TO. tl may ¢ ne v 
grevliorhaft (¢ v) 87 bd, S Bt) 





1. Cuneiform tne-riptton Venaic 2 Vannic language. 
acte-am 

— 

(D841 V8 bd 87. ar 3) 

a 


Title from Uaioe Theol 
Library of Congress 








Friedrich 


a: Johannes, 1803 ed. 


JS denkemnal m 





vou 
oSuae Friedrich. Berlin, W. de Gruyter & co., 1932. 
ot ad) Dp. 1 19 (Kiletne texte fir voriesanges ond Gbangen, 


1. Inacripticas—Asia Minor 


acnas 
‘Title from Univ of Mich. ORG 3 vol. 163 Printed by LC. 
a 
Friedrich, Johannes, 1893—- 
Kleine beitrage zur churritischen von Jo- 


hannes Friedrich. Leipzig, J. C. Hinrichs verlag, 1939. 
2enLep my ¢ 
geneliochatt (¢ ©) 42 bd. 2 bt) 





1 Inscriptions, Hittite 2 /Hurrian language, 
AC 101 
Union theol sem. Library 
for Library of Congress (DS4LV8 bd 4 bft 2) 


a“ (980.082) 


Friedrich, Johannes, | *)- 

Ras Schamra: ein tiberblick fiber funde und forschungen, 
von dr. Johannes Friedrich ... mit 13 abbildungen auf 8 tefeln. 
Leipzig. J. C. Hinrichs, 1933 


My 8p amy 
hf 1/2) 


opal (On cover: Der alte Orient. td 33, 


lovlavles acount of discoveries at the seighboring locality of Mioet 
. “Lersresurengaten p 37-8 
1 Lotekia—Antiq 2 Ras Shamre. 8 Minet ol-Beids 
17018 
DM2A4 bd. 3B, ft. 1/2 
(Bel, (m3.3) 


Library of Congress 
O18 3041 


Friedrich, Josef. 

.. Uber den einfluss der witterun 
wachs, von Josef Friedrich ... Wien, 
handlang, W. Frick, 1 
. 2 Mt ane). en. Zh. opin, Gears xxy diagr 
ua i. 


Series title also at head of t-p. 


auf dem baumzu- 
und K. Hofbach- 


WAM. (Added 


1. Forests and forestry. «1. Forest accretion and yield; 2 Tempera- 
ture 


Agr 31645 
Library, U. S. Dept. of Agriculture 98M@® no. 22 
lich, 
Priedrich, Josef. 
Ober die einiger waldbaume, 
von Josef Friedrich ... Wien, W. Frick, K. ua K. Hof- 
buchhandler, 1908 


19 p. imei illus, tablen 244". 
Matething der K K FPorstichen verouchanstak im Mariabrenn 


1 Tress. Growth. 


Agr 9 4s 
Lavery, U 8 Dept of Agrcelture 9PVI2 
go 
iphfasopharbe and brimnaipychlorace 
tg, Fen vou dr. — Friedrich .. Berlin and und Leipzig, 
W. Rothschild, 
vip. IL M2» .~ a. 


gat ree Gee Ge tesmateng der eastive den cestveciend’: 9 Bile 


Linwery of Congress 


LIBRARY OF CONGRESS 


Friedrich, Julius, 1870- 


Gruwlatige des volkerrechts fiir studicrende und laien, 
von prof. dr. iui. Julius Friedrich leipzig, @ 
Glovckner, 1915. 

2p |.mep Bw 


Contains abhogranhies 


| Internanonal law and relations 


24 2205 
‘32b1, 


)N342S.F7G7 


Library of Congress 


Friedrich, Kari. 
. Untersuchungen zur ie der hoheren pilze, von Kari 
Friedrich. Mit 2 abbildungen im text. Jena, G. Fischer, 1940. 


291.522) diagre 2”. (Pilansenforechung, brag vos prof. dr 
R Kolkwits bft. 22) 


“Litereturnechweis” p. 46. 


ag 41-8 





1 Southerne, Thomas, 1680-1746. 

170 
Library of Congress ‘3888. 88ZT 
Friedrich, Kari Josef, 1888- 


The gemalde —~! Richters. Berlin, Deutscher verein 
fir kunstwissenschaft, 1 


Terre erie 
kunstgeechicht, brag. vow 
fOr konstwissenschaft. bd. 24) 


(Added to: 
verein 


1. Richter, Lodwig, 1809-1884. 
a0 88-2716 


Yeleuniv. Library 
for Library of Congress 2 


Friedrich, Kari Jesef, 1888- 

Magd und ; dae leben der frihvollendeten 
Elfriede Fri von Kari Josef Friedrich. 
Hamburg, 1099. 

26, ; p front. (port) 21°. 


1. Prieérich, Pree Mifriede Helene (Becker) 1600-1084 1 Tithe 
Library of Congress ‘BXs0e0 Feer7 
Copyright 4—Foreign 88 
a 


Copyrgit A—Poreign 


Friedrich, Kari Josef, 1888- 

Volksfreund Gregory, Amerikaner, pfadfinder, urchrist, 
deutscher kampfer; von Karl Josef Friedrich. Mit bildern 
von Ernst Miller-Grafe und unter benutzung der feldtage- 
bicher Gregorys. 2. verm. aufl. mit einem anhange: Gregorys 
fusswanderung durch die wiste, von ihm selbst in briefen 
beschrieben. (Gotha, F. A Perthes a. @., 1920, 


135, 3p. lus. (facsime) plates. port. 24”. 


1. Gregory, Caspar René, 1846-1017 t Tithe. 


Library of Congress BX«@z7.GTr7 1920 


(41b1, 


Friedrich, Kurt. 

Es weihnechtet sehr; neues in wort und lied fir advent und 
weihnacht, von Kurt Friedrich. Mit bildern von Hilde Kiews- 
ling. Leipzig und Hamburg, G. S (1986, 





128 p. front. itlus. (incl. mesic) 2”. 


1. Christmas, 1. Title. 
36 aman 
Library of Congress PNess COFT 
Copyright A—Foreign cee 
a ‘54 208 
Friedrich, Ladisises ven. 
denalinhaltes. Yon Ladislaus v. 





De des d 
Friedrich (Mjt 6 abbildungen und 8 tabellen.) 


(in Abderhalden, Emil, od gee oe By — — H —« 
| Berlin, 1998- =. 
physibslische methedon we 1 Mane ¢ 


eche and >)» O18,-084 
faci. ilies, tab., diagy.) 

Btbiiographica| foot notes. 

1. Ductesem 

a0 56-2881 
‘Tie from Obio State Usiv 
Library of Congress (QHE24.43 1990 abt. 4,t@) 
a (e140T2) 

a 


der Altesten deutschen personen-namen, 
myst - - riedrich. Die mundarten des kreises Alsfeid, 
von. dr. Heidt. Giessen, von Minchow'sche univ.- 
iu. vetlagsbuchh ung O. Kindt wwe., 1922. 





6 18p. 2m. eGhanans talttiep ean Gntuden Gitte « va) 
‘The authors Otessen, 1972. 

*D ct; (let group of paging) 
1. German Nemes 


2 Names, Personal—Ger- 
man. 3. German 1. Heidt, Hetarich 
acwam 
by Library PYeUS.GS a0.7 
for ry of Congress 2 
Friedrich, Martin Edwin Pal, 1904 
The valence of arsenic in arsonium compounds, by Martin 


Edwin Paul Friedrich ... Urbana, Ill. 1999, 
an = 

Abstract of theste (rm. s)—University o. Iiltmots. 
Bibliography: p. (1) 


a fe cae. 2 Arsenic. 8. Valence (Theoretical chem 


7 woe 
Liprary of Congress Qpu2.aTrT 
Univ. of Dilinots Libr. “ 

Friedrich, Max. 


First Bismarck und die wiedererrichtung des Deut- 
a Von Max Friedrich. Chicago, Laird & 
Lee (1 


me front, plates, ports. s0™. 
nea ne 8) 


(On cover: German-American se- 


féret 1818-1888. 
o 5 Umer Sotteecen, Cus Béuasd Lesgett, vou, 


Library of Congress 











Friedrich, Max Friedrich, |456- 

Ueber die apperceptionsdauer be) einfachen und zusammen 
gesetzten vorstellungen Leipzig, W. Engelmann, 1881 

Ip L@Bie =a 

lnaug disa Leipeig 

“Reparat-ebdruck aus Paychol untersuchunges. 1 bd. 1 bf” 


1 Apperception 1. Title. 
2st! 
Litrary of Congress aries 
Copyright 1881: 112877 idl, 


Riese brinch 





ag mit dem freistast 
brag. von dr. jur. 


aba einer einfahrung und erléuterungen, 
"Lahe (Baden) M. Schauenburg, 1933. 


Otto Friedrich 
ap 2 


md text des 
Meratarverseichais”: p. (7,-4 





1p ®t 


i 1. Ecctesiasticn! lew——Baden 2 Charch and state in Baden. 8. Prot 
estants in Baden. | Veretuigte evangelisch-protestastiocne landes 
Kirche Badens. ui. Title. 


= ise07 
Labrary of Congress a 


(Friedrich, Pancratius, d. 1902. 
Alwilda; or, Her first holy communion! and A Christmas 





carol! By the author of “A bunch of flowers”. Chicago, 
Kessler brothers, 1899. 
4p. 11 15. 
lo verse 
1 Tithe « Tithe: A Christmas carol 
9O-STTS He vieed 
Library of Congress PS1T21. FIAT 
Copyright 1800. 41487 F82b2 
Priedrich, Paul. 
Der fang des raubzeuges. Von Paul Friedrich 


Trier, Verlag der F. Lintz'schen buchhandlung, 1877. 
Rp. ius. 2™. 


1. Trapping 


Agr +17 


Library, U. S. Dept. of Agriculture 412.6F91 


20c1) 


Friedrich, Paal. 

Der fang des raubzeuges nebst einer anleitung tiber 
einen zweckmassig anzulegenden dohnenstieg und des- 
sen rationellen betrieb. Von Paul Friedrich... 2. verm. 
und verb. ausgabe. Trier, Verlag der F. Lintz’schen 
buchhandlung, 1885. 

vii, hh, 122 p. illus. 19°. 


1. Trapping 
Agr4i78 


Library, U. S. Dept. of Agriculture 4126F91F 


Friedrich, Paul Alexander, 1856— 

Beitriige zur kenntniss der tertiarflora der provinz Sach- 
sen, von dr. Paul Friedrich . _ Hrsg. von pone 

in, 

Ing der S. Schropp’schen ef lnsdhartenkandieng (J. H. 
iene) 1883, 
ze ays a ied “hnanngen 7, » ah en 
speciaikarte von Preussen und of ty, bft. 3) 





Bibliography : p. 7-10. 
1. Paleobotany—Saxony 2 Paleobotany—Tertiary 

GS10-19 
($90.1) C wot. 4,p0.3 


Library, U.S. Geol. survey 


XUM 


CATALOG OF PRINTED CARDS 


a 


und i 
von dr. Peal Menke Poieariche Desc ah Rarabaa, 
1939. 





Hireg. vou EB. Schwinge 11 i 


“Sebrifttum”™ : p. «vtl;-ai. 


1. 8p mw ( 
strafrechtswissenschaft 


1 Police—Germany. 2 Crimina! procedure—Germany. & Police— 
France 4 Criminal procedure—France 5. Police—Italy. 4 Criminal 
procedure—Italy_ . Tithe 


> moos 
Library of Congress 2 


Friedrich, Paul Otto, 1877- comp 
Deutecher sitatenschatz. Berlin, K. Wolff ,“1934, 
267, (1) p. 40 ph (inet. porte, facsime.) on 201. ZY. 


1. Riebter, Johann feet Tate, 1763-1825—Fiction 2 Beethoven, 
Ledwig van— o- 
10621 
PTS11. RITES 1927 
A084 


Friedrich, Paul Otto, 1877- 

... Grabbe, der roman seines lebens. Berlin, Conoor- 
dia deutsche veriags-anstalt, Engel und Toeche, 1925. 
mip a 

At head of utle: Paul Friedrich 


Friedrich 
Friedrich, Richard, 1857- 
a. wan Beauvais als nach seiner schrift 
eruditione filorum regalium ipzig, 
O. Peters, 1883. = - 
Spit 2a 
ore diss. —Lerpaig. 


1. Vincent de Beauvais, 4 1264. 
(Fell mame. Wilbelm Richard Friedrich, 
D2B15 
Library of Congress 18125. VSF7 


Friedrich, Robert. 


. Zur methodol a 
Friedrich. Jena, G. a 1926 


22y* = (Sehriften der Geseliechaft flr soxtale reform . 
on 7 mt bd, btt. 1)) 





blems, von dr. Robert 


P 





1. Hours of labor, 2 Work. 3. Eficiency, Industrial, 1 Tithe: 
A Zar des 
T-2088 
Library of Congress HDS106.F8 
a 


Friedrich, Rudolf, 1894- ed 

Die festliche stunde; ein vortragsbuch ernster und heiterer 
dichtungen. Herausgegeben von Rudolf Friedrich. Leipzig, 
Philipp Reclam jun. ,“1938, 

“Lp wa 

Coxtes1e——Vorwort des berausgebers —Volk ond vateriend —Deut- 
sche landschaft im gedicht —Lieder der arbelt —Balledes ued romas- 
sen.—Gott, satur und mensch. —Vou ewiger minne —Haus und feier — 
Boklaten und kreigedichtueg —Humor cireier jahrbunderte — Alphabet 
sehes verzeichnis der dichter und quelieanachweis (p 382-402) 


1. German poetry (Collections) 2 German belleds aad songs. 
t Title. 
aca 


Rochester oly Library PTise.re 
for Livery oe Congress 2 


Friedrich, Theodor, 1879- od 

Berufswiinsche und zukunftspliine der jugend an bdheren 
schulen, in verbindung mit Paul Hoffmann, Rudolf Kie- 
schnick ,u. a.) ... brag. von Theodor Friedrich und Woidemar 
Voigt. Breslau, F. Hirt, 1928. 


406, \1) p incl. tables, diagre, 24°. 
“Sebriftenverseichais”: p. 402,-405. 





Profession, Choice of. 2 Bducation—Sexony. 1 Voigt, Woide 
1 Grabbe, Chnnstian Dietrich, 1801-1836. mar, joint of m. Title, 
‘23-2588 a0 
Library of Congress PT2283.G3F7 Library of Congress Bessel FTTS 
Copyright A—Foregn 2923 Copyright A—Foreign ™ 
ry a 
Friedrich, Phil 863- Friedrich, Theeder, 1870— 
, . Boe 1869 4 . . _- Uosthes Faust erliutert von Theodor Fredrich, mit anem 
Die rationale plancurve 4. im h . 
mit der bindren form 6. grades Gi Druck von ss Say 1 Es DS CE 
W. Keller, 1886. ‘ — _ ane =. (Oe cover: Reclame universal bibliothek. ar. TITT- 
Sp,lk Wary. “Schriften so weiterer vertiefung”  p ;1@5,-168 
Ineng dis —4}semmen. 
Lebensian!. 


1. Curves, Plane. 2% Forma, Binary. 


Library of Congres 


Boy st dusk, and other poums, by Ralph Friedrich New 
York, The Fine editions press ,“1941, 
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382, hp. 109". 


1. Love. 1 Title 


33-0787 
Library of Congress BV«680.F7 
—~ ———— Gags 8 
Copyright A 61244 2) 1774 


Friend, Mrs. Nellie E. 


The 8. O. 8. call of youth, by Nellie E. Friend. 
ton, Mass., The SSareay’ pocss, 1923. ~ ae > 


Jol S137 p 19° 


1. Child study. 2 Youth, 1. Title 
Library of Congress HQ772.F7 one 
Copyright A 766260 7) 


Friend, Mrs. Nellie E. 

Success and you, by Nellie E. Friend . 
Parkes Cadman. p. v. 
Revell company ,“1927, 

135 p. disgre, 199° 


introduction by S. 
New York, Chicago ,etc., Fleming H. 


1. Success. 1 Tithe, 
2718886 
Library of Congress BJ1611.F85 
Copyright A seem6 1BAe1, 
Friend, Oscar J. 
Bloody ground, by Oscar J. Friend. Chicago, A. C. Me- 
Clarg & co., 1928. 
Spl. Map 1. 
& Tithe. 
Be 
Lébrary of Congress PZ FviesBi 
—— —— Copy 2. 
Copyright 4 1008618 a 
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Friend, Oscar Jerome, 1897- 

The Bullet Eater, by Oscar J. Friend 
McClurg & co., 1925. 

Sp 1.889 front. 167”. 


Chicage, A. C. 


1 Tithe. 


Library of Congress 
Copyright A sesT02 


Friend, Oscar J. 


Click of Triangle T, by Oscar J. Friend ... Chicago, 
A. C. McClarg & co., ise. 


Spl 30p fro Imm. 





1. Tithe 
Baw 
Library of Congress PZ3 FOIE! 
— Copy 2 
Copyright A 829071 db 


Friend, Oscar Jerome, 1897- 
Ld of club murder, by Owen Fox Jerome :peeud., New 
J. Clode, ine. ,°1929, 
vil, 6319 p. 109". 


1, Tithe 


‘2D 12084 Revised 
Library of Congress PZ_FV100G0 
— —— Copy 2. 
Copyright A 8307 (780e2) 
Friend, Osear J. 


Gun harvest, by Oscar J. Friend. Chicago, A. C. McClurg 
& co., 1927. 


spi, tp. 199° 


1. Title. 

27-19190 
Library of Congress P78. Fv16000 
—- -- Copy 2 


Copyright A 990076 a 


Friend, Oscar Jerome, 1897- 

Half-moon ranch, by Oscar J. Friend ... 
Watt, 1931. 

ap 1. 


New York, G. H. 


1 Tite 
Library of Congress 
—— —— Copy 2. 
Copyright A <anei oO 


Friend, Oscar Jerome, 1897- 

The hand of horror, by Owen Fox Jerome «peoud., New 
York, E. J. Clode, inc. ,“1927, 

Sp. l.esep 1. 


1, Title. 


91-10067 Revised 
Pra. FvesHen 

rood, 

$92 


Li>rery of Congress 
—— —— Oopy 2. 
Copyright 4 seesee 


Friend, Oscar J 1897- 


The Mississippi Hawk, by Oscar J. Friend. Chicago, A. C. 
McClurg & company, 1929. 


SpiMip iy. 


L Tithe. 

Library of Congress P23 FeleeMi teens 
— ~~ Copy 2. 
Copyright A 17011 oo 


Priend, Oscar Jerome, 1897- 
The murder at Avalon arms. by Owen Fox Jerome pee d., 
New York, E. J. Clode, ine. 1981, 








ap ye. 
iL Title 
oa 
Library of Congress P23 Feo 
— Copy 2. 
Copyright A sena6 * 
Friend, Oscar Jerome, 1897- 
The range Maverick, by Oscar J. Friend New York, 
(i. H. Watt, 1931. 
2p 1". 
1. Tithe. 
Library of Congress PZS FO106Ran saad 
—_ Copy 2. 
Copyright A 34116 3 


(Friend, Oscar Jerome, 1897- 

The red kite clue, by Owen Fox Jerome :peeud., .. New 
York, E. J. Clode, inc. ;“1928, 

Spl. rrip. 1h, 1-808 p 194". 


1 Title. 70 Revised 
Lébrary of Congress PZ.FViCGRe 

— —— Copy 2. 

Copyright A 702 (18082, 

Friend, Oscar J. 
The round-up; a story of ranchmen, cowbo: > 4 


tlers, and bad-men ha the days when 
i, was bein “my ly tio 


r civilize 
Chicago, re C. McClurg & —_ 
Spl. 73 p from 19". $200 





1. Title. 

Library of Congress PZ3.FVI66Ro ome 
— Copy 2. 
Copyright A 7782S$ h 
Friend, Oscar J. 


The wolf of Wildcat eeente, ad Oscar J. Friend .. 
Chicago, A. C. McClurg & co., 1 
40.1, 37 p 199". 


1. Tithe P 
Library of Congress PZ3.P9166Wo aan 
—— —— Copy2 
Copyright A 901827 a 














Friend, Robert. 

Shadow on the sun, poems by Robert Friend. Prairie City, 
IL, The press of J. A. Decker, 1941 

@p.1L Bir 


“Two bundred «od fifty copies have been printed.” 


1. Tithe 
41- 19674 
Library of Coogress PS8511.R746685 1h 
2) 8115 
Friend, Roger 
. The of the birch leaf skeletonizer Bucowlatria 
, by, Roger B. Friend. New Haven 





sis pote 
red p ave. 
2 


Friend, Roger Boynton, 1896- 
The European pine shoot 4 eteh | busiions 


Schiff.) With special 
Whitney fret, by Roger B. Friend <a aie 8 Wes, 
jr. ... New Haven, Yale university, 1933, 


@ p. incl eee. | ~~ front, vm pl. 2”. (Yale univer. 
J. “Bhool of Belletio wo. 37) 





aity. 
pth canton Nene 
“Bibliography” : p. €2-45. 
1. Pineshoot moth 1 West, Allen Sherman, joint author. a. Tithe. 
‘5388768 
Library of Congress sne08 POOF 
ss 634 OTH) 


Friend, Theodore E. 

The cissoidal theory of electricity and matter; featuring 
ped wy AD Fe ee — Fy fo -- 
tion, by Theodore E. Friend ... (Norwalk, O., E. M. Esker, 
printer, *1930, 

18, (1) p. Giagre, 237". 


*. Title. u. Title: Electrical component of thermal radiation. 





31-19410 
Library of Congress cs. .FT 
a 5801 
Friend, Theodere E. 
The cissoidal theory of electricity and matter; new precepts 
and discoveries, by Theodore E. Friend. Norwalk, O. ,“1936, 
Sip @iagre. 2”. 
L Tithe. 
Library of Congress QoseL.FT 1988 
— —— Oopy 2. 
Copyright A 8907! a ‘$801 
Friend, Theodore E. 
for component of ther- 
nd etation tp Testers Friend... Norwalk, O., E. M 


Eaker, printer, °1981, 
Dp diagr. 2. 


se cevienens t ay tatiet, The Guies Gamy of aeaetetly end 
me 


1 Title. u. Title: Electrical component of thermal radiation, Expert- 
mental corroboration for. 


81-1001) 
Qcee1 FT3 


a 
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Friend, William Lawrence, 1891- 
A murvey of Angin ican legal bibliography iby, W. L. 
Friend, jr. .. 


(Js Law library journal, Washington, D. C, 1948. 15)~. +. 33, 
ao 1, p. 1-18) 


1 Lew—Ot Brit—BiL 2lew—0.8—Bit Tithe 


oat 
Library of Congres 
————— Capy 2. 


Friend, William Lawrence, 1891- 


The Washington law reporter opin, volumes 1-65 
(1874-1937) ,by, W. L. Friend, jr. .. 


(in Law library journal. Washington, D.C, 1988. %54~. ¥. 31, 
no'6 p. 00-378) 
q Tithe. 
1. Washingtoo law reporter. L ome 
Library of Congress 
— ———- Copy 2. detached. 2) 
Friend-Pereira, J z. 
A grammur of the Ki language. By J. E. Friend- 
Pereira ... ist ed. Calcutta, Bengal secretariat book 
depét, 1909. 


3p l, xi, ix, vip. 2am. 


1 Kandh language—Crammar 


Library of Congress PL6LF7 


The Friend .. b. ap. 3-98; Sly 38, SD -Son. 6, 100 
St. ay vt, Jewett & Porter, 1829-30. 


10) p Bm. weekly. 

“The object of the paper shall be to record the anti-masonic move- 
ments 

Merged into the Farmer's herald 


1. Freemasons—Period 2. Antimasonic party. 


Library of Congress 


independent v. 1-8 (no, 1-36) ; Jan. 
York. Friend amociation ete, 


ozs 
Library of Congress BX7601. 763 
(871, 
\ y - library sssocistion, 
catalogue of the Brooklin F 
October, 1907. Ellsworth, county publishing 
company, printers, 
Mp mr. 
Cover-titie Ostalegue, Breskiia library 
Chesied 
aanre 
Library ef Ocagrem man) Bess 
a an 


The Friend of Aten; by the Society for the extinction 
of the slave trade for the civilization of Africa. 
v. 1-3 (no. 1-28); Jan. 1, 1841-Feb. 1843. London, J 
W. Parker, 1841-43. 


3v.in lb ies, maps 2™. 
gyre oe Jon Feb. 1841; ry Mar 1841-Feb 1843 
Vol. 3 ine 2 sumbers only (no. 27-28) 
Se aa published 
1. Slave-trade—Africa 2 inca Civilzanon i. Society for the 
extinction of the slave trade, a "for the civilieation ot Atries 
361, a jiMs 
Library of Congress HT8S1.F7 
The Friend of India 
Serampore ,India, 18 
. Se weekly 
Lv-uwen 
Library of Congress (Sol, 


Friend of Italy, pseud. 
The cnild-uunters 


Denison, -.a@rles weeler, 1609-1661. 


“A friend of lacor 
Common sense applied to labor 
questions 
Bee 


Comzon sense 4-pliea to labor questions. 
By @ friend of lacor. 1386 


The Friend of man 


v.1- 


Utica, Pub. for the New York state anti-slavery society, 
186- 


+’ Gy” weekly. 
Biitor Wiliam Goodell 
1, Bie im the U. 6—Pertedicala, § 1 Goodell, William. of. 
a New Tort state anti slavery society. 
Os O—1LB6T Corevd 
Library of Congress mor 
resibi, 


The Friend of progress. ; Nov. 1864-Aug. 1968 New 
York, C. M. Plumb & co., ‘eases. 


32) p. 244° monthly. 
Ne more pebitehed 


1 Secta! erteace— Ported. 


Libre of Congress mare 
7 
* Leal; Nev 188¢-Fub 1605 (Preized 
Horetd of uacith New Tort. 1888 New ar. + & 
Bara gs 
Ble, 









Friend 


ary and educational society. v. 1- 


June 1918- 
Philadelphia, 1918- 
* ites. 304°". monthly. 
Edsor June 1918- Wilham Fetler. 


1. Missions—Russia = 2) Missions— Period. 


tt Russan missionary and educational society, Philade' 


Library of Congress BV 308 A2F7 


2 


A friend of teaperance, peeud. 
“Non-partisansuip"; or, Lo not 
take teaperance into politics 

see 


Sarro@, G. i. 


Friena of taat college 


nevies of Ur. sorse's “Appeal to tue 


puolica” 
see 


Lowell, Joun, 1769-1840. 


Friend of the people, pooud. 


The Florida railroads and their owners, and the internal 


improvement fund. 
Aup =. 


Captce 
‘Signed 


(@. p., 18771, 


tue 
A friend of the people. 


1, Rallroade—Florida. 2 Atlantic, Gulf and West Ladia transit com 
paay . Tike. 

Py a 
Tite from Barese of Railway Beonomics. Printed by L. OC. 


The Priend of the people 


(185)51, 


& 2. Rp 


Bim weekly With The Red Republican. 
mo vl 


Includes a preliminary number, Dec. 7, 1850. 
Preceded by the Red Republican 
No more published. 


t Harney, George Julian, ed 


Library of Congress DASS#7 AZR3 


The Friend of virtue. ; 
(Boston, New Engiand female moral reform society) 
ty 


" ies 23". semmonthiy 


eo 10-1195 Uarev'é 
Lavery of Congren 


The Friend of Russia. Pub. ... by the Russian mission- 


1. Fetler, William, ed 
pha. 


26476 


. Ed. by G. Julian Harney. 
no. 1-33; Dee. 14, 1850-July 26, 1851. London, H. Beal 


London, 


LIBRARY OF CONGRESS 


A friend of youtn, pseud. 
see 


Clark, «ary. 


A friend of youth and children 
Brief and useful goral instruction 
for toe young 


évans, fredericu william, 1806-1893. 


Friend to candour and truth 
yy) 


(Jones, Stepuen) 1763-1827 
Hypercritici.a exposed... 1d)2. 


A friend to good government 
ace 
Romeo, Francesco. 


Lunaasy or Cononess Rerezance 


x 42-2088 


A friend to nis country 
A serious appeal to the wisdom and 


patriotism of tne Legislature of tue 


state of New York 


A serious appeal to te wisdom and patriot- 


iem of tue Legislature of the state of 
New fork. idlo. 


A friend to innocent airth 
sce 


Tue whis wes. 


A friend to national industry, peeud. 
facts ano arguments respecting the 
ereat utility of an extensive plan 
of inlanc n@vigation in america. 
1625 


Camac, Turner. 


Reference card 
A friend to peace and good order, pseud 
A few remarks upon some of the votes and resolu- 
ne 


Gray, Harrison. 


Library of Congress 


A friend to religious and civil liberty 
Curious particulars ana genuine 
anecdotes 


Pratt, Samuel Jackson, 1749-1614. 


A friend to Texas, pseud. 
Strictures on "A letter to the sion. 
uenry Clay, on the annexation of 
Texas to the United States, by 
Willies &. Cuanning", by 
to Texas 





Strictures on "A letter to the hon. Henry 
Clay, om tue annexation of Texas..."1837 


A friend to the Constitution. no. 1-5. n. p., 1801, 
op win 


A ue f f 
lor ee the federal judicary in opposition 
ould deine eb 13, 1801 _ “ om 


1. Courts—U. S. 2 U S—Pol. & govt —1801-1000. 
oeo1T7 

Library of Congress 

——— Copy 8. 171. 


«Wolcott pemphieta, v. 70. 
ACO#LWT vol. 70 ” => 


Friend to the Navy, pseud. 
Letters in reply to John N. Reynolds 
(Citizen of the United States) 


Dickerson, Mahlon, 1770-1853. 








4 friend to the poor, tne coaserce, 
and the constitution of England 


The impolicy of naming bankers to 
Parliament. 1602 


A friend to the sex 
608 


Adeas, John, 1750-1614. 


A friend to true Christian liberty, 
peeud. 
Jus pupuli vindicatua 
see 


Steuart, Sir James, 1635-1715. 


Friendly aid society, New York. 
Annual report. 
New York, 


ptia natin 


ti 
Ro = _ depnagggpeioi ration 


1. New York (City)~ Charities, 


a S—1217 Unrev'd 

Library of Congress HV9.N6FO 

1a2Sb1) 
Priendly association, Cromwell, Conn. 

Cc of books to the Friendly associa- 
tion of -Middletown ... Middletown Conn.; C. H. 
Pelton, printer, 1848. ’ 

Up wn. 

10 9999 

Library of Congress 7a CH 


(Priendly association for muteal interesta, Kondal, 0, 
The Kendal community. Wendall P. Fox ... 


Un Otte end histertes! quarterly. Columbus, 1911 
=. Bp 

bye 3.9. pega é & ae 
«May 16, 1888-Jen 6 1889, 


1 Pos, Wendell P. a Tithe 


Labrary of Congress 
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To William Denny, esquire, - 
eupten to Gath dy of Gen pectams of Peatrnin, Os. The 
address of the trustees and treasurer of the Friendly associa- 
tion for regaining and preserving peace with the Indians by 
pacific measures. Philadelphia, 1757, 


4p i 
teens 40d by argument of the at tructem and ‘ree 

urer, La a a Philadelphia, the 14th of the Seventh 

1, Indians of North America--Pennayivania 2 indians of North 
America —Treatics 1 Denny, William. a. Title. 

2 me88 
Library of Congress ere.pery 
gl, 


The friendly champions; or, St. Louden castle: 
an interesting tale, in which is pourtrayed the 
enterprising adventures of Earls Rowallo and St. 
Clair, against the Saracers in the Holy Land ... 
By ap Etonian. London, J. Bailey (16127) 

27 p. col. front. i7™. 

(Continued on next card) 
6-beT2b, 


The friendly champions 


Caption title: 
castle. 


The friends; or, St. Louden 


6-4u T7245 


Library of Congress PZ3.F9168 


A friendly debate between Dr. Kin, in \pseud., a 
dissatisfied clergy-man, and Gratianus Trimmer ipseud., 
a neighbour minister, concerning the late Thanksgiving- 
day; the prince's desent into England; the nobility and 
gentries joining with him; the acts of the honorable con- 
vention; the nature of our English government; the se- 
cret league with France; the oaths of allegiance and su 
premacy, ete. With some considerations on Bishop San- 
derson, and Dr. Falkner, about monarchy, oaths, ete. 
Written for the satisfaction of some of the clergy and 

(Continued on next card) 
22-18249 
atin), 


A friendly debate between Dr. Kingsman ... and Gra- 
tianus Trimmer... (Card 2) 


others that yet teboer under scruples. By a minister of 


eae of England. London Printed for J. Robinson, 
1689. 
vii, 7B 1m. 
Preface signed : Gr. Tr. oi. ¢. Gratianus Trimmmer; 
Brit —Pol —Revolution mmuster of the 
ald Pte * " SKicgvean, Dr, oF. i= Gretamus, 
Rie 
Library of Congress Ones? 


The Elk. v. 2-6; Oct 1904-Sept. 1966. Detroit 
wiles ioseod 
4+. in 2 ius (incl ports) My". monthly. 


Y¥ oles, cambering, icvaguias tv. 5; 0. 6 called “vy. 6 no 6 
Preceded by 


news 
Continued as the American Elk 


1. Williams, L. Fred, ed. 1. Elks, Benevolent and protective order of. 
eum 
Library of Congress HSISIOE4A12 


- Sept., 1834, for the 


Friendly 

Friendly loan society, London. 

Rules of the Friendly loan society .. London, Printed by 
Shaw and sons , 1836, 

42 p.1k 

10—8T06 
Library of Ooagress BG208.0767 
A21, 


The friendly ri or, Love the best contriver. A 
comed a Leaton betsend cod sald Id by M. Mechel, 


1d, B2ip Mmm 
Longe, F. Collection of plays. ¥. 19, no. S 


Library of Congress PRI21L6 vol 19 


Friendly societies’ institution, London. 


Rules of the Friendly societies’ a be pe 





Fedly sets a agreed tas poe etn of 
01 


members, on the 18th Oct., 1834. 
1834. 


2p. 16. 
19-9743 
Library of Congress HD7168.F8 
Friendly societ‘es' reristry office 
see 
Gt. Sric. Registry of friendly sccieties. 


Priendly society of tron founders of Ragland, Ireland, and 


Rules of the Fri society of iron founders of Eng- 
d, Ireland, and Wales ... (a trade union and approved 
society). Rev. in London June 17th 
to July 1} th, 1912... , C. Sever, , 1913. 


xix, 133, vill, Sp. 16”. 


Library of Congress HDeees.! ors 
The Friendly Terrace ser‘es 
see 


Smith, Harriet Lummis. 








Friends 


The friends; or, Original letters of a person deceased. 
Now first published, from the manuscripts, in hie cor- 
respondent's hands London, J. Bell; ete. ete. 1773 

2+ wo 


25-19276 
Library of Congress PR1291 AlF78 
The Priend’s annual; or, Aurora borealis. For 1834. 
Ed. by members of the Society of Friends. Newcastle- 
upon-Tyne, C. Empson; Philadelphia, T. Wardle ,ete., 
Is3at 
nivmiv p. 11, 176 (+ @ Bey pdt fronts pl 177 
Reprnt_of the “Aurora toreals, a literary annual,” Newcastle-upon- 
Tyne 1833? 






Friends, Socsety Title Aurora borealis 
126369 
Litrary of Conere AYI3F7S 
Friends’ association for the aid 
anc elevation of the freedmern, 
Pnilecelph: 
see 
s-cfation of Friends forthe aid and 
ele-at: f tre freedmen, Philadelphia 


Friends’ association of Philadelphia and its vicinity for 
the relief of colored freedmen. 
Report of the « 
M64 15s 


Philadelphia, 1864 


xecutive board Ist 


», ane 


1} Freedmen 2 Philadelphia Learned institutions and societies 
2117555 
Library of Congress EIS 2 F9 


Aw 


Friends’ association of Philadelphia and its vicinity, for 
the relief of colored freedmen. 

Statistics of the operations of the executive board of 
Friends’ association of Philadelphia, and its vicinity, for 
the relief of colored freedmen, as presented to a public 
meeting of Friends, held at Arch «treet meeting house, 
Philadelphia, Int month 19th, 1864. Together with the 
report of Samuel K. Shipley, president of the board, of 
his visit to the camps of the freedmen on the Mississippi 
fiver Philadelphia, Inquirer printing office 164 

1 Prectmem 1 Tithe 


1R-13195 Keviset 
F185 2 FO 


122e1, 


brary of Congress 


Friends’ asylum 
rt ladcelphia 


for tne insane, 





rolledelphie. 


Friends' asylum for the 
“SAECO e 


LIBRARY OF CONGRESS 


Friends’ boarding school, Barnesville, O. 
Annual! catalog. 
Barnesville? 


¥ plates 


mo 


ca 11-733 Unrev'd 


Library of Congress 


LD7S01 BJF7 


Friends' central school, Philadelphia 


Philadelphia, Friends' central school. 


Friends’ educational society. 
Reports and essays, published by the Friends’ educational 
society, from 1837 to 1845. York ,Eng., J. L. Linney, 1846 
Ziv int ae 


ConTexta — no. 1-5, let Sth annual reports. 1637-41. 2d ed 
(mo. 6-4, Hh-Ath annul reports 1542-45...mo. 9 Report of the Com 
mittee on labour In connerion with lotellectual education as affecting 
the schools of our soriety 1539 24 ed 1841.--\me. 10, Two reports 
from the Committee of women friends. 1838-39 2d ed. 1842 — me. 11, 
Report on retigious instruction 1880. 2d ed 1842 m0. 12, Report on 
moral discipline 160 2d ed 1542 — mo. 13, Report from the subcom- 
mittee on Engii-h grammar 1841 no. 14, Keport of the Committee on 


(Continued on next card) 


Ines 


7327S 
STi, 


Friends’ educational society. Reports and essays ... 
1846. «(Card 2) 


CosTente—Continaed 


the mode of teaching arithmetic. 1441.— me. 15, 2d report of the Commit 

te on laber in connetion with Intellectual education Re 

port of the Committee on the teaching of the classics 

Five papers on the post proceedings and experience of the Society « 
1 


Friends in connesion with the education of youth, 1634-42. 1643.- 
pmo. 18, Report concerning Friends’ schools in Ireland. 1643. 1644. — 
phe. 19, Report of the Committee * English composition 1443 —,ne. 
Keport the reage of studies, in Friends’ schools, 1846. mo. 21, 
Report on the employment of Ay time at arboo! 1445. 

1. Education—Soctetiosn 2 Church schools -Englend. 3. Friends, 
Bortety of — Education 

732755 
Library of Congress Los70 Fs 
371 


jucational 

Sketch of the history o' “education in the Society of 
Friends ; with a review of the proceedings of the Friends’ 
educational society, and other papers. 2ded. York, W. 
Sessions, 1871. 

Se oe papers om the past pocseetin Vpn erg 

S. Tuke— 

Sonety of Friends, Friends shoals i coy of 1 he een 


sooety "From In" 10a ind e— 
Influence and authorv read at the meeting of the Friends’ 
codienal cone 18S. by 3 "Fora Ford Om the dues and difficulties of 
teachers, presented to Friends’ educationa’ a, OL By J 
An epatle from ‘tne poly meeting | Haan London, 1e8 
ate gory yeer 
Se £13190 


Library, U.S Bur of Education LCS70 P91 


Friends' emergency committee for the 
aceistarce of “ermans, Austrians 
and jiunrartans in distress 


see 
Friends, Society of. ‘“merrency committee 


for tre assistence of Ce mans, Austrians 
anc “ungertans in distress. 





Friends’ employment society, New Fork. 
Annual! report. 


New York city 


% 3°, 


Library of Congress 


Friends’ 


expositor v 


ca 15-425 Unrev'd j 
HV99 N6F9S 
14 (no. 1-24); 


Jan. 1887-Oect. 1892 


Mt. Pleasant, O., D.B. Updegraff 1887-92, 


T2p front 


Caption title 


© more publiahed? 


1. Friends, Sortety 


15 18M od 


Library of Congress 


(pert) ius 27°. quarterly 
of —Perind 1 Updegraff, David Brainard 
37 24330 
BXT601 FST 
a30e1 28 AOS 


Friends’ First-day schools, General conference of 


General conference of Friends’ First-day schools. 


82-13121 


Library of Congress 


Friends' First-day schools in the 
United States and Canada, Confer- 
ence of teachers and delegates from 


Conference of teachers and delegates 
from Friends' First-day schools in the 
United States and Canada, 


Reference card 


ats free library and reading room, (jermantown, 
a. 


see 

lphia. Friends’ free library and reading room, 
Germantown. 

824199 Additions 
Library of Congress | 
Frtends' freedmen's association, 
Philadelphia 
see 


Friends, Society of. 
yearly meeting. 


Philadelphia 
Friends' freedmen's 


association. 


XUM 
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association, volumes xvi-xx, 1927-1931 


Friends’ historical 
Bulletin of Friends’ historical association. v. 1- ; 1906- 
Philedelphio cete., 1906- 
Hius., plates, porta. =n owe ya 
Vou . pi he oo. cach, Vole 1-2, 34, 
64 7-5, 010, Dave combined todes, reapectivety 
Tithe vartes 2 * 1) "poteda of Friends historical society 
of Pbiiadeipbia 
it tv. 1% ) Bulletin of Friends’ historical association. 
Vols 1% 1em have imprint, Haverford. Pa 
tectatee lst of members, 1908- 
Vol 15, eo 2. 1826. hae subtitle The correspondence of James Logan 
end Thomas Story = 1741, edited by Norman Penney (2 p 1, 100 p.) 
Tesued «imo separate: 


sé 





BX7GB5 AIFS 

(Continued on next card) 
©-S2842 (rev. 38) 

13302, 


Friends’ historical association. 
(Card 2) 
—— ———~ General index to Bulletin of Friends’ historical 
society of Philadelphia, volumes tx, 1906-1921 ... ,Phila- 
delpbia, Friends’ historical ib en of Feeeeeyele, 1922. 
i, @p BV WHA Bulletio 


Bulletin... ,1906- 


Kress aire vol &10 
Rxess AIFS Index. vol. 1-10 
-— — ~ index to Bulletin of Friends’ historical 
amociation, volumes xi1-xv, 1922-1926. With special Logan- 
Story index appended Philadelphia, Pa., Friends’ histori- 
o emsociotion, 1927 
» 


p.11,%-100p 2 With Bulletin. + 15, 1938, 
BX7635.A1F6 vol 13-15 
(Continued on pert card) 
@-22842 (rev. 33) 
Friends’ historical association. Bulletin ,1906- 


(Card 3) 
—— ——— General index to Bulletin of Friends’ historical 


Philadelphia, Pa., 
Friends’ historical association, 1933. 


Ip t.@2p 23". (With Bolletin. v. 20, 1081, 


1. Friends, Soctety of — Hist. —Socteties 
9-82842 (rev 33) 


BXTGBS.AIFS vol. 19-20 
a 


Library of Congress 


Friends’ historical library, 
Swarthmore, Pa. 


Swarthmore collere, Swarthmore, Pa. 


Friends' historical library. 


historical society. : 
. Extracts from state oe wis to Friends, 1654 
to 1672, ed. by Norman | oo awe introduction 
R. A. Roberts London, Headley brothers; Phil 
phia, HL. Newman ; ; yete., ete.) 1913. 
At ea a. tithe " Paahed for the Friends by ys 7 society. 
“Extracts from the state papers preserved in the Public record office im 


‘the Feiends hisuateal socety’ Tie peesant insur conciom of the 4 
of the Friends historical sooety.” 
ongnal oe, 1910-1913 (each part having special t-p, rinioesy | 
ingeard ‘nde preliminary matter of no. 9-11 not ant Solon inated 
ion) with general ¢ -p. and preliminary matter, in a 
“Transcribed by Caroline Fell Smith.” 
Pi , Norman, 1858- —sed. st. Fell-Smith, Caro 
line ut. Title. ‘ 
Library of Congress 


Friends’ historical society. 
The journal of the Friends’ historical society. v. 1- 
1908 /04— 
London, Headley brothers: Philadelphia, “American Friend” 
office ; ete., etc., 1904,- 
on ¥. (ies, plates, ports. map, facsims, georal tables. 224°. irreg- 
Vol. 1, no 1, te second edition. 
Eéitor 1910- Norman Peaney. 
(Continesd on next card) 
a1, 
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Friends’ historical society... The Journal of the Friends’ 
historical soriety ,1904,- (Card 2) 


~—— Journal supplement. London, Headley brothers; New 
York, D. S. Taber; ,ete., ete, 1907- 


, = 
Cowrerre. 


So. 1-5. “The frst publishers of truth” 4. by Norman Penney 


0F eee Tae ek Set seems of Petente to Waten c 
WG. Norris, 1907. (WU the Journal 7 


prt cn aa 


6 maTs 
(381, 


Friends’ historical society. 


historical society 1H 


The Journal of the Friends’ 
(Card 3) 
CosTusts (ocotinued 


Ce * Thomes Pole. woo Writes ty BE. T. Wedmore, with sutes by 
ey 


‘te from state papers relating to Prieuds First sertes, 
» 





corton 1655-1604. 1011 
Third series 1004-10%) 1012 
Fourth series, 1640-1672. 1918. 


) 12 Eitzaheth Hooton Oret Quaker woman preacher somes. 1472), 
by Emily Manners, with potes, ete, by Norman Peaney. 1 
1. Prieads, Societys of Hist —Sertetics. i Pepoey, Norman. 1568- 
od mm. Tite 
6 2675 
Library of Congress BXT6T6.A1 FS 
Sabi, 
Friends’ historical society of Philadelphia 
eee 
Friends’ historical association. 
sas 


Library of Congres 


Friends in council 
seply to professor Nodre 


“rayson, William John, 17°5-1% 3. 


Friends in Wilmington, 1738-1938. , Wilmington, Del, Chas 
L. Story company, 1938, 
166, 1, p Mus (lock ports) 2~. 


Stage cn Eateoecgem. 
‘oreword signed For the committes, Edward P. Bartiett. 


1 Friends, Society of Wilmington, Del 2 Friends, Society of. Dela- 
ware 1. Bartlett, Edward P. 





‘ Saue 
Library of Congress BxTee. Wor7 
——- Copy 2 2, ‘2a0 67512 
Fricnds’ iit) {li we 
Philadelphia, J. Richards ete. 18 "9 
ASN, weekly 


Tithe saris Friends weekly onteliw@em er 
Hal hy an assemtation of Frend« 


Friends) imtellmencer 


1. Friends, Suciety of — Perwd 
call Unred 
BN Te Fe 
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Library of Conaress 


Friends 


Priends' intelli -encer 


S$: pplement to "Friends’ tintelli-ene 
cer." 


Proceecinrs of Friends' “eneral 
conference 
see 
Friends, Society of. ‘“eneral conference. 
Proceed‘n-s. 
Relereme card 
Priends’ library, Philadelphia 
Philadelphia. Friends’ library. 
7-703 
Library of Congress 
Reference card 
Friends’ library association, Philadelphia 
see 
Philadelphia. Library association of Friends. 
8 25829 
Library of Congress 
Pricnds' meetinr, vhuckatuck, Ya. 
see 
Thuckatuck, Ya. Friends' meeting. 
Friends’ meeting house, ‘‘oorestown, 
Nod. 
see 


Moorestown, N.J. Fuiends meeting house. 


Friends’ miscellany: being « collection of eomys and frag- 

cacate, tleguaghinat, oe epistolary, narrative and his- 

cones designed for the promotion of piety and virtue 

Edited by John & Ae Comly, Byberry. ¥. 1- 

4th month 1831- 

PhilaJelphia, Printed for the editors by J. Richards, 18%4- 
* e* monthly. 


Friends, Society of—Biog 1 Comiy, Joba, 1773-1080, of 
omer Imac, od. fy ae a er 1. Heat, Jobe, 17407- 
ni. 
Litre, of (oagres axe FT 
eSiel, 









Friends 


Friends' liew England boarding 
school, Providence 


see 
Friends' 


Providence. school. 


Friends o' mine. (Wichita, Kan., Wichita eagle press, 


1p 21™. 
Selections from various authors 


1. Tithe. 
mises 
Library of Congress PNGOM FSFS 
Copyright A S70174 2 


Friends of America in England. Hunt Cutan, 
From the Federal American monthly, a journal m4 





science and politics, New York. Washington, Printed by 
L. Towers, 1865. 
7p an 
1. Cosham, Handel 
Sager 
Library of Congress E469 8 FOL 
Friends of American art, Chicago. 
-» Year book. 
, 
v. plates. 2”. 
At head of title: Friends of American art 
Ll. Art, American—Societies. 
ca 15-666 Unrev'd 
Library of Congress NOF7 
Friends of American industry 
see 
Friends of domestic industry. 
Friends of Canterbury cathedral. 
.- Annual report... Ist- Jan. 1928- 
Cambridge, Eng., Cambridg ity press, 1988- 
+. front, Mies. plates, port. plans. 71)”. 
At head of title: Friends of Canterbury cathedral, 
List of members in lst report. 
1 Canterbary cethedral. 
31-12086 
Library of Congress BXS5106 CBA14 ‘28 4733 


LIBRARY OF CONGRESS 


police—the Nazi scourge in Ger- 
many, the conquered countries ,and, the United States ,Kan- 
astin Mo., New York, Friends of democracy, inc., 1941, 

2p ies (incl ports, facsime) diagr, x I” 

Decumentary aad pictorial evidence of the Gestapo's activities 


1 Germany. Gebeime staatapolisei 2 National socialiem 8 Pro 
paganda, German . Tithe 
42 108 
Library of Congress DD2s8. rer 
* O81 Tes 


Friends of domestic industry. 

Address of the Friends of domestic industry, assembled in 
convention, at New-York, October 26, 1831, to the people of 
the United States. Pub. by order of the convention. Balti- 
more (Sands & Neilson, printers, 1831. 

“ap 


1. Turtf!—U, 8. 2. Pree trade and protection—Protection 


628813 

Library of Congress HPITSOPS 

— Copy 2 ssn, 
Friends of domestic industry. 

General convention of the Friends of domestic indus- 
try, assembled at New York October 26, 1831. (Balti- 
a With Friends of 

ofthe a Semele lnteeerp. Journal of the pro- 

Cowrarrs. of committees — Memorial _. to oo Pre 
fed American tori. Prom Niles’ wostly regiaar ‘of Anguat &, tid 
Fie Trecnary bal . altering the duties on imports ... he 
FS hg a I ” 

1 Tarif—U.S 2 Free trade and protection— Protection. _— 
= ‘font With their Address ... Baltimore, 1831) 

Larary of Congress His ro 


Friends of domestic industry. 
General convention of the Friends of domestic industry, 
assembled at New York October 26, 1831. Baltimore, 1832, 


174 p incl. tables, 24°. |WUh its Address ... in convention, at New- 
York, October 26, 1831. Baltimore, 1831, 


Caption title. 

ComranTs.__Reports of committees Memorial of the New-York com 
vention, to the Congress of the United States. Presented March 28, 
1832. 


1. Tarif®—U. 8 2. Free trade and protection—Protection. 


&am01T 
Library of Congress HF1704.7e 
(321, 
Friends of domestic industry. 


Journal of the proceedings of the Friends of 
peat, © general convention met at the ci 
York, October 26, 1831. 
vention. By H. Niles .. 


domestic 

of New 
Published by order of the Con- 
Baltimore, 1831. 


if—vU. 
1 Tari tS & pon wate and protection—Protection. 1. Niles, 
1188 
Library of Congress HFi794 Fes 
— — — Copy 
Friends ef domestic industry 


List of officers & members composing the New York conven- 
tion held in the seasions room in that city, October 26th, 1831. 
(New York, 1831, 

Be =. 


Cemtaine nino the New York city eGdrenes of the members during the 
con vention 


1 Terif!—U. & 2 Free trade and protection—Protection. 1 Tithe 
110 
Livrary of Congress HP1T4. Fess 
141b1, 





Friends of domestic industry 

Memorial of the New York convention, to the Congress of 
the United States. Presented March 26, 1839, and referred to 
the Committee on fi Balti By order of 
the permanent committee of the New York convention ,1889, 
ipl. wep =. 

Signed: A. H. Bverett, chairman 

Wevortng protective duties 





1. Tartf?—U 68. 2 Free trade and protection—Protection. 1 Bverett, 
Alexander Hill, 1708-1867. 


Library of Congress oP ee ves 


(ie, 


Friends of domestic industry. 

The memorial of the Permanent committee of the New York 
convention of the Friends of domestic industry, to the Senate 
and House of representatives of the United States. Philadel- 
phia (Griggs & Dickinson, printers, 1833. 

“ap =. 

Thomas Ellicott, chairman pro tem. 

Favoring protective duties. 


& Free wot, 9n8 pevtaction~Svetaeten, 2 Tarif—v0.8 
ott, Thowas, 17T7- 


2087 


. mn 


Library of Congress AFIT Fae 


ragibl, 


Friends of domestic industry. 

The memorial of the Permanent committee of the New- 
York convention of the Friends of ic industry, to 
the Senate and House of representatives of the United 
States. January 22, 1833. ,Phi Iphia? 1833, 


Bp 2 
Signed Thomas Ellicott, chairman pro tem 


1 Free wate ond protection—Pretaction 2. Tarif—v. &. 1. Ellicon, 
17-4271 
Library of Congress HFI7S4 FOS 18338 
(Friends of domestic industry 


1. Cotton 
Tracy. u. 


and maoufectore—U. 8. 


Library of Congress 
+ Copy 2 
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Friends of domestic industry. 


Report on the currency. 
Baltimore, 18321, 


@—1TTS8 
Library of Congress reat 
41, 
Friends of Europe. ; 
“Friends of Europe” publications (London, Friends of 
Europe (1933, 

a eg arma, by J. L. Garvin, (1983,—a0. 2. 
Hitier—Oermany and by « 1983, 20 3. 
‘The future in _ a oy cane Steed. ; 4! 4 
Suse cecedy ot the actual eiteation te Germany. 11988;—ee. 6 The 
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Friends of Europe. 
(1933, (Card 2) 


“Friends of Europe” publications 


word by Admiral Sir Herbert Richmond 
history text boca, 1014 1983. win a foreword by 

14m, 12. P io the atate 7084, 
no. 13. Germanys sations) 
ten 14 no. 14. Hine ay a ml, 
the National seit August 1 Re. 
Rhine the eee the Saar 3 William Teeling 10%5)—ne. 16. Ger 
man foreign policy before the war the 1807 memorandum 
Crowe, with a foreword by Hilaire Belloc ,19847,—ne. 17. Education un- 
= _— by Vivian Ogtivie = a foreword by Dr. G. P Gooch 











or by 
Cr of Penrith :10847,—ne. - The House of commons and German 
(Continued on nest card) 
36-4361 
(e302, 


“Fr ends of Europe” publications 


rearmament speed 

Rt. Hon Winston Churehiit =» PF \1984)—-ne. 20. 

Higtous conflict in Germany, with x. foreword by the Rev. A. E. Gervie 

(1985, ne. 21, The church state struggle in Germany; « | view 

based on two months’ tatimate contact with the situation ip during 

he Rev Henry Smith Leiper, with a pref 

(1985, ne. 22. Hitlertam why and 
aspects revolution, By Professor ae 

—- with a foreword ty =e 5 Rt. Hen. H. AL. Fisher RS, 

. H of comamena and the German situation | —#.. be 
the Rt Hon J Rameay Macdonald va us. the Be Hon. Churchill. 
« », the Kt. Hon ar, Austen Chamberlain, u. F, the Rt. Hea. Sir John 

(Continued om vext card) 
A) 
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of Europe. “Friends of Europe” publications 
(Card 4) 
yy 


Shinwn. a (1985, ne. 24. G . Great Britain god che the League of 
yy the he Wn Aateng Eden 1935,—-no. 25. The new spirit 
Yrofemsor Dr. Zlegier, with a foreword by = 
ieaen /1085one., meniorgs Germ: 
elien! anewer, by aster Hetnrtc A HiT imeter, with r} 
Sidney M. Berry. 1085; 2. 
a the Hible, rang ‘German Catholic 
wirh a foreword by the Most 
swastika, by - Man- 
oreword by 
no. 29. Hitler's thirteen points, by Adolt Tither 
¢Oeatinned on eott enne 


(780e2, 

















chester guardian spectal correspondent 
John 8. Whale. 1035, 


36 8381 Revised 


Friends of Europe. “Friends of Europe” publications ... 
1983,- (Card 5) 
Contes te— Continued. 
1985,--ne. 30. Hitler's thirteen points; a criticism, by the Itt. Hon, Sir 
Malcolm Robertson. 1935, 1. of the Nordic race, by 
Dr. Witheim Kusserow, with a foreword by the Rev Henry Sioane Coffin. 
1996, ne. 32. The German refugees and the League of cations, 
James G. McDonald, with a foreword by Viscount Cecil ,1986,— 
The principles < tS foreign policy, by the Rt. Hoa. Anthony Eden. 
(1086, - me. 34. Hitler the man. by doit Hitler, with « preface by ~— 
W.  Nevinson i, no. 35. ( ne <4 Nordic religion, by Fi 
Flacher-Dodeleben, with a foreword by the Rev. AG. Fraser 71900, 
me. 36. The “total” war, by General Ludendorf, with a foreword 
General The Hon. Sir Herbert Lawrence. /1004,- ne. 37. The ractal con- 
( Continued on neat card) 
BB-SBBD Mew set 
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@ foreword by sir Charles 
policy as stated = 





Atholl. uF. (1886,—-ne. « 

ey ne ~~ & By yet dL 3.- 
F. W. Norwood,» (1086,—ne. emg Ly 
the new racial science of Germany) by Dr nO, Tirela, with 8 foreword 


2 Se See ee (1036,--me. 41. The Nest party, the state 
i . 
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“Friends of Europe” publications 
(Card 9) 


Contexts Continued 


Retchatag . a8. e 
Austria the Dr. von Schuschnigg and Adolf Hitler. ,1988,— 
no. 62. The Austrian crisis and British foreign policy. Speeches by the 
(Continued on next card) 
36-8341 Revined 
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Friends of Europe. Fricwls of Europe” publications 
19085 (Card 10) 
Contents Continued 
Rt. Hon. Anthony Eden, m. 
tw 





with a foreward by yy the Rew De ne 
ne. 65. Church, volk and state, 4 German Protestant with « 
foreword A re Lee 1088,- ne. 66. Protestant pligrins to Jlome , 
yal of Luther, My, Dr. Alfred Rosenberg. With a foreword 
‘klem, B. © ho. 67. Protestantism between 

jer, With @ foreword by the Rev Erte 
(Continued oo next card) 
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Friends of Europe. 
,1933,- (Card 11) 
Contents —Continued. 


“Friends of Europe” publications 


Fenn, (1088, 


no. 69. The Nazi international, with a foreword by Sir Joha Murray. 

(1988 ?,—ne. 70. The redistribution of the world Adolf Hitler's Reichstag 

speech, with « foreword by Viscount Cranborne, wr. (1980). -ne. 71. Ger 

| ow ty economic situation tn 1980 and her challenge to ‘ae © world, by 
G. J. Knop, with a foreword by Captain Oliver Lyttleton Cg 

on 72. Holiaod, Nazi German 

a foreword by Colonel C. 


no. 74. Poland: British and German foreign 
Hitler and Lord Halifax. (1089, 


Library of Congress D4LFT 


am 
ed) 


Friends of Far Eastern art. 
. Exhibition of Chinese art, the Art gallery, Mills college, 
October 12 to November 25, 1934. Mills College, Calif. ,1934, 
ia p. 11,112 pL 48 phon 261 a=. 
On cover: Friends of Far Enstern art. First exhibition, Chinese art. 
Preface moay 





signed Alfred 8a! 


— Exhibitions 2 oe" Ss Brbibitioas 
1 hime college, Seon Caitt Art gailery. om. Salmony, Alfred, comp. 


‘34 85AR8 
Library of Congress NTM2.57 
—~- — -Copy2 
Coprright A T5822 (Walt, 700.51 
Friends of Far Eastern art. 


Exhibition of Chinese tomb statuettes, Sen Francisco 
museum of art, July 2 to August 30, 1937. San Francisco, 
Calif. ,°1937, 


iz p. 1h, 1848p. 1k suplon 6) 2x1]. 
On cover. Third exhibition Chinese tomb statuettes 


Sfeiected Sittlogragag”! > aS 


1. Sepuichral monuments—China. 2 Pottery, h— > & Chine— 
Aatig. 1 Salmony, Alfred. m. Title: Chinese tomb statuettes. mm. 
‘Title: Tomb statuettes, Chinese. 

tail 
Library of Congress NB1666.F7 
C7 T32 
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Friends 


Friends of Far Eastern art. 


Exhibition of Japanese art, the Art gallery, Mills college, 
March 26 to May 3, 1936. Mills College, Calif. “1936, 


Ipt, eal. dh) TT pth Spl ena By. 
On cover: Friends of Far Hastern art. Second exhibition. Japanese 
Preface signed Alfred Selmony 


rt. Japanese Exhibitions 2 Art objects, Japanese Exbivitions. 


1 Mate caltngn, china’. Colt Art gallery. u Salmony, Alfred, comp. 
3% 10515 
Library of Congress N7368.F7 
- ——— Copy 2. 
Copyright A G2u20 (31e2, T0852 


Friends of France; the Field service of the American ambu- 
lance described by its members. Roston and New York, 
Houghton Mifflin company, 1916. 


a ly pm 1h, 24, hp. 1b timed. Mus, col. pl, ports. front. plates 


Introduction signed: A. Piatt Andrew, inspector of the Field service 


1. American 


ambulance field service European war 1014 191% 
Personal narratives. 


2 
1. Andrew, Abram Piatt, 1873 1904 





16--16725 
Library of Congres 


—— Copy 2 
Copyright A 437526 m2, 


DO FaPT 1016 


Priends of France; the Field service of the American 
ambulance described by its members. Boston and New 
York, Houghton Mifflin y, 1916. 

ai ged! th p, 11 incl. illus, ports. front, plates (1 col.) 

odmirutes, Ta reteiy iste a 


Introduction signed: A. Piatt Andrew, inspector general of the Field 
service 





1. American ambulance field service. 2. European war, 1914- 
Personal narratives 1. Andrew, Abram Piatt, 1873- 
17-40 
Library of Congress D629 F8F7 19160 
—— Copy 2 
Copyright A 453290 


Friends of France; the Field service of the American 
ambulance described by its members. Boston and New York, 
Houghton Mifflin company, 1916. 


gpl HO 30.08 eo, 36 Oe (us, porta front, plates (1 col) 


Introduction signed A. Piatt Andrew, inspector general of the Field 
service. 


1. American ambulance Geld service. 


2 European war 1914 1918 — 
Personal oarratives. 1988. 


1 Andrew, Abram Piatt, 18T3- 


Library of Congress DeFErT 1Wi6b 


2, 
Priends of “od ("Sottes fremnde") 
see also 


Ppothers of the common life. 


Friends of Irish freedom. 


Constitution and state, local and branch by-laws of the 
Friends of Irish freedom; revised by the Irish race con 
vention February 22 and 23, 1919, and amended by the 
National council October 14, 1920. Diarmuid Lyneh, na- 
tional secretary. New York city (1920, 


2p ue 
1. Trish question. 1. Irish race convention, Philadelphia, 1919. 
22-1616 
Library of Congress DASSZAG6 1920 
2 
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Friends of liberty and equality 
see 
Vanumission society of liorth Carolina. 


An address to the people of North 
Carolina...16350. 


The Friends of masic in the Library of Congress. 


-. The Friends of music in the Library of tee 
jc report of s meeting, December 11, 1928, Washington, 

. &. Govt. print. off, 1928. 

15 pp My”. (lte Publication, no. 1) 


At bead of title: The Library of Congress 
Walter Bruce Howe, chairman 


20.8 Litrary of Congres c. Howe, Walter Broce, 1s7)- 
mame 
Library of Congres rss. 0685 
——— Copy a a 


Friends of national Spain, / ondon 

... Exposure of the secret plan to establish « soviet in Spain. 
London, Issued by the Friends of national Spain, 19381, 

15, 1) p Wes (fecsiom) =219™ 

At head of title Friends of natiooal Spain 


1 Communism Spain 1, Tithe. 


HX FT 
a et es 


Library of Congress 


Friends of our native landscape. 

Proposed park areas in the state of Illinois; a report 
with recommendations Chicago, The Friends of our 
native landscape ,19211, 

120 p. incl. front. illus, plates, maps. 279". 

Foreword signed Jens Jensen ion the Committee on publication; 


1. Parks— Illinois. t. Jensen, Jens, 1860- um. Tithe. 





4317 
Library of Congress $B482.1 3F7 
_ Copy 2. FS46.F87 
h 
Friends of peace. 


Proceedings and ad:iress of the delegates of the Friends 
of peace, convened at Salem, on the 16th day of December, 
+. bp. 1812. mn. p., 1813%) 


2p a 
Signed Thomas Sinmckson, chairman 


1. U. S—Pol & govt —War of 1812 1. Sinnickson, Thomas. 
Aline 


Title from Univ. of Chicago E3S76.F99 Printed by L. C. 


Friends of peace of the state of New 
Jersey 


Federal party. “ew Jersey. 


LIBRARY OF CONGRESS 


Priends of right, justice and hw anity 
The other side of the Chinese ques- 
tioneee 


a 
dayres, Aurustus) 
-he other side of the Chinese question 


Reference card 
The Friends of Swedish folk dances in Stockholm 
see 
Svenska folkdansens vinner, Stockholm. 
7-310 


Library of Congress 


Friends of the Bodleian. 
Annual report ... 
(Oxford, 1926~- 


¥. front, pl, facsima, 20° 
First report, 1925/26, contains list of members to May 31, 1926. 


1. Oxford. University. Bodlelas library. 


20881 


Library of Congress 7702. 0065 


Friends of tne Chinese people 


see 


Amertcan friends cf the Chirese people. 


Friends of the Huntington library, San Marino, Calif. 

... Membership list, December 15, 1940. San Marino, Calif. 
1941, 

op 2. 

At head of title Friends of the Huntington library. 


HE Huntingtoo library ‘ZTSB SOM4 
for Library of Congress 2) 


Friends of the library of Columbia university. 
Bibliotheca Columbiana, published from time to time by 
the Friends of the library of Columbia university. no. 1- 


April 1933- (New York, 1933- 
. = 
Caption tithe 
1 Tithe. 
35 3088 
Library of Congress 77D Neer 
— —_— 94 ost. 3 02t. T7471 





Friends of the library of the Univer- 


sity of Ch‘cago Pri 

I 

see fan 

zat 

Friends of the library (University of Wi 
Chicago) 2 


Friends of the national libraries 
... Annual report. 1932/3- 
London ,1933- Fi 
¥. plates, facsime. (1 fold.) 269. 
At hend of title: Friends of the national librartes. 
“Conatiti 


Heport for 1982/3 contains ution adopted et annua! general 
meeting ... 6 June, 1932" (p. 48) 


Library of Congress zTe1 Fv ome 
rn 7a 
The friends cf the neople, ansoc’- 1 
ated for the purpose of obta‘ning 


a varl'anentary reform 


Society of the friends of the neorle, 
London. 


Friends of the Princeton library. 

Kiblia. » publication devoted to the interests of the Prince- 
ton university library and issued from time to time by the 
“Friends of the Princeton library”. v. 1 June 
1990. :Princeton, N. J., 1930- 


‘ focstm= 


Caption tithe 
“List of members. Joouary 1801" (\2) p.) issued with ©. 1, no. 2 
1. Princeton university. Library 1 Tithe 
34-28774 
Library of Congress 2733 POF 
2 O27. 714087 


Friends of the University library (University of Toledo) 
The Friends of the University library ... (Toledo, 1936, 


15, (1) p. tlius, diagre 23". (The Bulletin of the University of 
‘Toledo. vol. xm bo. 5) ? 


“Constitution of the Friends of the University library”: p 14-15. 


1. Toledo university, Toledo. Library. 
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Friends of the "niversity of rennsyl- 


vania library 
see 


Friends of the library of the 'niversity 
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Friends of Ukraine. 

Inbuman blockade at. ng a nation; pestilence and 
famine threaten existence of 45,000,000 souls— their eivili 
zation is being blighted—it is the nation of Ukraine 
Washington, D. C., Friends of Ukraine, 1920. 

24 p. incl map. 23. 
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Friends, Society of. London Yearly meeting. Friends’ peace 
committee. 
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Editor: 18 Joseph Foulke. 
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Library of Congress 
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Friends’ reference library, London 
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London. Friends' reference library. 
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nal. v.1- ; ninth month 4, 1847- 
Philndelphia, J. Tatum, 1948- 
¥ 2". weekly 
Editors: Sept. 1847- 
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1. Lewle, Enoch, 1776-184, e@ 


Ww 2M 
BNTOLFS 
aaidl, 


Litrary of Congress 


Washington, De. Ce 


CATALOG OF PRINTED CARDS 


Friends’ schoo], Providence 
see 


Providence. Friends’ school. 


Friends school, Washin;-ton, . Cc. 
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Priends school. 


Friends’ school, West Chester, Pa. 


(Catalogue, 
(West Chester? 
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T.-p. reads Friends’ school . 
ca 11-732 Unrev'd 
Library of Congress LD7901. W377 


Friends’ select school, Philadelphia. 
Should boys and girls be in school together? Phila 
delphia, 19—1, 


11, yp. 1S9. «Educational bulletin no 2, 
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Friends, Society of. fi 
meeting of Fri nds. 
philanthropic labor. 
Friends' social service ser‘es. 
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of. 
Accounts of some proceedings of committees of the 
rly meetings of Friends of Philadelphia, New York, 
Himore and Ohio. For the welfare amd civilization of 
the Indians of North America. Dnhlia, Printed by Grais- 
berry and Carmphell, 1817 
1 
Convenes — Extract from a 6 
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ing of Friends for the state oe von = FR 
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Friends, Society of. 
Accounts of two attempts towards the civilization of some 
Indian natives. London, Phillips and Fardon, printers ,1806, 
lp haat p Tye. 


Comranra—A account Proceedings of the committee ap 
| lo 1705 by the Yearly meeting of Friends of Peanayivania, 
Jereey. ete for prometing the improvement end gradual civilisation 


Friends, Society of. 


dren, and for the education of teachers hi Iphia, 
Merribew & Thompson, printers, 1861. 
6p 217. 
1. Friends, Society of — Education. 
E1S-1219 


1. Friends, Society of--Blog. 2 Friends’ tustitute, Louden. 
© 24187 

Library of Congress 

~~~ Copy 2 


BXTTOL ARAT 


Friends, Society of. 

Book of meetings; containing an account of the times 
and places of holding the meetings of the Society of 
Frienus in America. New York, SS. & W. Wood, 1858. 
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Library of Congrem, no. 


Friends, Society of 

Epistles and testimonies issued by the Yearly meetings 
of Friends, in North America; setting forth their faith 
respecting the Holy Scriptures, and in the divinity and 
offices of Our Lord and Saviour Jesus Christ; shewing 
that the antichristian doctrines of those who have lately 
separated from the society, are repugnant thereto. Phil 
adelphia, T. Kite, printer, 1828. 

Sp 247 
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Friends, Society of. 

The Frienl<’ hymnal; « collection of hymns and tunes for 
the pale worship of the Seciety. New York. Funk & Wag- 
nalls company, 1905. 

axevill (4 weeltly, 34), ep 22a 16y™ 

“The aelter errenged for reeponsive reading” @ p at end 


1 Hymns Pnglieh 2 Friends, Society of Hymns. 1 Title. 
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1. War. 2 Military law—Virginia. 
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Friends, Society of. 

Memorials ing several i and others, de- 
ceased ; of the religious Society of Friends; with some of their 
last expressions. New -York, Published by Semuel Wood, 
no. 357, Pearl-street, 1814. 
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Friends, Society of . 

Reasons why Friends do not illuminate their houses at the 
time of public rejoicing, nor shut their shops for public fasts, 
feasts and thanksgivings. A representation on behalf of the 
people called Quakers. to the president and Executive council, 
and the General assembly of Pennsvivania, &c. Dublin: Re 
printed by Robert Jackson, Meath-street. mpccuxxzn 
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Friends, Seciety of. 
Report of the committee managing ® fund raised by some 
African | 





London, Printed by Harvey, Darton, and co., 1822. 
Tl p frost. 21”. 


Bn aby Dire ‘iam Singleton’s visit to Africa” ; 
‘Account of « visit to the Gambia aud Sierra iyo Lomas ‘oy William Ste- 
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A representation on behalf of the people called Quaker-, to 
the president and Executive council, and the General assembly 
of Ceanapivanio, &e. York: Reprinted by Walker and Pen- 
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Friends, Society of. 

A sketch of the further proceedings of the committees ap 
pointed by the vearly meetings of Friends of Pennsylvania, 
&c., and Maryland, for promoting the improvement and grad 
ual civilization of the Indian natives in some parts of North 
America. London, Printed and sold by W. Phillips ,ete., 1812 

WW, 35 p 2 

Cover-title: On Indian civilization in North Americ 

upplementing “Accounts of two attempts Homen-oy ‘the civilization of 
some Indian natives. London 1806, 


1. Indians of North America, ¢ ~y of. 2 Friends, Society of 
Miasions 1. Friends, Soctety Philadephia Yearly meeting. 
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Friends, Society of 

The Society of Friends, commonly called Quakers. 
Philadelphia, 1904. 
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Outhne of the principles of the society 
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Friends, Society of. 
The testimony of the Society of Friends, on the conti..ent 
of America. Philadelphia ,Printed by J. Rakestraw, 1830. 
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Friends, Society of 

A vindication of the religious society called Quakers : 
addressed to the editors of the American edition of Mos- 
heim's Ecelesiastical history. Mount-Holly, Printed by 
S. C. Ustick, 1800. 
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Friends, Society of. American Friends service committee. 

Index, unnumbered bulletins and publications of the Ameri- 
can Friends service committee ... from 1914 to Jan. 1940, 
Philadelphia, 1940, 
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“Index, numbered bulletins issued by the American Friends service 
coumnittee” : leaves 6-12 

“Index, programs aod publicity of the institutes of international rele- 
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Friends, Society of. American Friends service committes. 
Refugee facts; a study of the German refugee in America. 

Philadelphia, Pa., American Friends service committee 1939, 
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Friends, Society of. American Friends service committee. 
Report of the child relief work in the bituminous coal fields 
by the American Friends service committee. September 1, 
1931,-) August 31, 1932. Philadelphia, The Engle press, 1932, 
cover-titie, 67 p. illus, diagr. 2*. 
Mounted illustration on cover 
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Friends, Society of. American Friends service committes. 

A report of the services and relief in the bituminous coal 
fields by the American Friends service committee. September 
1, 1932-August 31, 1933. ,Philadelphia, The Engle press, 
1983, 
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1 Indians of North America 
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Society of. Associated executive committee om 
Indian affairs. 


A brief account i Friends’ | missionary work among 
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Minutes of the Associated executive committee of Friends 
on Indian affairs 
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1. Indians of North America —Government retations 
37401 
Library of Congress £93. Feo 
(0381, 


Friends, Society of. Emergrucy committee for the as- 
sistance of Germans, Austrians and Hungarians in 
distress. 
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114,- 
London 1914 
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Full ities -_ of the Emergency committee for the assistance of 
Germans, bey > and Hungarians in distress Convened by the Reli- 
gious society of Friends to aid innocent “alien enemies” in Great Britain 
rendered destitute by the war 
a European war, 1914-1918—Hospitals, charities, ete. 2. Aliens —Gt. 
rit. 
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Library of Congress D638.G7F7 
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Friends, Society of. Peace association. 
The Scripture testimony on peace . mo. 1, New 
Vienna, 0., Peace association of Friends in America, 
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L. Peace. 
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Library of Congress 1X 1963. F87 
Friends, Society of. Peace association. 
Views of war. (New Vienna, 0., 18—, 
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Friends, Seciety of. War victims’ relief committee. 


Report. 
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Library of Congress pest .rT 
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Friends, Society of. War victims’ relief committee. 

The unchanging Rugsia. London, Friends’ war vic- 
tims’ relief committee ,1918, 
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Friends, Society of. Baltimore Monthly meeting, 

A sketch of “Old Town” meeting house, Baltimore; and 
some account of its occupents, as read on its one hundredth 
anniversary, Second month, 22d, 1881. Baltimore, J. W. 
Woods, printer, 1881. 
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briends meeting 
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Friends, Society of. Haltimore yearly meeting. 

A brief account of the proceedings of the committee, ap- 
pointed by the Yearly meeting of Friends, held in Baltimore, 
for promoting the improvement and civilization of the Indian 
natives. Baltimore, Printed by Cole & Hewes, 1805, 
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Relates to yo dy! northwest of the Obie river, and espe laliy 
to the Wysndot, M |, Potawatomie, and Wea Indians. 
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Friends, Society of. Baltimore Yearly meeting. 

A review of s pamphiet, entitled, “A defence of the 
Society of Friends, who constitute the Y. — 
Baltimore, against certain charges by Joseph John 


circulated 
Gurney”. Baltimore, Printed by J. D. Toy, 1840. 


Foreword signed: Hugh Balderston, Issac Brooks, William Procter 
and others, .. members of the Courtland street meeting of Friends. 


pone lf Erma 1) Baltimore Yearly meeting. A de 
1 Tithe. 


pa a ue? the religious Soctety of Friends. 
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Library of Congress BXT782.003 moe 
Friends, Society of. altimore Yearly meeting. Committee 


for Indian aff airs 
Memorial of Sen Thomas, and others, a committee ap 
pointed for Indian affairs, by the Yearly meeting of rs 
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Friends, Society of. Huckinghamshire Monthly meeting. 
The minute book of the Monthly meeting of the Society of 
friends for the of 1669-1690. 
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Friends, Society of. Baltimore. Yearly meeting. 


Disei of the Y of Fi od 
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the year 1806. Printed by John Hewes, 
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Friends, Society of. Baltimore Yearly mesting. 
Memorials concerning several ministers, and others, de- 
ceased; of the Religious society of Friends, within the limits 
of Baltimore Yearly meeting. Baltimore, Published by order 
of the Yearly meeting, William Woody, printer, 1833. 
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Marriages auth d by Buck 
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Friends, Society of. Buckingham Monthly meeting, 

Bucks Co., Pa. 

The two hundredth anniversary of Buckingham Month- 
ly meeting, Buckingham Township, Bucks County, Penn- 
sylvania, fifth day, eighth month, sixteenth, 1923. Phil- 
adelphia, Pa., W. H. Jenkins ,1923, 


SSp front, plates. 20. 
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Friends, Society of. Burlington Yearly 

An epistle from our Yearly meeting, held at ‘Berlington, 
for New-Jersey and Pennsylvar ia, by adjournment, from the 
20th day of the seventh month. to the 23d day of the seme, 
inclusive, 1746. To the several Quarterly and Monthly meet- 
ings of Friends belonging to our said Yearly-meeting. ,Phil- 
adelphia: Printed by B. Franklin. 1746, 
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Friends, may | ¢ Chappaqua monthly meeting, West- 

chester Co., N 

Births of ane Chappaqua monthly meeting, West 
chester County, New York, from 1719. Copied by Mrs. 
Josephine C. (Stillman) Frost. Brooklyn, 19121 
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Frienda, Society of. Falls Monthly meeting, Bucks co., Pa. 
Marriages authorized by the Falls Monthly meeting of 
Friends, 1700-1800. 
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Friends, Society of. Flushing monthly meeting. 

Flushing, Queens county, Long island, New York, monthly 
meeting of Friends, intentions of marriage, 1704-1776. Wil- 
liam Applebie Eardeley Brooklyn, N. Y., 1913. 
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Original minutes of the Hardwick Society of Friends, 
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Friends, Society of. /ndiana. Yearly meeting. 

Adress to the people of the United States, and to the 
members of Congress in particular. On the civilization 
and Christian instruction of the aborigines of our coun 
try. By —y~ Yearly meeting of Friends, held at 
Whitewater, by adjournments, from the 8th of the 10th 
month, to the 13th of the same inclusive, 1838. Cineim 
nati, A. Pugh, pr., 1838. 
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Friends, Society of. /ndiana Yearly meeting. 

Discipline of the Society of friends, of Indiana Yearly 
meeting. Revived by the Yearly meeting held at Richmond, 
in the year 1878, and pr.nted by direction of the same. Rich 
mond, Ind , Nicholson & bro., 1878. 
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Friends, Society of. /ndiana Yearly meeting 
Discipline of the Society of Friends, of Indiana Yearly 
meeting. Revised by the Yearly meeting held at Richmond, 
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mond, Ind., Nicholson mfg. co., 1892 
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Friends, Society of. Indiana Yearly meeting. 

History of Southland college; issued by authority of 
Indiana yearly meeting of the Friends. Richmond, ind, 
The Nicholson press, 1906. 
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at Richmond, Ind. 
Cincinnati, O. jete., 
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Bicentennial of old Kennett meeting house, Kennett 
Township, Chester Co., Pa, seventh day, ninth month, 
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105 p. front, plates, fold. map. 224° 
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Flemington, N. J., H. E. Deats, 1900. 
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Friends, Society of. London Grove meeting. 
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Library of Congress 
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's offering; and winter's wreath: « Christmas and 
New Year's present. ,v. 21,; 1844. Lon 
don, L. Relfe ,ete., 18 aoe 
+. plates 14 mth 2) 
Tm ieraren Pe Poendehi 
ithe va ip’s offering, « literary album. Fd by 


1amk Potecdihte’s cident or, The annual remembrancer a Christ- 
mes present, of New Year's gift 
8 Friendship's A Wterary album. E4. by Thomas K. 


= wpe ny offering: « literary album, and Christmas and 


‘® present 
=, Ua offering ; and winter's wreath: a Christmas and 
(Continued on oert card) 


Ca 2888 Uorev'd 
eel, 


Friendship’s offering 18-14. 


144, 
La 

1828-44 were published by Smith. Elder & co 

Absorbed the Winter's wreath in 1833. 


(Card 2) 


‘riendships offering of sentiment and mirth 
le 





(Ed. by Leitch 





1. Gift-heoks (Annuals, ete) 1. Hervey, Thomas Kibble, 1700- 
, od. 


1559, ed. tu. Ritchie, Leitch, 18007 1865, 
ca 22-308 Unrev'a 
Library of Congress AYISFS 
(38e1, 


esa eiuinp Boston, The Merrymount press, 


2a Lidkp mm. 


er Friendahip's offering ; the story of B. W. and Nicoletta, by 


1 Doge — Legendas and stories. LFA CAEP. 
a 287 
Library of Congress P7103 FUI6 


idl, 


Friendship’s offering; or, The annual remembrancer, a 
Christmas present, or New Year's gift for 1824. Lon- 
don, L. Relfe :1823; 


222 p 





Ip plates (incl. music) 14°" 


Ener t-p with illuminated border 


1. Gift-books (Annuals, ete.) 


24-8550 


Library of Congress AY15 F@3 


Frier, John Drummond, 1492- 
Aero engines: an elementary treatise By John D. Frier 
with foreword by Frederick M. Green London, C. 
Griffin & company, limited, 1933- 


+ Woe, diagrs 29" (Lettered on cover: Griffin's aeronautical 
’ 


wer’ 


1 Aeroplanes Motors 1 Tithe 
3324765 
Library of Congress TLIO. FT 
2) 629 13435 


Frier, John Drummond. 

Definitions and formulae for students (seronautics) com- 
piled by John D. Frier. London, New York ,etc., Sir I. Pit- 
man & sons, Itd., 1980. 

iv, 0p Giagre 13) = 10)". 

Bibliography p. 15 


1. Aeronsutics— Handbooks, aaouais, etc 2 Aeronsutics—Terminol- 
ony 1 Title. 
32-12011 
Librery of Congress TLS 
a azo ie 











Frier, John Drummond, 1592- 

Definitions and formulae for students (aeronautics) compiled 
by Johr D. Frier ... 2ded. (Reprinted) London ete., Sir 
L. Pitman & sons, Itd., 1941. 

vi4ip d@iagre 142 11* 

Biblicgraphy : p. 17. 


1 Aeronautice—Handbooks, manuals, ete. 2. Aeronautics -Termt- 
ology 1 Tithe. 
41-20882 
Library of Congress TLSOLFT 1641 


3 28 1302 


(Prier, George Melrose, 1880- 

... Small seed improvement. (G. M. Frier, Lovina 8. 
Merick, Recap nd, 1912. 
L 


5 p. w tab. 219%. (Indiana Agricultural experiment ste- 
Gon A. mu) 


At bead of tithe: Purdue university 


1. Seeds. 1. Merick, Lovina S, 1883- joint author. 


Al3-22 
Title from Purdue Univ Printed by L. C. 
Frier, William T. 
Elementary metallurgy, by W. T. Frier ... ist ed. New 
York and London, McGraw-Hill book company, ine., 1942. 
tx, 207 p inci. front, lus, tables, diagrs. 21~ 
Bibliographical references incituded in Preface. 


1. Metallurgy. 2 Metallography. ain 
Library of Congress TNOSS.F7 
(D co 
Prier Bacon 
see 
Friar Bacon. 
19-0522 
Library of Congress 
(Frierson, Henry Cecil, 1887- 
Cut book ‘‘B,”’ typewriter secrets Va. 


The Institute of typewriting engineering, 1912. 


cover-title, 4h p. illus 77™ $500 
L. Typewriters. 1. Title 
‘ 2 
Library of Congress 78 FBZ 
Copyright A 331270 


Frierson, Henry Cecil, 1887- 
Text book on typewriter repairing, the only written 


authority on typewriter construction and repairing; 
covers very simply principle, construction, features, 
troubles, nt, repairs, operation of the dard 








makes of f writing machines . 
co., 1 


2v. Mus, 23" (v. 2: 279") 


(Boston, Thorp & Martin 


Vol. 1: Book of illustrations. 

Running title Typewriter secrets 

1. Type-writers. 1. Thorp & Martin co, Boston. u. Title mt. Tithe 
‘Typewrner secrets. 


1920057 
Library of Congress 749 FR3 


a] 
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(Frierson, Henry Cecil, 1487- 

‘Typewriter secrets"’: an encyclopedia of typewriter 
information covering the principle, construction, fea- 
tures, troubles, adjustment, repair and operation of the 
writing machine ... Richmond, Va., Institute of type- 
writer engineering (1912, 

2p... s1%p, HH" 00 

On cover: .. Book ‘A’ 


1. Type-writers 1 Title 


12 23968 


Library of Congress 70 FR 


Copyright A 37171 


Frierson, L 8 
A new pearly freshwater mussel of the genus Hyria from 
Brazil. By L. S. Frierson :. 


iin U.S museum. 


ational Proceedings. Washington, 1915. 
234°. v.47, p. 363. pl. 12) 


1 Mussels, Fresh water—Brazil 


1514961 
Library of Congress QI USS vol. 47 
13901, 
Frierson, William Coleman. 
The i 


English novel in transition, 1885-1940, by William C. 
Frierson. Norman, University of Oklahoma press, 1942. 

xvi, 338, 1)p. 2". 

Bibliographical foot notes, 


1 English fiction—19th ceot—Hist. & crit 2 English fiction—20th 
cont. —Hist. & crit. 1. Tithe 


42-1608 


Library of Congress PRessLFS 


6, OH 


Frierson, William C. 

.. Liimfluence du naturalisme frangais sur les romanciers 
anglais de 1885 8 1900. Paris, M. Giard, 1925. 

Spl, Mp1 aye 

yt om Parts, 1925. 


Liste @uvres réalistes francaises antérieures & 
= autes titres anglais”: p. 271,-276; “Bibiiographie”: p. ,277,- 


Gction—19th cent —Hist. & crit 


1 Engtieh 2. Naturaliem to liters 
ture. 3. Literature, Camere Freach end 
od Fren 


ish 4. Literat 
Comparative—Englieh and ~~ — 
B ww 
Library of Congress PRSTS.FT 
37b1, 823 808 


Pries, Adelaide Lisetta, 1871- 


Forsyth Caw By Adelaide L. Fries. Salem, North 
Carolina. 1898. Winston \N. C., Stewarts’ printing 
house, 1898. 


3p. L, 122 p 2 pl, 3 amps (incl double front) 2 plans 184”. 


1. Forsyth Co, N. C—Hist 2 Moravians in North Carolina 


Library of Congress F262F7F9 


1 Ze2, 


(Pries, Adelaide Lisetta, 1871- ed. 

Funeral chorals of the Unitas fratrum or Moravian 
church. Raleigh, !J. C., Printed by Edwards & Brough- 
ton, 1905, 

Bp mm 


Introduction, “The trombone choir”, signed: Adelaide L. Fries, Winston- 
Salem, N.C. 


1. Moravians—Hymns. 1. Moravians. Liturgy and ritual. 1. Tithe. 
2m 
Library of Congress M2177.F9L 
el, 


——- -—— Copy 2 
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Fries 


Fries, Adelaide Lisetta, 1871- 

Historical sketch of Salem female academy. By Adelaide 
L. Fries. Salem, N. C., Crist & Keehin, printers, 1902. 

22 =. 


1 Salem academy and college, Winstoo Salem, N C 

110% 
LDT251 WTRFT 
aqibl, 


Library of Congress 


Fries, Adelaide L. 

The Mecklenburg declaration of independence as men- 
tioned in records of Wachovia. By Miss Adelaide L. 
Fries. Raleigh, N. C., Edwards & ‘Broughton printing 
company, 1907. 

lip. front, facsims 2297 

Reprinted from the Wachovia Moravian of April, 1906. 


1 Mecklenburg declaration of independence 


Library of Congress E2159. P91 


Fries, Adelaide Lisetta, 1871- 

The Moravian church, yesterday and today, by Adelaide L. 
Fries ... and J. Kenneth Pfohl .. Raleigh, Edwards & 
Broughton company, 1926. 

x1, 153 p. front, plates 19°. 

“Moravian books” p. 06,06 


1. Moravians—Hist. 2 Moravians tn North Carolina, 3 We 

N. C.—Hiet. 1. Pfobl, John Kenne* 187¢- joint author. u. Tite 
Be 130606 

Library of Congress 


Copyright A 897427 


BXSS65.F7 
aif, 


Fries, Adelaide Lisetta, 1871- 

The Moravians in Georgia, 1735-1740 ,by, Adelaide L. 
Fries Raleigh. N. C., Printed for the author by Edwards 
& Broughton ,“1905, 


282 p. front. plates. ports. map, plans, 19°. 





1, Moravians tn Georgia. 1 Title 
5 sees 
Library of Congress BXAS6T O4FS 
_ Copy 2 F200 MArO 
Conrright A 10R268 a38e, 
Fries, Adelaide Lisetta, 1871- ed. 


Records of the Moravians in North Carolina, edited by 
Adelaide L. Fries 
a" Edwards & ‘Broughton printing company, state print- 
ers, 192% 

’ , iiiue (music) plates (incl music) porta. mepe pak nn ng fei) 
| — 24° (Publications of the North Carvliaa bistorice! 

“... The Wachovia aspen sre oow ip (be Salem archives 

them the foi 





lowing pegee ty bs er | ee nd Tea i 

are trnnsioted ‘trea te tbe ovigias! I — Foreword. 

Conrents —¢. 1. 1752-1771 —9v. re 1782-1776 —*. 3 irre-irm—s. 
1780-1783. 

1. Moraviens io North Csrolios 1 Title 

B7700 

Library of Congress P25 Mara 

— Copy 2 siti, 


Fries, Adelaide Lisetta. 
She tog peters, Wy padialde L. vice. Winston-Se- 
=< . (Edwards & Broughton printing co., Raleigh, 


Bip Us. 
Earty history of Salem, N.C. 


1. Salem, N. C—Hiet. 


Library of Congress 
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Fries, Albert Rudolf, 1869- 


Becbachtungen zu Wildenbruchs stil und versbau, von 
dr. Albert Fries. Berlin, F. Ebering, 1920. 

 p 24°". (On cover. Germanische studien ... hit. 10) 

1, Wildentruch, Ernst + ¢ Adam Ernst von, 1845-1909. 

21-8761 
Library of Congress PT A471 43288 
12, 
Fries, Albert Rudolf, 1869- 
Goethes Achilleis. Von Albert Fries 1. Berlin, 


F.. Fhering, 1901 
ip. Lt 4, awit p 224° (Berliner beitr zur «hen und 
romanis hen philologre aan Germanische om no fh 
No more published (1916) 
p 1-61 appeared as the author s imaugura! dissertation, Berlin, 1901 


1 Goethe. Johann Wolfgang von. Achilleis 
16-2550) 
Library of Congress PD2SBS no 
Fries, Albert Rudolf, | 4#))- 
Jatin beohbachtangen zu Grillparzers stil und versbau, 
t exkursen zu Kile nba ocks, Goethes und Shakespeares 
tik 1 Ir, Albert Priv Berlin, FE. Ebering, 1922 
we ue Ided tp Germansehe studien .. breg. von dr. F 
Kher fhe 
parrer, brane, V-D72 
2-10.20 
Aare T2276 F7 


Pries, Albert Rudolf, 1869- 

Platen-forschangen. « Zu dem cramatischen nach- 
lax» o Zu den werken und tagebichern. Von dr. Al- 
bert Fries. Berlin, E. Ebering, 1903. 

2 s-1Hp we 
when phil bae xe 


(Berliner hevtrage rur germamsechen und romam- 
Germanische abt no. 13) 


1 *Platen-Hallermunde August, graf von, 1796-1835. 


4+ 18573 Revised 
PT 2448. ZSF7 


«726d, 


Lobrary of Congress 


Fries, Albert Rudolf, 1560-1926. 

Stulbeobechtungen zu Goethe, Schiller und Holderlin, von 
dr. Albert Fries; aus dem oschlass herausgegeben. Berlin, 
E. Ebering, 1927. 

Par reer - 
Kéited by C. Prien 


(Germanioche stodien aft. 51) 


1. Goethe, Jobene Wi vou, 17-1832 2 Srhiller, 
aA Ry oO a cmmanetin, Prieanen i710 tees. 
Fries, C, ot 
Bie 
Linrary of Oomgres Prat 
a 


Betas, Ahan, 1080- 





za Wilbelm Lj— (Thea- 
weahethe tne 


hre) mit proben angewandter 
asthetik, von dr. Albert Fries. Berlin, E. Ebetiog, 1912. 
401.1 hp mm 
romamechen 


(Added 0-9 germam- 
hen und pio gne eft nur ey A ~ 4 oe 3 ao. 31) 


Lotrary of Congress 


LIBRARY OF CONGRESS 


Fries, Albert. 
Stilistische und vergleichende forsch 
rich von Kleist, mit proben 
Dr. Albert Fries. Berlin, E. 
291, 18_p Bm 
schen philologie EEX 





zu Hein- 
andter scathetik. Von 
bering, g. m. b. h., 1906. 


(Berliner bewtrage rur germanischen und romani- 
Germanische abt. no. 17) 


619105 
Library of Congress 


Fries, Albert Rudolf, 1569-1926. 

... Vergleichende studien zu Hebbels fragmenten nebst mis- 
cellaneen zu seinen werken und tagebichern. Von dr. Albert 
Fries. Berlin, E. Ebering, 1903. 

it Ul niechen usd 
2oi@p.ilt ae Le epally ng Fy te yo 
manieche abt. no. 11) 





1 *Hebbel, Friedrich, 1813-1888 


819800 Revised 


Library of Congress Przzee Fes 


Fries, Alex., & bro., ine. 

Manual for compounders. rectifiers and cordial manufac- 
turers; ready reference and helpful suggestions with tables 
and formulae. The result of years of experience. Cincinnati, 
O., A. Fries & bro., inc.; New York city, Fries & bro. ,“1933, 

ep me 


Blank pages for “Information and private formalise” (38-46) 


1. Liquors. 1 Tithe: Compounders, rectifiers and cordial manufec- 
turers, Maoual for onan 
Library of Congress TP. Fe 
— ———Cagy & 
Copyright A 67824 3 63 8 
Fries, Alfred, 1880- 


Amerikanische gerickte (American dishes) illustriert; 
eine sammlung praktisch erprobter gerichte, von Alfred 


Fries Chicago, Ill. 1915, 
2p. 1, 191 p front. (port.) illus. 179° 19 
1. Cookery, American 1. Tithe 
1-151 
Library of Congress 7TX721.F7 


Copynght A #169 


Fries, Alfred, comp. 

The blue book of American dishes ... « quae of ap- 
proved recipes as practiced by professional cooks in the 
American catering industry, collected by Alfred Fries... Chi- 
cago, Ill. ,“1926, 

Sp.1, O23) p Men we. 


1. Cookery, American. 1 Tithe 
37-14178 
Library of Cougress TXTIO.FOTS 
Copyright A 0061273 a 


Pries, Amos Alfred, 1873- 
The battle-sight. By Maj. Amos A. Fries ... 


(Jn Professions] memeira, Corps of engineers, 0. 6. army, and 
department-ct-iarge. Washington, 1914. ™ toy 2 -192) 


1. Firearme—Sights 2 Battle-sight, .3. Small-arme battle-sight: 
Eswa 
‘Thie from U S Engineer School Libr. Printed by L. C 





Fries, Amos Alfred, 1873- 
Chemical warfare, by Amos A. Fries ... and Clarence J. West 
ist ed. New York ,ete., McGraw-Hill book company, inc., 
1821 


=i, 445 p. incl. front. (port.) iius., diagra. 21°. 


Gases, Aspbytiating and poisonous War use t West. Clarence 


aan 1886 Jott author. no. Title 
21— 16752 
Library of Congress vGeT FT 
Copyright A @24535 Sez, 


Fries, Amos Alfred, 1873- 
Chemical warfare and the engineers. ,By, Amos A. Fries 


in The Military engincer. Washington, 1934 30°. vol. 
no! be, p 1ae-1as. tes) ~_ 


1. U. 8 —army | warfare service. 2 Gases, Asphyxis 
and polsosous— War use t Tithe. “ 
rsma 
Beer School Libr. Printed by L. C. 


a 


Title from U 8 Engi- 


Fries, Amos Alfred, 1873- 
Chemical warfare in attack. By Amos A. Fries 


(in The Military engineer. Washington, 1920 30°. 


1 ; 
Pp. 454-461. illus) a aatacties 


1. Gases, Asphyxiating and poisonous—W ar use 1. Tithe 
ES 23-55 


Title from U S. Engineer Printed by LC 


Schoo! Libr 


Fries, Amos Alfred, 1873- 

Communism unmasked ,by, Amos A. Fries. 
D. C., The Georgetown press, ‘1937, 

4p 19. 


(Washington, 


37-6176 


Ly 


Fries, Amos Alfred, 1873- 
The failure of the Austin dam. By Capt. Amos Fries . 
(Jn Professional memeire, Corpe of 
ities.) ” 





U. S. army, and 
912. 23. v4 pe eet. 


1. Austio dam, Pa. 
Wer 12-7 


U. 8 Engineer ech. Libr. 


for Library of Congress TALPSS vol. 4 


104001, 


rh Ties, Amos Alfred, 1873- 
General George Brinton McClellan. 


ho ee Se Lee t 
ce m3. 27 





S army, oad Engineer 
vp ew eor-ai2 port.) 


1. McClellan, George Brinton, 1826-1885 
ESi¢u 
Printed by L. C 


Tithe from U.S. Engineer Schoo! Libr 








(Fries, Amos Alfred, 1873- 
Gen. George Gordon Meade. 


(/= Protessiona! 


Gepartment-at-large Washington, Sta S Sp = 


Kopecs 
pert.) 


1. Meade, George Gordon, @15-1872 
ESis# 


Title from U. S. Engineer School Libr. Printed by L. C 


(Fries, Amos Alfred, 1873- 
Lieutenant-Colonel David Du Bose Gaillard ... 


\/m Professions! eogincers, y. 
department at-large a 


wemare Corps of os Eagiscer 
Washington, 1914 + & p 130-194 pert) 


1. Gaillard, David Du Bose, 1859-1913 
ESis¢z2 


Title from US. Engineer Schoo! Libr Printed by L. C 


Fries, Amos Alfred, 1873— 

Los Angeles harbor. By Amos A. Fries 

(so Peetesstons! semeten, C of engineers, U. #5 eran, ond Sot 
neer department-at-large. 1912. 23°. 
iNes, diegrs) 


1. Les Angeles— Harbor. 
Wer 12-1 
VS Engioeerech. Libr. 
for Library of Congress TALPSS vol4 
a1, 


Fries, Amos Alfred, 1873- 
a James Birdseye McPherson. By Maj. Amos 
5 Ss .. 


v. 6 mn, 6 ee 


(So Dectuaienes exneaion, Cosme of ean, 
department-at-large. Washington, 1915. * 7 p 378-302. 


(freat.)) 


1. McPherson, B 1828-1864 
. pan Eee ESis~ 


Title from U. S. Engineer School Libr. Printed by L. C. 
Fries, Amos Alfred, 1873- 


pa rivers and harbors congress. By Capt. Amos 
A. Fries .. 


(Jn Professional memoirs, Corps of engineers, U. 8. arm: 
department-st-large. Washington, 1912 23%. ¥. 4, p nt kar 


National ome ge harbors 


1, National rivers and har- 
et congress, 


ashington, D. C, Dec. 6-8, 1911. 
War i28 


Title from U. S. Engineer Schoo! Libr. Printe? by L. C 


Fries, Amos Alfred, 1873- 


Random notes on eagacuing in the Philippine Islands. 
By Capt. Amos A. Fries .. 


(/m Professional memoira, Corps of engineers, U 
Gepartment-at-lerge. Washington, 1910. 23™. . it at, Sm 


1 Military engineering— Philippine Islands 2 Wharves 
War 11-212 


Tithe from U. S. Engineer School Libr. Printed by L C 
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Fries, Ames Alfred, 1873- 
gene ¢ eate pig Genigee 


‘ems wv ss. we. vol 
ae Tn = 


:By, Ames A. 


1. Marine borers, 2 Wood—Preservation, 1 Tithe 
Bemis 


‘Title from U. 6. Engt- Beer Echool Libr. Printed by L. O. 


Fries, Aug. de. 

Die gefubisbildung und der volksscbulunterricht. Eine 
zeitgemisse padagogische betrachtung, von dr. Aug. de 
Fries Wittenberg, R. Herrosé, 1890. 


@p 2 


1 Educational psychology 
Eil-207 


Library, U.S. Bur of Educanon LB10S1 FB 


Fries, Auguat de 

Die substanzenlehre John Lockes, mit beziehung auf 
die Cartesianische philosophic kritisch entwickelt wad un- 
tersucht Bremen, Buchdr. von H. M. Hausehikd, 1879. 


1,77 zee 


7p. tt 
Jena 


2p 


Inaug dis» 


1 Locke, John, 1632-1704 2 Matter 1. Tithe 


18-1596 


Library of Congress Bl28 SAF? 


Fries, Bengt Fredrik. 

A history of Scandinavian fishes. By B. Fries, C. U. 
Ekstrém, and C. Sundevall. With colour 
W. von Wright and text illustrations. 


Fries 


Fries, Carl, 1910- 

Geology and ground water of the Trout lake region, Vilas 
county, Wisconsin ,by, Carl Fries, jr. 

(In Wisconsin academy of eciences, arts and letters. Transactions. 
Madison, Wis, 1938. 25°°. v. 31, p. 305-327 incl. map, tab. diagra.) 


Crem Re ennai thea So So Renate guages ent a> 
ure! history survey. Notes and reports, po. 
“Literature”: p. 822. 


ter, Underground— Wisconsia 


1 We Vilas co. 2 Geology— Wiscen 
aio -\\ias co. 


AD 7 


io. Univ. Library 


Wisconal 
for Library of Congress {A836.W7 vol. 31) 
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Fries, Charles Carpenter, 1887- 

American English grammar; the grammatical structure of 
present-day American English with especial reference to social 
differences or class dialects, by Charles Carpenter Fries 
The report of an investigation financed by the National council 
of teachers of English and supported by the Modern languege 
association and the Linguistic society of America. New York, 
Lendon, D. Appleton-Century company, incorporated ,“1940, 


wip. 21, S18 p diagra 24". (Half-titie: Nationai council of 
teachers of Eoglish, English mooograph. no. 10) 


1 Engiieh language Grammer 2 Americacioma t Tithe 
41—MT 
Library of Coogrem - PEe2s11 FT 
42m", AD 


Fries, Charles Carpenter, 1887- 

English word lists; a study of their adaptability for instruc- 
tion, prepared for the Committee on modern languages of the 
American council on education by Charles C. Fries ... with the 
cooperation of A. Aileen Traver Washington, D. C., Amer- 
ican council on education, 1940. 

tx, 100. diagre. 23". 

Bibliography p. 86-107 


1. Enatish ery 5 aod Kye. 2 Vocsbolary 1. Traver, 
Alice Aileen, 1906- on modero languages. im. Tithe 
o so 
Library of Congress PEIM0FT 
2g, 43 


— eo 1887- 





completed by Professor F. A. Smitt .. Stockhol 
Norstedt & sdner; ,ete., ete., 1893-95) _ 


2v. tus. Mi. and atlas of um col pl A. 


PESTO Tir oo 


‘ishes— Scandinavia Ekxstrém, C. U., joint author Sunde 
wail at en 1801 - “iar, ‘joint author om. Wright, Wilhelm von. 
F 17-160 
Library, U. S. Bur. of Fisheries 
Fries, Bengt Fredrik, 1799-1839. 
Skandinaviens fiskar. Malade efter lefvande exemplar och 
ritade p& sten, af Wilh. von Wright. Med text af B. Fr. Fries, 
cu och C. J. Sundewall. Stockholm, P. A. Nor- 


stedt & siner, 1836-48. 
1p. b, tv, 222, 2), 140, 44, 2) p. GB pl. (mostly col.) y™ 


Fishes S-wndine 1 Eketrém, C U., 1781-1858, joiat aut 
wanders, Car dar i801 18TS, joist eutbor, mt Wright, 
vo, 


witaetes 
A112 
Berverd univ. Library 
for Library of Congress yasTb1-, 
(Pries, Cc A i 


The 2 little injuns. Cincinnati, P. G. Thomson, *1883. 
cover-title, 18 p illus. (part col.) 2717 

Text begins on verso of tover 

In verse 


ca 15-99) Unrev'd 
Library of Congress 


Copyright 1883 3190 


617 


posteteest future with shall and will in modern 
esol, ates by raat by Charles C. Fries... (Baltimore, The Modern 
P.A. of America, 1925. 


othe 63-104. dag 


Thesis (ru. a) — pag ~ DL St ~ 4 
“Reprinted from the Publications of the Modern language /ssociapoe of 


Thesis 

1. English Auxiliary verbs =. Tithe =. Tithe: Shall and 
will mm modern 

115909 

Library of Congress td 

Univ. of Michigan Libr. creel = 
Fries, Charles Carpenter, 1887- 

o ene ae Sete Entity ty Gate C. Fries ... and 

ra E. Heminger ... Arbor, Mich., 1941. 
Spl. 18Tp diagr. 274°. 
Reproduced from type written 


auther. a Tithe. 
ewm 
Litrary of Oongres PRUs 
ce ) 7 
Fries, Charies Carpenter, 1887- 


The teaching of literature, by Charles Carpenter Fries 
James Holly Hanford Harrison Ross Steeves New 
York, Newark ,etc, Silver, Burdett and company ,°1926, 

Wethimap 

“Selected refereoces” at eo4 of each chapter ercept the ret 


= 2a 
Library of Coagress 
Copyright 4 90104 








Fries 


Fries, Charles Carpenter, 1887- 


The teaching of the English engeen ty Gusts Carpenter 
Fries New York, T. Nelson and sons, 


4p L187 p> Gagr. 1047. (Holf-title: Nelson's English series) 
“Selected references” at end of cach chapter. 


1 Engliad language Study and teaching 1 Tithe 


Library of Congress Pres COT 
Copyright A 1006575 (ot, 


Fries, Charies Carpenter, 1887- 
What is good English? A series of essays on the dard 


LIBRARY OF CONGRESS 


Fries, Elias Magnus, 1794-1878. 

Anteckningar Ofver de i vaxsande étliga svamper. 
Utgifne af Elias Fries Upsala Lelie ont Sete, irae 
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1 Mestre 


U.S Dept ofegr. Library mervian 
for Library of Congress yasibl, 


Daten, Eine Hageen, 1906-6008, rome. 





of acceptable grammar, pronunciation, and vocabulary, by 
Charles C. Fries Ann Arbor, C. C. Fries, 1940. 


2p l.vip we 
“Selected references” at end of each chapter 


1. English language — Grammar—— 1870 
Proauocation 1 Tithe. 


2 English language 


A4l-a1 
Miporecta Univ Libr 
for Library of Congress 12, 
Fries, Egon. 


Die syringomyelie im senium, von dr. Egon Fries. (Mit 
tafel » und 2 abbildungen im text) 
(in Vienna. Universitit. Neurologisches institet. Arbeiten. ie 
sig and Wien, 1906. 26°°. bd. xin, p. 170-193. illes., pl v (esl.)) 
At bead of title: Aus der u. Medizin. Klinik und dem Nevrologt- 
seben institote an der Wiener aniversitit. 
“Literatur”: p 188 


1. Syringomyelia. 2 Old age— Diseases. 
4C% 1725 
‘Tithe from Joba Crerar Libr. Printed by L. C 
2) 


Fries, Elias Magnus, 1794-1875, prases. 

Adami Afzeln Fungi guineenses, quos ad schedules et 
specimina inventoris, descriptos, venia ampl. fac. phil. ups 
preside mag. Elia Fries ... p. p. Carolus Mauritius Nyman 
pars 1 Upsaliae, excudebant Regie academia typographi 
(1887, 

2pies > maa 


bibrery 2 Crap atesien Dissertationes acedemicae (Fries, 
BM) Upmnia, 908 
more pobilabed 


Pungi—Gulore 2 Boteny, 1. Afsetius, Adam, 17%0- 
wat m Nyman, Cari Msurits, vita, 1816 1982, respondes' 
AET h O 
Library, U. 8. Dept of Agriculture 42F01A 
Library of Congress QRA FS no. 116 
n30d1, 


Pree, cuss Magnes, 1794-1878, prasses. - 
Aro cesorestenciingerns nagot bildnings-medelt En litte- 


rir str.dsfrige Upsala, Leffler och 1 ,1842, 
a tiv. 
ry collection Diasertationes academicae (Fries, 
= MM) Upasie. no 
—Opesle (ptr: B Om 





+o. 
C Grondberg, respondents) 7 Brit woe (Nat. iat) we 


end text vostiavoas. Titlepage for pt. 1 only. 
Reprinted in Fries’ Retaninka atfiyeter, + 1} ed. 1, 1843, tty, 
1-40; an4, with Pe Res io ed. 2, 1888, ¥. 1, pt 
IT Rereret batry “area and tecning . Cen, On. 
epretent respondest. mi. Grundberg, He- 
Tas 


bt add 


Library of Congress QK2 FEB so 05-87 
a 


Pries, Elias Magnus, 1794-1878. 
Anmarkningar éfver de i Sverige vixande pilarterna och 
deras ckonomiska nytta, af FE. Fries, Upsala, Wahistrom & 





Fier Betsstshe wityeier ¢. 3. 1086. 
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gar ofver de i Sverige vixande itligs svampar . 
Upale, Palmblad, Sebell & c., 1836. 
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ir Congress collection. Dissertationes academicee (Fries, 
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1s@1, 
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Library Stages 31, QKIFS 00101-1068 90-19023 


Fries, Biles Magnas, 1194-1678, pracses 





Boleti, generis, i Upsalie, excude- 
bant Regie academia typographi ,1835, 
ip lMp 1. 
ry of Congress collection: Dissertationes academicae (Fries, 
BM) L 


no. 1. 
—Upeala (C. T. Ok, respondent) 


1. Boletus. 1. HOk, Fredrik Christopher Theodor, 1607-1877, re 
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30 18347 
Library of Congress QES.FSS 0.1 
Fries, Elias Magnus, 1794-1878. 
Botaniska utflygter. En samling af strédda tillfal- 


lighets-skrifter, utgifne af Elias Fries ... Upsala, N. 
. Landequist, 1843-64. 
dy. 21-224" 
1 Botany—Collected works. 
2 10568 


Library of Congress QKIFS i643 
Fries, Elies Magnus, 1794-1878. 
Botaniska — En aes af stridda Kom | 


hets-skrifter, utgifna af Elias Fries... Stockhol 
Haggstrom, 1852-64. 


ay. =o 
Vol. 1, 2. iversedda och yilipta upplagan. ° 1883. 
a 


1. Botany. wen 


Library, U. & Dept of Agriculture 462FV1 
Fries, Elias Magnus, 1794-1878, pracses. 
inkt- 1 excursioner (pt, 14. Upsale, 


Parts 1-8 reprinted with some ebridgmest io Fries Botaniehe etfiye 
ter, v. 1, ed. 1, 1848, re of, SS 8 PU 4 reprinted 
curbiog, +. 6 1884, p. 
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Fries, Elias Magnas, 1794-1878, prasses. Botaniakt-anti- 
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agit? Sao omntes. of G. Martie, Cataicgus disputationam  1820- 


Comrente —pt. 1-3. Den fOreta Ofver grekernes Nympheaceer —pt. 4 
(mp of asiagens stambend 4 ¢ samiand 


n. Garten, Oaseat Leonard, 1808-1840, respondent. mi Carteten, Bles 
August, 1610-1874 rv Lowenadier, Car! Oscar, respondent. 
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Library of Coagreass QKS FS oo 1ll-1 
Copy 2 ™m.:2" 
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Fries, Elias Magnus, 1794-1878, pracses. 
Clavis in familias plantarum indigenas 


debant Regie acad. t 1836, 
Tra) a" | ea 
attra S See Saates Dissertationes academicae (Fries, 
) Upaaia 
Di- Teasle (a. J, Presete, 
jacorpora: 


Upsalia, exen 


Afterwards |) 


4 suerene 
Botany Classification 2 Botany Sweden i Franséa, 
pet. 1815-1857, reapoad- ‘eat. 
Library of Congress QKS FS oo B 
(1, 


Fries, Elias Magnus, 1794-1878. 

Commentarius in cel. L. Quéletii disertationem: “Sur la 
classification et la nomenclature des hyméniés”, in “Bulletin 
de In Société botanique de France 1876” insertam. Seripsit 
E. Fries. Upsalie, typis descripsit Ed. Rerling, 1876. 

Ipl. Wp m= 


Reprinted from the “Bolletin de is Société botanique de France”, 
+. 24, 1877, p. 72-79. 


1. Mymenomyertes, 2 Quélet. Locten, 1532-1888. Ser in ciassifica- 
thon ef In nomenclature “tes byménits 
‘BO 18344 
Library of Congress QKOSe HORS 


7 Elias oom 1704-1878, ) presses. 
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collection: Dissertationes academicae (Fries, 


aw U 
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mae” more published G. Marlin, Catalogues Gispotationam . 


nani, 15s 1008, renpondent - 


90-1921 
Library of Congress QKI FS no 
Fries, Elias Magnus, 1794-1878. 


—_ florarum provincialium Suecia. 1. Floram 


scanicam scripsit Elias Upsaliz, is Palm- 
blad, Sebell & c., 1835. ve 


xxiv, 212 p, 11, 21-38 p fold tab 21)™. 
No more pubhshed 


1. Sweden. Botany. a 


Library, U. S. Dept. of Agriculture 499F91C. 


_ Elias Magnus, 1794-1878, praseses. 
De historiae naturalis studio controversiae, 
Upsalia, excudebant Regi acad. typographi , 1836, 
2p.@6p =. 
Library of collection: Dissertationes ecademicae (Fries, 
EM.) Upssia, no. 
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1, Nataral bistory— Steady and tesching 1, Betrém, Kari Fredrik, 
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Fries, Elias Magnus, 1794-1878. 





Elenchus fungorum, sistens commentarium in Systema 
mycologicum Auctore Elia Fries Gry phiswaldiae, 
sumptibus E. Mauritii, 1828. 

2. io 1. 199. 

Ke taaued, sane, under ne Systema mycologicum sistens fungorum 

groere vo 
ordines, LS LyX, cognitas, descripstt Elias 

Ao sates eehshetiene cus generum, specierem ef synonymorem in Elise 
Fries Systemate ejusque ‘Eleocho fungorum’ 
enumeratorum” was issued ,1832, 

1. Fungi 
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Library of Congress QKe0s Fv2 

(8242, 


Fries, Elias Magnus, 1794-1878. 


Epicrisis generis hieraciorum. Seripsit Elias Fries. (Up 


sala, 1862, 

3, 154. pa oa «(0 penta Votversitet, Arsskrift, 1862 Me 
thenatik A. baturvetenskap 

1 Hawkweed 

30-1843 
Library of Congress AS26407 1a 
Seperate QH495. N6SFT 
14001, 
Fries, Elias Magnus, 1794-1878. 

Epicrisis systematis mpectagial seu Synopsis hymenomyce- 
tum. Scripsit Elias Fries. Upsaliae, sumtibus suctoris, 1836- 
38. 

ipl, st, 2, 0p m2. 

Two tite pages. 

1. Hymenomycetes. 

Agr 3-118 

Library, U. 8. Dept. of Agriculture 442FVIEp 

(2h, 


Fries, Elias Magnus, 1794-1878. 


Flora ballandica Part. prioris sectio )-x, Lunda, 
typis Berlingianis, 1817-19. 

199, 45-46 p. 199™ 

In 10 parts, each with special a not counted in the oe 
special title-pages followed by a es im ~ not counted ; r5 > 


p. 45-46 (with corrections) duplicated at 


The special tithe pages give name of ouner and also of the student who 
carried on the investigation of each section 


1 Botany—Sweden— Halland. 


Library of Congrefs QK327 Fs 


Fries, Elias Magnus, 1794-1878, praeses. 

Genera hymenomycetum, quorum novam expositionem 
praeside Elia Fries ... p. p. Laurentius Petr. Laurell Up- 
salie, excudebant Regiw acad. typographi , 1836, 
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Library of Congress collection 


Dissertationes academicne (Fries, 
FB. M.) Upsala, ao. 30. 
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Library of Congress QKS.FSS no. 30 


Fries, Elias Magnus, 1794-1878, nual 
Grunddragen af Aristotelis vextlara ... Upsala, Lefer och 
Sebell, 1 


2. 
Spt iniv. 21497. 
Library pay collection; Dissertationes academicae (Fries, 
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pa ts) 
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with the exception of p. 43,48 (Bihang) in Fries’ Bo 
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30 - 18354 
Library of Congress QKS.FSS oo. 52-4 
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CATALOG OF PRINTED CARDS 


Fries, Elias Magnus, 1794-1878 


Hymenomycetes europaei sive epicriseos systematis mycolo 


gici. Editio altera. Seripsit Elias Fries Leipzig, Dr. W 


Klinkhardt, 1937 
2p, 7%, p 21”. 
“Unverinderter nachdruck der auflage roo 1874" 


1 Hymenomycetes 2 Fungi— Europe 
3 em) 
Library of Congress QKe20. ores 1607 
3 Seu 


Fries, Elias (Magnus, 1794-1878. 
Kritisk ordbok dfver svenska vixtnamnen, af Elias 
akademien. Stockholm, 


siv, 177, 1, p 1”. 
“Anforde firtattare": p. xliip-xiv 


Subject entries 1 Plant namee, Popalar—sweden 2 Botany Sweden. 


on 
Library of Congress, no. QEIS. Py. 

Fries, Elias Magnus, 1794-1878. 
Lichenographia europ#a reformata. Premittuntur 


lichenologi# fundamenta. Compendium in theoreticum 
et practicum lichenum studium, conseripsit Elias Fries 
Lundae, typis Berlingianis, venditur apud E. Mauritium, 
Gryphiae, 1831. 


cxx 460. 2™ 


1. Lichens— Europe. 
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Library of Congress QK59. A2F9 
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Fries, Elias Magnus, 1794-1878, prassse. 
Monographia amanitarum Sueciae Upsalie, C. A. Leffler 


(1854, 
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1 Amanita 1 Klingberg, Emenuel Kout, 1825-1905, respondeat 


30-19215 
Library of Congress QK3 FSS a0. 87 


Pries, Elias ) Magnus, 1794-1878, prasses. 


Sueciae 





P Upsalia, C. A. Leff. 
ler ,1854, 


Iiplw@p =@. 
Dissertationes academicae 


~Upaaia AL2 A. Wikander, respondent) 
Mopographia bymesomycetum Suecise ¥ 1, 


(Fries, 


1. Armillaria 1 Wikander, Petrus Augustus, respondent 
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Library of Congress QE FS no 


Fries, Elias Magnus, 1794-1878, 
Monographia clitocybarum Sueciae 
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2 one collection Dissertationes academicae ( Fries, 


" Upsaliee, C. A. Leff- 
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Lidrery of Congress QKI FSS vo 1-88 
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Fries, Elias Magnas, a aga 
Monographia collybiarum Sueciae . 
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Library of Congress QKI OS no OO 


Fries, Elias Magnus, 1794-1878, pracecs 

Monographia cortinariorum Sueciae 
reg. eced. typogreph., 1851 
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1857 mit einem vorwort von prof. dr. S. Killermann Leip- 
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for Library of Congress (QKe& He } 
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Fries. Elias Magnan, 1794-1878, prasees. 
Monographie lepiotarum Sueciae Upsslia, C. A. Leffler 
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brary of i = collection Dissertationes acedemicee (Fries, 
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Monographia mycenarum Sueciee .. p. 1 Upsalia, C. A. 
Leffler 1854, 
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Library of Congress QKI FS so OO 
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Novw schedule eritice de lichenibus suecanis Lunde, 


litteris Berlingianis, 1826. 
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Library Congress collection Dissertationes academicae (Fries, 
~Leod (pt. 1: CP Bkegrees: ge . 9. Seman: pt. mt: 
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Pries, Elias Magnus, 1794-1878. 

Novitiae florae suecicae. Edit. altera, auctior et in 
formam commentarii in cel. Wahlenbergii Floram suecicam 
redacta. Londini Gothorum, ex officina Berlingiana, 1828. 

1 Mp 1 
“Masel, wuctore NS. O. Abnfelt™: p. 200,-302 


1 Boteny—Sweden 2 Wablenbers, Goran, 1780-1851. Flove ave 
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we 
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Fries, Elias Magnus, 1794-1575. 

Elie Fries . Novitiae florae suecicae, FE:dit. altera, anctior 
et in formam commentarii in cel. Wablenbergi: Floram sueci- 
cam redacta. Londini Gothorum, ex officina Berlingiana, 1425 
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—- Novitiarum flore suecic# mantima prima. Accedit com- 
mentatio de salicibus. Auctore Elia Fries. Lunde, ex off. 
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op oF (|Wih Fite Fries . Novitioe Goree enericae, 198, 
tartetce vmly ans third “mantiann 
“Indes erarrom in nevitionne mantiont« 1, ni: p B-IM 


Flie Fries ... Novitiae 
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Observationes mycologice. Auctore E. M. Fries 
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Fries, Elias Magnus, 1704-1878, praeses. 
Ofver vexternes namn Upsala, Letter och Sebell, 1842. 
4miniv oF 
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Fries, Elias Magnus, 1704-1878. 
Plantarum vascularium in regione Meleri orientali-boreali 
sponte crescentium synopsis Upsaliae, P. Hanselli, 1848, 
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Cpasia' pts 0. J. Ldndeber, rapoudeat and eather “oO 


Paging rt text continsous. Titlepege to pt. m sot inctuded io 
Dagtoation 


1 Botany Sweden Miler (Lake) Keléo Magnus Vilbeim, 
1822.1005, respondent. « Lindeberg, Cart ye — 1815-1900, 
ext 
‘8018880 


Library of Congress QK3 F830. 71-73 


Fries, Elias Magnus, 1704-1878. 
Queletia, novum lycoperdaccorum genus, accedit nova 


Gyromitre species. Seryeit FE. Fries. Stockholm, 1871, 
pina’ oe 
Caption title 





Ofversiat af Keng! vetenstayenkedemiens Fir witinger, 1873 
hel Stockheln 
1, Queletia. 2. Gyromitre 
O- 186 


Library of Congress QkKu29 G2F7 


Fries, Elias Magnus, 1794-1478, pracses. 
Schedulae criticae de lichenibus suecanis 
Ibe Hy sy om 
3 pe oi z 


Py Ll collection Liissertationes academicer (Fries, 
eM) ) Leeda, no. 14-16 
|e Lead (ptt as y. Erland-son; pt um: A. Anderson; pt. mi 
Bostréu, 


Lundae, literis 





L 
Pasion and text alone Separate title-pages aod a preliminary 
leaf (pt. 1) not included io pagiaation 
lao inaued without dixsertation title-pages as fuec. tiv (1824) of 
Schedule, —Nove schedule, critice de lichenibus exsicentix Suecia, 
-Etv, 1826-33 (Fries, Stenhammar nod Ljonzetedt) cf. Krok. Biblio 
theca betamica suecnan (1025) 
1 o Sweden 1 Andersen. 
trim, Lares Anders, stg soT 
P.M... respondent 





rexpondent 1 Ro 
‘ut Wt. Eeelwodssop, 





30-18341 
Library of Congress QK3.FSS no. 14-16 


Price, Biles Magnes, 1794-1878, praeses. 





et 
Ekonomisk afhandling Upsala, Tryckt hos Leffler “och 
Sebell, 1836. 
2 pt wie. 24) 5 205" 
Librury of Congress collection Dissertationes academicne (Fries, 
FM.) Upsala, no. 100- 
pasia (pt. 1: NG. Wennerstrém; pt. 2. & Abiia, respond- 
Also, revised sod greatly enlarged, in Tidskrift fr landt- och kom- 
hr thonomien, Arg 1850, héft 2-4, with title: Aom&rkningar Ofver de 
1 Overige vi: iska oytte, which after 
further revision and enlargement was included in Fries’ Boteotska 
oe. © 3, p. :257,-320. 
Willows 1. Abitn, Erik, respondent. 1. Wennerstrim, Nils 
Owe, 1811, respond ent 
30-19724 


Litrery of Congress QKI FSS no. 106-110 


Fries, Elias Magnes, 1794-1878, prescss. 





Bro... Upsalic, 


Plante 
Leffler & Sebel, 1839-40. 

2ptiniv. oe 

aint of Congress collection: Dissertationes scademicae (Fries, 

i) Upesia, 20 50-61 

af A (pt. 1: J. A, Schagerstrém, respondent and author; 
2 AG Miderbaum, respondent 

Paging end tert contioucus Tithe-page to pt. 2 not included in pagi- 
nation 

1 Metany Sweten —loslags Bro. 1 Schagerstrom, Johan August, 
181% 1807, respondent. ut. Séderbaum, ‘aaaere Gustaf, 1820-1875, re 

30—18853 

Library of Congress QKSFS 00. 0-51 

@ibl, 


Fries, Elias Magnus, 1794-1878, pracses. 
Plante vasculares circa Quickjock Lapponiw Lulensis 
Wahlstrim & TAstborm ,1844-45, 





Library of Covaress collection: Dissertationes academicee (Fries, 
EM) Upssia, co. 6-48. 

eee Im 5. Sateen, mapretet) 

Peging end it cottinuous. Title-page and prelim. lesf to pt. m 
net tatoos to ¢ 


German transiation im Flora, ¥. 90, 1867, p. 431-439, 447-404 


1 Botesy—Laplend 1 Andersson, Nils Juhen, 1871-1880, reepond- 
ont 


30-1830 
Library of Congress 


Qu; so GO 


ij iska natur-myther jemnférda med grekernas 
i ae Wi ahistroem & LAstbom ,1812, 
Sp lLnbp wa 
Library of —- collection: Dissertationes acuiemicae (Fries, 
h. M.) Upsala, vo. 
Dias —Upanta a G. Hultman, respondent and author) 


vay. Senedinavien. 2. Mythology, Greek 
1879, respondent 


1 Hultman, 
Hearts oo 1817 


30 18358 


Library of Congress “KS FS no % 


Fries, Elias Magnus, 1794-1878, praeses. 

Spicilegium plantarum neglectarum. Decadem primam, 
Agaricos hyperhodios sistentem ... praeside ... Elia Fries ... 
p. p. Fransiscus Theodor. Noréus Upsalie, excudebant 
Regie academia typographi 1836, 

2pl.8p MWsih. 

Library of Congress collection Dissertationes acudemicae (Fries, 
EM.) Upaaia, no. 115. 


No more published. cf. G. Marklin, Catalogus disputationum 
1870-1855, 


1. Agaricus. 1 Noréus, Frans Theodor, 1800-1860, respondent 





3O-10726 
Library of Congress QKS.FSS no 115 
Fries, Elias Magnus, 1794-1878, Sys = 
Stirpes agri f t-v1, Londini 
Cathorem, « ex officina Derlingians, 1825-27. 
T pt. in Fad 


Library "2 Congress collection: Dissertationes academicae (Fries, 
FM) Land, no 341 
Dinn—Lond (M. G_ Winding: cont. 1: J. Arrbenius ; 
8. L. Loven: cont. wv: mie coat 97 C.F. 
N. Abnfeit, 
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Ination 
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1. Hotany—Sweden— Femajd. 
Feapomlont s Arthentus, J. G, 


Library of Congress 
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XUM 


Fries, Elias om, 1794-1878. 


Sveriges atli on tin svampar tecknade efter na 
turen under ledning af E. Fries, utgifna af Kongl. Ve- 
tenskaps-akademien. Stockholm, P. A. Norstedt & séner 
kongl. boktryckare, 1861-69, 


Zp L3.2—p sonal pf BO 


Added t-p. 
Issued im ten parts, 1861-9 


| Mushrooms—Sweden. 2 Fungi, Poisonous 1. K Svenska veten- 
skapsakadermen, 


Stockholm. 
S-25114 
Library of Congress QK617 Po 
Fries, Elias Magnus, 1794-1878, preceee. 
d svecicam 





Symbole g: ad 
Lunde, Ex officina Bestingions, 1817-18. 
Ipl,%p 21=. 
Three parts. part oe susstes to ont tastntes te goatee 
Diss —Land (fase 1 J. Nordbolm, respondent ; J. Lindgres, 
respondent ; fase. ut L. 6 Palmquist. respondent) 


1. Gasteromycetes. 2. Botany—Sweden (2 Sweien—Boteny, L 
respondent. ai. 


Nordboim, Johan, respondent. mm. Lindgren. Johan, 
Palmquist, Lars Gastef, 1707-1872, respondent 
Agr 20-471 
Agriculture ¢@2FV18g¢ 
ia 


Library, U. 8. Dept. of 


Fries, Elias Magnus, 1794-1878, pracses. 
Synopsis agaricorum europseorum ..._ p. 1. 
Berlingianis, 1830. 
wp we. 


a 
Diss —Lond (J. U. Ranstedt, respondent) 
more published 


1. Agaricus. 1 Ronstedt, Johan Ulrth, 1818-1682, respondent. 


Library of Congress Qkars wa 


in re Eee, pracses. 
in Svecia 





Synopsis fu 

Upealie, Wahistrim & e, 1853. 
2p .up mr. 
Dies —Upeala (M A Lindbiad, respondent) 


Rydnacee. any—Sweden. .2 Sweden—Motany, 
1 Ledton Matte veo) ‘1821?- 1888, respondent. 
Agr 30-974 
0.8% Dept ofagr. Library worvist 
for Library of Congress fid1, 


Fries, Elias Magnus, 1794-1878, prasees. 
Synopsis generis lentinorum ... Upsalie, excudebant Re- 
giw acad. typographi ,1836, 
15 p. ae 
Library collection Diasertationes scademicne (Fries, 
RM) Zs 
Dies. —Upeaia (J. Sieurin, respondent ) 


1. Leativas 1 Sleorin, Johan Magnus, 1813-1846, respondent 
30-18851 
Library of Congress QKS. FS oo. 51 
Fries, Elias Mageus, 1794-1878. 





Systema sistens fung ordines, genera et 
species, hue uaque cognites, quae ed sormam methodi aturalis 
determinavit, disposuit atque descripsit Elias Fries... Lun- 
da, ex offcina ) Bestingjena, 1821-82. 

Sv.(O me) UE. 

Vols. 2 and 8 each in 2 parts, 

dated 1823-28, and 1! 
me cunptiben Grasse Hisar, 


continuously, bet with specie! 
reepectively. Vol. 8 has imprint 
Meuritelt, wpooca ns weooorxEn. 
E cat ge . 
rmesti i 
“ee rapt ee 
(Continued op next card) 
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nymorum in Elise F Systemate mycologico 
m jae Fries 
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diae, 1832, 
202, 3) p. 19. 
Half -title only. 
1. Pong. 
Library of Congress QKeus ro 
raed) 


Fries, Elias Magnus, 1794-1678, prae- 
ses 
Toporraphia stirpium scanensium 


see his 


Corpus florarum pravinctaliun 
Suecide. 


Fries, Elias Magnus, 1704 1878, process. 
Viren. En botanisk betraktelse 
Leffler och Sebell, 1842. 
int 
gs Sen Dissertationes ecademicae (Fries, 
yine.—-Upania (pt. 1: K. F. Molin; 2M ‘b, respoedents 
Pootas cad tous contionces Tite page to bet ust tatonee to pew 


(pt, 1-2 Upsale, 


nal 

(met 8 band te Library bh 4 Ly YO" Markit ed, T.. 
else in, Cate 
a L . -- 


tine appears in Fries’ Boteniska wtf; 1 
oot. ty teh pty 300; yf tT ey 9 


1 2. Roteny. 8. Phenology 1 Groth, Leonhar’ Magnus, 
181% 1877, respondent u. Molin, Karl Fredrik, respondent. 
30 18887 
Library of Congress are »oe 
a 
Fries, Ellen, 1855-1900. 
Bidrag till ki d om § och Nederland 





nas diplomatioks forbindelser arse Karl x Gustafs rege- 
ring Upsala, R. Almqvist & J. Wikesell’s boktryckeri, 
1883 


Zpl. 4p 2217 


Akademisk afhandling—U psala 
“Anférdas killor”: p. (101-104. 





1. Sweden—For. rel therl 2 For rel —Sweden. 
624883 
Library of Congress 
—— ——== Cagy 2 DL725.5.FSS 
rately 


Fries, Ellen, 1855-1900. 

Sverges sista hixprocess i Dalarne 1757-1763. efter hand 
lingarna i malet tecknad av Ellen Fries. Uppsala, Almavist & 
Wicksellx boktr.-aktiebolag. 1893. 


73 Ln ay avon ~~ 11) Riinnedom om de svenska landamdlen 
ock av 


Forms 50. bft. of the whole series. 


1) Witcheratt—sweden. 1 Title. 
T2440 


Library of Congress Pio01. 88 9. bf. am 6 


(3801, 
Fries, Francis H,. 
see also 


North Carolina. 
campaign, 1918. 


Director, Yar savinrs 
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Fries, George, d. 1866. 

Gyan of Eee Sap Fete, of Cia, 00 Ge hey . 
tion. Delivered in the House of representatives ine. 
February 7, 1646. (Washington, 1846, 
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Library of Congress reso.rv 

— ——— Cagy 2. a a ea 
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Fries, Harriet Aldrich. 

Good health to you, by Harriet Aldrich Fries Woleos: 
N. Y., Printed by the Nash-Spafford prem. ‘1931, | " 
Mp. 1" 

Bibliography p 200 

1, Hygieoe. 2 Diet. 5. Food 

Library of Congress RATO Fee mae 
—~ -—— Copy 2. 
Copyright A 46019 3, eu 
Fries, Heinrich de. 

Sue, as ® B hi See hnitt durch doe 

geben von fl de F de Fries .. 2°29 

ate Mes. plates, plans. 90x 36”. 

1. Architecture—Germany 2 Architecte—Germaay. & Tite. 

Beams 
Library of Congress Nala eT 
a 
(Fries, Henry B ) ed. 


Pa of Robert Curtis true friend, patri- 
ry Ogden, . oe 


citizen, statesman, gen’ 
» +. City, N. Y., Priv. pub. (Country life press; 1916. 
55 p. front (port.) plates, port. group. It. 
One port. laid in. 


1, Ogden, Robert Curtis, 1636-1913. 1. Title. 
G1 
Library of Congress LA2317.0SF7 
Copyright A 423070 
Fries, Hjalma:. 


... Der mann Marius; op Ge eeeaete Gung = 
Per Schwensen. Laipaig, L. Staeckmena, 1935. 
4 2p 1. 


1. Schwenses, Per, tr. a. Title. 
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Library of Congress praeso F143 
Copyright A—Foreign zs083 
a mc 
Fries, Jakeb Friedrich, 1773-1843. 
ven Gott and dr 
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1. Michta, Johane Gottiion, 1700-1014 2% Sebsiling, Pristetee WS 
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Fries 


Fries, Jakob Jakob Friedrich, 1773-143. 
Die geechichte der philosophic dargestellt nach den fort 
echritten ihrer 


rere 3 belong ven Jekob 
Sruaeich Fries ... 





Halle, Verlag der Buchhandlung des 
Waisenhauses, 1837-40. 
=. 


1 Philesopay— Hist. 


LIBRARY OF CONGRESS 


Fries, Jakob Friedrich, 1773-1843. 

Neue oder anthropologische kritik der vernunft. Von Jakob 
Friedrich Fries... Unverinderter neudruck der 2. aufl. (1828) 
Berlin, Verlag “Offentliches leben”, 1935. 

Sv. 2" 

Wi(b reproductions of original ritie pages. 

“Mapuldroct” 


First edition has title: Neve kritik der vernunft 


1. Knowledge, Theory of 2. Reason. 3. Ethics 4. Esthetics 
L Tithe 





1. -41656 
Library of Congress pear Library of Congress B2VTENs 1985 
of asl, a 0) 1989 
Fries, Jakob Friedrich, 1773-1843. Fries, Jakob Friedrich, 1778-1848. 
der logik. Ein lehrbuch zum b fir hische rechtslehre und kritik aller posit on 
sculca Mod vniversitiaes. Von Lag Fri ‘ed Fries .. gibung, mit beleuch tn de bat 


3. auf. Heidelberg, C. F. Winter, 1 
vi lp 19" 


“Ae paragraphen dieses grundrisses schliessen sich die ausfahrun- 
qu tes oyvieme der logit on 


1 Lege 


Library of Congress BCIOS.G4FS 


Fries. Jakob Friedrich, 1775-1843. 

Handbuch der psychischen anthropologie oder der lehre 
ven der natur des menschlichen geistes. Von Jakob Fried- 
rich Fries Jena, Croker, 1820-21 


2: wl 2 


1 Pes: hology 


Library of Congress BFIIS.FT 


(41, 


Fries, Jakob Friedrich, 1773-1843 
Handbuch der rel 





. hil h hil hi 
schen aesthetik. Von Jakob Friedrich Price . Heidel- 
berg, Ber C. F. Winter, 1832. 

™“ » ddded tp 


Handbuch der praktischen philosophie 
ater der philosophischen rwecklehre 2 th) 


1 Relhgem—Philesophy 2 Esthetics 


A 14 2482 


Tithe Sam Unis of Chicago B29761H12 1832 Printed by L. C 


Fries, Jakob Friedrich, 1773-1848. 
Julius und Evagoras, oder: Die schdnheit der seele. Ein 
Philemophischer roman von Jakob Friedrich Fries Heidel. 


berg. « F. Winter, 3822 

a, w_e 

‘el 1. “Zwepte vermebrte auflage” 

1. Tithe 

a3 7184 

Librere of Conaress PTisTS.F20s8 1822 533 08 
Prise, Jakob Friedrich, 1773-1843. 
wr lebren der liebe, des glaubens und der hoffnung, 
far re, 


Die haoptsdtze 
den opdteren uniervichf na jteplince ea ei 


eye = Jakob Friedrich Fries Heidelberg, 
7, 2p 2 
1 Chrtion ethics 
18-12237 
Latrery 01 Congress 


BO76LA 1823 





der g 
beitung des naturrechts. Von Jakob = San, J. 
Mauke, 1803. 


Fries, Jakob Friedrich, 1773-1543. 
Versuch einer kritik der principien der wabrscheinlich- 


keitsrechnung. Bearb. von Jakob Friedrich Fries ... 
Braunschweig, F. Vieweg u. sohn, 1842. 
vi 2), 2p. tables 207 
LP , 
+ 7800 
Library of Congress QAI73 Fu 
tab ly 


B43. 

Wissen, glaube und shndung. Von Jakob Friedrich Fries. 
Jena 1805. Neu herausgegeben von Leonard Nelson, 1905. 2., 
unveriinderte aufl. der neuen susgabe. (Géttingen, Verlag 
“Offentliches leben”, 1981. 


1. Knowledge, Theory of. 














— 1. Neleon, Leonard 1882-1927, ed 
1. Law--Philosophy. 2. State, The. 3. Nateral law. 1 Tithe. - 
MIT 
‘366808 
Library of Congress B2TeWws 1981 (ial) 182 
Library of Congress 
Set, Jons August. 
Fries, Jakob Friedrich, 1773-1843. , moans | by | the use of Be bend alienate | » 
Philosophische rechtalehre und kitik aller positiven  topal ex = == Cd nous Fries”. Waab. 
gesetzgebung. Von Jakob Friedrich Fries. Mit einem ington rint. off. 1907 or 
namen- und sachregister neu hera von der Jakob ae Be | S. Dept. of agriculture. Buress of animal industry. 
Friedrich Fries-gesellechaft. Leipzig, F. Meiner, 1914. ne “ac : 
1p 1, facsim.: xx, 179 p 199" der to ened College . 
neudrucken, bd. a) Agr 7-1325 
Facsimile reproduction of the original edition, Jena, 1908. Library, U. S. Dept. of Agriculture 
1. Law—Philesophy. & State, The 8 Tithe 
34-1T308 
Library of Congress a Mo. 
on Jons 
Prien, Jakob Friedrich, 1773-1949. = a oe 
Beinhold, Fichte und Schelling. Von Jakob Fries ... Leip tigations i in cooperation with the Institute of eninal ae- 
zig, A. L. Reinicke, 1803. trition of the Pennsylvania state co! By J. August 
xp. 11. a4 p wy Fries ... Warhington, Govt. print. off., 1910. 
32 p. inch tables. 23° (U.S. Dept of agriculture. Bureau of ani- 
mal industry. Bulletin 124) 
chene Bcheiling, Fried 1. Calorimeters and calorimetry. (1. Calorimeter: 1. Pennsylvania. | 
Jousph vou, 1170-1808 3 Malabold, Kori Locehard: 1700-1008 State college. Institute of animal autrition 
P : ‘Agr 10-1423 Revised 
Library of Congress — Litrary, U.S. Dept of re 1AnSB 0. 126 
(38b1, 


Fries, Jakob Friedrich, 1773-1843. 


System der | Ein handbuch far lebrer and zum 
selbstgebrauch. Von Jakob Friedrich Fries ... 3. verb. 
auf. Heidelberg, C. F. Winter, 1837. 
ax, 4p. 21™. 
— 15-1218 
Library of Congress BC10S.G4F6 
Fries, Jakob Friedrich, 1773-1843. 
System der philosophie als evidente wissenschaft, aufgestellt 
von Jacob Fries... Leipzig, J.C. Hinrichs, 1804. 
=x, p.1. 2. 
1 Philosopay 
© 18088 
Library of Congress Bso7Te 8D 
a 198.9 


Fries, Jéns August, 1963- 

Relative utilization of coer in milk ys 
and bod (pevenee of Saisy come y J. Wily, Ue 
Winf: by — Fa on 
Washington, Govt. 

corre 36 pi Wee 23 (U. S Dept of agriculture. Depart- 
yg hae ey from -taheeaebenemee 
cited: 


al (2 Feed or value 1,2 Peed- 
seit Cows, Dairy rage, esting Eee en” cclerineer 


tng at rtatied’ Woke, jolat author 1. Codhenta Donal Comoran 
1885- joint author 


Agr 
Library, U.S. Dept. of aot 1Ag@MB 80. 1281 


— Johan Otto, 1838- 
He chara gc. Sti 
darting de. Ae aS xsrauat sian 1 ste Seon i» 


Map « dated ist” 


J. 0. 
& 


1. Geology— Sweden. 1. Karlsson, Vikeor i ¢. Sven Viktor, 187- 
1879, joumt author. 
G87-118 


Library, U.S. Geo 








rri 


ge. OC. 





Fries, Johan Otto, 1838- 
tiovee am Pa nee Norstedt & sdner, 


kongl. boktryckare, 1967. 


. dager 2". and “« 
sone‘ we AE: elms LIN sat eed emt 
ningan ) 


1 Geology —Sweden. 
Gs7-12 


Library, U. S. Geol. 


Fries, Johan Otto, 1838- 

N ord till u ening om bladet ‘‘Stockholm’’, 
af J. O. Fries, A. H. akiavist och A. E. Térnebohm .. 
Stockholm, P. A. Norstedt & séner, kongl. bokiryckare, 

1863. 


7s lus, fold. pl. 3 fold. diagr. 24. and map 
(Sverlges — cn Sl Eis Ser. Aa Kartbied't i amb 1 5 ho 
med Sanrllalagans 6) 


— Swede: 1. Wablqvist, Axel Hjalmar, 1859- joint 
iencbohon, Alfred Elis, 1838- = joint author 


1. Geol 
author. 1 
GS7-1164 


Library, U.S. Geol survey 


Fries, Johan Otto, 1838- 

oa ord till upplysning om 
af J. 0. Stodbobe P 
tryckare, 1866. 


Sa TS BN ld 


biadet ‘‘Wargirda,”’ 
A. Norstedt & séner, bok- 


1. Geolagy— Sweden 
Gs7-11%8 


Library, U. S. Geol 


Fries, Johan Otto, 1838- 


Nagra or ord till 
at 3.0 Stetboln’ P 
kongl. \ 3 EN 1870. 


=> ee - amier. ee i eT ee 5 


ysning om bladet ‘‘Wiskafors’’, 
. A. Norstedt & séner, 


1 Geology—Sweden. 
GS87-1219 


Library, U. S. Geol survey 


Fries, Johann Henrich Hermann. 

Johann Henrich Hermann Fries Abhandlung vom so- 
genannten pfeifer-gericht, so in Frankfurt am Main, von 
uralten zeiten her aljarlich einmal gehalten zu werden 
pflegt: welcher eine kurze nachricht vom wahren ursprung 
der beiden dasigen von alters her berimten reichs-messen 
einverleibet, samt einigen andern zufAlligen anmerkungen und 
einem sendschreiben des hdchstberimten freiherrn von Senken- 
berg ... an den verfasser. Frankfurt am Main, Zu finden bey 
W. C. Multz, 1752. 


Tp L, 16,268, & p. front, 184°. 
1. Frankfurt am Maio—Soc. life & cust 1 Senkenberg, Hetorich 
Christian, fretherr von, 1704-1768, 
o- 11008 
Library of Congress IN3250 FS 
13501, 


Fries, Jehana Jacob, é. 1611. 

Bibli vm classicorvm avthorym chrono- 
logica. In qva , vetervm philosophorum succesmo, aetas, 
& dloctrina compendiosa, ab ongine mundi, vq; ed‘ nostram 
wtatem, proponitur. Qvibve accessit patrvm, ecclesia Christi 
doctorvm : & temporibus apostolorum, vsque ad tempora scho- 
lasticorum ad an. vaq Do. 1140. secundum eandem temporis 
serien:, enumeratio. Joanne Tacobo Frisio, py - = auctore. 

vtile: 





Opvs novym: bibli & theologis 
atque omnibus literatis ineundum lectu futurum. Tigvri, apyd 
Toannem VVolphivm, typis Frosch., anno ™.o.xc1. 

Tp. lL, 110 comb. 1, 2p 19”. 
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clessicorvm ... Hing m (Car 2) wig von Bertalanffy's Theoretischer biologie, von prof. dr. 
Interleaved 
Dn een tn ee eaiaieniadibi Carl Fries. Berlin, E. Ebering, 1936. 
rmortal book plate ot Chitetian Ernst Ernst graf su Stolberg 


1. Philosophy—Bio-bibl. 2. Fathers of the charch—Bio-bibi 
3 ewe 


Library of Congress zr oe. 
Fries, John, 17641-1825. 


Das erste und rweite verhér von John Fries, welcher auf die 
hoch h, in Vereini Staaten 








. Mit einem anhange der Constitution der 
( Continved on oert card) 


S—1TTs 
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Fries, John, 17641-1825. Das erste und zweite verhér von 
John Fries ... (Card 2) 


Versinigton Staaten und die ,!, der noun 


Sp Zi (On cover: Philesophieche sbbendiangen. bft 8) 


1. Bertalanfly, Lod 1g01- meee biologie . 

ence Philosophy 4 Maagnraen L “= 
‘S7-14185 

Library of Congress QHSOT B43 


3 S772 


Orlando in the » and Kena F 
Oto en © sata = 


Sp. 1, 107 p. tiles (map) pl. port ay 





1. Orlando, Fla—Hist. 1 Title 
‘3 OOK 
Library of Congress Fsi9.0TF7 
—_ Copy 2 
Copyright A 114511 3, o7m5.9241 
Fries, Lorenz. 


Die geschichte des bauern-krieges in Ostfranken, von 





Pennsylvanien. Allentaun, Gedruckt fir den = be 
ibersetzer, 1839. 

4p my. 

‘The “Anbang” has separate t-p. 


1. Fries rebellion, 1708-1708. 


Library of Congress ra rv 


td, 


Fries, John, 17641-1825, defendant. 

The two trials of John Fries, on an indictment for treason ; 
together with « brief report of the trials of several other per 
oie, Se ane oes SSweeeae in the counties of Bucks, 

M in the circuit court of the 
United States, ow at. Philadelphia, April 11, 1799; con- 
tinued at Norristown, October 1 1799;—and concluded at 
Philadelphia, April 11, 1800; 4.1 the Hon. judges, Iredell, 
Peters, pee <= and Chase. To which is added, A copious 
appendix .. ‘aken in short hand by Thomas Carpenter ... 
Philadelphia: Printed and sold by William W. Woodward, 
No. 2h 0 9 ao near Front street. 1800. 

¢ 





Fries rebellion, 1T38- 


Library of Congress 
—- —— Cops 2 2. 


1708. 1 Carpenter, Thomas. 


ken ree 
Stel, 
Fries, Jtirgen Nikolans 


see 
Fries, Nikolaus, 1823-1894. 








Split, ep ae 


ata laws —Germany. 2 Old age pensions Germany. 3% Ger. 
Econ condit — 1918- 1 Germany. Laws, statutes, ete om 
Title mt Tithe Kietoreatnerhiifegesets. 


4 18285 
Library of Congres ra 


Lorenz Fries. Hrsg. mit unterstiitzung des 
Hohen landrathes von Unterfranken uad Aschafles rg. 
im auftrage des Historischen vereines, von Dr. Au 
Schaffler und Dr. Theodor Henner ... 1.-2. bd. a 
83, Wirzburg, Verlag des Historischen vereines von 
Unterfranken, 1883. 

2viol oe. 


Gabject entries: Peasants’ war, 1525. 


Library of Congrem, no. DD1a2. Pv. 


Fries, Lorenz, of (olmar, 1490 (ca.)-1531. 

Uslegung der Mer | carthen oder Cartha Marina | Darin 
man sehen / we einer in der welt sey / nd wa ein 
ietlich | Land / Wasser vnd Stat gelegé ist. Das als in de 
biichlin zefindé. Colophon: Getruckt 2) Strassburg von | 
Johannes Grieninger / vnd | vollendet vif vnser Lie- | ben 
Frawen abent der | geburt. Im. Jar | 1.5.2.5., 

27 1 (inet. half of fold. map) woodcuts (col. by hand) 284". 

Signatures: A‘, B*( 7), C*, D*, E*( 7) 

Double coleman. 

Explanatory text to accompany a maritime map ip 12 sheets red 
from the large Waldaremtlior > published by Greminene iy iso 
A diagram showing the disposition of the sheets addd. at end above 
colopboa 

“Von America ein tey! 
dhe chap — 
to By, verse, col. 2 

Ga 80-1434 Varer'd 


Fries, Lorenz, of (o/mar, 1490 (ca.)-1531. 
_ | carthen (1.525. (Card 2) 
he copy is imperfect: Sabin, no DH, describes it oe having JO 
leaves (title, and 20 leaves irregularly sumbered ti-xxxill, and 2 folded 
mapa aod half of 
‘adamosti,") Several 
leaves of the text are wanting, and two leaves are Yh (the 


Uslegung der 


mattrticher 
Philesophus bey!") | ae “Gebeo 20 Strassburg vff die stund do 
Sonne was im a"1 


salt 1925." | a) De were Explana “tnhalt”) of the map 
proper, sig. Au, Aw, Am) (1. fl, he vy) a = = 
p. 


_-= 
ArAm tectoe (h yeevh): af 
diss bGchiins™ 


Cocina or wag ar Usrev'é 


Cite, Sane, of Colne, 1490 (ca.)- - Uslegung der 
Mer | . (1525, (Card 3 
The 2d part © 1 Ay AF ee ai of 
(a rough 


(titles fh Mt \, four anaumbered leaves, 
xvill, xix, tril snl, ait Sulit; Hii, EXvi avi, Eats, Ea $axtah 


} Geography—15Seb- 16th cent 2 Mapa, Karty. 


Librery of Congress osa.rT 2 








Fries 


Pries, Lorenz, of Mergentheim, 1491-1550. 
Die Supplemente zu magi-ter Lorenz Fries’ Geschichte des 
beuernkrieges in Ostfranken. Von Wilhelm Stolze 


(in Archiv fur reformationsgeschichte Leipsig. 1908. 23)°*. or. 18. 


5. jabrg.. p. 191,-212) 


1 Peaseats’ wer, 1526-15925 1. Stolae, Wilhelm, 1876 ed 


Ace 1h 
Title from Union Theol 


Library of Congress 


yee 
[BRIO0AS jabrg 5! 
2 


Fries, Ludwig, 1861- 
Montchrestien’s “S und 
quellen Marburg, Vai niv bechde “R * Friedrich) 1886. 


217. 





Zp l,@p 
Inaug -diss. 
Lebenslauf 
Published in fuil ry Ausgaben 


Marburg 
und abhandlungen aus dem gebvete der 
romanischen ihit, 85, under ttle Montchrestien's * “Sophonisbe”, 
paralieldruck der oa davon erscheenenen bearbeitungen, besorgt von Lad- 
wig Fries, Marburg, 1889 (2 p 1, 100 p.) 
1. Montchrétien, Antoine de, 1575 (ca.)-1621. Sophonishe. 2 Sopho- 
misha 


26-0879 
Library of Congress PQI6A7 MaF7 
Fries, Martin. 


Praktische anleitung zum zuckerriibenbau, von Martin 
Fries Ravensburg, E. Ulmer, 1968. 


vilt, 120 p. incl. from 189> 


1. Sugar beet 
Agr ll 2000 


Library, U.S. Dept of Agriculture 66F91 


Fries, We 


see 
ries, Nellie !abel, 190l- 
Fries, Nellie Mabel, 1901- 


Daughter-in-law, by N. M. Fries ... 
pher publishing house ,‘1935, 


Boston, The Christo- 


S10 p, 19". 
1 Title. 
35-5655 
Library of Congress PZ3 FOIG8Deu 
— —— Copy 2 
Copyright A 81358 i) 


(Fries, Nikolaus, 1823-1894. 
The emigrants tr.) by Mary E. Ireland. Columbus, 0., 
Latheran book concern, 1918. 


4p. front, pl 19™. 


1. Ireland, Mrs. Mary Eliza (Haines) 164- tr. mt. Title 
Pull nome: Jirgen Nikolaus Friem, 
D255 
Library of Congress PZ7.FS:6Em 


2 


LIBRARY OF CONGRESS 


Fries, Nikolaus, 1823-1894. 

Homes in Schafhausen ; stories from the seven petitions of 
the Lord's Prayer, tr. from the 10th ed. of the German of 
Pastor Fries, by Mary E. Ireland. Burlington, Ia., The Ger 
man literary board, 1913. 


13 p. front. (port) 18° 


1 Ireland. Mra Mary Eliae (Haines) 1634-1077. tr. of Title 

Pull name: JOrgeo Nikolaus Fries; 
1s mia 

rmrt 

a3Td1, 


Library of Congress 
Copyright A S5088T 


Fries, Nikolaus, 1823-1894. 


Et lykke-barn. Af N. Fries .. 
synodes bogtrykkeri, 1878. 


Jo \.d4IBp m7 
Pt. 1 of “Guds stad og dens kilde”; tr. from the author's Gottes stadt 
und ihre brinalem , gléckskind 


Decorah, Ia., Norske 


1 th, Ein 


t Tithe a. Tithe: Guds stad og dens kilde 


Full name: Jirgen Nikolaus Prien 

16-2880 
Library of Congress 
Copyright 1877: 14775 


PT 1875. F3G67 


Fries, Nikolaus, 1823-1894. 


Twilight and dawn; a story for children, by N. Fries. 
Rock Island, Ill, Augustana book concern (1926, 


124» from, pl. 17™. 
1. Tithe. 
Pull name: Jargen Nikolaus Fries: 
(2 1BS22 
Library of Congress PZ7 FOl6Tw 
Copyright A 950561 h 
Fries, Nils, 1912- 


(ber die bedeutung von wuchsstoffen fiir das wachstum 
verschiedener pilze, von Nils Fries. Uppsala. A.-b. Lunde- 
quistska bokhandein , 1938, 

vil, 188 p tables, a Zim. (Symbolae botanicae upsalienses 
m2 Arteren fran otantehe Institutionen | Uppsala) 
Summary in 0 English 


“Literaturversetchois” : p. (181)-183. 


1. Fungi. 2 Hormones ( Plants) 
(Pull name: Nils Torsten Elias Fries; 


acs 1038 
lowa. Statecoll. Library 
for Library of Congress 2, 
Fries, 1 Robert Elias, 1876— 
‘on Rob. E. Fries 





Stockholm, Gedruckt in Aftonbladets “druckere, 1914-16. 
2. Mus, 22 pl, map. 39°. 


Seb: \- 

Erie graf von Rosen. bd. 1) 
—hit. 1. P 

tyledones and 


che ergebnisse der 
Son orerits unter leitung von 
phyla und ‘pe —hft. 2. Monoco- 


tginzungsheft, von Rob. E. Fries ... Stock- 
holm, Gedruckt in Aftonbladet's aan, | ==. 
be ergebnisse der 


4p.1. 1385p Mus, 16 pl S38". (Winsense! 
Sebwedischen Rhodesia K tion. 1911- 1012 unter leiteng vou 
tefl sitierten arbeiten™: p. :131,-182. 


Eric graf von | ‘4. 1) 
Central. tral — Bot- 
desia 


1 Botan: ~-wab - dy (. Africa, Cen 
any, 2 Botany—Rho (2. Rhodesia— Botan: 
Agr 28-1401 


Library, U. 8. Dept. of cae 460.44701 











Fries, Robert Elias, 1876- 
.. Linné, av Rob. E. Fries. 2. uppl. 
(1924, 
% p. 1077. (De stirsta mirkesminneu. tv) 
Portrait om cover 


Stockholm, H. Geber 


1. Linné, Cari von, 1707-1778. 
(Pull name: Kies Robert Elias Fries, 


Library of Congress QHes.Fe7 


2, 75 8 


624 


Fries, Robert Elias, 1576— 

On the ‘ Y and foundation of the Koyal Swedish gutng 
of science. A speech delivered at the festival 
brating the bicentenary of the Academy on the 11th of Onsber, 
1939, by Rob. E. Fries. Stockholm ,Uppssla, Almqvist & 
Wiksells boktryckeri-a.-b., 1940. 


7p oH 


1 Svenska veteoskapsakademien, Stockholm 
(Pell name: Klas Robert Elias Fries, 


sa“ 
mitheonian ast Librar) 
for Library of Congress “2 


Fries, Robert Elias, 1876- 

Zur kenntnis der alpinen flora im nérdlichen Argen 
tinien. Von Rob. E. Fries. (Mitgeteilt der Kénigl. ge 
sellschaft der wissenschaften zu Upsala am 7 okt. 1904) 
Upsala, Akademische buchdruckerei, E. Berling, 1905. 


2p. 1. 205p. illus, rx pl, fold. map. 28. (Nova acta Regia socie 
tatis scientiarum upsaliensis. ser tv vol. 1, a. 1) 
Verzeichnis der wichtigsten litteratur™: p. (191)-196. 
1. Botany Argentine Republic 1. Argentine Republic — Botany; 2 
Alpine flora \ipine plants 
Agr 5-1000 
Library, U.S. Dept of Agriculture 457.1 F91 


adel 


Fries, Samuel se ose 1867- 1914. 
litiska kulte af Samuel Andreas 
Fries Upsala, Abodemisha boktryckeriet, E. Berling, 1895. 
2p Lt, WOp,1L aye. 
Uppsala. 


D dt. 





Bibliography 


1. Coltus, Jewish. L Title. 


‘85 24687 


Library of Congress BMS66.F7 1806 


Fries, Samuel Andreas, 1867-1914. 

Moderne darstellungen der geschichte Israels. Vortrag auf 
dem erstem religionswissenschaftlichen kongress in Stockholm 
gehalten am 1. september 1897 von d. S. A. Fries... Mit 
genehmigung des verfassers aus dem schwedischen iibers. von 
dr. G. Sterzel Freiburg i. B. ,ete., Mohr, 1898. 

2p1.,@p iy. 


1. Bible 0. ritictam, aespstetion, ¢ o. 2 Jews—Hist—To 
ac 3 Bible— Criticlem: interprration. 0. T. 1 Stersel 
Georg Friedrich, 1856- tr 

24 20688 

Library of Congress DS115.5.F7 

a33b1, 


Fries, Thieodor] M[agnus)] 18%2- 
Bidrag till en lefnadsteckning 6fver Carl von 
Linné.... [Upsala, Akademieka boktryckeriet, E. 
Berling, 189- 

v 24, 


Inb Judningeskrift--Univ. Upsala. 
1. Linné, Carl von, 1707-1778. 

6-135929 
Library of Congress QH44.Fr9 


Fries, Theodor Magnus, 1832- 

De stereocaulis et neo, commentatio ... 
lie, typis Wahlstrém Po 

Ip l,@p 2m 


(Botanical pamphlets, v. 3, no. 
Akademisk afhandling—Upsa! \y 


Upsa- 


1. Stereocaulon. 2. Pilophorus. 


$-3718S+ 


Library of Congress QK3.B77 














Fries, Theodor Magnus, 1832-1913. 


Genera heterolichenum Europaea reeognita Upsa 
liae, typis Edquist et soc., 1861 
29% 16— 2m 
Inaug diss —Upsala 
1. Lichens. 
Agr O28 


Library, U. S. Dept. of Agruulture 461F91G 


altel, 


Fries, Theodor Magnus, 1832-1913. 
Lichenographia scandinavica. Seripsit Th. M. Fries. Volu 


men primum, archilichenes discocarpos continens. Upsaliee 
itypis deseripsit E. Berling, 1871-74 
2p. l, tv, 9324p, 21, 325-499 p 2 


Issued in 2 parts, each with tp ig-—--_ # omaha 
sive. re Mehepum tn Deola, Suecta, Norvegia, . Lapponis 
joasica hactenus collectorum 
‘Title-page for vol. issued with pars seconds 
No more 


1 Lichens—Scandinavia 
Agr &-728 


sae 1 5FWIL 
(Qm5e0 ] 


Library, U. 8. Dept. of 


Fries, Theodor Magnus, 1432-1915. 

Linnaeus (afterwards Carl von Linné) the story of his life, 
adapted from the Swedish of Theodor Magnus Fries ... and 
brought down to the present time in the light of recent research, 
by Benjamin Daydon Jackson London, H. F. & G. With- 
erby, 1923. 


=v, 416 p. incl. geneal. tables. front. (llus, plates, ports, fold map. 
2" 
Select bibliography” p. 302-407 


1. Linné, Car! von, 1707-1778. 1 Jacksoo, Benjamin Daydon, 1546- 


24— 1828 
Library of Congress QHH re 
Aldi, 
a Theates Magnus, 1832-1913. 


lefnadsteckning af Th. M. Fries. Stockholm, Fahl- 
dw 


2¥. io 1 Mua, porta, facsima, geneal. tables. 254™. 


lesued in 11 parts. 
Vol 1 is @ revision of the author's “Bidrag tli en lefnadsteckning 
Ofver Carl von Linné” 1808-08 


1. Linné, Carl von, 1707-1778. 

1-128-8 Revised 
Library of Congress QHerei 
eat, 
Fries, Theophil. 
Die lehrauf; des pay eae im ersten 
schnljahr. Bin wort gogey das vorzagarecht 
des zahlenraumes von vi o08, cio 
Minden i. W., C. Marowsky 
von W Mere Matas’ ies _ > oe 
“Schriftenverzeichnis” : p. 24-25. 


1 Arithmetic—Study and teaching. 


e190 


Library of Congress LBS s2s 


Fries, Thore 
see 


Fries, Theodor Magnus, 1832-1913. 


CATALOG OF PRINTED CARDS 


Fries, Thore Chr zE 


Botanische untersuchungen im nordlichsten Schwe- 
den. Ein beitrag zur kenntnis der alpinen und subalpinen 
vegetation in Torne Lappmark Uppsala & Stockholm, 
arene & Wiksells boktryckeri 1913, 


ilus., 2 maps (1 fold 
mS. ‘Seca kenongar 1 Lappland) 


I double) 27°". (Vetenskapligs och 
Akademische abhandlung— Uppsala 
“Literaturverseichmis” p 354-361 


1. Botany—Sweden. ,1. Sweden-—Botany, 


Agr 15-278 


Library, U S. Dept. of Agriculture 4591 F912 


Fries, Thore Christian Elias, 1586. 

Fuerstia, eine neve afrikanische pflanzengattung, von 
Thore C. E. Fries Lund, C. W. K. Gleerup; ,ete., ete. 
1929, 

27 ae 


4p (Lands universitets Greskrift. o f 
bd. 25. or 17) 


avd. 2, 


Kung! fysiografiska sAliskapets hendiingar, o f. d4. 4. or 17. 


1 Tite. 
A 31-1630 
Title from Univ. of Chi cago, AS2MLOS of, avd 2. bd. 25 
Library of Congress (AS24418 0. f, avd. 2 bd. 25) 
a 


Fries, Wilhelm, 1845-1928. 
Die vorbildung der lehrer fir wh lehramt, von dr. Wilhelm 
Fries Minchen, C. H. Beck, 1 


vill, 2006p 2° Ly = tp. Hendboch der erziebungs und cnter- 
richtsiehre fOr bObere ec! breg. vou dr. A. Beumeister. a. ba, 
Labt) 


“Erginsende Ghersicht Ubey die litteratar”: p. 83-108. 


1 Teachers, Training of Germany 
+2087» 


Library of Congress LBIT BS 


036b1, 


Fries, William Armstrong. 

Compiled information for the general public, 
erranged to teach them !n a simple and practical 
wey how to live ... Comp. by W. A. Fries ... let 
ed. (Brooklyn, Printed by the Home talk publish- 
ing company] 1915. 


xi, 12-230 p., 11. 21™ 
1. 227 230, advertisements. 


1.00 


(Continued on next card) 
16-753 


Fries, William Armstrong. 
Compiled information for the general publis... 
coves (Cara 2) 


1. Hygiene. 2. Food. 
I. Title: How to live. 


3. Medicine, Popular. 


16-753 
Library of Congress RA776F87 
Copyright A 41859 
Fries, Willy. 


Architekt Wilhelm Waser, Zérich, 1811-1866. Ziirich 
und Leipzig, Orell Fissli ,1983, 


188 p. front. plates, ports, plane 2247™ 


1. Waser, Wilheim, 1611-1888 2 Architectore—ZGrich. 
4088-8817 

Libr. Printed by L. C 

a 


‘Title from N. ¥. Pub. 


Friesch 


Fries, Willy, 1881 
Der arme mann, eine bildfolge; text von Ulrich Braker 
Zurich ete, Rascher “1935, 


@p. 21 Wp, port, ay 
On cover: Der erme mann, gearichnet roo Willy Fries. 


1. Braker, Ulrich, 1735-1708. oF Title 


wee 
Library of Congress ncnere 
Coprright A- Foreign mere 
2 m4 


Friesch genootschap van geschied., oudheid- en taalkunde, 
te Leeuwarden 
Friesch jierboeckjen Trog it Friesch genoatschip 
foar schijd-, adhevte- in tealkinde. 
Lieauwerd, G. T. N. Suringar 
¥ fold. pl 1a 


None published 1832 Publication ceased after 1835. 


1. Friesland 
1. Title 


Hist. — Societies 2 Friesian literature (Collections) 


17-16511 


Library of Congress AY92 F7F7 


Friesch genootechap van geschied-, oudheid- en taalkunde 
te Leeuwarden. 
Le van _merkweardige voor- 
en kunst, g in de archievco, 
n enz. van Friesland. In 32 platen met 
historische toelichtingen, benevens eene geschiedenis van het 
opgerigte kabinet van oudheden, uitgegeven door het Fresch 
ae van geschied-, oudheid- en taalkunde te Leeuwar 
den. Leeuwarden, Bij H. Kuipers, 1875. 





Mp. 1) S2 pl Sx By 
“Historiseh oe van de versameide friesche oudbeden™ (p )7;- 
) signed: W 
Ay tens ay 1 Bexbo®, Wopke, 1609-1880 
m Tite 
‘35 80835 
Library of Congress DJ+01 Foss w13.603 


Cran qumpete we Guth, cate co Cuent 


ones ten den sanbreng van 1511 en verdere stukken tot 
Ui door het Friesch 
patos cope , geechied-, oudheid- apr’ . Lem- 
warden, H. Kuipers ,pref. 1879, 
4 iol 





Friesland. 
1. Title 


2 Real property—Friesiand & Friesiaod— 


620081 


Library of Congress HJ2700 F8A5 187) 


4241, 


Versiag. 1- 1827, 
Leeuwarden, 1828,-19 
Pe, to 2y™ (vy. 1: 2y™) 
of 
Pee tate et 


List of members in 1st-isth, 18h, 208. 836- 
28d report, p. 236-856, bound to follow 24th, p. 857-380. 
(Ouatinved om pert card) 
e808 
03m), 

Frieech genootschap van geschied-, aah unde 
te Leeuwarden. Versiag .. ,1998,-19 (Card 9) 
‘Tithe varies: 1826-41 (mo. 1-13) issued as 1 vol. with cover-titie, Ver. 


1866-47, caption title, Versiag van den stent on de ven bet 

Priesch genootechap van gescties  ovudhetd a = 
1848-62, caption Uitle, Vereiag der handatingsn ran het Prien guncet- 
me gd YY 

title, Vereiag van bet Frieuch gunectachap ven 6p 
cover | 
ectie! codheld a tesituade to Lesuwarden 
Se aad 
Library of Congres we rere 
\edeb1, 









Friesch 


Friesch genootschap van geschied-, oudheid- en taalkunde 
te Leeuwarden. 
Werken uitgegeven door het Friesch genootschap van ge 
~hied-. oudherd en taalkande deel 1 


Leeuwarden, G. T. N. Suringar, 4e- 
. 


Vol 2 hae added tp Oude Friceche Eroatjken Thet Freske ritm. 
i w 


Geeta Preeeoum Lite olde Freeache cronike (este Frisiorum 
Alviol (rectatue Ultgegeven decor het Friesch geocotechap van geachied.. 
ow taaikuode 


1 Friceiand- Hist “ucteties 


S113 
DJL Poet 


tbh 


Library of Congress 





Friesch 
te Ee ir? — 


Catalogus der bibliotheek van het Friesch genootschap 


, oudheid. en taalkunde 


van geschied-, oudheid- en taalkunde. Leeuwarden, 
G. T. N. Suringar, 1862 
Mp. 11 2" 
79M LAS 62 
Vervolg op den Catalogus 
In Friesch geneotechap van geachied-, * tasikuade te Leev- 
warden Vorsigg, Leewwarden, 1863, 23°" 35 (1802/63) 64 p) 
i Friestand—Bibi 
623764 Additions 
! y of Congres DJ FSFB no 35 
Friesch genootechap geschied., oudheid. en taalkunde 


Antic Nederlandsch goud en zilversmidswerk ; 16 car- 
tons met fotografien van 34 smeedwerken, tentoongesteld 
te Leeuwarden in 1900, uitg. en toegelicht door het bestuuar 
van het Friesch genootschap van geschied-, oudheid- en 
taalkunde (Friesch museum) te Leeuwarden. Opname 
van W. A. Slager Orfévrerie antique néerlandaise ... 
Leeuwarde, Meijer &  Echasfems, 1 

8p 16 mounted 

Dutch and rd s tn paral columns 

On verso of t 

PBu Cc Py Cc i3 Boeles?) ile 

1 Goldsmuithing— Nether- ands «2 Silversmi — Nether- 

Orfevre- 


lands. 3 Netherlands— Antq 1. Title. a. Tit 
ne antique néerlandaise 
Library of Congress NK71% F? 15-1715 


Friesech onan van geschied-, oudheid- en taalkunde te 
Leeuwarden. 


Museum. 
Gids. Leeuwarden, Uitgave van het genoot- 
echap van geschied., oudbeid- en taalkrunde, 1929 


Sp lies, plates Zy*. 


At bead of title Friesch moseom te Leeuwarden 
Second edition. the Gret edition was published in 1821 


Library of Congress AMI [456 1928 08D 0002 


Friesch mguseus, Leeuwarden 
see 
Friesch genootschap van geschied-, 


oudheid-en taalkunde te Leeuwarden. 
Museus. 


Friesch rundvce-stasboek 
see 


Frisian herdbook. 


LIBRARY OF CONGRESS 


Friese, Christian, 1902- 

Russland und Preusen vom Krimkneg bis zum polnischea 
sufstand, von dr. Christian Friese. Berlin und Kénigsberg 
Pr., Ost-Eyropa-veriag, 1931 

vill, 688 p 227" (Added tp 
Reve folge, bd 11) 

“(ta tell bey der Pbilosophiecbeo ee & Ger Berliner univer 


steht (1028) ie dissertation 
“Quetlen wad Iiterater™ ov 


Osteurogilache foreehungeo 


1. Rossia—For rel —Prussia 2 Prustie—For ret—Russia 
1 Title 


32-15615 
DOT S.03FT 


a (27 47) 


Library of Congress 
wT OS 


Friese, Fr. 


Vorbildung und fortbildung der volksschullehrer iv 
Preussen. Von Fr. Friese... Breslau, F. Hirt, 1893. 


ip 2 
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Die ecuropiiischen bienen (Apidae) Das leben und 
wirken unserer blumenwespen. Eine darstellung der 
lebensweise unserer wilden wie gesellig lebenden bienen 
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cational) by John F. Friese State College, Pa., The author 


(*1938, 
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Friese, Philip C. 
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York, Fowler and Wells, 
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1. Political parties—U. S. 
.M0SSt 


Library of Congress 


Friese, Philip ©. 


An essay on wages, discussing the means now employed 
for upholding them, and showing the necessity of a work- 
ingman's tariff, founded on the principle of graduating 
import duties in inverse proportion to the rate of wages 
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Friese, Philip Christopher. 

_ Semitic philosophy : showing the ultimate social and scien- 
tific outcome of 1 Christianity in its conflict with sur- 
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Friesecke, Ernst. 
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sche studie, von dr. Ernst Friesecke. Stuttgart. F. Enke, 1928. 
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Friesen, Gordon, 1909- 
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Friesen, Karl Hermann Jacob- 
see 


Jacot-Friesen, Karl Hermann, 1386- 


Friesen, Otto von, 1870- 
Lister. och Listerby stenarna i Blekinge, af Otto von Friesen. 
Uppsala, Akademiska boktryckeriet, E. Berling, 1916. 
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Uppsala Forhandlingar 1904 1906” 


Friesen, Otto von, 1870 
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Friesen, Otto von, |57 

Ro stenen 1 Bohuslan och runorna i nerden under folk 
vandringstiden, av Otto v. Friesen. Uppsala, Almavist & 
Wiksells boktryckeri a.-b., 1924 
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Friesen, Otto von, 1*70 ed 
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Friesen, Otto von, 1870- 
TvA smAlindska runstenar, af Otto von Friesen. Jén- 
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Friesen, Otto von, 1870- 
enar, af Orto von Friesen .. 
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1. Inscriptions, Runic. 2. Uppland, Sweden—Antiq. 
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1. Title 
22-2547 


Friesen, Richard, /reiherr von, 1808-1884. 

Erinnerungen aus meinem leben. Von Richard freiherrn 
von Friesen resden, W. Baensch, 1880-1910. 

3+. fromt.(¥. 3: port.) 21° 


On t-p. of ¥. 3: Aus dem nw 
Friesen 
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1. Sazony—Hist —1815-1570. 2. Sasony— Hist —1870- 3. Ger 


many—Hist — 1868-1870 4 Germany s ‘William 1, 1871-1888. 
1. Friesen, Hetorich August Luitbert, fretherr von, 1447 4 


2% 2eaz2 
Library of Congress DDsAO) S41 FT 
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Friesen, Richard, /reiherr von, 1808-1884. 
Vom kiinstlerischen schaffen in der bildenden kunst. Eine 


listhetische studie, von Richard freiherrn von Friesen. Dree- 
den, W. Baenach, 1879. 


vill p, 21, 3)-288p. 219". 
With this is bound Keussler, Gerbard von. Die grenzen der aesthe 
ik Leipeig, 1002 





1 Eatheticn. . Title. 
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Friesen, Sten von, 1907 
Precision measurements of electron wave spectra, with a 
determination of the electronic charge and Planck's constant 
by Sten von Friesen. Uppsala, Almqvist & Wiksells bok- 
ryvckeri-a.-b.. 1935. 
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Minnesota Univ Library 
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Friesenhahn, Ernst. 

Der politische eid. Von dr. iur 
Bonn, L. Rébrscheid, 1928 

iv, 141 p. 229" 
angen. bft. 1) 


Ernst Friesenhahn 


(On cover: Bonner rechtewissenschaftliche abhand- 


1. Oathe—Germany. 2 Loyalty. 1 Tithe 


Library of Congress a 


r Mary Clarence. 
vlary education in the province of San An 
by Sister Mary 
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: its development and present status 





» Friesenhahn Washington, D. C., The Catholic 
university of America, 10 
wie oye 
‘of tith ity of Amerien 





Thonn { (ewe America 1900. 
“The ecclesinatica! aod nee of San Antonio comprises the whole 
state of Texas, with the exception of A Pane county. and the state of 
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choreh in Texas Rdueation atholic church in Ole 
homa—Education 3. Education, Secondary. 4 Education Teras Mist 
5. Paueation kin hema  TMiet 1 Tithe 
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tibrary of Congress Leme Ter7 «180 

. ~ Cop 
Copyright A pits rT) wert ‘77 20073 


Friesenhahn, Peter. 

Hellenistische wortzahlenmystik im Neuen Testament, von 
Peter Friesenhabn. Leipzig und Berlin, B. G. Teubner, 1935. 
312 p. Wes 24°. 

p. (311)-312 


Literaturverzeichnis 
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Criticiam, interpretation, ete N.T. 
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36-14183 
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Ancient 
1 Title 
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Frieser, Charles. 

Permanent and water waving; 
pounded by F. Charles (Charles 
A. D. Meyer press, *1930. 

Gp peter Be 


Blank peges for “Memoranda” (19-22) 
“Eapecially published for instruction tn echoola”—Actbor's notes. 


juestions and answers com- 
rieser) ... Denver, Colo., 


1 Halr dressing t Title. 
303108 
Library of Congress TIVI2 TS 
Copyright A 0024 ra oT 


Frieser, Charles. 
and water waving; questions and answers com- 

pounded by F. Charles (Charles Frieser) ... Qded.... Den- 
ver, Colo., A. D. Meyer press, “19381. 

43 p. front. (port.) plates. 234". 

Blank pages for “Memoranda” (19-22) 

1 Hairdressing 1. Tithe. 

31 5@80 

Library of Congress TIrV2rTs 1681 

Copyright A S615 cH 6467 


Frieshammer, Johann. 

Die sprachliche form der Chaucerschen prosa, ihr ver- 
haltnis zur reimtechnik des dichters sowie zur sp 
der alteren Londoner urkunden, von Johann Friesham- 
mer. Halle a. S., M. Niemeyer, 1910. 


axvi, 144 23. (Added t-p.: Studien zur englischen philologic ... 
hft. xu) 
“Literatur”: p. i414. 
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Friesians. Laws, statutes, ete. 
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Lex Frisionum. 
AC 36-2339 


‘Title from N. ¥. Pub. Libr. Printed by L. C. 


Friesland. Laws, statutes, etc. 

Das altwestfriesische schulzenrecht, von Walther Steller. 
Breslau, M. & H. Marcus, 1926. 

7 a a) p 2. (Added tp: Germanistiche abhandiungen 


“Literatorengaben” : p. :200,-211 


1. Law, Germanic. 2 Friesian > ae 5. Friesian 
ries, vocabularies, ete. 1 Bteller, Walther, 1895- 
ed. m Tithe: Schulszenrecht 
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m—721 
PD25.G3 57. bft. 


Sel, 


Library of Congress 


Friesland. Laws, statutes, etc. 
Groot placaat en charter-boek van Vriesland . 
vang neemende met de oudste wetten der Vriezen; ‘cindi. 
met het jaar :1686,... Aldus verzamelt door G. F. 
ron thoe Schwartzenberg en Hohenlansberg ... Leeu- 
warden, Gedrukt by W. Coulon, 1768-93. 


Vol 1° 0. with the sesiotance of N. Tholen 
Vol. 5, ed. by J. ¥, Mi. Hertel to one of o sumbor of eapice with tdte: 
Nieuw plocass 


en charter-boek van Vriesland Vervattende de wetten, 
. ordonnantien, regiementen, resoluben en andere stukken, 


dier province gemaakt neemende met het eerste wetboek, by de 

fheorcn Staaten tn don jaore 1600 om lecpende tt op den Haare 

1686. 1. deel Leeuwarden, ter drukkerye van H. Post, | 

(pr = Groot placast en charter-boek van 
5 (Continued on next card) 


CATALOG OF PRINTED CARDS 


Laws, statutes, etc. Groot placaat en char- 

ter-boek van Vriesland 1768-93. (Card 2) 

Orwing to the political disturbances of the tume. the publication of a pro- 
jected sixth volume was ators after 425 pages conmtamming the docu 
ments of the years 1686 to been printed A small nember of 
copies of thes umperfect volume was privately sold by the printer 


An index to the present was published under title Alphabetisch regis 
ter of Algemeen repertorium op het Groot plakkaat- en charterlboeck 
vervencdignd door J van Leeuwen Workum, 1857 

t Eckhoff, De yedelijke bibhotheek van (ae 1870 and his arti 
cle on the present work in De wrije Fries, vir (1856), p. 324-36) 

1 Law—Friesiand 2. Friesiand—Hist — Seurecs. 1 Ls Sta 
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ed +t oo icolaas, 1725-1770, Ww sg Bs AL. Fredrik 


1 len 
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Friesland, East. Laws, statutes, etc. 

Das ostfriesische land-recht, nebst dem deich: und syhl 
rechte, mit versch der Altesten handschri zusam- 
men gehalten und von vielen schreibfeblern geshubert. 
eine nebengefigte wértliche uebersetzung, am rande 
summarien, und historisch-critische er- 
kldrungen der veralteten worter und red erldutert. Mit 
einem vorberichte .. Aurich, Gedruckt bey H. Tapper ,1746, 

264 p11, 0, 157%, p BI 

“Vorbericht™, dated 1746, signed: Matthias von Wieht, D. 

1. Wiebt, Matthias von, ed. 1. Title 





10 10868 
Library of Congress pa 30e1, 


Ortectend. Orertnstate UhRetech, 


le hihlincheot 


der Pr 
van "Pesland. ES en uitgegeven op last van de 





Provinciale staten van dit gewest. Vervolg . Leeu- 
warden, W. Eekhoff & zoon, 1897. 
iv, 518 pp. 8. 
Supplement to the catalogue, 1871-41. 6v. 8° som 
Library of Congrem, no. 2336.E¥1. 
Friesleben, Martin. 
Ansteckende krankheiten, ihre erreger und ihre bekimp- 
fung, von dr. Martin Friesleben Mit 4 tafeln, 32 abbildun- 


gen und einem vorwort von prof. dr. P. Uhienhuth ... Stutt- 

gart, E. H. Moritz ,1927, 
vill, 104 p. flius, 4 col. pl. 18". (Helf-titie: Bicherel der gesund- 

beitaptiege. bd. 23) 


1 Contagion and contagious diseases. 














118 

Library of Congress RCUS.FT5 

Copyright A—Foreign 35089 
rr 

Friesner, Isidore, 1874- 

Cerebellar abscess ; its etiology, pathol i 

‘and physiology of the 

cerebellum, by ar apt ny fm falfred raun ... 
with 10 full plates and 16 illustrations in text. New 
York, P. B. Hoeber, 1916. 


186 p. incl. front, illus, plates. 234° Rs 


Bibliography : p. (16-179. 
4 Cerebellum— Abscess 1 Braun, Alfred, 1879- joint author 
nu. Title 
16-14879 
Library of Congress RC3B3.A2F7 


Copyright A 4335881 


Friesner, Ray Clarence. 


Daily rhythms of elongation and cell division in certain 
Lancaster, Pa., Press of the New 


roots, by Ray C. Friesner 

era printing company, 1920. 
1p Lp ST)-407. pl xurv-xxv (diagre) 25)™ 
Thesis (rm py ee A, 


“Papers from t! 
no. 180." oo 


“Reprinted fi@m the American journal of botany, vol vi, November, 


“Literature cited”: p. 604-408. 
1. Roots (Botany) 2 Growth (Plants) 


=" 


1 Tithe 
21—270%4 


Library of Congress 
Univ. of Michigan Libr. 


‘ichigan, 1920 
of botany of the University of Michigan. 


Friestedt 


Friess, Caroline, mother 
see 


Caroline, mother, 1624-1892, 


Friess, Horace Leland, 1900- 

Religion in various cultures, by Horace L. Friess and, 
Herbert W. Schneider New York, H. Holt and company 
(1932, 

ell, 586 p. incl. tus, plates, facsime. 
in religios and culture’ 


Bibliography p. 497-556 


249". (Helf-title: Studies 


1. Religions 1. Schneider, Herbert Wallace, 1802 joiot author 
n. Title. 
3233278 
Library of Congress BLAS. FT 
Copy 2 
Copyright A S5e07T on, Pao 


Friess, Leo, 1875- 
Neucaledonien. Nach seiner natur, geschichte und be- 
deutang ... Bonn, C. Georgi, 1905. 
164 p. incl. illus, diagr 22™. 
Inaug -diss —Bonn. 
jauf 
“Literatur”: p. 160-162. 


1. New Caledonia 


Library of Congress DU7AP9 


Friess, Mary Caroline, mother 
see 


Caroline, mother, 1824-1892. 


Friese, Mary Josephine Catherine 
see 


Caroline, mother, 1624-1892. 


Friestedt, S. 

. Las sources du Code civil du Tonkin ... par S. Friestedt ... 
Paris, Domat-Montchrestien, 1985. 
2p wir. 
Thése—Univ. de Parte. 
“Bibiicgraphie” p 286,288 
1 Civ) aw—Tongting . Tit 

ew 

Litrary of Osagre oy 





Friestedt 





Friestedt, 5. 
Les sources du Code civil du Tonkin 
hrestien, 1935. 


2p. b. 7) 20p 
~ Bibliugrapbie 


Paris, Domat-Mont 


aye 
p. 235, -238 


1. Civtl aw Tongking 1. Title 


Be 


Library of Congress 3 


Priestedt interlocking channel bar company, (Chicago 
Steel ping. Friestedt interlocking channel par com- 

pany Chicago (Printed by Crescent engraving co., 

19041, 


cover-tithe, 4 9 illus 23°" 


1. Sheet piling 2 Coffer-dams 


Library of Congress TAT#SS Fei 


Frieswyk, Siebolt Henry. 

Forty i to informal singing, by Siebolt H. Fries 
wyk Varied approaches to the art of conducting informal 
singing, with suggested music material .. New York city, 
National recreation association ,°1939, 

3,90 p. tus (music) 19°. 

Hibliography p 28-80. 


muse 1. National recreation association. u. Title 
mm. eee ES singing, Forty approaches to. 
3813190 
Library of Congress MTS5.Fe2 
Copy 2 
Copyright AA 206243 We?) Th 


Friesz, Achille Emile Othon, 1879- 
Friesz, euvres (1901-1927) cinquante reproductions en 
phototypie. Paris, Bditions des Chroniques du jour ,1927, 
NM tpt 2422" |“ Maltres souvenuz.” 2 
At head of title: Fernand Fleuret, Chartes Viidrac, André Salmon. 
Conrerts — Petits mélanges sur up grand peiotre, per F. Fleuret.— 


Emile Othon Friess en regard de son époque, par C. Vildrac —Lyrisme 
de Friess per un critique, per A. Salmon. 


L pl. (inet. port.) 


L *Pieuret, Fernand, 1844 1 Vildrac, Chartes, 1882 
mr Selmon, André, 1881 - 
31 -aze 
Library of Congress NDSSS_FTSA3 
(2 T+ 


Friesz, Achille Emile Othon, 1879- 
Othon Friesz, 24 ypies; notice de Maurice Le 
Sieutre. Paris, Librairie de France, F. Sant’ Andrea ,1931, 


& p Wun, ear pl 319 2249%. (Les albome Wart Druet. xxrx) 


1. Le Sleatre, Maurice. 


Library of Congress ND66S FTSASS 


a 1384 
Friesz, Emile Othon 
seo 


Friesz, Achille Emile Othon, 1879- 


LIBRARY OF CONGRESS 


Friesz, Othon 


Friesz, Achille Emile Othon, 1879- 


Frietinger, Alois, 1861- 
Der liifthmaler von Oberammergau ; 


erzihlung von A. 
Frietinger 


Diessen vor Miinchen, J. C. Huber .1910. 


Ip |, 5245p 
Bubnen gegenuber manuskript 
Title 
19-1821 Revised 

Library of Congress PT2611 R79L7 1910 

Copyright A Foreign 1455 
119e1, 

Fri he, Johann E fried, 1726-1793 





Das schicksal der Wigandsthal-Mefflersdorfischen kirchfahrt, 
nebst einigen nachrichten sus der nachbarschaft, erzhhiet 
Johann Ehrenfried Frietzsche Lauban, Gedruckt mit 
schriften der verw. Schilln ,1763, 

vi, p19 1549* 

“Der fOnfte Kleine beytrag sur besondern geschichte der Oberiausitz.” 





1 Ger Kirche. 
38-$1602 
Library of Congress BXSOTS. M4aFr7 
rt 


Fries, F. 

Guide pratique d'obstétrique vétérinaire, avec mé- 
thodes nouvelles permettant de faire l’accouchement de 
tous les cas dys.ociques, sirement, facilement, sans fa- 


tigue et sans l'aide d’aucun instrument. Petit-Croix, 
L’auteur (1925. 

vii, 135 p. illus. 19°. 

1 Veterinary obstetrics. 

25-11133 

Library of Congress SP887 Fas 

Copyright A—Foreign 06s 
12) 


Friez, Fernand. 

Guide pratique vétérinaire, avec méthodes permettant de 
guérir presque tous les malades, méme ceux considérés comme 
incurables, d’augmenter dans des proportions considérabies le 
nombre de ses clients, d'acquérir une véritable fortune, quelle 
que soit Ia région o€ |'on exerce et sans augmenter les tarifs 
normaux ... Petit-Croix, L’suteur, 1927. 

8p mir 
At bead of title: F. Fries 


1. Veterinarians. 2. Veterinary medicine. 


‘71-23920 
Library of Congress Sr745. ree 
Copyright A—Foreign 35264 
2) 


Fries, Julien P., & sons, Baltimore. 

an ted catalog, standard meteorological instru- 
ments and apparatus. 
Baltimore, Md. 

ly. front. (port.) illus, 23° 

Only latest issue in Library is kept on shelf 





1 Meteorological instruments—Catalogs. 


ca 17-1993 Unrev'd 
Library of Congress 


Copyright 


QC876.F7 





Frieze, Henry Simmons, 1817-1889. | 
Giovanni Dupré, by Henry Simmons Frieze; with two 


dialogues on art from the Italian of Augusto Conti. 2d ed t 
London, 8. Low, Marston, Searle, & Rivington, 1888. t 
2p. b. yall, 2200p. front. (port.) 12 pl 199* 


1. Dupré, Glovanal, 1817-1882 1 Conti, Auguste, 1822-1905. 
641008 
Library of Congress NB@23. DSS 


(30a), 


Frieze, Henry Simmons, 1817-1889. 
A memorial discourse on the life and services of 
Rev. Henry Philip Tappan, p. p., ut. p., president of the 
university from 1852 to 1863. Delivered in University 
hall, by request of the senate and alumni, at the meeting 
of the Association of the alumni, June 28, 1882, by Pro- 
fessor Henry 8. Frieze, ux. p. ;Ann Arbor, The Univer- 
sity, 1882. 
Sp 
At head of title: University of Michigan. 





front (port) 22° 


1. Tappan, Henry Philip, 1805-1881 1. Michigan. University 


9-19763 Revised 
Library of Congress 


Frieze, Henry Simmons, 1517-1889. 

A Vergilian dictionary embracing all the words found 
in the Eclogues, Georgies, and Aeneid of Vergil, with numer- 
ous references to the text verifying and illustrating the defini- 
tions, by Henry S. Frieze ... New York, D. Appleton and 
company, 1882 
3-229 p 


1Te™ (Appletons classical series) 


1. Vergilius Maro, Pubiius— Dictionaries, indexes, ete. 


30-18117 
Library of Congress 


Copyright 1882: 19639 


PAs@O3 FO 


Frieze, Jacob. 
An address delivered before the Grand lodge of Rhode 


Islaml. At the anniversary festival of St. John the 
Baptist, at Kast-Greenwieh, Ro LL Friday, June 24, 1831 
By Jacoh Frieze, G. chaplain. Providenee, R. L, B. 


Cranston, printer, 1831 
24p 2 


“Order of exercises”. p (23,24 


1 party Freemasons. Rhode Istand Grand lodge 


19 10049 


Library of Congres« HS827 FR7S 


Frieze, Jacob. 

A concise history, of the efforts to cbtain an extension of 
suffrage in Rhoce Island; from the year 1811 to 1842. By 
Jacob Frieze. Providence, B. F. Moore, printer, 1842. 

IT p 18y* 


ab Suffrage—Rhode Island. 2 Rhode Island — Pol & govt. — 1775- 
+—30617 
Library of Congress JK1936.R4F7 
~ Copy 2 (38el 
Frieze, Jacob. 


A concise history, of the efforts to obtain an extension of suf 


frage in Rhode Island; from the year 1811 to 1842. By Jacob 
Frieze. 2d ed. Providence, B. F. Moore, printer, 1842. 
wp we 


1. Suffrage— Rhode Isiand 2. Rhode Island -Vol & govt 1775-1885. 
t Title | 
SS 34371 
Library of Congress JKIOGO RAFT 18428 


S0b1, 








(Friese, Jacob, 

Facts for the people: containing « comparison and exposi- 
tion of votes on occasions relating to the free suffrage move- 
ments in Rhode-Island. Providence, Knowles & Vose, print- 
ors, 1842. 

Ro m= 


Dedication signed A suffrage man. 


1. Suffrage—Rhode Isiand. 2 Rhode Isiand—Pol. & govt. —1775-1886, 
1. Tithe. 


o 87709 
Library of Congress 71006. RAFS 
a34b1, 
Frifeidt, Salomon J. 
. Godtfolk og skidtfolk, og af de andre; kroniker og 
skebner fra afsides sogne. wn, Gyldendal, 1989. 
5 p.1L me. 
wena nae eas Be Berean pee 
Fedrenes synder, 
. Tithe 
+ 18088 
Library of Congress PTSITO.FTIO6 1080 
Copyright A—Foreign 5850 
2) 0 BBS 


Frigerio, Costanso. 
Practical manual for the superiors of religious houses, 
by Father Costanzo Frigerio, s. 3.; tr. from the Italian 
y F. Loughnan. New York, P. J. Kenedy & sons, 1912. 


"‘ op 7 pe 


t. Loughman, Frances, 1847- tr 


13-687 
Library of Congress 
Copyright A 330542 
Friggeri, Enrico, 1847- 
La vita, le opere e i tempi di Antonio Panizzi 


Discorso 
del prof. Enrico Friggeri. Belluno, Cavessago, 1897. 


103 p. front. (port.) 219. 
Cover-titie Discorso propunciato tn Bresceiio 1! = settembre = 
primo ceptenarto della sua nascita con appendice bibliografics, note 


e cronace delle feste. 
Bibliography. p. 70-@0. 


1. Pootext, Str Anthony, 1797-1870. 2 Pantast, Sir Anthony, 1707~- 
Bibi 


1879 


& $2514 
Z720.P2F5 


Library of Congress 


Frightfuiness in retreat 
Stoughton, 1917. 
jee: 2 facsim. (incl. frowt.) 18°. 
Ten Ts —Frightfulnews in retreat — Proceedings of the French Sen- 
ate. “ion Bist, 1917. (Transtated from the Journal officiel de la Ré- 


= ue Francaise )—Official report of the Freach appointed 
yes ‘acts committed by the enemy in violation of the law of 
aoeeas 


London, New York ,etc., Hodder & 


1. Buropean war, 1914 1918 Atrocities 


D626.G3F8 
(a32d1) 


Library of Congress 
—- Copy 2 


Frightfulness in retreat 
company, 19 


3p 1.37» 


New York, George H. Doran 
2 facsim. (incl. front.) 19°* 


Contents —Frightfulness in retreat Proceedings of the French Sen- 
ate, March Jist, 1917 (Translated from the Journal officre! de la Répulr- 
hque Francaise)- Official report of the French commission appomted to 
investigate acts committed by the enemy in violation of the law of na 


1. European war, 1914 —Atrocities 
19-8582 


Library of Congress D626G3F8 19178 
——— Copy 2. dh 


CATALOG OF PRINTED CARDS 


Frigidaire corporation, Dayton, 0. 

Food preservation in our daily life. Dayton, O., Frigidaire 
corporation °1929, 

=. %p Wes,col pl mi”. 


1. Refrigeration and refrigerating machinery 2 Food—Preservation. 


» a> 
Library of Congress TRerrT 19m0 
14241, 
Frigidaire corporation, //ay/on, 0 
Food preservation in our daily life. Dayton, O., Frigidaire 


corporation “1929, 
=, 4p. illus, col. pl 204*. 
“Second edition 


1. Refrigeration and refrigerating machinery 2. Food—Preservation 


2 IND 
Library of Congress TPOTFT 19200 
aon 
Frigidaire corporation, Dayton, O. 


Installation and service manual ... 
corporation, °1930. 


Dayton, O., Frigidaire 





40 p. tMlus, diagrs. 234". 
1 aod machinery. L Title. 
BO 13600 
Library of Congress TR«eT.FT3 
Copyright AA 41614 a 21 578 


Frigidaire corporation, Dayton, 0. 

Relief from hay-fever and other disorders by means of 
Frigidaire air conditioning. Dayton, O., Frigidaire corpore- 
tion “1933, 

32 p. les, diagr. 20). 

‘The manuscript of this book was edited by Dr. E.R. Arn. of. p. 8. 


1 ~teery ny 2. Hay-fever. : eae 6 Reggae Faget 
ological 


Ars, Elmer Raymond, 1 eo. no. TH 
44 O40 
adbrary of Congress RCT43.F7 
Copyright AA 140574 3, 616.202 
Frigieri, Aldo. 
Aspetti bancari della previdenzs. Roma, Tipografis 
editrice Italia, 1981. 
Hp 44" 
1. Insurance, Life—italy L Title. 
A 82-480 


Title from N. ¥. Pub. Libr. Printed by L. C 
Frignet, Ernest, 5. 182%. 

La Californie. Histoire des progrés de l'un des Etats-Unis 
Amérique, et des institutions qui font sa prospérité: par 
Ernest Frignet 2. él, rev. et enrichie d'une carte de la 
Californie. Paris, Schlesinger fréres, 1967 


2p. Lb, axel 479 p. fold. map. 2. 


1. California—Hist. 2. Californin—Pol. & gort 


ress Fee 
in 35d) 


Library of Congress 


Frihet 








sv, 4% p 2. 
1. California—Politics and government. 2. California—History 
8. Californie—- Description travel. 
AT BS 

Title from Explorers Clab, New York 
Library of Comgrees rear 

aS) 
On, Som, 6. 1823. 

to the Hi ble John Sherman, chair 





a ats teas & toe United States Senate 
yon the question of the resumption of specie payments, 
18741, 


BMoumb. 1. 2152217". 
Autographed , signed Ernest Frignet. 


1. Curreney question—U. 8. 


Ca T—1008 Unread 


Library of Congress HOS2.FvI 


13301, 


Frignet, Ernest, 1823- 


Essai sur l’organisation des chemins de fer du Pacifi- 
que (Union Pacific railway, south branch) et de leurs 
aa hypothécaires, par Ernest Frignet. Paris, Vieweg, 


cover-title, 126 p. maps. 22)™. 


1, Pacific railroads. 1, Title 
A 13-18% 


Title from Bureau of 


Prignet, Ernest, 1823- 


Essai sur le phénomene erratique en Tyrol, suivi d'une 
relation historique de |'écoulement du Lac de Rofen Eis 
dans (Etzthal; par M. Ernest Frignet Avec une 
carte du Rofenthal. Strasbourg, Veuve Levrault; ,ete., 
ete.) 1846. 


Zp. 1, 1p. 11 


Railway Economics. Printed by L. C. 


fold. map. 24 


1. Geology—Austria—Tyrol. 2. Glacial epoch. 
GS15-50 


Library, U. S. Geological Survey 353(533) Fo2 


Frignet, Ernest, . 1423. 

Histoire de l'association commerciale depuis lantiquité 
jusqu'au temps actuel. par Ernest Frignet Paris, Guillau 
min et c*, 1868. 


2pl.4p 2. 


Frihet—sannhet ; festskrift til Johan Scharffenberg, 70-dre- 
23. november 1939. Oslo Johansen & Nielsens bok- 
trykkeri, 1939. 
472 p. incl. froot. (port.) tables, diagrs. 25”. 
“Redakajonen og utgivelseo av dette featakriftet er forestétt av pre 
feasor, dr. med. Ragnar Vogt (formann), stoleinepekter Lely —~ 


Robert. Gér altoboliemes | verden tithake}—- 
( Coatioued os aext cert) 
41-16803 








Frihet 


Frihet—«annhet 1939. (Card 2) 


Aalen. Leiv an pe oa. 


om antikens Ss 6. 





Fivinete M Sone 


LIBRARY OF CONGRESS 





chrosicus. —T! 

Ay A i) Eropgaajouvon Kaan Torger 
" beruselae og “Jevolig” f 
uly = Alkoholbrukeo 








mga serekilt 

Den overbefoikede 

(Continued on next card) 
41-18862 


mn 
trafikolyckorna —Haliset, Lidvard. 
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1939. (Card 3) 

Cos Tasts—Continued 

else pa o- —Engivuod Erik 

? N&got om sambandet melian och effektivitetea 
terhetarOreisens olika medel ay Ingvar. Til frigan om 

rusdryckslagstiftoingens syfte —Axzeiman. (1D ———S 

Petersen. Kaare Tiermerien eter orsnerin og vin Suan. Aron 

higren, Thort! Na. 
gre synpunkter pA valet ‘o tanenti vid Syiterhetmndervint sama 
Lorhos Jobas. let | skoleundervisningen —. 
seo, David Deo vaysinrranpeytologate Dane oa a for et — 4 








1 Schieswig-Holsteio question 2 Deamart—Dor. rat. yy 
-— a@us 
for Library of Congress 2 
Priis, Aage, 1870- 


L’Europe, le Danemark et le Slesvig du nord, actes et lettres 
provenant d’archives étrangéres pour servir & |"histoire de la 
aprés la paix de Vienne, 





Degitt av en vanfer. 
ningen | Norge 
LA 2. Scharffenberg. Johan. 18%0- 1, Vogt, Ragnar, 
1870 mt. Tithe: Festakrift ti! Johan 
41-18862 
Library of Congress RCS6T S3F7 


2, 616 961 





Friis, Aage. 
Bernstorfferne og Danmark; bidrag ti] den danske 
state politiske og Kultarelle ee | 1750-1835 
Kebenhavn, Nordiske forlag, E. Bojesen, 
1903- 
v. illus, ports. 25). 
“* 7 rleninger” : p. A2y-447. 
1. Bernstorff family 
97M 
Library of Congress DL193.BSF7 
Friis, Aage. 
.. Die Bernstorffs ... 


Leipzig, W. Weicher, 1905- 
v. plates, ports. 24° 


peahagen Nortel en ae ge Fr. Bobi in 
sr ke tp S11. 





1. Bernstorff family. 1. Buhl, Fru Frieda Wilhelmine (Gérnemann) tr. 
10-26751 


DL193. BSF75 


ed. 
papirer, oa breve og be oer vedrp- 
tiden | 








1864-1879, publié aux frais de la Fondation par 
Aage Friis et Pov! Bagge ... Levin & Munks- 
geard, E. Mu 1939 
Added t-p. og Nordsiesvig, aktstykker og breve 
wer ti) belyening af Danmarks 
ee ee See te _ 
P ¥. 1, p. viti-tx. 
Contents. Du 80 octobre au Si 1A 
2 Deomark—For rel. 
Bagge, Povi, 1902 a. Copenhagen. a 
wee 2 27 48B004 
Friis, Aage, 1870- 
inisteri ophavelsen af Pragfredens artikel v, 
af Aage Friis wn ,C. Christensens bogtrykkeri, 
1927. 


2p. 1, Dp 6-680, 2. 
ee 4 ees © Stan Sie Sete 1e27.” 


On cover: Fra forts 
_§ Seen Som head mag’ 2 Schieswig-Holstein question 8. 
jus, 1825-1913. 4 Denmark—Pol. & govt.—1 
S167 
Library of Congress DD430.PsF7 
2 


Friis, Aage, 1870- od 
nordslesviguke epgrgumaa] 1864-1879; aktstykker og 
= belymning av ieee cited re 
Kgbenhavn, H. Koppel, 1921- sie 
%. pre 2 


1 Schleswig Holstein question 2 Denmart—Poil & govt —1849-1808. 
& Denmark — Pol. & govt.— 1888-1900. 4 Schleswig — Hist. — Sources 
t Denmark. Udenrigeministeriet uo Title 


Greenland—Descr. & trav. 2 Arctic regions. 8. Danmark (Ship) 
1 MyltucErichoms Ledvig. 1573-007, ° 


Library of Congress O48. FS 
0581, 


Friis, Astrid, 1893- 

Alderman Cockayne's and the cloth trade; the com- 
mercial ot gine a wpe 108108, 
Astrid Levin & 

Seed, Cater’ Cadventiey poem, 1004. 
6p.1,000p,11 mr. 


book finished in October 1925 and the 
Lite. Possboll wr a) in Desambor 1688°—Pred. 





Brit. 2 Gt. Brit—Oommercial 
1 Wool trade and industry—Ot r 


. & Sir William, 4 1636. 4 

ian. L jusbel!, Annie, 1876- tr. m Tithe 

Lisrary of Congress HDeO016.F7 
(74022, 


Friis, Frederik Reinholdt, 1836-1910. 


Bowe og chtstatiher engnerade ye Brahe og hans 
rea tr of,nde- of F.B. Min Kisbesheva, 
Hest & son, 1875 4 
Spl 1p 2-. 
1. Brabe, Tyge, 1546-1601. 
1S 2O2 


Library of Congress QB%s BaF? 


Friis, Frederik Reinholdt, 1836-1910. 

Historiske efterretninger om den danske adelsfamilie 
Rosensparre. pyre og udg. af F. R. Friis. Med an- 
derstgttelse af den Hjelms' a Rosenkroneske stiftelse. 
Kjsbenhavn, Gyld ; 

2p. 1,34. fold. geneal tab. 23° 


1. Rosensparre family 
17-1791 


Library of Congress C5909 RB 


Friis, Gabriel Michael, 1832-1900. 

Fiskegiet. Et bidrag til den sammenlignende anatomi, af 
G. Friis ... Med to tavler. Kijgbenhavn, Thieles bogtryk- 
keri, 1879. 

Op. 2p mpl 2 

Thesis Copenhagen 


1. Eye. 2. Pishes—Anatomy. 1 Tithe. 


BB 15866 


Library of Congress QLoe.FeT 1879 501 48 


Friis, Hjalmar Michael Christian. 


Rytterstatuen af Frederik v paa Amalienborg; e 

trenesiting af statuens histori med et bidrag til en hip. 

—— vurdering af statuen i anledning af 150 aarsda- 

‘or dens fuldendelse. Kjsbenhavn etc., Gyldendal, 

ordisk forlag, 1921 

115, ith p. 21 illus. (inel. ports,, facsim) 279™, 

At head of title; Hjalmar Friis. 

“Et mindeskrift » ow ~ dey 's hovedverk.” 





“Oplag 750 ek 

‘K CY ninger” ag T. (105)—115) 

1 igs g © ¥, hing of Denmark, 1 2 Contegn. Frederick 
¥ statue. J. Saly, ) ~ 4s Francgow fs Min. 1776. 1. Titi 


le. 
21-14123 
Library of Congress DLI96.3.F7 
Copyright A—Foregn 18379 
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Friis, Hjalmar, 1889- 
. Rytterstatuens historie i Same 6 fra oldtiden indtil Thor- 
vaidsen. Kgbenhavn, Gyldendal, 1 
S66 p. illus. (incl. plans) 274 
Thesis—Copenhagen 
“Kortfattet hippologisk vejiedning” La (13)-626, 


~ 2 Pp. 461-612. 
“Rettelser” allp attached to p 3; of cover a 





1, Statues. 2 Horses. 3 Sculpture—Europe. 1 Title. 
(Full name: Hjalmar Michael Christian Friis, 
34-41738 
Library of Congress NBI2S.FT 1933 


pg neh mag bag 
= of 2. P. Filia, wal ot | Tiling. of 
Seale, I bemmiaaton bes bee He acchaheng bon. 1908, 

@ p. illus, fold. pl, diagrs 23°. 


[Riley "Nope comqrdee tre Anta, af Hane Renee”: pt. 


1. Coah—Norway—Anéé. 1 Reusch, Hans Henrik, 1853- 


Osos 
Library, U. S. Geol. 














Friis, Jacob Pavels, 1827- 


Terrenunderségelser jordboringer i Sterdalen, 
Verdalen og Guidalen sam ‘samt i T'rondhjem ! i 1894, 95 og 96, 
af J. P. Friis. yong - G1 
summary of the contents.’’ 
hos H. "Kechehoug & co. 1898. 


78, 2 pinch fold um. (NM 
ofa ae maps map (Norges geologiake undersp- 


1. Landslides—Norway. 2. Boring 


Library of Congress QE21.A2 
Friis, Jakob Johan Sigfrid, 1843- 

Marcus Thrane, av Jakob Friis. Kristiania, Steen 
(1917 


1064p Jport ia" (Added t-¢.: Nordmand; biografier av norske 
mand 4 ~ od udg wed Edy Bull og Anders Krogvig) kr 29 


1. Thrane, Marcus Moller, 1817-1890. 2 Socialism in Norway 


18-1171 


Library of Congress HX32 Fs 


Copyright A—Foreign 14946 


Friis, Jens, Ayndreas, 1821-1896 

Hans Majestat kong Oscar 1" reise i Nordland og 
Finmarken, aar 1873 Ged Prof. j. A. Friis... Med 20 
trasnit efter fotografier. Christiania, P. T. Malling, 1874. 


2p. liv. 165 p front (port) pl a. 


1. Norway—Deser 4 trav. 2 Oscar u, king of Sweden, 1820- 


Library of Congress DLAI7 Fee 


Priis, Jens Andreas, 1821-1896. 


Lajla, a tale of Finmark, by Prof. J. A. Friis; tr. from 
the Norwegian by Ingerid Markhus. New York and Lon- 
don, G. P. Putnam's sons, 1888 


29.219 i177 


1. Markhus, Mrs. Ingerid (Egge) 1848-1918, tr. mm. Tithe 


644723 
Library of Congress PZ3.POI7L 
yadtel, 
Friis, Jens Andreas, 1821-1896. 
wif la Fortelling af J. A. Friis... Med illustrationer. 


ed Udvalget for folkeoplysnings fremme. Kjsbenhavn, 
1 kommission hos G. E. C. Gad, 1896. 


227 ». incl. front, illus, pl. 18°. (Folkelasning or. 214, 


1. Tithe. 
$-1297 
Library of Congress PTOMOF7L3 
Grite, Jrons, Andress, 1821-1896. 


Legg mmatik. Udarbeidet efter den finmar- 
kiske lekt eller sproget, saaledes som det almin- 
deligst tales i norsk Finmarken, af J. A. Friis ... Chri- 
stiania, |. W. Cappelen, 1856. 

Ip. |, iv, 2, 22 p. 22=. 


‘Litwery of Congrem, ao 


CATALOG OF PRINTED CARDS 


a Seas aad, 1896. 


Leppids apthcteg, aff ved J. A. Friis 
Med 18 tresnit. 1871. 


2+. im 1 front. (v. 2)) Mus, plates (part double) 19°. 





Vol. 2, bas epectal ¢-p.: Lapplake eventyr og folkesagn .. med 8 
treenit. 


1. Mythology, Lappish. 2. Folklore, Lappish. 3. Tales, Lappish. 
L Title 


Library of Congress BLOsO.LaF7 


Friie, Jens Andreas, 1921-1896. 

The monastery of ey Sketches of Russian 
land. pa legendary sources.) By J. 
Friis... Translated by Hill Repp. London, E. Stock, 1896. 
toi ap a. 

“Authorities” Geb prelim. leaf. 


af 


1. Petechenga (Monastery) 2 Legends Lapland. & Repp, Hill, 
tr. o. Title. 
32-15470 
Library of Congress BXS88 P4rT mm 


Friis, Jens Andreas, 1421-1896. 

Ordbog over det lappiske sprog med latinsk og norsk for- 
klaring, samt en oversigt over sprogets grammatik. Udarbei- 
tet, og med offentlig understgttelse udgivet, af J. A. Friis 
Christiania, I kommisson hos J. Dybwad, 1887. 

liz, 2), 8, 6p 2 

Added t 2 im Latin. Preliminary matter in Norwegian and German, 
ia perotia columns. 

iteraturfortegnelse”: 6 p. at end. 


1. Lappiab language—Dictionaries—Polygiot 2 Latin language—Dic. 
tlonaries—Polygiot 3. Norwegian language— Dictionaries— Polyglot 4 
icom 


Lappisb language Grammar 1. Leticon leppon! 
3-26751 Revised 
Library of Congress PHT25 Fs 
(r33b2, 


Friis, Jens Andreas, 1821-1896. 


Skildringer fra Finmarken, af J. A. Friis... Med illu- 
strationer af Wilh. Peters. Kristiania og Kjebenhavn, 
. Cammermeyer, 1891. 


3p. 1. 155 p. plates. 18° 


1. Finmarken, Norway. 


17-4000 
Library of Congress DLS76.FSF8 
Friia, Jens Andreas, 1921-1896. 
En sommer i Finmarken, rusisk Le be 
SS ee eee 6 = 2% tresnit 


og ot kart. Chri 1871, 


7 


vi, ly, 880 p. dia: Ges, Ga 8 OD =. 





1. Finmarken, Norway—Deecr. & trav. 2 Lapland—Descr. & trav 


Cet) 


Litrary of Congress Dees rez 


aml, 
Friis, Johan Gabriel Beck- 
see 


Beck-Friis, Johan Gabriel, friherre, 
1662- 


Friis 


Friis, Johan H. Beck- 
see 


Beck-Friis, Johan Hugo, Friherre, 1890- 


Friis, Lonborg. 
ee abe deviate, Et mind —_—— 
i 1848, med mange beretninger. Ved 
Lenborg Pris A Aarhus, raat S forlage-forretaing, 1898. 
Wp 2B. 





1. Denmark—H ist —1814-18@. 





$997 

Library of Congress DL217.F9 
Friie, Niele, 190¢- 

rr ‘pillamands lvnedalghy samist of Nilo 
blade sf en iain epilemands 
Friis. Kebenhavn ,Viborg, Trykt i F. V. Backhausans bog- 
tryckkeri, 1940. 

Si, 2) Mus (lect. ports, facsima) 20°. 

“Rettelas” stip | 


aeerted. 
‘Henvianinger ti) afenittet om Lars Friis”: p 87. 
1. Priia, Lars Madsen, 1747-1828. 2 Frits family. 
Library of Congress 


M4 FST 
2 ws 


Friis, Oluf, 1894- comp. 

A book of Danish verse, translated in the original meters by 
S. Foster Damon and Robert Silliman Hillyer, selected and 
annotated by Oluf Friis. New York, The American-Scandi- 
navian foundation ; ,etc., etc., 1922. 

Tp. l, 179 p. 10". ( Helf-titie: Scandinavian classics, vol. xx) 


1. Danish poetry—Transiations into English. 2 English ae pa 
Transiations from Danish. L Samuel! Foster, 
tm Hillyer, Robert Sillimao, 1806— jotot tr. m1. Tithe. 


cael 
Library of — PTTe6s. ESFT 


Copyright A flol, 





Frits, Otef, 1804- 
havn, H. Hirschsprung, 1987- 
¥. plates, ports. facsime 254~. 


ef Oluf Friis ,Kgben- 


Cover-titie. 
Igpeed \o parts 


1. Danish literature—Hiet @ertt =. Tithe 


Library of Ooagress 


31a 
Liprary of Osngress prresssert 
Copyright 4—Boreign ona 
a 








Friie, Peder Clausspa, 1545-1614. 
Samlede skrifter af Peder Claussen Fi 


hos A. W. Brogger, 1881. 
bi ry ixxxiil, (1) p, 1 L, 8p 20", \Historisk tideskrift. Tillage 


(Friis,, Peder Casces, one 1614 


LIBRARY OF CONGRESS 


Friis-Mgller, Kai, 1848- 


Belgiske dage, noter og marginalia. Keébenhavn, V. 
Pio, 1918. 
4p .%p ZI 

Af de her samiede artikler hudrgrer isk verdensliteratur’ fra den 
af omg redigerede bog om Belgien (Pio 1916), bvorira ogsaa fortalen er 
medtaget ; de @vrige har alle veret trykte i ‘Poltiken’s spaiter \Forort. 
ac — Den beiguske verdensiiteratur —Beger om om Beigyen — vin 4 
mac! 


Vv 
pak paw Verhaerens dgd —Verhaerens sidste digte — 


1. Belgium—Intellectual life 2. Belgian literature—Hist. & crit. 1. Tithe 


. 21-14925 
Library of Congress DH471 F7 


2. 


Friis-Moller, Kai, 1888~- 





Norriges og dfxrdige beskrivel 
indholdendis hvis — er at ‘nt vide, eeaet om landets og 
indbyggernis leylighed og vilkor, korteligen tilsammen 
fattet, af Hr. Peder Claussen... Og forhen tryckt 1632. 
Kjobenhavn, Trykt udi Hans Kong Mayests. privilege- 
rede bogtrykkerie, 1727. 

ipl, 17%, dip 16. 

In verse. 


l. Norway 


Library of Congress 


1 Tithe. 
Library of Congress 
Copyright A—Foreign 


PUSB.FTAS 


>8 


Friis, Fru Rigmor. 
... Familiens haab. K¢gbenhayn, Gyldendal, 1988. 





ap =. 
At head of title: R. Frits, 


1 Tithe. 


Library of Congress PUsrirs 
000 
2 


Friie, Frv R. 
En kryster. Kebenhavn, Gyidendal, 1933. 
wp =. 
A novel. 


1 Tithe. 


Livrary of Congress 
Copyright A—Foreign 











Indskrifter; udvalgte vers 1910-20, af Kai Friis- 
Zz tejtbenharn og Kristiania, Gyldendal, Nordisk 
1, hp me. 
‘Oplag 750 cksemplarer.” 
Cowrents —Tristia —Libellus amoris.—Levia—Indskrifter -n. 


1 Tithe. 
. 21-S367 
Library of Congress PTSI7S.F7S1S 1920 
Copyright A—Foreign 17733 


2 


Frijda, Lion Joseph, 1906- 


Over de extrarenale werking van diuretica ... door Lion 
Joseph Frijda Utrecht, N. v. drukkerij v/h L. E. Bosch & 
zoon, 1934. 

Spt, St, yp 26> 


Proefechrift —Utrecht 
Bibliographical foot notes 
‘Stetiingea” (2 leaves) laid in. 


1. Diuretics and diuresis. 2 Hormones. 


t Title: Extrarenale 
werking vao diuretica 


35-25194 
Library of Congress RMSILFT 
2 615.761 
Frijse, Johan Vredman 
nee 
Vries, Jan Vredeman de, b. 1527 
Loeaer or Cononess Ravexance 
compen oe ae Se tg tye fy BE 
‘Xx 41-5806 
a 
Reference card 
Frike, Philipp Joseph 
see 
Frick, Philipp Joseph, 1740-1798. 
8198 
Library of Congress 
Frikell, Samri. 


Spirit mediums ex , by Samri Frikell; with special 
chapters, affidavits, and letters by the world-famed Houdini; 
an introduction by the famous magician, Howard Thurston; 
and « full account of the suthor’s adventures with the inter- 
national leader of the spiritualists, Sir Arthur Conan Doyle .. 
New York, N. Y., New metropolitan fiction, inc., *1980. 


Sp Mun sy". 


(Prikell, Wiljalba, 1615-1903. 

eee Sete, 9 tas of emtates whe By the author 
of “The secret out”. Edited by W. H. Cremer, jun. With 
= oe illustrations. London, Chatto and Windus 
(18721, 

2p 1, @B,-828 p. col. front, illus, diagrs, 19°. 

Also attributed to Henry Lieweliyn Williams 


1 2 Card tricks. t Cremer, William Henry. no. Wil- 
items, Heory 142 = supposed author. mz. Title. 
& se28T 
Library of Congress ovis FT 
(35d), T7288 


(Frikell, Wiljalba, 1818-1903. 

Magic no mystery: conjuring tricks with cards. balls. and 
dice; magic writing, performing animals, &c. &c. By the 
author of “The secret out.” Edited by W. H. Cremer 
London, Chatto & Windus, 1876. 


333 p.. 1 1. incl. col. front. ua 109%. 


1. Comjuring. 1. Cremer, William Heory, ed. w. Title 


34-11789 


Library of Congress GVIS47 FITS 723.8 


\Prikell, Wiljalba, 1818-1903. 

The magician’s own book, by the author of “The secret out”, 
“The modern conjuror”, &c., edited by W. H. Cremer, jun. Con 
taining ample instructions ‘for recreations in chemistry, acous- 
ties, pneumatics, legerd sy electricity (with 
and without apparatus) With 200 practical illustrations. 
London, J. C. Hotten ,187-1, 





2p. +. fel, (13)-825, 1) p  front., ius, diagrs. 19°. 
“An entirely new edition.”—p. tx. 


1. Conjuring. 2 Scientific recreations. 


1. Crewer, William Henry 
ed. mn. Title 


40-3780 


Library of Congress GVINT FT 


(Prikell, Wiljalba, 1815-1903. 
The magician’s own book; recreations in ae le Ganti seme 
tics, legerdemain, electricity with and without 
formances with cups and balls ... edited by W. H. Cremer, j At 
A new ed. with 200 practical illustrations. Edinburgh, J. 
(1871, 


4p. 1, (13)-825, 1, p. tts, diagrs. 19°. 


1. Conjuring. 2. Scientific recreations. 


t. Cremer, William Heary, 
ed m. Title 


3411780 


Library of Congress GVIS47T FTSS 


(381, 738.8 


Prikkers, Coenraad 

Strafrechte ontzetting van rechten en het buiten- 
landeche ee Amsterdam, J. , druk- 
ker (1897, 

Jp. iMp 2m. 


Proefschrift—Leyden. 
“Stellingen” : 4 p. inserted loose. 
1. Civil rights. 2 Criminal law. 1. Title. 


Library of Congress 


Friley, Charles Edwin. 
The place of the dean in the ad 
of the college, by Charles E. Friley .. 





(College Station, 1928, 

















(Friley, Charies Edwin, 1887- 

, Tie peatieat ofiiven te Gn cad ot Go outing of Ge 
seasion 1938-39 .. Ames, Ia, lows state college of agriculture 
and mechanic arte (1988, 


cover-titie, &2 p. 23" (The lows state college bulletia . Vai. 
XXXL, 00 16 September 14, 1888) 


Signed Charles B Friley, president. 


L lowa State college of agriculture and mechanic arts, Ames 
. Tite 


Library of Congres ‘S687. sOFT4 


a 0.71 


Friling, H. 
Plastische ornamente anlehnend an barock und andere 
historische stilarten fiir bau- und | k. 


CATALOG OF PRINTED CARDS 


Friman, Einar, 1890- 

Untersuchungen tiber die hochfrequenzspektra (l-reihe) 
cer elemente von Einar Friman. Lund, C. W. K. Gleerup; 
ete., ete., 1916, 


47, 2 p. Was, pl, yyy ys ~~ ~~ 
tets Arsskrift. o. f, iva 2 bd. 1 ar 


K Fysiografiska siliskapete bendlingar 


(Lanés universi- 


on. f, bd. 27, or. ®. 


1. Spectrum ensiysis. 


Frimmel 


Ee SD So SD 


th » 
a Wie ien, ~¢ = 1923. 
62, «ip illus, 28 pl (ports) 224" 





bildnis, von Theodor 


1 Beethoven, Ludwig \an— Portraits, carcatures, ete 











worfen und gezeichnet von H. Friling . Berlin, New 


York ,ete.. B. Hessling mn. dy 
Ip tl, Wpl 44 x 37 
In portfoho 


1. Decoration and ornament, Architectural 1. Title 


A 142504 


Title from Pennsylvania 


State College. Printed by L. C. 


Frilley, G. 
Monténégro contemporain, par G. Frilley . 
Wlahovitj Paris, E. Plon et c*, 1876. 


3p.1, 4p. front. (fold. map) platen 1847". 


. et Jovan 


1 Mootenegro— Descr. & trav 1. Viahovich, Jovan, joint author. 


ms 
Library of Congrem DR100.F9 
. L’arte di punire. Firenze, R. Bemporad & figlio 
ete., ete., 1916, 
Ip. |, 16p,21 21. (Questioni di educazione morale) 


1. Punishment. 2. Children—- Management. 
E 18-163 


Library, U. S. Bur. of Education HQ760.F9 


Friluftsmuseet p& Norsk folkemuseum 


see 
Oslo. Norsk folkemuseum. Frilufts- 
museet. 


Friman, Christopher 
see 


Frimann, Christopher, 1742-1791. 


a7 
Library of Congress ML410 BaF 86 — 
(32b1, mote Copyright A—Foregn 29973 
Title from Univ. of Chi- cago ASTM 146 of. avd.2 bd 12 

Printed by L. C. P-) 

Cane Oke, Rise Gaeta, e- ¥ Veimmel, Thesder ven, 1808-1908. 
rs agen: t. Diap cme h studien, von Th. von Frimmel Miinchen und 

ee und der p -~ — u. 5 P : Leipzig, G. Miller, 1905-06. 
ss jen, von rimann Oslo, Nationaltryk- 2 ¥. treat. (port.) Mites, plates. 254° 


935. 
168 p. incl. Hus, tables, diagre, 2" (On cover: Acta chirargica 
=uxvr) 

At bead of title: Aus der Abe a der Chirurgiscben universitite 
—_ Ss Oslo, Norwegen. 
seued together with Acta chirurgica scandinevica, 

Exrvn io added cover bearing title: Doevm satalicym Nicolaysen. 
tof the anniversary volume was iseued as Acta chirurgica srandi. 
6, 3, 





Summary also tp English aod Freach 
Literatur”: p. (164,-168, 
2 Blood— Circulation, 3 Embul| 
1 Ti ACTS 


Frimann-Dahl, Johan Cappelen, 1902- 

Rontgenologische und pathologisch-anatomische studien 
liber den tuberkulosen primarkomplex, von J. Frimann-Dahl 
und Georg Waaler. Oslo, Nationaltrykkeriet, 1936. 

@ p illus, tables, 25°. (On cover: Acta radiclogica. Supple 
mentum fxr) 

At head of title Aus den Pathologiseh-anatomischen institut der 
Universitit, Oxie, Direktor: professor dr. med. Francia Harhits. 

“Literaturverzetchats” : p. 0, 


1. Tuberculosia, 2 Magness, Rartioncopie, 
Lee, Joint author 


1 *Waaler, Georg, 


ACe®-1476 
Michigan. Univ. Library 
for Library of Congress 2, 


Frimaria, Henricug de 


Henricus de Vrimaria. 


Frimley, Eng. 


Brompton hospital 
sanatorium 


Brompton hospital sanatorium, Frimley, 


Frimmel, Theodor von, 1853- 

Beethoven-handbuch, von Theodor Frimmel 
Breitkopf & Hirtel, 1926. 

2+. Mus. (music) 249° 

CoxTents.— 1. Abendlied-Ouvertiren —t1. Pachler-Zulehner 


Leiprig, 


1. Beethoven, Saeed com, 1770-1827. 2. Musiciens—Vieons 
8. Masictane-Dictiona 1 Tithe 


naw 
Library of Congress MIA10 B4FOO 
Copyright A—Foreign ‘Szz81 
a 


Each volume hes also special tp. 


Contents —1. Beethovens dussere erscheinung 1. Bausteine su einer 


des meisters 


1. Beethoven, Ludwig van, 1770-1827 


2 Beethoven. Ledwig van — 
Iconography 1. Title. 


6 43743 Kevised 


Library of Congress ML410 B4FT 


(33b2, os 


Frimmel, Theodor von, 1853- 


Beethoven und Goethe. Eine studie, von d’ Th. Frim- 
mel. Wien, C. Gerold’s sohn, 1983. 


V,hp 247 


1. Beethoven, Ludwig van, 1770-1827. 2 Goethe, Johann Wolfgang von, 
1749-1832. 


910774 
Biel, 


Library of Congress MLAIO.B42F7 


Frimmel, Theodor von, 1853-1928. 
Handbuch der gemildekunde. von dr. Theodor v. Frimmel 


Mit 28 > den text gedruckten abbildungen. Leipzig. J. J 
Weber, 

vi, 228 p. ites 17* (On cover: Webers illustrierte katechismen 
a® 151) 


Includes bibliographies. 


1. Paloting 2. Paintings 1 Tithe: Gemildebunde 
ND1II35.F8S 1804 
a35b1, 


Library of Congress 


Primal, Theodor von, 1853- 
dbuch der gemildekunde, von dr. Theodor v. Frimmel 
2. umgearb. und stark verm. aufl., mit 38 in den text gedruck- 
ten abbildungen. Leipzig, J. J. Weber, 1904. 
xii, 286 p Mas 179”. 


loctudes bibliographies 





1. Painting 2. Petotings. 1 Tithe: Gemiidebunde. 


13 -21382 
ND1136.F86 1906 


)30e1) 


Library of Congress 


Frimmel, Theodor von, 1853 

Josef Danhauser und Beethoven. Eine studie aus der In 
ternationalen ausstellung fiir musik und theaterwesen von 
dr. Theodor von Frimmel. Wien, Gerold & co., 1892. 

2p 1 

Concerning « supposed portrait of Reethoves, by Deahauser 


} Dewhwnser, Joseph, 1806-1865 2 Beethoven, Lodwig van, 1T70- 
17 


ca0 1288 Vorev'd 
ML410 R42FT3 
ee 


Library of Congress 








Frimmel 


Frimmel, Theodor von, 1853-1928. 
Ludwig van Beethoven, von Theodor von Frimmel 
“Harmonie”, 


Berlin, 
verlagsgeselischaft ‘ir literatur und kunst, 1901 

8, 1, p. front. ius (incl. ports. music) plates, facsime. (part fold. ; 
incl. music) 259%. (Added t-p.; Berthmte musiker breg. von Bt. 
Reimann. x11) 


Verseichnis der werke Beethovens”: p. 04-00. 


1. Beethoven, Ludwig van, 1770-1827. 


G-1616 


Library of Congress MIA10 B4F® 


(a34b1, 


Frimmel, Theodor von, 1853- 


Ludwig van Beethoven, von Theodor v. Frimmel. 5., 
verm. und verb. aufl. 21-26. tausend. Berlin, Schlesische 
verlagsanstalt 1919 


109 p. front., illus. (incl. music) plates, ports., facsims. (part fold.) 26™ 
(Added tp. Beruhmte musiker mun) 


1. Beethoven, Ludwig van, 1770-1827. 


21-14170 
Library of Congress MLAIO.B4F8 1919 
12) 
Frimmel, Theodor von, 1553-1928. 
Neue Beethoveniana. Von d’. Theodor Frimmel. Neue ausg 


Drei 
Gerold's sohn, 


mit zwei ungedruckten briefen Beethoven's an Goethe. 

heliogravuren und drei phototypien. Wien, C. 
1890. 
vill, 380, 1) p. tus. (incl mesic) 3 mounted port. 214°. 

ven ols yo pee Aus deo jabren 

18168 = Ist? —Beethoven iu Médling —Beethoven's hussere erschel 

hung, seine bildniss —Kegister der ersten sungabe —Nachtrag: Zwei 
ungedruckte briefe Beethoven's ao Goethe Zum abschluas 


Briefe 


1. Beethoven. Lotus van, 1770-1827 1. Beetboves, Ladwig van, 
1770-1827. m. Tith 
317480 
Librory of Congress MLA. BARS 
(a32e1, mis 
Frimodt-Méller, Johannes, 1906— 


Dissociation of tubercle bacilli; investigations on the mam- 
malian types including BCG, by J. Frimodt-Méller. Copen- 
hagen, Nyt nordisk forlag Arnold Busck ; London, H. K. Lewis 
& co. Itd., 1939. 


256 p. incl. tus., plates, 21 tab. (2 fold.) diagra. 25°. 


“References” : p. 124-1390. 
“Résumé ( Danish summary)”: p. 254-254. 
1. Bactilus tuberculosis. 1. Tithe. 
A 2058 
Wisconsin. Univ. Libr. 
for Library of Congress 2 


Frimont, Celestino Herrera 
see 


Herrera Frimont, Celestino. 


Primot, Jacques Joseph. 
Mémoire sur |’établi it d’une igation A grand 
tirant d’eau entre Paris et la mer par la voie fluviale. 
Par Frimot ... Paris, Ponthieu et c*, 1827. 
2p. 1, 1B p. 2 fold. plans. 21. 





1. Seime River—Navigation. 
17-6001 
Library of Congress 


LIBRARY OF CONGRESS 


Princke, Otto. 


... 16 tol or what? By Otto Frincke ... Baltimore, 
Md. (1896, 


Wp 7 


1. Silver question. 


62m 


Library of Congress HGSS6.P91 


ig nat a emg 


ry 4 hy yw hy A 


Der 
beriicksichtigung der x astwirte Von dr. jur. Josef Walter 
Frind. Breslau, Schletter, 


xiv, 1228p. 11 26 (Added t-p.: Strafrechtliche abhandiunges 
. 298) 





“Literatur-verseichais”: p. iz;-xiv. 
1. Treasoo—Germany L Title 

32-11874 
Library of Congress a 


Frings, Charlee H. 


Die belmmdlung der amerikanischen weine; die krank- 
heiten derselben und deren heilung. ine praktische, 
leichtverstandliche anleitung, junge weine in —a 
zeit ohne kellereinrichtung gianzhell und fi 
machen. Von Chas. H. Frings 
ter, 1869. 
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